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PREFACE TO THE FIFTH EDITION 


AN extensive revision of ‘‘Standard Methods of Chemical 
Analysis”? was in progress during the years 1930-2 and approxi- 
mately half of the first volume was in galley proof when the work 
was interrupted by the death of Professor W. W. Scott. A further 
revision and extension of the book was undertaken in 1936 by the 
present editor in cooperation with the majority of the former 
collaborators, or their associates, and a number of new con- 
tributors. 

As a result cf this cooperation the book has undergone its most 

.thorough revision as well as a very considerable expansion in 
«content. Nearly all of the chapters that appeared in the fourth 
_ edition have been either drastically revised or entirely rewritten. 

} Among the chapters that have been entirely rewritten are those 
= on Aluminum by H. V. Churchill, R. W. Bridges and the staff of 
* the Analytical Laboratory of the Aluminum Company of America, 
which incorporate the standard methods of that company; Cad- 
mium and Zinc by L. A. Wilson of the New Jersey Zinc Company; 
Cerium and other Rare Earths, Thorium, Zirconium and Hafnium 
~ by P. H. M-P. Brinton; Columbium, Tantalum, Gallium, Indium, 
Scandium and Thallium by W. R. Schoeller; Sodium, Potassium 
“and the Other Alkali Metals by W. B. Hicks of the Solvay Process 

“Company; Radium by L. D. Roberts; Reagents by N. H. Furman; 
SNon-Ferrous Alloys by W. J. Brown of the National Lead Com- 

*pany; Bituminous Substances by H. A. Abraham of the Ruberoid 

Company; Soap Analysis by C. P. Long, incorporating the standard 

“methods of the Procter and Gamble Company; Potentiometric 
_ Titration by N. H. Furman; and Gas Analysis by the late Professor 

A. H. Gill of the Massachusetts Institute of Technology. 

The book contains new chapters on Rhenium by Loren C. Hurd; 

Ferrous Alloys based on the methods of the American Society for 

Testing Materials; Electrometric pH Measurement by W. N. 

Greer of the Leeds and Northrup Company; Colorimetric pH 
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Measurement by F. H. McCrumb and W. A. Taylor; Conducto- 
metric Titrations by I. M. Kolthoff; Chemical Microscopy by 
E. M. Chamot and C. W. Mason; Quantitative Microanalysis by 
L. T. Hallett; Analysis of Rubber Compounding Ingredients by 
R. B. Stringfield; Quantitative Spectrographic Analysis by W. R. 
Brode. 

New material appears in almost every chapter. In addition 
to the vast amount of material that was collected by Professor 
Scott and by the present editor, specific contributions to individual 
chapters were added on: Alundum, and Boron Carbide by the 
Norton Company through M. O. Lamar; Beryllium-Copper Alloys 
by C. H. Davis of the American Brass Company; Boron by the 
Pacific Borax Company, by Mrs. 8. K. Webb and others. The 
book also includes extensive contributions and revisions on Chro- 
mium, Manganese, Molybdenum, Tungsten and on other subjects 
by Thomas R. Cunningham in the form of standard methods of 
the Electrometallurgical Company; on Copper by Eugene Fitz- 
patrick of the Nichols Copper Company; on Iron and on Titanium 
by W. M. Thornton, Jr.; on Lead by A. J. Nicklay of the Eagle- 
Picher Company and J. R. Sheppard; and on Nickel by Calvin 
Sterling of the International Nickel Company. Methods of the 
American Cyanamid Company for hydrogen cyanide and other com- 
pounds were furnished by C. P. Davis. The chapter on Titanium 
was revised by J. L. Turner of the Titanium Division of the 
National Lead Company. 

Extensive revision will also be found in the chapters on the 
Chemical and Bacteriological Examination of Water. The former 
was contributed by D. K. French and the latter by F. E. Hale. 
The section on Fuels was revised by incorporating methods from 
the American Society for Testing Materials, while the chapters on 
Explosives and Rubber were revised by their original authors, C. G. 
Storm and L. A. Salas. 

Sundry contributions have been made by many other contribu- 
tors, some of which are acknowledged here but all of which are 
acknowledged in the body of the text. These include a revision 
of the Solubility Tables by W. D. Leech; contributions to the . 
sections on Magnesium Alloys and the analysis of Sodium Sulfide 
by A. W. Beshgetoor of the Dow Chemical Company; various 
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procedures were contributed by L. J. Stabler, R. H. Pierson, B. 8. 
Taylor, G. Thorp, L. 8. Bushnell, J. B. Chatelain, E. R. Caley, 
W. S. Allen, W. J. Boyer, L. E. Harper, E. P. Herner, C. H. 
MecCollam, J. Strauss, and others. 

Since the publication of the fourth edition have occurred the 
deaths of Professor Scott and four other major contributors, Dr. 
Victor Lenher, Dr. R. K. Meade, Dr. I. A. Palmer and Dr. A. H. 
Gill. Dr. Lenher’s chapter on Selenium and Tellurium was 
originally revised by Professor Scott and later re-revised by 
Dr. W. R. Schoeller. Dr. Meade’s chapter on Cement was 
revised by W. C. Hanna of the California Portland Cement Com- 
pany. ‘The revision of Professor Palmer’s chapter on the Fire 
Assay is based on the detailed suggestions of T. A. Wright of the 
Lucius Pitkin Company. ‘The present editor has undertaken the 
revision of the majority of the numerous chapters which were 
originally contributed by Professor Scott. Dr. Gill revised his 
chapters on Gas Analysis and on Oils, Fats and Waxes in 1936. 

The editor received helpful collaboration from many sources 
and this is gratefully acknowledged here as well as in the body of 
the text. The editor also wishes to record his obligation to a 
number of individuals who gave general advice about numerous 
matters in either the earlier or the latter stages of the revision; 
T. R. Cunningham, I. M. Kolthoff, 8. Skowronski, G. Frederick 
Smith, H. H. Willard, T. A. Wright, and the late Stephen Popoff. 
Advice on special procedures which is also gratefully acknowledged 
was received from W. H. Chapin, E. H. Mahin, W. M. Thornton, 
Jr., and the late S. W. Parr. The editor wishes also to acknowledge 
the valuable assistance of E. R. Caley and J. F. Flagg in reading 
the proof; of Mrs. A. Z. Muelken in the typing of the manuscript; 
and of his daughter Carol in preparing the Index. 

Permission to reproduce material from various journals and 
books of standard methods was-very generously granted by the 
American Chemical Society, the American Society for Testing 
Materials, the Technical Association of Pulp and Paper Industries 
and the Association of Official Agricultural Chemists. 

Typographically the book is entirely new; complete resetting 
has made possible the use of more appropriate headings and a more 
pleasing type page. The publishers have spared neither effort 
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nor expense to improve the quality of the book; to this end they 
have sacrificed much material that was already in galley form in 
the progress of the revision of 1932. 

The spirit of cooperation on the part-of the various collaborators 
has been noteworthy. This is a tribute to the genius of Professor 
Scott in the early development of the project. On behalf of the 
various contributors and the hosts of friends of the earlier editions, 
the present editor expresses the hope that the fifth edition has 
preserved and enhanced those uniquely valuable qualities which . 
made the work of such broad service to advanced students, pro- 
fessional analysts, and research workers in all fields of chemistry. 

N. Howeiut Furman, Editor. 


Princeton, N. J., 
June, 1938. 


PREFACE TO FIRST EDITION 


Tuis book is a compilation of carefully selected methods of 
technical analysis that have proven of practical value to the 
professional chemist. The subjects have been presented with 
sufficient detail to enable one with an elementary knowledge of 
analytical processes to follow the directions; on the other hand, 
lengthy exposition, theoretical dissertation and experimental data 
are purposely avoided, in order to include a large amount of in- 
formation in a compact, accessible form. References to original 
papers are given when deemed advisable. 

For methodical arrangement the material is grouped under 
three major divisions—Part I. Quantitative determination of the 
elements. Part II. Special subjects. Part III. Tables of infor- 
mation. 

In the first division the elements are generally taken up in 
their alphabetical order, each chapter being fairly complete in 
itself, cross-references being given to-certain details included 
elsewhere to avoid repetition. For example, the complete di- 
rections for separation of the halogens are given in the chapter 
on chlorine, and references to these details are given in the chap- 
ters dealing with the other members of this group. Occasionally 
it has been deemed advisable to place several related elements 
together in the same chapter. 

Each chapter on the elements is generally arranged according 
to the following outline: 

Physical Properties. Atomic weight; specific gravity; melting- 
point; boiling-point; oxides. 

Detection. Characteristic reactions leading to the recognition 
of the element. 

Estimation. The subject is introduced with such information 
as is useful to the analyst. , 

Preparation and Solution of the Samples. Here directions are 
given for the preparation and decomposition of characteristic 
materials in which the element occurs. Recommendations to the 
best procedures are included to assist the analyst in his choice. 


Separations. This section is devoted to procedures for the 
vil 
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removal of substances, commonly occurring with the element, 
that may interfere with its estimation. In the absence of such 
substances, or in case methods are to be followed by which a direct 
estimation of the element may be made in the presence of these 
substances, this section on separations may be omitted in the 
course of analysis. Here the discretion of the chemist is necessary, 
and some knowledge of the substance examined essential. 

Methods. The procedures are grouped under gravimetric and 
volumetric methods. Several processes are generally given to — 
afford the opportunity of selection for particular cases and for 
economical reasons where special reagents may not be available. 

In many of the chapters methods for determining traces of 
the element are given, and the subjects are concluded by typical 
examples of complete analysis of substances containing the 
elements. 

The titles to the procedures generally give a clue to the proces- 
ses. Names of originators are occasionally retained where common 
usage makes the methods generally known by these. 

Although the combined acid radicals are taken up with the 
elements to which they may be assigned, a chapter is devoted to 
the more important of the acids in their free state, and is placed 
with the other special subjects in the second division of the book. 
Here are found chapters on water, paint, oil, alloys, coal, cement, 
gas, and such subjects as are best classed in sections apart from 
simple substances dealt with in the first portion of the work. 

The last portion of the book is devoted to tables of the more 
important arithmetical operations. These are designed to assist 
the analyst to greater accuracy of calculations, as well as to relieve 
him of needless expenditure of time and energy. 

The material herein included has been carefully selected, an 
effort having been made to obtain the more trustworthy methods 
that will meet the general needs of technical chemists. 

A list of the majority of publications consulted is given in 
alphabetical order in the appendix of this volume. Reference to 
these authorities will be found throughout the book. 


W. W. Scorr. 


New York Crry, 
January, 1917. 


INTRODUCTION* 


The fundamental importance of analytical chemistry is shown 
by the urgent demands on this branch of chemistry. Our present 
day knowledge of elements has been made possible by analysis. 
The separations in metallurgy are dependent upon analytical prin- 
ciples. Startling discoveries in medicine have been dependent on 
accurate analysis and the same is true in regard to experimental 
research, where analytical methods are employed for ascertaining 
the composition of the products formed. The importance of 
analysis for control of chemical industrial processes has created a 
demand for rapid methods so that there is a constant effort on the 
part of the analytical chemist to simplify procedures of analysis. 
On the other hand our extended knowledge of the nature of sub- 
stances and their chemical reactions has shown errors in former 
methods of procedure and the necessity for modifications which 
are being developed to take care of interferences. This accounts 
for the large number of specialized methods that appear in chemical 
literature and the vast amount of work that has been done for 
coupling accuracy with simplicity, wherever this is possible. Re- 
search demands accuracy in analytical procedures with sacrifice of 
simplicity and rapidity, should these be impossible; on the other 
hand rapid methods are essential to the economic control of chemi- 
cal industrial processes. 

A correct evaluation of materials for one or more of the sub- 
stances desired, necessitates careful sampling, for obtaining repre- 
sentative portions for analysis. Ores and minerals of uniform 
composition are exceptions; even in the case of alloys, where a 
uniform composition would be expected, segregation of elements 
‘of the molten mixtures during the process of cooling is known to 
take place. Sampling of solutions is no exception to the necessity 
of careful procedure. A chapter is devoted to the subject under 
the specialized section of this book—Volume 2. 

An early training in the chemical laboratory, generally starting 
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in the high school and carried on in the college or university, has 
acquainted the chemist with the common apparatus employed in 
the analytical laboratory. He is familiar with the different forms 
of containers—beakers, casseroles, flasks, crucibles—closed or per- 
forated forms, made of porcelain, silica or other refractory mate- 
rials, or of metals—iron, nickel, platinum and certain resistant 
alloys. The chemist is familiar with different types of measuring 
apparatus—the balance, burette, measuring flasks, pipettes ete. 
He has used different forms of heating or combustion apparatus— 
drying ovens, burners and furnaces. He has become familiar 
with laboratory operations and technique, details of which appear 
in elementary texts of analytical chemistry, used in his preparation 
for a professional career. It has been considered unnecessary to 
give such details here. Throughout the work attention is called 
to special apparatus and cautions in technique and operations 
where these are considered necessary. A chapter appears in the 
later portion of this volume on special apparatus and calibration 
methods that will be found useful. 

In the preparation and decomposition of the material for analy- 
sis care must be exercised to avoid loss by volatilization or separa- 
tion; for example the volatility of mercury compounds, silicon and 
fluorine in presence of each other during the acid attack, stannic 
chloride, boron in certain combinations; the precipitation of certain 
radicals with silica during the action of strong acids, and the 
co-precipitation of a number of substances with aluminum hydrox- 
ide (the ammonia precipitate). Throughout the text precautions 
are given to avoid such losses and attention is called to the steps 
where such losses are apt to occur. In the mechanical preparation | 
of the material fine grinding of refractory substances is generally 
advisable. It must be remembered, however, that chemical 
changes may take place, for example oxidation of sulfide ores 
leading to low results. Then again contamination by abrasion of 
the grinding apparatus must be guarded against. 

The amount of the sample required for analysis depends not 
only upon the percentage of the element or substance in the mate- 
rial, but also upon the delicacy of the method, that is to be used. 
In the determination of the more common elements in ores and 
minerals a 0.5 gram sample is generally sufficient. In micro- 
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methods, a few milligrams are sufficient, while in the determination 
of the so called ‘‘traces”’ of impurities much larger samples may 
be required. 

In complete analysis of substances it may be advisable to take 
separate samples for individual estimations, as in case of carbon 
dioxide in carbonates, the estimation of carbon, fluorine, and 
chlorine. On the other hand combinations may be better, for 
example the determination of silica, titanium, manganese and 
nickel in the same sample; chromium and vanadium; barium and 
zirconium; iron, aluminum, titanium, vanadium, zirconium and 
the phosphate radical in the same sample. Procedures in the 
text indicate the best conditions for accuracy, and the operations 
necessary for removal of interfering substances. 
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method, 174-175. Evaluation of boric acid—Chapin’s distillation method, 176-181. 
Analysis of boron carbide—Norton Co. procedure, 181-184. Determination of minute 
amounts of boron-colorimetric; in irrigation waters; in organic plant materials, 185-187. 


BROMINE 


Detection—by silver nitrate; by absorption in carbon disulfide or carbon tetrachlo- 
ride; magenta test, 188-189. Estimation, 189. Preparation and solution of the sample 
—hbromides; bromine in organic matter, 189-190. Separations—from the heavy metals; 
from silver bromide and silver cyanide; from chlorine or from iodine, 189. Gravimetric 
methods—precipitation as silver bromide (1) hydrobromic acid and bromides of the 
alkalies and alkaline earths; (2) in the presence of heavy metals, 191. Volumetric 
methods—determination of free bromine by potassium iodide method; soluble bromides 
by chlorine method; Volhard’s method; traces of bromine, magenta method; phenol red 
method; bromates by arsenite method, 191-194. Analysis of crude potassium bromide 
and of commercial bromine, 194. Determination in mineral waters and brines; separa- 
tion from iodine, 194-196. 


CADMIUM 


Detection—as sulfide; blowpipe and dry tests; spectrum, 197-198. Estimation, 199. 
Preparation and solution of the sample—metallic cadmium; alloys; ores, 199. Separa- 
tions—from silica, lead, ammonium sulfide group (except zinc), alkaline earths; alkalies; 
arsenic, antimony, tin; zinc, 199-200. Gravimetric methods—separation as the palaie: 
determination as the sulfate; electrolytic determination, 200-202. Volumetric deter- 
mination—iodometric estimation (indirect); other methods, 203. Estimation in 
metallic cadmium, 203-204. 


CALCIUM 


Detection—as the oxalate; flame test; spectrum, 205-206. Estimation and occur- 
rence, 206. Preparation and solution of the sample—limestone, dolomite, magnesite, 
cement, lime, silicates, gypsum, plaster of Paris, water soluble salts, sulfides, pyrites ore, 
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etc., 206-207. Separations—of calcium from—silica, copper, nickel, cobalt, manganese, 
zine and other elements precipitated by HS; removal of fluoride; phosphate; from iron 
and aluminum; from alkaline earths and magnesium, 208-210. Gravimetric deter- 
mination—precipitation as calcium oxalate and ignition to oxide; ignition to the car- 
bonate, 210-211. Volumetric determination—titration of the oxalate with permangan- 
ate; available lime; rapid iodine method for lime in the presence of calcium carbonate, 
211-213. Standard methods of testing gypsum and gypsum products, 214-217. Deter- 
mination of calcium in water, 217. 


CARBON 


Detection—element; carbon dioxide in carbonates or in gases; distinction between 
soluble carbonates and bicarbonates; free carbonic acid in water; carbon monoxide, 
218-219. Estimation, 219. Preparation of the sample—iron, steel, alloys; organic 
matter; carbonates and bicarbonates, 219. Separation of carbon—by cupric potassium 
chloride method; separation of carbon dioxide from sulfur dioxide, 219-220. Gravi- 
metric determination—combustion method; types of furnaces and absorption apparatus, 
220-222. Determination in organic substances—macro combustion methods; semi- 
micro combustion methods; wet combustion process, 222-228. Determination of carbon 
in steel, 229-231. Graphitic carbon, 232. Combined carbon-colorimetric determina- 
tion, 232-235. Carbon in graphite, 235. Determination of carbon dioxide in carbonates 
—direct determination by evolution and absorption; determination by loss in weight; 
gasometric determination; hydrometer method of Barker, 235-243. Determination of 
percarbonates, 243. Volumetric determination of total carbon by absorption in barium 
hydroxide, 243-244. 


CERIUM AND THE OTHER RARE-EARTHS 


Table of properties; minerals; qualitative tests; 245-247. Quantitative determina- 
tion of total rare earths, 247-248. Separation of the rare earths from—phosphori cacid; 
scandium and thorium, 248-250. Approximate determination of the cerium and 
yttrium groups, 250-251. Gravimetric determination of cerlum—separation by oxida- 
tion and hydrolysis; weighing as the dioxide, 252-253. Volumetric determination of 
cerium—persulfate method; the sodium bismuthate method, 2538-255. Determination 
of europium by reduction and iodometric titration, 255. Judgment of the compositions 
of the groups, 256. Absorption spectra, 256-258. Are and spark spectra, 258-259. 
Determination of average atomic weight, 259-260. 


CHLORINE 


Detection—free chlorine; chlorides by silver nitrate test; free hydrochloric acid; 
detection of chloride in the presence of cyanate, cyanide and thiocyanate, chlorate, 261— 
262. Detection of hypochlorite, chlorite, chlorate, perchlorate, 262. Detection of 
chloride in presence of iodide and bromide, 262. Estimation, 263. Occurrence, 263. 
Preparation and solution of the sample—water-soluble chlorides; water-insoluble chlo- 
rides; silver chloride; chlorine in rocks; free chlorine; chlorine in ores and cinders, 263- 
264, Determination of halogens in organic compounds—Carius method; sodium and 
alcohol method of Stepanov; sodium and liquid ammonia method of Dains; lime method; 
sodium peroxide method, 265-268. Chlorine and chlorides in gases, 268. Separations— 
chlorine and the halides from the heavy metals, the silver halides and silver cyanide; 
separation of iodine from chlorine; of bromine from chlorine, 268-269. Gravimetric 
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determination—silver chloride method, 269-270. Volumetric methods—Volhard’s 
method; Mohr’s method, chromate indicator; Fajans’ adsorption indicator method, 
271-273. Determination of free chlorine, 273-274. Gravimetric determination of 
chloric acid or chlorates by reduction to chloride and weighing silver chloride; perchloric 
acid, 274-275. Determination of chlorates and perchlorates in the presence of each 
other, 275. Determination of hydrochloric, chloric and perchloric acid in the presence 
of one another, 276. Determination of chlorine, bromine and iodine in the presence. of 
one another, 276-277. Determination of free hydrochloric acid, 277. Determination 
of chloride in the presence of cyanide, 277. Chloride, cyanide and thiocyanaté in the 
presence of each other, 277-278. Evaluation of bleaching powder, chloride of lime, for 
available chlorine, 278-279. The analysis of liquid bleach, 279-280. Chlorine in water 
—colorimetric estimation, 280-281. Para-aminodimethy] aniline test for free halogens, 
281. 


CHROMIUM 


Detection—test with barium salt; with lead salt; etc., hydrogen peroxide test; 
diphenyl carbazide test, 282-283. Estimation, 283. Preparation and solution of the 
sample—general procedure for refractory materials; special procedures, materials high 
in silica, chrome iron ores, iron and steel, 283-285. Separations—chromium, iron and 
aluminum, 285. Gravimetric methods—precipitation as the hydroxide and weighing 
as chromium trioxide; determination as barium chromate; as mercurous chromate, 
286-287. Volumetric methods—potassium iodide method; reduction with ferrous 
sulfate, 288-289. Determination of small amounts of chromium—diphenyl carbazide 
method, 289-291. Dichromate-diphenyl amine method for chromium in iron ores and 
alloys, 291-292. Colorimetric, 292-293. Analysis of high speed steel—chromium and 
vanadium, 293-295. Determination of chromium—in a soluble chromate; in chromite, 
295-296. Analysis of chrome ores—chromium; iron and alumina; lime and magnesia, 
296-300. Chromium in chrome-iron and chrome-iron-nickel alloys—persulfate method, 
301-302. Analysis of ferrochromium and chromium metal, 302-304. 


COBALT 


Detection—separation from the acid hydrogen sulfide group and iron, aluminum and 
chromium; test with phenyl-thiohydantoic acid; with ammonium sulfide; with nitroso- 
beta-naphthol; with potassium nitrite; with ammonium thiocyanate; with dicyandiami- 
dine sulfate, 305-307. Estimation, 307. Preparation and solution of the sample— 
general procedure for ores; cobalt oxides; metallic cobalt, nickel and cobalt alloys, 
307-308. Separations—from the hydrogen sulfide group (copper-tin groups); the 
ammonium sulfide group from alkaline earths and alkalies; cobalt and nickel from man- 
ganese; cobalt from nickel; cobalt and nickel from zine; cobalt and nickel from chromium; 
from iron, 309-312. Gravimetric methods—precipitation of cobalt with potassium 
nitrite; precipitation by nitroso-beta-naphthol; electrolytic deposition of cobalt, 312-314. 
Analysis of cobalt ores, 315-318., Volumetric determination—perborate method; 
indirect ferrous sulfate-dichromate method; potassium cyanide method; other methods, 
318-320. Special procedures—cobalt in black and gray cobalt oxides; cobalt in metallic 
cobalt; in ferro-cobalt; in metallic nickel; 320-323. Zinc oxide—Nitroso-beta-naphthol 
method (A.S8.T.M.)—application to steels low in cobalt; to cast iron; to open hearth steel; 
to wrought iron, 323-325. | Analysis of stellite, 325-329. Cobalt in ores and enamels, 
329. Cobalt in steel, 329-330. Cobalt in cobalt oxide, 330. 
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COLUMBIUM AND TANTALUM 


Occurrence and uses, 331-332. Detection in minerals—Schoeller’s test; Marignac’s 
test; Giles’ test; Powell and Schoeller’s test, 332-3833. Detection in mixed oxides, 334. 
Estimation, 334-336. Preparation of the solution—treatment of minerals, 337-338. 
Separations—from silica, tin, tungsten; separation of columbium, tantalum, titanium 
and zirconium from tungsten; from titanium; from zirconia; from thoria and the rare 
earths, 338-3438. Gravimetric methods—hydrofluoric acid method; tartaric acid 
method; alkali fusion method, 344-847. Volumetric methods—difficulties, 348. 


COPPER 


Detection—general procedure; flame test; wet tests; rhodanine test; dimethylgly- 
exime test, 349-351. Estimation, 351-352. Preparation and solution of the sample— 
ores; matte; oxidized ores; matte slag; metals; iron ores and iron ore briquettes; steel, 
cast iron; alloy steels, 852-355. Separations—precipitation of copper as cuprous 
thiocyanate; electrolytic precipitation; separation from ammonium sulfide and subse- 
quent groups; removal of silver, bismuth, lead, mercury, selenium, tellurium, arsenic 
antimony; separation from cadmium, 355-356. Gravimetric methods—separation as 
cuprous thiocyanate; precipitation of copper by a more positive element; deposition of 
copper by electrolysis, 357-361. Rapid methods—solenoid method; slow methods— 
electrolytic determination in blister copper; large and small portion methods, 362-368. 
Volumetric methods—potassium iodide method; procedure for copper in ores; short 
iodide method; Park’s modification, 368-372. Potassium iodate method, 372-373. 
Potassium cyanide method, 373-374. Methods based upon precipitation of copper as 
cuprous thiocyanate—Jamieson’s iodate method; permanganate method; Demorest’s 
method; Volhard’s method; Garrigue’s method, 374-376. Colorimetric determination 
of small amounts of copper—potassium ethyl xanthate method; diethyl dithio carbamate 
method; ferrocyanide method; ammonia method; application to mill tailings; slime 
tailings, slags; hydrogen sulfide method, 376-381. Determination of impurities in blister 
copper and refined copper—bismuth, iron, zinc, nickel, cobalt, lead, arsenic, antimony, 
selenium, tellurium, oxygen, sulfur and phosphorus, 381-390. Determination of copper 
in refined copper—electrolytic method; hydrogen reduction method, 390-391. Chlorine 
in cement copper, 391-392. Determination of copper in blue vitriol, 392. Copper and 
lead in brass, 392-393. Determination of state of combination of copper in ores and 
furnace products—sulfurous acid method; silver sulfate-sulfuric acid method; phosphoric 
acid ammonium chloride method; caustic soda-sodium tartrate method; sulfuric acid 
mercury method; hydrazine sulfate method (Hurd and Clark), 393-398. Copper in 
brass—short iodide method, 398. Copper in Babbitt metal and alloys high in tin— 
short iodide method, 398. 


FLUORINE 


Detection—etching test; hanging drop test; black filter paper test, 399-401. sti- 
mation and occurrence, 401. Preparation and solution of the sample—solubilities; 
organic substances; siliceous ores and slags; calcium fluoride; soluble fluorides; hydro- 
fluoric acid; fluorspar, 402-403. Separations—removal of silicic acid; separation of 
hydrofluoric acid from phosphoric acid, from hydrochloric acid, from boric acid, 403-404. 
Gravimetric methods—precipitation as calcium fluoride; precipitation as lead chloro- 
fluoride; precipitation as triphenyltin fluoride, 404-407. Volumetric determination— 
Willard and Winter method; evolution of silicon tetrafluoride (Offerman’s method); 
407-410. Colorimetric determination—Steiger and Merwin method; 410-413. Vol- 
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umetric determination—Scott’s calcium acetate method—application to fluorspar and 
alkali fluorides, 413-417. Hawley method, 418-419. Valuation of fluorspar, 419-420. 
Analysis of sodium fluoride, 420-421. Determination of traces of fluorine—Zirconium 
purpurin test, 421-425. 


GALLIUM 


Occurrence and behavior in solution, 426. Detection—spectrum, 426. Preparation 
of the solution—ores, 426-427. Separations—from bivalent metals; from aluminum, 
chromium, indium, uranium and cerium; from aluminum, indium and iron; from iron, 
427-428. Gravimetric estimation—in ores, 428. 


GERMANIUM 


Occurrence, 429. Estimation, 429. Separations—from mercury, copper, lead, 
bismuth, cadmium, arsenic, antimony and tin, 429-480. Determination as oxide, 430. 
Determination as magnesium orthogermanate, 430. 


GOLD 


Occurrence, 431. Detection—in alloys; in minerals; benzidine acetate tests; phenyl- 
hydrazine test, 431-433. Estimation, 433. Preparation and solution of the sample, 433. 
Separations—by reduction; separation from the platinum group; from tellurium, 433- 
434. Gravimetric methods—precipitation and weighing as metal, 484-435. Wet assay 
of minerals—sulfur dioxide oxalic acid method, 435-436. Volumetric methods—per- 
manganate method; iodine method, 436-438. Colorimetric methods—Prister’s method; 
Cassel’s method; Moir’s method, 438-440. Preparation of proof gold, 440-441. Fur- 
nace method—reference, 441. 


HYDROGEN 


Occurrence, 442. Detection—in gases; hydrogen ion, 442-443. Determination in 
steel, 443-444. Isotopes of hydrogen—reference to methods for deuterium, 444. 


; INDIUM 


Occurrence, 445. Behavior in solution, 445. Detection—spectrum, 445. Prepara- 
tion of the solution, 446. Separations of indium from iron, aluminum, manganese, zinc, 
gallium, 446. Gravimetric estimation—as the oxide; as the sulfide, 446-447. Estima- 
tion in zine blende, retort residues, etc., 447. ; 


IODINE 


Detection—element, free iodine, characteristics; iodide; iodate, 448-449. Estima- 
tion, 449. Preparation and solution of the sample—iodides of silver, copper, mercury, 
lead, etc.; iodates; free iodine; iodine or iodides in water; iodine in organic substances; 
minerals; phosphates, 449-450. Separations—from the heavy metals; from bromine or 
from chlorine, 450-451. Gravimetric methods—determination as silver iodide; as pal- 
ladous iodide, 451-452.. Volumetric methods—hydriodic acid and soluble iodides by 
thiosulfate and by arsenite titrations; decomposition by ferric salts; by iodate; by nitrous 
acid (Fresenius); oxidation to iodine monochloride; oxidation to iodate, 452-456. 
Liberation of iodine by hydrogen peroxide-phosphoric acid method; Mohr’s chlorine 

method; Volhard’s method; Fajan’s method, 456-458. Determination of iodates and 
periodates, singly or in mixtures, 458-459. Determination of iodine in mineral waters 
and in brines, 459. Determination of traces of iodine in feedstuffs, water, plants, soils, 
tissues, etc., 460-461. 
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IRON 


Detection—ferric iron; hydrochloric acid solution; thiocyanate; ferrocyanide; 
salicylic acid, 462-463. Ferrous iron—potassium ferricyanide, 463. Distinction be- 
tween ferrous and ferric salts, 463. Estimation—occurrence, 463. Preparation and 
solution of the sample—soluble iron salts; ores; sulfide ores including organic matter; 
oxides, including hematites, magnetites, spathic ore, roasted pyrites and iron ore bri- — 
quettes; iron silicates, 463-465. Separations—general procedure; ether and isopropyl 
ether method; iron (cobalt, manganese, nickel, zinc) from uranium, vanadium, colum- 
bium, tantalum, titanium and phosphorus; separation by cupferron, 465-467. Gravi- 
metric methods—determination as the oxide; precipitation with cupferron and ignition 
to oxide, 467-469. Volumetric determination in ores and metallurgical products— 
oxidation methods—preliminary reduction; titration with dichromate; diphenylamine 
indicator; ceric sulfate method; permanganate method; Jones reductor; optional pro- 
cedure; diphenylamine indicator; titanous chloride method for ferric iron, 469-482. 
Jodometric method, 482. Thiosulfate method for small amounts of iron in glass sands; 
sands low in alumina and high in alumina, 482-484. Stannous chloride method for 
ferric ‘iron, 484-485. Colorimetric methods for small amounts of iron—thiocyanate 
method; ferron method; thioglycolic acid method; salicylic acid method, 486-488. 
Technical analysis of iron and steel, 488. Introduction—preparation of sample; total 
carbon by combustion, 488-490. Graphite in iron, 490. Manganese in iron and steel— 
persulfate method; lead oxide method; bismuthate method, 490-492. Determination of 
phosphate—alkalimetric method; molybdenum reduction method, 492. Gravimetric 
sulfur, 492-493. Determination of silicon, 493. Less common elements in steel, 494— 
495. Determination of titanium, iron and silica in ilmenite, 495-497. 


LEAD 


Detection—hydrochloric acid test; chromate test; sulfate test; hydrogen sulfide test; 
general procedure, 500-501. Estimation, 501. Preparation and solution of the sample 
—solubilities; oxides and carbonates; sulfides; silicates and slags; alloys, 501-502. 
Separations—general procedure, separation as sulfate; extraction with ammonium ace- 
tate; ammonium carbonate method; separation from calcium; hydrogen sulfide method; 
separation from tungsten, 502-504. Gravimetric methods—determination as sulfate; 
in alloys; determination as the chromate; as the molybdate; electrolytic determination 
as lead dioxide, 504-508. Volumetric methods—ferrocyanide method; permanganate 
method; molybdate method; chromate-iodide method; chromate-ferrous sulfate method, 
508-514. Determination of small amounts of lead—gravimetric, by ammonium acetate 
extraction; precipitation by occlusion with iron hydroxide; determination in baking 
powder, 514-517. Colorimetric estimation of small amounts of lead—sulfide method; 
dithizone extraction and colorimetric estimation of the dithizone-lead complex, 517-523. 
Determination of lead in lead ore as the chromate, 523-524. Lead peroxide and true 
red lead in commercial red lead by the thiosulfate-iodide method; by the permanganate 
method, 524-526. Lead peroxide in minimum—oxalate-permanganate method, 526- 
527. Rapid method for lead in zine sulfide ores, 527. 


MAGNESIUM 


Detection—titan yellow test; p-nitrobenzene-azo-resorcinol test 528-530. Hstima- 
tion, 530. Preparation and solution of the sample, 530. Separations—removal of hydro- 
gen sulfide group; removal of iron, aluminum, manganese, zinc, etc.; separation from the 
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alkaline earths; from the alkalies; by precipitation with 8-hydroxy-quinoline, 531-532. 
Gravimetric determination—precipitation as magnesium ammonium phosphate and 
weighing as pyrophosphate, 532-534. Volumetric determination—titration of ammo- 
nium magnesium phosphate with standard acid; oxine method, 534-535. The sampling 
and analysis of crude, caustic and dead-burned magnesite, 535-538. Analysis of 
magnesia, 5388. Determination of calcium in burned magnesite, 538-539. Methods for 
the analysis of magnesium alloys (Dow Chemical Company)—aluminum; manganese; 
zinc; silicon; copper; cadmium; iron; nickel; tin; calcium; lead; total magnesium, 539-553. 


MANGANESE 


Detection—general procedure; in soils, minerals, etc., 554-555. Estimation, 555. 
Preparation and solution of the sample—ores of manganese; sulfide ores-pyrites, etc.; 
slags; alloys; ferro-titanium alloy; ferro-chromium, metallic chromium; manganese in 
ferrochrome; ferro-aluminum; vanadium alloys; tungsten alloys; ferro-silicon; iron and 
steel; pig iron, 555-557. Materials insoluble in acid—silicomanganese, etc.; manganese 
in cast iron; ferro-silicon, 557. Separations—removal of hydrogen sulfide group; separa- 
tion from the alkaline earths and the alkalies; separation from nickel and cobalt; separa- 
tion as the dioxide; separation from iron and aluminum, basic acetate method; procedure, 
557-559. Gravimetric methods—separation as the dioxide, potassium bromate method; 
determination as the pyrophosphate, 559-561. Volumetric methods—Volhard’s 
method; bismuthate method; manganese in manganese ores; analysis of ferromanganese 
and manganese metal; manganese ores; methods of the Electro Metallurgical Company, 
561-568. Determination of permanganic acid; iodometric method; ferrous sulfate 
method; Ford-Williams method, 568-572. Ammonium persulfate method—colori- 
metric determination, 572. Oxidation with K1O4; manganese in steel, 573; oxidation 
by red lead, 578. 


MERCURY 


Detection, 574-575. Estimation—decomposition of the sample, 575-576. Separa- 
tions—direct volatilization; from the iron and zine groups, the alkaline earths and the 
alkalies; from arsenic, antimony and tin; from lead, bismuth, copper and cadmium; from 
selenium and tellurium; from organic matter, 576. Gravimetric methods—precipitation 
with ammonium sulfide; determination as metal, amalgamation method; determination 
as metal by electrolysis, 577-580. Volumetric determination—Seamon’s method, 
potassium iodide; thiocyanate method; other methods, 580-582. Determination of 
mercury in zine amalgam; determination in cyanide solutions and in cyanide precipitates, 
582-584. 


MOLYBDENUM 


Detection—sodium thiosulfate test; sulfur dioxide reaction; phosphate test; sulfuric 
acid reaction, 585-586. Estimation, 586. Preparation and solution of the sample— 
ores; steel and iron, 586-587. Separations—from iron; from the components of steel; 
a-benzoinoxime method; from iron, aluminum, chromium, nickel, cobalt, zinc, manganese, 
alkaline earths and alkalies; from vanadium; from arsenic; from phosphoric acid; from 
titanium; from tungsten; ether extraction method, 587-589. Gravimetric methods— 
precipitation as lead molybdate; precipitation and weighing as silver molybdate; separa- 
tion as the salt of a-benzoinoxime (weighed as the oxide); separation as the sulfide, 
weighing as the oxide; separation from tungsten, 589-593. Volumetric methods—the 
iodometric reduction method; Jones reductor method; reduction with mercury; deter- 
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mination of molybdenum and vanadium in a mixture of their acids, 593-597. Deter- 
mination; methods of the Electro Metallurgical Company for molybdenite, etc., 597-601. 
Determination of copper in molybdenite; in wulfenite, 601-606. Rapid determination of 
molybdenum in steel, colorimetric; determination in alloy steel, 606-608. Colorimetric 
determination; McCandless and Burton procedure, 608-610. Method of the Electro 
Metallurgical Company, 610-612. Cast iron and chrome cast iron, 610-613. 


NICKEL 


Detection—dimethylglyoxime method; alpha benzil dioxime method, 614-615. 
Estimation, 615. Preparation and solution of the sample—general procedure for ores; 
solution of metallic nickel and its alloys, 615-616. Separations—from mercury, lead, 
bismuth, copper, cadmium, arsenic, tin, antimony, molybdenum; from iron, chromium, 
cobalt, manganese and zine; from iron; from aluminum; from chromium, 616-617. 
Gravimetric methods—precipitation by alpha benzildioxime; by dimethylglyoxime; 
precipitation as metal by electrolysis—in metallic nickel; in cobalt and cobalt oxide; 
in nickel plating solutions, 617-621. Volumetric determination—in alloys; potassium 
cyanide method; A.S.T.M. procedure, 622-625. The analysis of metallic nickel; 
methods of the International Nickel Company—carbon; silicon and sulfur; copper; 
manganese; iron; aluminum; nickel; cobalt; lead; arsenic, antimony and tin, 625-628. 


NITROGEN 


Detection—organic nitrogen; Nessler’s test; nitric acid-ferrous sulfate test; diphenyl- 
amine test for nitrates, 629-631. Estimation—preparation of the sample, 631-632. 
Organic substances—acid digestion (Kjehldahl); nitrates absent; nitrates present, 632— 
634. Dumas method, 634. Ter Meulen method, 635. Separations, 635. Procedures 
for the determination of combined nitrogen, 636. Ammonia—gravimetric determina- 
tion; volumetric determination, 636-637. Analysis of ammoniacal liquor, 637-639. 
Nitric acid, 639. Nitrates—nitron method, 639. Colorimetric method, 640. Devarda 
method, 640-643. Ferrous sulfate method, 644. Analysis of nitrate of soda, 644-645. 
Nitrogen in soils—Vamari-Mitscherlich-Devarda method; Raschig method; iodometric 
method, 646-648. Determination of nitrates (and nitrites) by means of the nitrometer— 
DuPont nitrometer method, 649-653. Determination of nitrites—Buovold method; 
permanganate method, 653-655. Determination of pyridine in ammonium nitrate, 
655-656. Determination of nitrogen in steel, 656-658. Determination of converter 
efficiency in oxidation of ammonia to nitric acid, 659-660. Cyanogen—detection; 
volumetric determination of traces of hydrocyanic acid, 660-661. Liebig’s method; 
Volhard’s method, 661-662. Determination of hydrocyanic acid by Schulek’s method, 
662. Ferro- and ferricyanides—hydroferrocyanic acid; hydroferricyanic acid; eyanamid, 
663-664. Aero brand cyanide—sampling; cyanide (total); total sulfur; neutralizing 
value, 664-665. Hydrocyanic acid—sampling; total HCN; total acidity, 665. Sodium 
ferrocyanide—sampling; moisture; total sodium ferrocyanide; total sodium chloride; 
total sodium sulfate; foreign matter, 665-668. 


OXYGEN 


Detection, 669. EEstimation—method of the Linde Air Products Company, 669-674. 
Available oxygen—direct method for oxygen in peroxides; indirect method, 675-676. 
Determination of dissolved oxygen in cyanide solutions, 676-682. Determination of 
oxygen in organic compounds; semi-micro method, 682-684. Determination of oxygen 
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in steel, 684-685. Free oxygen in gas; determination of traces of oxygen in gases, 685— 
688. 


PHOSPHORUS 


Detection, 689-690. Estimation, 690-691. Preliminary remarks; preparation and 
solution of the sample; iron ores, phosphate rock and minerals; iron and steel; ferro- 
silicon, iron phosphide and alloy steels insoluble in acid; ferro-titanium, metallic titanium; 
tungsten materials; ores containing titanium; organic matter; soluble phosphates, baking 
powder, etc., 691-694. Gravimetric methods for determination of phosphorus, 694. 
Direct weighing of ammonium phosphomolybdate; weighing as magnesium pyrophos- 
phate; other methods, 694-697. Volumetric methods for the determination of phos- 
phorus, 697. Alkalimetric method—application to copper alloys; steels, 697-699. 
Reduction by zinc and titration with potassium permanganate, 699-703. Analysis of 
trisodium phosphate—sampling; moisture; total trisodium phosphate, etc., 703-705. 
Determination of phosphorus in the presence of vanadium—zirconium method, 706-707. 
Methylene blue method for the volumetric estimation of small amounts of phosphorus, 
707-709. 


PLATINUM METALS 
Platinum, Palladium, Iridium, Ruthenium, Rhodium and Osmium 


Introduction, 710-711. Platinum—detection, 712-718. Estimation, 713-714. 
Preparation and solution of the sample—ores; scrap, 714-715. Separations—from gold; 
iridium; palladium; ruthenium; rhodium; osmium, 715-717. Gravimetric methods for 
the determination of platinum—weighing as metallic platinum; weighing as a salt; 
determination by electrolysis, 717-720. 

Palladium—detection, 721-722. Estimation, 722. Separation from—platinum and 
iridium; silver and gold; platinum, 723. Gravimetric methods for the determination 
of palladium, 724. Determination of platinum and palladium—special methods—gold 
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THE DETECTION,.AND DETERMINATION 
| MORE IMPORTANT ELEMENTS 


ALUMINUM *! 
Al, at.wt. 26.97; sp.gr. 2.71; m.p. 658.7; b.p. 1800° C.; oxide Al,O; 


Aluminum metal was first isolated by Oersted? 1825 by reduction of the 
chloride with potassium. The element stands next to oxygen and silicon in 
abundance and is estimated as comprising nearly eight per cent of the earth’s 
solid shell. The element is not found free, but its compounds are numerous. 
It is found in all soils and in a large part of the rocks, limestone and sandstone 
being the only notable exceptions. It occurs in feldspar, granite, mica, mica 
schist, clay, obsidian, porphyry, slate, zeolite. The precious stones ruby, 
garnet, sapphire, topaz, turquoise, tourmalin are aluminum minerals. The 
commercial source of aluminum and its compounds is bauxite, an impure 
hydrated alumina—Al.0;.XH.0. Titanium and vanadium are frequently 
present, a fact to be remembered in the aluminum determination. The 
minerals alunite, K2Alg(OH)i2(SO.)4; cryolite, NasAll's, and clay are other 
sources. 


DETECTION 


General Procedure.—The sample is prepared by one of the procedures out- 
lined under “‘ Preparation and Solution of the Sample.” Silica is removed by 
taking the solution to dryness, boiling the residue with hydrochloric acid and 


* Chapter contributed by H. V. Churchill, R. W. Bridges and Analytical Chemical 
Staff of the Aluminum Company of America. 

1 Although alum was recognized as a separate substance and manufactured from 
alum stone by the alchemists of the Middle Ages, the metal aluminum was unknown 
until it was discovered by Oersted 1825 by reduction of aluminum chloride with 

otassium. The element now ranks among the most important of the metals, due 
argely to the achievements of Hall and Hérault (1886) in cheapening the process of ex- 
man by electrolysis. (In 1856 the price was $76 per pound; in 1937 only 23 cents per 
pound. a ; 

_ Aluminum finds extensive use in the industries. It is used in large quantities 
in the iron industry as a deoxidant. It is used in structural work of various kinds, 
automobile parts, airship frames and structures where lightness with strength is 
desired. It is used in making cooking utensils, aluminum foil for wrapping, aluminum 
pant. The metal is used in a number of alloys—golden bronze (Al, Cu), magnalium 
Al, Mg), duralumin (Al, Cu, Mn, Mg), silicon aluminum alloy (Al, Si, Na), ete. Salts 
of aluminum are used as mordants, for water purification, paper industry, and various 
other purposes. 

2 Martin Tostered and Junius D. Edward, “The Discovery of Aluminum,’ Trans. 
Am. Electrochem. Soc., Vol. 51, 125 (1927). 
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2 ALUMINUM 


filtering. The members of the hydrogen sulfide group are removed as usual 
with H.S, the filtrate boiled to expel the excess of HS, iron oxidized with nitric 
acid, and aluminum, iron and chromium precipitated as hydroxides by addition 
of ammonium hydroxide in presence of ammonium chloride. On treating the 
precipitate with sodium peroxide, aluminum and chromium hydroxides dissolve, 
whereas ferric hydroxide remains insoluble. Aluminum hydroxide is precipi- 
tated by acidifying the alkaline solution with hydrochloric or nitric acid, and 
neutralizing with ammonia; chromium remains in solution. 

Cobalt Nitrate Test.—The white gelatinous precipitate, obtained above, 
in the general procedure, is dissolved in a few drops of HNOs, pure asbestos 
fibre, one half the size of a pea, is looped in a platinum wire, dipped into a 
solution of 0.05 N. cobalt nitrate, ignited and then dipped into the nitric acid 
solution containing the dissolved precipitate. The asbestos is again ignited. 
If aluminum is present a blue colored residue is obtained. The test is sensitive 
to 0.02 mg. aluminum.* 

Aluminon Test.’—The dye aurin tricarboxylic acid forms a red lake with 
aluminum hydroxide. Iron and beryllium interfere and should be absent. 
The precipitate obtained with ammonia in the general procedure is dissolved 
in about 5 ml. of N HCl, 5 ml. of 3 N NH4C.H3O2 added, followed by 5 ml. 
aluminon reagent.4 A mixture of NH,OH and (NHaz).CO;3° is now added 
until the solution is alkaline. A red precipitate is obtained if aluminum 
exceeds 0.1 mg. per 50 ml. Smaller amounts give a color varying from pink to 
deep red, depending on the amount of aluminum present. The method has 
been made quantitative, for determining minute amounts of aluminum.® 

Alizarin S Test.—The reagent used is a 0.1% filtered solution of commercial 
alizarin S, the sodium salt of alizarin monosulphonic acid (yellow with acids, 
purple with alkalies). (Atack’s method.) 

To 5 ml. of the neutral or acid solution under examination is added 1 ml. 
of the reagent, and then ammonia until the solution is alkaline, as shown by 
the purple color. The solution is boiled for a few moments, allowed to cool, 
and then acidified with dilute acetic acid, when red coloration or precipitate 
remaining is conclusive evidence of the presence of aluminum. The red’ 
calcium, strontium, barium, zinc and magnesium salts, and salts of other 
metals later than Group II are readily soluble in cold dilute acetic acid, and do 
not interfere with the coloration. Interference of iron is prevented by 
addition of citric acid. 

1, 2, 5, 8 Hydroxy Anthraquinone Test.—The test is carried out as follows: 
To 10 ml. of the neutral test solution add .25-1 ml. buffer solution (pH 5.4-5.8) 
and .3 ml. of .1% alcoholic 1, 2, 5, 8 hydroxy anthraquinone. A violet lake is 
produced if aluminum is present. The color of the lake varies from violet in 
concentrations of 1 mg. per liter to a faint violet for concentrations of .02 mg. 
aluminum per liter. This reaction is not influenced by the presence of alkali 
metals, alkaline earths, nor zinc, magnesium, cobalt, nickel, cadmium, lead, nor 
chromium salts. Copper and iron are objectionable due to the color of their 


* See also recommendation by Carl Otto, J. Am. Chem. Soc., 48, 1604 (1926). 
37L. P. Hammett and C. T. Sottery, J. Am. Chem. Soc., 47, 142, 1925. 

40.2% soln. 

510% soln. (NH,4)2CO3 in dil. NH.OH (1 : 2). 

6 J. Am. Chem. Soc. 48, 2125-26, 1926. A. R. Middleton. 
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salts. Tin, antimony, and bismuth produce precipitates at this pH. These 
precipitates are objectionable and may be removed by the addition of tartaric 
acid. (From Chem. Weekblad, 24, 447-8 (1927); Chemical Abstracts, 22, 40 
(1928)). 

Hydroxy methyl anthraquinone may be used in place of the 1, 2, 5, 8 
hydroxyanthraquinone in the above procedure. (From Journal Am. Pharm. 
Assoe., 17, 360-1 (1928)). 

Lakes formed by aluminon with the hydroxides and the basic acetates of 
Be, Yt, La, Ce, Nd, Er, Zr and Th are all a deeper red than the lake produced 
by aluminum. All of the above are decolorized by moderate amounts of 
(NH,)2COs3, except beryllium. 

Microchemical detection—F. Rathgen. Z. anal. Chem., 53, 33-7 (1913). 


ESTIMATION 


The determination of aluminum in ores is accomplished, generally, by 
gravimetric procedure. The volumetric determination is used in control 
processes of manufacture of aluminum compounds. The gravimetric deter- 
mination of aluminum by precipitation of its hydroxide by hydrolysis, either 
by means of ammonium hydroxide, or by means of a salt of a weak acid, gives 
accurate results for pure salts of the element, but in the analysis of ores and 
minerals of aluminum or rocks and products containing other substances, 
serious error may result from the co-precipitation of other elements and acid 
radicals. For example silicon, chromium (if present in lower valences), beryl- 
lium, iron, titanium, zirconium and a number of the less common elements 
are also precipitated by NH.OH. The presence of the phosphate radical will 
cause the precipitation of phosphates that are insoluble in alkaline solution 
including the alkaline earths, calcium, barium and strontium. “The same can 
be said of arsenates, carbonates or fluorides. The removal of these inter- 
ferences is necessary for correct results for aluminum. The gravimetric 
phosphate method for aluminum should also be followed with the same pre- 
cautions for removal of interfering substances that precipitate under the con- 
ditions employed for aluminum.’ 

7. A. Condon and J. A. Carter, ‘Critical Studies on Methods of Analysis. IV. 
Aluminum,” Chem. News, 128, 98, 100 (1924), place the following order of accuracy: 
(1) Craig’s volumetric, (2) Schum’s gravimetric, (3) Gatenby’s volumetric, (4) Belasio’s 
gravimetric, (5) Krug’s gravimetric, (6) Ivanov’s gravimetric and (7) Blum’s gravi- 
metric methods. 
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It must also be remembered that the hydroxide of aluminum is soluble in 
an appreciable excess of NH,OH (pH 10), so that this reagent must be added 
cautiously, otherwise some aluminum will pass into the alkaline earth group 
causing an error in the determination of these elements. 

The preparation of the material is governed by its nature. Substances high 
in oxides are usually attacked by acids, the insoluble residues being decomposed 
by subsequent fusion methods. Silicates are best decomposed by fusion with 
alkaline fluxes, sodium carbonate being commonly employed. Details of the 
procedures follow. 


PREPARATION AND SOLUTION OF THE SAMPLE 


In dissolving substances containing aluminum it will be recalled that 
alumina, although ordinarily soluble in acids, is very difficult to dissolve when 
it is highly heated. It may be best dissolved, in this case, by fusion with 
sodium carbonate or with acid potassium sulfate, followed by an acid extraction. 
The metal is scarcely acted upon by nitric acid, but is readily soluble in the 
halogen acids and in hot concentrated sulfuric acid. 

General Procedure for Ores.—One gram of the finely powdered ore, taken 
from a representative sample, is placed in a platinum dish, 5 ml. of concentrated 
sulfuric acid are added, followed by about 20 ml. of concentrated hydrofluoric 
acid. The mixture is evaporated over a steam bath as far as possible and then 
taken to SO3 fumes on the hot plate (Hood). Upon cooling, a little dilute 
hydrochloric acid is added and the mixture warmed. The solution is diluted 
with distilled water and filtered if any residue remains. 

The insoluble residue remaining on the filter may be brought into solution 
by fusing the ignited residue with sodium carbonate or acid potassium sulfate. 
If barium is present sodium carbonate fusion is made and. the melt extracted 
with water to remove the sodium sulfate. The residual carbonates may now 
be dissolved with hydrochloric acid. 

Suuripe Ores should be oxidized with nitric acid and bromine according 
to the general procedure for decomposing pyrites in the determination of sulfur. 

The solution of the sample having been effected, aluminum is separated 
from elements that interfere in its estimation. Directions for the removal of 
these substances are given under “ Separations.” The element is now in 
solution in such form that it may be determined gravimetrically or volumetric- 
ally. 

Fusion Method. Sodium Carbonate.—The air-dried material, ground to a 
fine powder, is placed in a glass-stoppered bottle. If the determination is to be 
made on the dry basis, moisture is driven out by placing the material in the 
hot air or steam oven for an hour (100 to 110° C.). One gram sample, placed 
in a large platinum crucible, is mixed with 4 to 5 grams of anhydrous sodium 
carbonate and the material heated to fusion, the heating being continued until 
the molten mass appears clear. The liquid mass may be poured on a#large 
platinum crucible lid, or if preferred, allowed to cool in the crucible, a platinum 
rod being held in the fusion until it solidifies. By gently heating the crucible 
over a flame the fusion loosens from the sides and may be lifted out on the 
rod. In either case the cooled mass is dissolved by placing it, together with 
the crucible in which the fusion was made in a casserole, and treating with 
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hydrochloric acid, the casserole being covered with a clock glass during the 
reaction. 

Silica is removed by evaporating the solution to dryness on the water or 
steam bath and drying in the oven at 110° C. for an hour or more. The residue 
is extracted with hot dilute hydrochloric acid and silica filtered off. 

Tf the solution is cloudy upon treatment of the fusion with acid, it indicates 
either the presence of barium sulfate or incomplete decomposition of the 
sample. In the latter case the residue is gritty and the fusion of this material 
should be repeated. 


Nore 1.—A sodium carbonate borax fusion mixture is recommended for decomposi- 
tion of calcined bauxite and refractory high aluminous materials.’:* See analysis of 
calcined bauxite. 

Nore 2.—An ammonium fluoride fusion is recommended for decomposition of 
refractory high aluminous materials in making the determination of sodium oxide.!° 
See analysis of calcined ore. 


Solution of Metallic Aluminum and its Alloys—Aluminum is amphoteric 
in character, having the property of dissolving readily, not only in certain 
acids but also in alkaline solutions. Hydrochloric or perchloric acid, concen- 
trated or moderately dilute, dissolves aluminum readily. The same is true 
of hydrofluoric and other binary halogen acids. Strong sulfuric acid—about 
2 : 1—initially attacks aluminum readily, but the reaction quickly becomes 
sluggish. Dilute sulfuric acid has little action, but the addition of a small 
amount of a salt of mercury is very effective in promoting attack. This 
reaction is occasionally useful in analysis. ‘he mercury salt is reduced to 
metallic mercury, amalgamates the aluminum, and thus the acid is brought 
in contact with the metal in a very reactive condition. Concentrated nitric 
acid has slow action on the commercial metal, and more rapid action on the 
alloys, but the addition of a small amount of a mercury salt, as in the case of 
sulfuric acid, causes solution to take place readily. The action of most other 
inorganic acids is slight unless mercury salts are added. Organic acids are, 
in general, not used as solvents of aluminum for analytical purposes because 
of their slow action. It is usual, in dissolving the metal in acid, to make use 
of mixtures of acids, such as the hydrochloric-nitric-sulfuric acid mixture which 
has been a standard reagent in the industry almost since its inception. 

Bromine reacts with aluminum, but the reaction is difficult to control in 
aqueous solutions. The reaction with iodine is more readily controlled. 
Aluminum chloride is readily formed by the action of dry chlorine, or dry 
hydrogen chloride, upon the metal, and sublimes at a fairly low temperature. 
A method of attack based upon this reaction is used for the determination of 
certain non-metallic constituents. 

Solutions of the fixed alkali hydroxides dissolve aluminum readily, the 
carbonates slowly, the bicarbonates, for analytical purposes, not at all. Am- 
monium hydroxide has only superficial action. Aluminum is attacked by salt 
solutions. Such reactions are seldom used for analytical purposes, although 
mercuric chloride solution has been applied as a solvent in some cases. Few 

§ Lundell, G. E. F., and Hoffman, J. I., Bureau of Standards, Jour. of Research, 1, 
91-104 (1928). 

® Lamar, M. ey Norton ee a private pene aen: 


10 Churchill, H. V., Bridges, R. W., and Miller, A. L., Ind. Eng. Chem., Anal. Ed. 
8, 348 (1936). 
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other methods of attack are used—the foregoing are adequate to take care of 
almost any possible combination which might arise. 


Norrs. Analysis of Clay.—In the complete analysis of clay, where the estimation 
of silica, aluminum, titanium, iron, calcium, magnesium, and the alkalies are required; 
it is advisable to use separate portions on individual or group determinations as follows: 
Fusion method for silica and titanium; acid attack with HF and H»2SO, for the deter- 
mination of iron; determination of aluminum in the filtrate from silica, the iron and 
titanium being accounted for in the ammonia precipitate. Titanium may be deter- 
mined in a separate sample by decomposing the clay by alkali carbonate fusion, and 
after the removal of silica, determining the titanium colorimetrically. Calcium and 
magnesium are determined in the filtrate from the aluminum determination. The 
alkalies may be best determined in a separate sample portion, first decomposing the 
material by the J. Lawrence Smith fusion method, as described in the chapter on the 
alkalies. 


SEPARATIONS 


General Considerations.—In the usual course of analysis, aluminum is 
in solution as a sulfate or as a chloride, silica having been removed by dehy- 
dration, as described under ‘“ Preparation and Solution of the Sample.”: The 
following interfering elements may be present in the solution: iron, manganese, 
arsenic, antimony, titanium, phosphoric acid, cerium and the other rare 
earths, and beryllium, tantalum, vanadium, chromium, zirconium, the alkaline 
earths, ete. (See precautions under Estimation.) In alloys of aluminum 
other elements may be added to this list. The separation more commonly 
required is from iron and titanium, which are commonly present with aluminum. 
In usual practice these are weighed together after ignition, then determined, 
either on a separate portion of the sample, or by solution of the precipitate by 
fusion with sodium carbonate or potassium bisulfate and subsequent extraction 
with hydrochloric acid. 

Removal of Silica——This compound has already been considered under 
‘‘ Preparation and Solution of the Sample,” SiO» being removed by taking the 
solution to dryness, dehydrating the oxide by additional heating in the oven, 
followed by extraction of the soluble constituents with dilute hydrochloric acid 
and filtration. Under the first procedure for solution of the ore by sulfuric 
and hydrofluoric acids silica is expelled as gaseous SiF4. 

Separation from Iron, Zinc, Copper, Mercury, Bismuth, Titanium, Rare 
Earths, Beryllium, etc.—Aluminum chloride is precipitated from a concen- 
trated solution of hydrochloric acid and ether saturated with HCl gas. Details 
of the procedure are given under the gravimetric methods for aluminum. 


Notr.—The following additional procedures for separation of iron and aluminum 
have been suggested: 

(a) Precipitation of iron as FeS in presence of organic acids, citric, tartaric, salicylic, 
etc., aluminum remaining in solution. 

(b) Precipitating iron by adding sodium peroxide to a cold neutral solution of the 
elements until the precipitate first formed dissolves, then decomposing the sodium 
ferrate by boiling, Fe(OH); precipitates, Al remaining in solution. (Glaser, J. Soc. 
Chem. Ind., 1897, 936.) 

(c) The neutral solution of the elements is boiled with freshly precipitated MnOz, 
which causes the precipitation of iron as Fe(OH)3, while aluminum remains in solution. 
(Chromium also passes into the filtrate.) 

(d) Precipitation of iron from acid solutions by means of amino-nitrosophenyl- 
hydroxylamine, (cupferron), aluminum remaining in solution. (O. Baudisch, Chem. 
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Ztg., 33, 1298, 1905. Tbid., 35, 913, 1911; O. Baudisch and V. L. King, J. Ind. Eng. 
Chem., 627, 1911.) 

(e) Precipitation of aluminum (together with phosphoric acid, if present), by 
phenylhydrazine, added to the reduced, weakly acid or neutral solutions. Iron, cobalt, 
nickel, calcium, and magnesium remain in solution. (Hess and Campbell, Chem. News, 
81, 158. Engles, J. Soc. Chem. Ind., 1898, 796.) 

(f) Electrolytic separation of iron by amalgamation with mercury cathode and 
determining aluminum in the solution. (Kretzschmar, J. Soc. Chem. Ind., 1890, 1064; 
Kolin and Woodgate, J. Soc. Chem. Ind., 1889, 260.) 


Phosphoric Acid.—In presence of phosphoric acid, the phosphates of iron 
and alumina together with the phosphates of the other elements of the group 
and those of the alkaline earths will be precipitated upon making the solution 
alkaline with ammonia. Should iron and alumina be the only elements of these 
two groups present in the solution, they may be precipitated together as phos- 
phates, iron determined by titration and calculated to the phosphate salt, and 
alumina obtained by difference. Occasionally, however, it is necessary to 
remove phosphoric acid. 

Removal of Phosphoric Acid.—The material is fused with about six times 
its weight of a mixture of 4 parts Na»CO; and 1 part SiO: (silex), and the melt 
extracted with water containing ammonium carbonate. Iron and aluminum 
remain on the filter, upon filtration, while sodium phosphate passes into solu- 
tion. Both the precipitate and filtrate contain silica. The precipitate of iron 
and alumina is dissolved in hydrochloric acid and taken to dryness, the residue 
dehydrated as usual, then treated with dilute hydrochloric acid and silica 
filtered off. The solution contains iron and aluminum in form of chlorides. 

Separation of Aluminum from Chromium.—The solution is made strongly 
alkaline with sodium or potassium hydroxides and chromium oxidized by 
passing in chlorine gas or by adding bromine. The solution is now acidified 
with nitric acid and aluminum hydroxide precipitated by addition of ammo- 
nium hydroxide, chromium remaining in solution as a chromate. 

Separation of Aluminum from Zinc.—Aluminum and zine can be separated 
quantitatively by precipitating the aluminum as lithium aluminate from solu- 
tions containing ammonium acetate; the zinc remains in solution and may be 
determined in the filtrate. (Fish, F. H. and Smith, J. M., Ind. Eng. Chem., 
Anal. Ed., 8, 349 (1936).) 

Separation of Aluminum from Manganese, Cobalt, Nickel, Zinc, the 
Alkaline Earths, and Alkalies.—Iron and aluminum are precipitated as basic 
acetates, the other elements passing into solution. Details of the procedure 
are given under the basic acetate method (see Manganese chapter). If alumi- 
num is preponderant there is danger of incomplete precipitation by this method. 

In absence of phosphates, these elements do not interfere in the determina- 
tion of aluminum by precipitation as the hydroxide. 

Separation of Aluminum from Titanium.—Details of the procedure are 
given under “ Titanium.” 

Separation of Aluminum from Uranium.—Aluminum is precipitated as 
Al(OH); in presence of a large amount of ammonium salts by addition of a 
large excess of ammonium carbonate and ammonium sulfide, while uranium 
remains in solution as the complex compound UO;(COs)3(N Ha). 

Separation from Beryllium.— Aluminum is soluble in the fixed alkalies and 
remains in solution on boiling; beryllium also dissolves, but is precipitated on 
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boiling. Beryllium is soluble in an excess of ammonium carbonate, aluminum 
is not. Beryllium is separated from aluminum by precipitation of AlCl; with 
HCl gas. Also by precipitation of aluminum oxyquinolate with 8-hydroxy- 
quinoline. See Determination of Beryllium in Aluminum, H. V. Churchill, 
R. W. Bridges, and M. F. Lee, Ind. Eng. Chem., Anal. Ed. 2, 4, 404-5 (1930). 

Separation from Zirconium, Rare Earths, and from Manganese, Iron and 
Titanium.—(Absence of magnesium and nickel which carry down aluminum.) 
The solution is nearly neutralized by NaOH and then poured into a large excess 
of NaOH solution. Al(OH); dissolves, while the elements stated separate as 
precipitates. Titanium, if greatly preponderant, will not precipitate com- 
pletely. Phosphorus, tungsten, molybdenum, vanadium, if present, accom- 
pany aluminum and must be subsequently separated. If the precipitate is 
large a double precipitation is advisable. 

Separation of Aluminum from Iron, Titanium, Zirconium, Vanadium, 
Tantalum, Columbium, Tin, Quadrivalent Uranium.—Addition of a 6 per cent 
solution cupferron added to an ice cold acid solution precipitates these elements 
while aluminum passes into solution together with chromium, manganese, 
hexavalent uranium, nickel, zinc. The reagent in the filtrate is destroyed by 
evaporation with HNO; and H.SO, before proceeding with the determination 
of the aluminum, etc. 

Separation of Aluminum from Phosphates, Arsenates, Fluorides, Borates, 
Molybdenum, Columbium, Tantalum, Titanium, Vanadium, Beryllium, Ura- 
nium by Precipitation of Aluminum with 8 Hydroxyquinoline.—See original 
articles—G. E. F, Lundell and H. B. Knowles, Bureau of Standards, J. of 
Research, 3, 91 (1929), and I. M. Kolthoff and E. B. Sandell, J. Am. Chem. 
Soc., 50, 1900 (1928). Addition of H2O. is required for removal of Cb, Mo, 
Va, Ta and Ti in ammoniacal solution; (NH,)2COs; for solution of U; and 
acetic acid for removal of Be. See page 12. 

Separation from Nickel.—Nickel is precipitated by electrolysis with a 
mercury cathode, aluminum remaining in solution. 


GRAVIMETRIC METHODS FOR THE DETERMINATION 
OF ALUMINUM 


DETERMINATION BY HYDROLYSIS OF AN ALUMINUM SALT 
WITH AMMONIUM HYDROXIDE 


Principle-—The method depends upon the hydrolysis of a soluble salt of 
aluminum by neutralizing the free and combined acid with ammonia. This 
hydrolysis takes place in presence of ammonium chloride, which prevents the 
precipitation of magnesium hydroxide by NH,OH, the common ion, NH,*, 
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repressing the ionization of the base, NHsOH. (See Notes.) The direct 
determination of aluminum by this procedure excludes the presence of elements 
undergoing hydrolysis with similar conditions. If present the following 
elements will precipitate with aluminum Fet+*, Crt*+, Cb, Be, In, Ga, Ce, Zr, 
and other rare earths, Ta, Ti;.Tl, Si, V. Boron if present will accompany 
aluminum. The arsenate or phosphate or carbonate radical must be absent. 
See under Estimation. 

The precipitation of aluminum hydroxide is complete between pH 7-7.5. 
Indicators showing an alkaline reaction at 7—7.5 should be used. With a pH 
exceeding 10 the hydroxide is appreciably soluble, aluminum later appearing 
with the calcium and magnesium precipitates. 

The method is applicable to the determination of aluminum in its com- 
mercial ores, where but slight interference with other elements is met, iron 
and titanium being the chief offenders." 

Reaction.—AlCl;+3NH,0H—AI(OH)3+3NH,Cl. 

Procedure.—To the solution, free from phosphoric or arsenic acid and 
elements that would precipitate with aluminum (see list above) add 5 g. 
NH.,Cl and 5 ml. of concentrated HNO; and heat the solution to boiling, then 
allow to cool. Add 2-3 drops of an indicator with a pH range between 6.5- 
7.5 and then very carefully from a burette, dropwise, NH,OH until the alkaline 
color is obtained. (pH 7.5.) The NH.OH should be free from carbonate. 
Heat the solution to boiling and filter. Wash the precipitate with a 2 per cent 
solution of NH,NOs3. 

Dissolve the precipitate in a small amount of hot, dilute HCl and re- 
precipitate to eliminate, as completely as possible, occluded substances. Be 
sure that the solution of the hydroxide by HCl is complete, and that the 
alkalinity in re-precipitation does not exceed the limit recommended. 

Wash the precipitate free of chlorides using the 2 per cent NH,NOs solution. 
Drain, then place filter and its contents in a platinum or porcelain crucible. 
Ignite gently at first until the paper is thoroughly charred; gradually increasing 
the heat. Cover the crucible and heat to a glowing white temperature. Cool 
‘in a desiccator, then weigh rapidly. Repeat the heating, cooling and weighing 
until a constant weight is obtained. The residue is Al.Os. 


Al,O3 X0.5291 = Al. 


Results are usually reported as Al.O3. 


Notrs.—Error in the aluminum determination may arise from the co-precipitation 
of other substances, that require an excess of NH,OH for their re-solution, i.e., Cu, Ni, 
Co, Zn. If the carbonate radical is present in the ammonia, a number of substances 
‘will precipitate on the addition of this reagent. Upon long standing with frequent 
exposure to air the ammonia takes up CO», forming carbonate of ammonia. Freshly 
distilled ammonia, the carbonate being precipitated by addition of lime in the distilling 
flask, is best kept in a ceresine or paraffine bottle. It will then remain free from silica, 
which it invariably contains when confined in glass bottles. 

Long heating of the mixture containing the aluminum precipitate is objectionable. 


Tf iron and titanium are present, these may be determined colorimetrically on 
separate portions and their weights, as oxides, deducted from the residue of the 
ammonia precipitate, the difference being due to alumina. 
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1. The solution is apt to become acid owing to the decomposition of ammonium 
salts and the volatilization of ammonia. , 

2. The precipitate will become slimy and will be difficult to wash and filter. It is 
preferable to redissolve and again precipitate if this condition occurs. 

3. The CO: of the air is apt to be absorbed by the solution, causing the precipitation 
of calcium carbonate, etc., should the solution be exposed for any length of time. 

4. Silica from the beaker will contaminate the precipitate. 

Hence it is advisable to filter as soon as possible after making the precipitation of 
Al(OH)s. 

Washing the precipitate with ammonium nitrate prevents the aluminum from pass- 
ing through the filter and keeps it from packing. It favors the formation of the insoluble 
hydrogel form of the hydrate while preventing the formation of the soluble hydrosol. 
Ammonium chloride may be used in place of nitrate. 

Aluminum hydroxide is soluble in acids and alkalies. The ignited oxide, Al,Os, is 
insoluble in acetic acid but is soluble in mineral acids and the fixed alkalies. It is ren- 
dered very difficultly soluble in acids by strong ignition, generally requiring fusion 
with sodium carbonate or potassium bisulfate with subsequent acid treatment to 
effect solution. 

A yellow or reddish precipitate indicates the presence of iron, an element frequently 
present with aluminum. Should this be the case, iron must be determined, either in a 
separate portion of the sample, or in the residue obtained by the procedure outlined. 
ie amount of Fe:O; is subtracted from the total residue, and Al,O3 obtained by 

ifference. 

If phosphoric acid is present the phosphate of alumina will precipitate together with 
the phosphates of elements insoluble in alkaline solutions. Should phosphoric acid be 

ee Ey its removal is essential, or the phosphate method for alumina should be 
ollowed. 

Alkali salts may be occluded by the aluminum precipitate. 

Fluorides hinder the precipitation of aluminum. Evaporation to dryness with sul- 
furic acid and heating the residue to redness will transform fluorides to oxides and over- 
come this difficulty. 

Sulfates tend to hold up aluminum from precipitation and a certain amount of 
sulfuric acid is occluded by the aluminum hydroxide precipitate. Magnesium is more 
apt to precipitate with alumina in presence of sulfates. Ammonium chloride greatly 
lessens this difficulty. 

Traces of alumina may be recovered from the filtrate by evaporation to dryness, 
ignition and resolution with HCl. The Al(OH), is now precipitated with NH,OH. 

Since alumina absorbs moisture from the air, the crucible containing this compound 
should be kept covered in a desiccator until weighed. 

Ammonium hydroxide, in presence of sufficient NH.Cl, will not precipitate Mg(OH)2, 
since the addition of NH,Cl increases the ammonium ions in the solution and, by the 
common ion effect, represses the hydroxyl ions of the base, NH.OH, so that there are 
insufficient hydroxyl ions for the solubility product of Mg(OH).2 to be exceeded; there- 
fore magnesium remains in solution. 


DETERMINATION OF ALUMINUM BY HYDROLYSIS, NEUTRAL- 
IZING THE MINERAL ACID BY ADDITION OF A SALT OF 
A WEAK ACID. SODIUM THIOSULFATE METHOD 


If a salt of a weak acid and strong base is added to a neutral or slightly acid 
solution of an aluminum salt containing a mineral acid, transposition takes 
place and aluminum is hydrolyzed. 

Reaction.—2 AlCl; +3Na.8.0;+3H.0=2Al(OH);+6NaCl+3S802+38. 

Procedure.—If the solution is acid, dilute ammonia is added until a pre- 
cipitate forms that dissolves with difficulty, but not enough ammonium hy- 
droxide to cause a permanent precipitation. The solution is diluted so that it 
contains about 0.1 g. Al per 200 ml., then an excess of sodium thiosulfate is 
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added, and the solution is boiled free of SO2. Al (OH); precipitates along with 
free sulfur. If iron is absent it is advisable to add a few drops of ammonium 
hydroxide until the solution has a slight odor of ammonia. The mixture again 
boiled is filtered and the residue of Al(OH); and sulfur washed with hot water 
containing about 2 g. NH,NO; per 100 ml. The precipitate is dried, separated 
from the filter, the latter ignited and the ash added to the main precipitate. 
Alumina is now determined by blasting to constant weight, the residue being 
weighed as Al.O3. 


Norrs.—The above method may be employed for separation of aluminum from 
iron, the addition of ammonia, following the neutralization of the mineral acid by 
thiosulfate being omitted. The precipitation of Al(OH); by this procedure gives a 
more dense and hetter filtering precipitate than does ammonia alone. 

Nore.—G. Wynkoop suggests the use of sodium nitrite as the salt of a weak acid 
for neutralizing the mineral acid. (J. Am. Chem. Soc., 19, 434 (1897).) 

I. Ivanov recommends neutralizing the aluminum solution with sodium thiosulfate 
then diluting to 100 ml. and adding potassium iodide, followed by a3% solution of KIO; 
and additional KI (10% soln.) until precipitation is complete. The excess of iodine is 
expelled by boiling. The Al(OH); is filtered and washed with NH,NO; soln. (2% soln.) 
and then ignited to Al.O3. 


Lewis B. Skinner suggests the following procedure: To about 150 ml. of 
acid solution containing aluminum, but free from phosphoric acid and elements 
precipitable by ammonium hydroxide, are added 5 grams of ammonium 
chloride and carbonate-free ammonium hydroxide, the latter drop by drop 
from a 50-ml. burette until a small piece of litmus paper just turns from red 
to blue. One ml. excess is now added, the solution is just brought to a boil, 
the precipitate is allowed to settle a few minutes off the hot plate so as to avoid 
loss of ammonia, the solution is decanted through a filter paper and followed 
by the precipitate, the precipitate is loosened from the paper by the first wash- 
water jet to provide for relatively rapid filtration and the beaker is cleaned 
and further washings are done. 

H. H. Willard and N. G. Tang recommend the determination of aluminum by 
precipitation of urea. (Ind. Eng. Chem., Anal. Ed., 9, 357 (1937).) Aluminum 
can be accurately separated from large amounts of calcium, barium, magnesium, 
manganese, cobalt, nickel, zinc, iron, cadmium, and copper by precipitation 
as the dense basic succinate by boiling with urea the acid solution containing 
succinic acid. Hydrolysis of the urea forms ammonia gradually in an homo- 
geneous solution, resulting in a pH of 4.2 to 4.6. Owing to the dense nature of 
the precipitate, it is easily filtered and washed and shows much less adsorption 
of other salts than does the precipitate obtained by the usual methods. The 
basic sulfate precipitated in this way is also dense, but the pH must be 6.5 to 
7.5 and separations in certain cases are less satisfactory. The accuracy of 
separations made by the urea method is far superior to that obtainable by the 
use of ammonia. ‘This is attributed to a combination of four important factors 
—a dense precipitate, a slow, uniform increase in pH, a homogeneous solution, 

' and a low final pH. 
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THE 8-HYDROXY QUINOLINE (OXINE) METHOD FOR 
DETERMINING ALUMINUM” 


The compound 8-Hydroxy Quinoline (Oxine), H.C,H,NO, forms com- 
pounds with metals, in which the metal replaces the hydrogen as shown by 
the aluminum and magnesium compounds; Al(Cy»HsNO); and Mg(C,H.NO)s:. 
The following elements precipitate with “‘ oxine ”’;—Ag, Al, Cb, Co, Hg, Fe, 
Mn, Ni, Pb, Sb, Ta, Ti, U, V, Zn and Zr from acetate-acetic acid solution; and 
with the exception of Ag, the above elements and in addition Ba, Be, Ca, 
Mg, Sn, Sr precipitate from alkaline solutions. The quantitative precipitation 
of the oxine of aluminum from a weak acid solution and of magnesium from 
an alkaline solution have been successfully utilized in their determination. 
Kolthoff recommends the following method.¥ 

Procedure.—The solution of aluminum, containing not over 0.1 g. Al.O; 
per 100 ml., and free from interfering elements, is treated with 2-5 ml. of 4 N 
acetic acid and heated to near boiling (about 90° C.), and 2-10 ml. of 2 N 
sodium or ammonium acetate added. The precipitate, Al(CsHsNO)s, is 
filtered off and washed. Aluminum is now estimated by either drying the 
precipitate to constant weight at 130° C. (the precipitate contains 11.1% Al.Os) 
or by titration. 

Titration.—The precipitate is transferred to the vessel in which the pre- 
cipitation was made, using precautions to recover all of the compound. 15-20 
ml. of 4 N HCl are added and the mixture heated until all of the oxine has 
dissolved. After cooling, 1-2 drops of methyl red indicator are added, and 
about 0.5 g. KBr. The solution is titrated to a yellow color with standard 
bromate solution. 1 ml. 0.1 N KBrO; corresponds to 0.000225 g. Al. 


Notrs.—The alcoholic solution of oxine (5% oxine) may be replaced by a water 
solution, the reagent being prepared by adding to a few ml. of phenylhydrazine cold 
saturated solution of SOz until the precipitate that first forms dissolves and then phenyl- 
hydrazine, drop by drop, with vigorous stirring, until free from SO, odor. The aluminum 
oxine can best be precipitated from an acetic acid solution of oxine (5 per cent in 4N 
acetic acid solution) than from an alcoholic solution, as alcohol has a solvent action on 
the precipitate, causing results 1 per cent too low. 


PRECIPITATION OF ALUMINUM AS ALUMINUM CHLORIDE ™ 


Principle.-—Gooch and Havens found that aluminum chloride is practically 
insoluble in a mixture of concentrated hydrochloric acid and ether saturated 
with HCl gas, 5 parts of AICl;.6H2O equivalent to 1 part of Al,O; dissolving 
in 125,000 parts of the mixture. The method serves for a separation of 
aluminum from iron, beryllium, zinc, copper, mercury and bismuth, the chlorides 
of these elements being soluble under the above conditions. Barium, however, 
is precipitated as a chloride with aluminum, if it is present in the solution. 

Procedure.—To the concentrated aqueous solution of aluminum is added 
a convenient volume of strong hydrochloric acid (15 to 25 ml.) and an Sas 

2R. Berg, J. prakt. Chem., 115, 178 (1927); I. M. Kolthoff, Chem. Weekbl., 
606 (gar Re ai Hahn, Chem. Zte., 50, 754 (1926); ibid., Z. Anal. Chem., 71, 122 (1827) 
xe ee Analysis, 1nG Kolthoff and Furman, p. 484. J. Wiley "and Sons, New 
or. 


4H. A. Gooch and F’. S. Havens, Am. Jour. Sci. (4), 2, 416. F. A. Gooch, “Methods 
in Chemical Analysis.” 
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volume of ether. The mixture is best placed in a large platinum crucible, 
which is kept cool in running water. HCl gas is passed into the solution to 
saturation. The precipitated chloride of aluminum is filtered upon asbestos 
in a weighed Gooch crucible and then washed with a mixture of ether and 
water 1:1, saturated with HCl gas. The precipitate is dried for half an 
hour at 150° C., then covered with a layer of C.P. mercuric oxide (1 gram) 
and heated at first gently over a low flame (hood) and then blasted to constant 
weight. The residue is weighed as Al.O3. 

Norrs.—HCl gas may be conveniently generated, with an apparatus as shown in 


Fig. 1. Concentrated hydrochloric acid is added to concentrated sulfuric acid below 
its surface by means of a capillary tube. 


* 


Con. HC| — =) 


) ie 


Fie. 1.—Hydrogen Chloride Gas Generator. HCl is discharged under surface of H.SO, 
by means of a capillary tube. 


The filtrate from aluminum contains iron, beryllium, copper, zinc, etc., if these are 
present in the original solution. If much iron is present it is necessary to increase the 
amount of ether to prevent precipitation of the ferric salt. 


DETERMINATION OF ALUMINUM AS PHOSPHATE 


The method is accurate for the determination of small amounts (under 100 
mg.) provided other elements precipitated as phosphates are absent. The 
commonly interfering elements are Fett+, Mn, Zr, Zn, Ca. If present, 
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provision must be made for their removal. This is accomplished in part by 
neutralizing the solution with NaOH and pouring this solution into a dilute 
solution of NaOH so that there is an excess of 10% of NaOH, (Al free). The 
solution is diluted to definite volume, a portion filtered off and an aliquot 
portion taken for the aluminum determination. Nickel and manganese may 
still be in solution and provision must be made for their removal if present. 
Details of the following method are taken from the recommended procedure 
by G. E. F. Lundell and H. B. Knowles (J. Am. Chem. Soc., 44, 1136 (1922)). 

Procedure.—The solution free from interfering elements is neutralized 
with HCl, if alkaline, and 10 ml. excess of HCl added followed by dilution to 
400 ml. A ten fold excess (generally lg. is sufficient) of (NH4)2HPOs, is added 
and macerated filter paper (1 sheet 11 cm. No. 40 Whatman). The solution 
is made alkaline to methyl orange indicator (2 drops) by addition of NH,OH 
and then 0.5 ml. HCl is added. The solution is heated to boiling and 30 ml. 
of 25% solution of ammonium acetate are added and the solution boiled for 
about five minutes. The aluminum phosphate is filtered off and washed with 
a hot 5 per cent solution of NH4NO; until free of chlorides (AgNOs test). 
The filter should not be allowed to run dry during the washing. The paper 
and residue are now dried and then ignited gently in an open crucible until 
the carbon of the filter is consumed and then at bright red heat (1000° C.) 
until a constant weight is obtained. The phosphate is hygroscopic so that the 
weighing must be done rapidly. Weigh as AlPO, 


AIPO4X0.2211=Al; AlPOs.X0.4178 = Al;Os. 


Notrs.—With larger amounts of aluminum it is practically impossible to remove the 
excess of P;O; by washing. 


VOLUMETRIC METHODS FOR THE DETERMINATION 
OF ALUMINUM 


VOLUMETRIC DETERMINATION OF COMBINED ALUMINA IN 
ALUMINUM SULFATE AND ALUMINUM SALTS 


Introduction.—Aluminum salts dissociate in hot solutions and react acid to 
phenolphthalein indicator; the acid readily combines with fixed alkalies, forming 
the neutral alkali salt. The end point of the reaction is indicated by the pink 
color produced upon phenolphthalein by the excess of alkali. From the amount 
of caustic required the percentage of combined Al.O3 may be calculated. The 
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following reaction takes place: 
Al»(SO4)3+6NaOH=2Al(OH)3+3Na2SOu. 


Procedure.—The factor weight,!®* 3.3980 grams, is dissolved in a 4-in. 
casserole with 100 ml. of distilled water, 1 ml. of phenolphthalein indicator 
added, and the sample titrated boiling hot 1* with N/2 NaOH, added from a 
chamber burette, graduated from 50 to 100 ml. in tenths of aml.!° The solution 
is kept boiling during the titration and is constantly stirred. Towards the 
end of the reaction the alkali is added cautiously drop by drop until a permanent 
pink color is obtained. 


MI. of NaOH required divided by 4=per cent combined Al,O3.17 
Combined Al,03+free Al,O3= total Al,O3. 


Norrs.—TIf iron is present a correction must be made for it after determining the 
ferrous and ferric forms as given below. 

The amount of phenolphthalein indicator used should be the same in each deter- 
mination. An excess of indicator causes low results. It has been noted in case of 
alums where iron does not interfere that best results are obtained with three or four 
drops of phenolphthalein solution. Iron tends to mask the end point, hence a larger 
amount of indicator is necessary if this is present. 


Correction for Iron if Present.—Since iron salts will also dissociate and 
titrate with aluminum salts, by this method a correction has to be made for 
iron if present. Total Al,O; in presence of iron= 


combined Al,0;—(FeO X.47+ FesO3 X.64) LBs Al.O3-+an additive factor. 
The additive factor is obtained by subtracting 
(Combined Al.03;+basic Alz0;) — (FeO X.47-+ Fe203 X.64) volumetric, 


from total Al.O; obtained by gravimetric analysis of an average sample. 

Ferrous Iron, Ferric Iron, and Total Iron.—A five-gram sample is dissolved 
in water and the iron oxidized with a few drops of strong potassium perman- 
ganate solution; the solution should be pink; the excess of permanganate is 
destroyed by a drop or so of normal oxalic acid solution and the total iron 
determined by stannous chloride solution method for iron. On a separate 
sample ferric iron is determined. Ten grams of the sample are dissolved in an 
Erlenmeyer flask by boiling with hydrochloric acid, 2:1, in an atmosphere 
of COz to prevent oxidation, and the iron titrated with standard stannous 
chloride. The difference between total iron as Fe.03 and ferric oxide= 
ferrous iron in terms of Fe.O3. This multiplied by 0.9= FeO. 


CoMBINED SuLFurRICc ACID 


Provided no free acid is present, the per cent combined sulfuric acid in 
aluminum sulfate is obtained by multiplying the ml. caustic titration for total 
alumina by 0.72. 

16 Large samples must be taken for salts containing less than 18 per cent Al.Os if 
| the chamber burette is to.be used. E.g., potash alum twice this amount is advisable. 
16 Otto Schmatolla, Berichte, 38, No. 4. Chem. News, 91-2375-236 (1905). 


_ "Tf free acid is present (see next method), the equivalent volume in terms of + N 
acid must be deducted from the total titration for combined alumina before dividing by 4. 
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In ease free acid is present, the per cent free acid deducted from total acid 
found by titration gives combined acid. 
Sulfuric acid combined with the fixed alkalies is not titrated. 


DETERMINATION OF FREE ALUMINA OR FREE ACID BY THE 
POTASSIUM FLUORIDE METHOD 


Introduction.—The method suggested by T. J. I. Craig (J. Soc. Chem. 
Ind., 30, 185, 1911), has been modified by Scott,!® after an investigation of 
the details involved. In this modified form it has been used successfully as a 
rapid works method. Frequent gravimetric checks on a large number of 
determinations have shown it to be accurate. 

The procedure is based upon the fact that an excess of neutral potassium 
fluoride decomposes aluminum salts, forming two stable compounds, which 
react neutral to phenolphthalein, while the free acid remains unaltered, the 
following reaction taking place: 


Al.(SO4)s +12KF+xH.S0.= 2AlF33KF+3K.801+xH2804. 


The precipitate AlF;3KF is insoluble in an excess of the potassium fluoride 
reagent and is not appreciably attacked by acids or alkalies. Although 
theoretically about 7 parts by weight of potassium fluoride is sufficient to com- 
bine with 1 part of aluminum sulfate, in practice it is advisable to use twice 
this amount. 


Reagents Required.—Half Normal solutions of sulfurie acid and potassium hy- 
droxide. 

Phenolphthalein indicator, 0.1% alcoholic solution. 

Potassium fluoride solution; made by dissolving 1000 grams of potassium fluoride 
in about 1200 ml. of hot, CO2-free water, then neutralizing the solution with hydrofluoric 
acid or potassium hydroxide as the reagent may require, using 5 ml. of phenolphthalein 
as indicator. Dilute sulfuric acid may be used in place of hydrofluoric acid in the 
final acid adjustment to get a neutral product. One ml. of the solution in 10 ml. of 
CO,-free water should appear a faint pink. The concentrated mix is filtered if necessary 
and then diluted to 2000 ml. with CO»-free water. The gravity will now be approx- 
imately 1.32 or about 35° Bé. One ml. contains 0.5 g. potassium fluoride. 


MeEtTHOD OF PROCEDURE 


Solids.—3.398 g. of the finely ground sample, or an equivalent amount in 
solution (100 ml. of sample containing 33.980 g. per liter), are taken for analysis. 
The powder is dissolved by boiling with 100 ml. of distilled water in a 4in. 
casserole with clock glass cover. To the hot solution 10 ml. of N/2 H.SO, 
are added and after cooling to room temperature, 20° C., 18 to 20 ml. of the 
potassium fluoride reagent are added and 0.5 ml. of phenolphthalein. The 
solution is now titrated with N/2 KOH, added drop by drop until a delicate 
pink color, persisting for one minute, is obtained. This titration shows whether 
the product is basic or acid. 

Basic Alumina.—This is indicated when the alkali back-titration is less 
than the amount of acid added. Free Al,O3;= (ml. H2SO,—ml. KOH)+4. © 


18 W. W. Scott, J. Ind. Eng. Chem., 7, 1059, 1915. 
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Free Acid.—In case the back-titration of the alkali is greater than the ml. 
of acid added, free acid is present. Free acid= (ml. KOH—ml. H.SO,) x0.72. 

Liquors.—In works control it is necessary to test the concentrated liquors 
to ascertain whether these are basic or acidic. The Bé. or sp.gr. of the solution 
having been taken, 5 ml. is diluted to 100 ml. with distilled, CO.-free water. 
If H.S is present, it is expelled by boiling the solution, which should be acid, 
10 ml. of N/2 H2SOx is added, the solution cooled, and KF and phenolphthalein 
added and the titration made as in case of solids. 

If basic (ml. H2SO,—ml. KOH) X (.0245 X .3465 X 100) + (5 Xsp.gr.) = Al.Os. 

If acid (ml. KOH—ml. H.SO,X2.45)+ wt. of sample=per cent free acid 
(H280,). 

If neutral, the back titration of the alkali is the same as the ml. acid added. 


era water must always be used when phenolphthalein indicator is 
ee This may be obtained by boiling distilled water for several minutes to 

xpel CO2. This reagent is very sensitive to carbonic acid. 

ie the sample does not dissolve clear, a prolonged digestion with previous addition of 
the required amount of standard acid, 10 ml., is advisable. This is best accomplished in 
an Erlenmeyer flask with a return condenser. 

Darkening of the solution during the back titration with the alkali, indicates that 
an insufficient amount of fluoride has been added. If this is the case it will be necessary 
to make a fresh determination. 

The fluoride method has the following advantages. Determinations may be made 
by gas or electric light. The end point is easily detected. No neutral standard is 
necessary as in case of the tint method. 

onium salts, if present, must be expelled es boiling the sample with an excess 
of standard KOH and this excess determined. 

3.3980 = 2.452 x .3465 X4 (i.e., gms. H.SO, per 100 ml. N/2 acid multiplied by 4 
times factor to equivalent Al,0;). Derived directly from mol. wt. of AlLOz;=0.10194 
1004) +(6X2). 0.7216=2.8862 +4 (i.e., factor Al,O; to H»SO,+4). 


COMMERCIAL METHODS FOR EVALUATION OF ALUMINUM ORES 
AND ANALYSIS OF ALUMINUM 


‘DETERMINATION OF THE AVAILABLE ALUMINA IN ALUMINOUS 
ORES ¥ 


Various methods are used for the determination of available alumina by 
consumers of aluminous ores. A method may be either an acid or caustic 
digestion, and is designed to give information indicating the amount of alumina 
which is recoverable by the operator’s process. The following is an example 
of a method based on sulfuric acid digestion. 


1 By Harold E. Martin. 
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This method is based on the solution of the sample in a known amount of 
sulfuric acid, and the titration of the excess acid with standard sodium hy- 
droxide solution, and the alumina estimated from the amount of acid used to 
combine with it. It has been proven with long practice that this method is 
accurate within 0.5%, and is very satisfactory as a works control method. 
It is much more rapid than the regular gravimetric procedure. 

Take a five gram sample that has been ground to pass through a 60-mesh 
sieve and put it into a 300 ml. Kjedahl flask with about 28 to 30 grams of 40° 
Bé sulfuric acid, which is weighed from a weighing burette. (This acid may 
be measured with a burette and the weight calculated if so desired with a 
reasonable chance of error introduced.) Digest this at a gentle boil for one 
hour, giving the flask an occasional shaking. Care must be taken that good 
condensation is effected, otherwise a loss in acid will give high results. After 
the digestion wash down the condenser and filter the insoluble residue off on 
a Buechner funnel with suction, washing the residue acid free. Make the 
filtrate up to 2000 ml. in a volumetric flask. To a 200-ml. aliquot add 20 ml. 
KF reagent, and 1 ml. phenolphthalein indicator and titrate to a permanent 
pink with standard N/10 NaOH. 

Reagents.—The 40° Bé acid must be made up very accurately and stand- 
ardized against standard caustic. 

1000 grams of potassium fluoride are dissolved in 1200 ml. of hot COz free 
water, and then neutralized with HF or KOH as may be necessary, using 
phenolphthalein indicator. Filter this solution and dilute to 2000 ml. ‘This 
solution should be kept in a wax-lined bottle. 

Take 20 ml. of KF reagent and add 5 ml. of N/2 NaOH and one ml. of 
phenolphthalein indicator, and titrate with N/2 H.SO.. Apply this correction 
to the titration of the sample. 

Calculations.— 


(ml. N/10 H.SO,—ml. N/10 NaOH) X0.3465 X100 


weight of sample = %Al203+ Fe203 


% Fe.O3xX.64=Fe.03 equivalent to Al.O3; which can be subtracted from the 
total oxides above, the result being the available alumina. 
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COMMERCIAL METHODS FOR THE ANALYSIS OF BAUXITE, CAL- 
CINED ORE (ALUMINA), AND ALUMINUM HYDRATE 


In the analysis of aluminous materials it is only in the separation of ele- 
ments that the procedures differ. After the proper separations have been 
made the actual determination of the elements is, in most cases, the same. 
To save repetition, the procedures for determining the elements will be grouped 
together and placed before the discussion of separations made under the analy- 
sis of bauxite, alumina, and aluminum hydrate. Methods for preparation of 
reagents and standard solutions are appended, pp. 29-32. 


DETERMINATION OF ELEMENTS 


1. Preparation of Sample.—A representative and homogeneous sample is 
essential before starting an analysis. Since ore sampling varies with each 
individual material, no general procedure will be given here. Precautions 
should be taken to avoid contamination from crusher or mortar. Grinding to 
excessive fineness should be avoided since water may be lost, or the composition 
of the sample altered. In case extreme fineness is desired for particular deter- 
minations, as, for example, the determination of total alkalies, a separate 
portion of the ground sample should be further reduced. 

2. Determination of Moisture.—The analysis of ore materials is usually 
carried cut on a dried sample and reported on a dry basis. When the moisture 
content is desired, it should be determined by drying a suitable amount of the 
original material, coarsely ground with a minimum of exposure, to constant 
weight at 140° C. For routine analysis, drying at 110° C. is permissible. For 
the determinations other than moisture, grind a sample to suitable fineness 
and dry before weighing out the analytical portions. 

3. Determination of Loss on Ignition.—Place a suitable amount of dried 
sample in a weighed, covered crucible. Heat gently at first, then at a grad- 
ually increasing temperature. Finally ignite at 1100° C. for one-half hour, 
cool, and weigh. Reignite to constant weight. Diminution in weight repre- 
sents loss on ignition. 

4. Determination of Silica.— 

Reagents.—1-1 sulfuric acid. Hydrofluoric acid, 48%. 

Procedure.—Dehydrate the silica by evaporating until sulfur trioxide 
fumes have been given off for some time. Cool, add a little cold water, dilute, 
and boil to solution of salts. Vilter and wash well with hot water. For 
accurate analysis, the dehydration and filtration should be repeated. Ignite 
the precipitate(s) to constant weight, cool, and weigh. Moisten the silica 
with a few drops of 1-1 sulfuric acid, and add hydrofluoric acid. Evaporate 
to dryness, ignite, cool, and weigh. For routine analysis one treatment with 
hydrofluoric acid is usually sufficient. Where greater accuracy is desired, 
repeat the volatilization. The sulfuric-hydrofluoric acid addition should be 
repeated until constant weight is obtained. The loss in weight is silica. De- 
duct a determined blank. 

5. Determination of Total Iron Oxide (Volumetric).— 

Reagents.—Hydrochloric acid, sp. gr. 1.18. 1-3 phosphoric acid. Potas- 
sium permanganate, 1% solution. Stannous chloride, 5% solution in 1-1 


~ 
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hydrochloric acid. Mercurie chloride, saturated solution. Approximately 
0.05 N potassium dichromate. Diphenylamine indicator, 1% in concentrated 
sulfuric acid. 

Procedure.—Oxidize the solution in which iron is to be determined with 
a few drops of potassium permanganate solution. Concentrate to 50-75 ml., 
add 10 ml. of hydrochloric acid, and bring to boiling. Reduce the iron by 
dropping in stannous chloride solution until the yellow color of the ferric 
chloride disappears. Not more than 2 or 3 drops should be added in excess. 
Cool the solution to room temperature. Add 10 ml. of a saturated mercuric 
chloride solution and stir thoroughly. A small white precipitate of mercurous 
chloride should form slowly, indicating that a slight excess of stannous chloride 
had been present. Allow to stand for a minute or two until no more precipi- 
tate appears to form. If the iron is high (15% or more) add 10 ml. of 1-3 
phosphoric acid to suppress the ferric color at the end of the titration. Dilute 
to 150 ml. to 200 ml. and add 5 drops of diphenylamine indicator. Titrate 
with 0.05 N potassium dichromate. The point where the color changes to a 
deep blue, which does not fade on stirring, is taken as the end point. The 
final additions should be made slowly since there is a slight lag in the reaction. 
Deduct a blank of 0.1 ml. 

6. Determination of Total Iron Oxide (Colorimetric) .— 

Reagents.—Potassium thiocyanate solution, 10%, or ammonium thio- 
cyanate solution, 8%. Potassium permanganate solution, 1%. Standard 
ferric sulfate solution. Permanent standards. 

- Procedure.—Adjust the acidity of the solution in which iron is to be deter- 
mined to 5% with sulfuric acid, and add potassium permanganate solution 
until faintly pink. Transfer to a 100 ml. Nessler tube (the volume at this 
stage should be approximately 100 ml.), add 10 ml. of potassium thiocyanate 
solution, and immediately gage the color, either by comparing with permanent 
standards or by titrating standard ferric solution into a duplicate tube con- 
taining 100 ml. of the blank solution and the same amount of thiocyanate 
solution as used in the sample. The comparison is best made in a camera. 
Deduct a determined blank. The sample solution, after developing the color, 
should not be exposed to bright light. 

7. Determination of Ferrous Oxide.— 

Reagents.—Approximately 0.05 N potassium dichromate. Diphenylamine 
indicator. 3 

‘Procedure.—To the cold solution containing the ferrous iron, add 5 drops 
of diphenylamine indicator and titrate with 0.05 N potassium dichromate. 
The point where the color changes to a deep blue, which does not fade on 
stirring, is taken as the end point. Deduct a blank of 0.1 ml. 

8. Determination of R.O; and Alumina.— 

Reagents.— Hydrochloric acid, sp. gr. 1.18. Ammonium hydroxide, sp. gr. 
0.90. Methyl red indicator. Ammonium chloride wash solution. 

Procedure.—Using methyl red as indicator, add ammonium hydroxide 
carefully to the hot solution containing the RO; until the color just changes 
to a distinct yellow. Allow to settle, filter, and wash four times with hot 
ammonium chloride wash solution. Return the precipitate to the beaker and 
dissolve by heating with 10 ml. hydrochloric acid and some water. Dilute, 
heat to boiling, and precipitate as before, Filter, police the beaker, and wash 
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well with hot ammonium chloride wash solution. Place the precipitate in a 
weighed crucible provided with cover. Dry, ignite carefully at first, finally 
heat to 1100° C. for an hour, cover, cool in a desiccator over activated alumina, 
and, as soon as cool, weigh quickly, keeping the crucible covered. Deduct a 
determined blank. The net weight represents combined oxides of aluminum, 
iron, titanium, zirconium, phosphorus, etc. For routine work the iron and 
titanium oxides are deducted and the balance considered to be alumina. For 
accurate work the remaining oxides should be determined and deducted. 

9. Determination of Titanium Oxide.— 

Apparatus.—Colorimeter. Duboseq, Kennicott-Campbell-Hurley, or any 
satisfactory type may be used. 

Reagents.—1-1 sulfuric acid. Hydrogen peroxide, 3% solution. Stand- 
ard titanic sulfate solutions, equivalent to 1.0, 0.10, 0.05 g. titanium dioxide 
per liter. 

Procedure.—Transfer the solution containing the titanium oxide to a 100 
ml, velumetric flask. Add 10 ml. of 1-1 sulfuric acid and 3 ml. of 3% hydrogen 
peroxide, fill to the mark with water, and mix. Compare with a standard 
solution of peroxidized titanium in a colorimeter. 

In applying this instrument it is advisable and readily practicable to adjust 
several times on the same aliquot, approaching the matching point from the 
stronger and the weaker side in sequence, after which an average of the read- 
ings is taken. 

In the absence of a colorimeter, place 10 ml. of 1-1 sulfuric acid in a dupli- 
cate Nessler tube, add 3 ml. of 3% hydrogen peroxide, and water to just below 
the mark. Add unperoxidized titanium solution to this tube until the color 
matches that of the sample, making the comparison with a camera, 

10. Determination of Sodium Oxide.— 

Reagents.—1-1 sulfuric acid. Zine uranyl acetate reagent. Ethyl alco- 
hol, 95%. Acetone. 0.1 N potassium permanganate. Potassium permanga- 
nate, 1% solution. Aluminum coil. 

Procedure.—Cool the solution containing the soda (7 ml. volume), add 
70 ml. zine uranyl acetate reagent, and stir until precipitate forms. Let stand 
at least one-half hour, and filter through a 9 cm. filter, using a little pulp. 
Wash with reagent just enough times to transfer all of the precipitate from 
the beaker to the filter. Wash twice with 2 ml. portions of 95% ethyl alcohol, 
and five times with 2 ml. portions of acetone. Remove the excess acetone by 
suction or dry for a few minutes at 105° C. Wash the suction flask carefully 
and use it to receive the sodium zine uranyl acetate which is washed through 
the filter with hot water. Transfer this solution to a 250 ml: beaker, add 
enough potassium permanganate to color the solution, and 30 ml. of 1-1 sul- 
furic acid. Place an aluminum coil in the beaker and boil for 30 minutes. 
When reduction is complete, cool, remove coil, rinse off with water, stir vigor- 
ously, and titrate with standard potassium permanganate. A blank must be 
carried through with the determination. 

11. Determination of Calcium Oxide.— 

Reagents.—Ammonium hydroxide, sp. gr. 0.90. Ammonium oxalate, sat- 
urated solution. 1-1 sulfuric acid. Approximately 0.018 N potassium per- 

' manganate. 
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Procedure.—Adjust the volume of the solution containing the calcium to 
approximately 100 ml. Heat to boiling, add a slight excess of ammonium 
hydroxide, and 10 ml. of ammonium oxalate solution. Heat just below the 
boiling point for 1 hour, keeping the solution alkaline. Cool, filter through a 
small, close-textured paper and wash 8 times with small portions of hot water. 
Puncture the paper and wash, with hot water, as much as possible of the pre- 
cipitate into the beaker in which the precipitation was made. Pour 30 ml. 
of 1-3 sulfuric acid through the filter, and wash thoroughly. Heat to 80° to 
90° C. and titrate at once with standard potassium permanganate solution. 
Deduct a determined blank. 

12. Determination of Magnesium Oxide.— 

Reagents.—Hydrochloric acid, sp. gr. 1.18. Ammonium hydroxide, sp. gr. 
0.90. Diammonium phosphate, 10% solution. Ammonium nitrate wash 
solution. 

Procedure.—Acidify the solution containing the magnesium with hydro- 
chloric acid and add 10 ml. of diammonium phosphate solution. While stirring 
vigorously, slowly add 30 ml. of ammonium hydroxide. Allow to stand over- 
night. Filter and wash well with cold ammonium nitrate wash solution. 
Place the residue in a weighed porcelain or vitreosil crucible and ignite at 
1100° C. until completely white. Weigh as magnesium pyrophosphate and 
deduct a determined blank. 

Magnesium pyrophosphate X 0.3621 = magnesium oxide. 

13. Determination of Manganous Oxide.— 

Reagents.—Nitric acid, sp. gr. 1.42. Silver nitrate, 0.8% solution. Am- 
monium persulfate, 2% solution. Approximately 0.018 N sodium arsenite 
solution. 

Procedure.—Adjust the volume of the solution containing the manganese 
to approximately 75 ml. Add 4 ml. nitric acid, 10 ml. silver nitrate solution, 
and 50 ml. of a warm, freshly prepared ammonium persulfate solution. Heat 
gently until the permanganic acid is fully developed and cool to room tem- 
perature. Titrate with the standard sodium arsenite solution. 


Notr.—TIf desired, the silver may be precipitated before the titration by adding 5 ml. 
of 0.2% solution of sodium chloride. If this is done, the same addition must be made 
during the standardization of the arsenite solution. 


14. Determination of Phosphorus Pentoxide.— 

Reagents.—Ammonium molybdate solution. Approximately 0.1 N sodium 
hydroxide. Approximately 0.1 N nitric acid. Nitric acid wash solution, 1%. 
Potassium nitrate wash solution, 1%. Phenolphthalein indicator. 

Procedure.—Adjust the volume of the solution containing the phosphorus 
to not more than 150 ml., and the acidity to 5% with nitric acid. Heat to 
40-50° C., add 50 ml. of ammonium molybdate reagent, stir well, and let stand 
till the precipitate has settled and no more appears to form. Filter, wash 
twice with nitric acid wash solution, then with potassium nitrate wash solution 
until the washings are no longer acid. Place the paper and residue in the 
flask, add a measured volume of 0.1 N sodium hydroxide, more than sufficient 
to dissolve the precipitate, and shake until the yellow color has disappeared. 
Add 2-3 drops of phenolphthalein solution and titrate immediately with the 
0.1 N nitric acid to the disappearance of the pink color. Calculate the phos- 
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phorus pentoxide present from the net volume of 0.1 N sodium hydroxide 
necessary to dissolve the phosphomolybdate. 


Norrs.—The determination is apparently not affected by small amounts of vana- 
dium. For very accurate work, or if much vanadium is present, reduce it with ferrous 
sulfate, add a few drops of sulfurous acid, and about 8 g. of phosphorus-free ferric nitrate 
nonahydrate, to prevent subsequent reduction of the molybdenum. Cool to 10-20° C., 
add 50 ml. ammonium molybdate reagent, and continue as above. 

After precipitation of ammonium phosphomolybdate, the determination may also 
be completed by weighing the precipitate after drying on a Gooch crucible, or by dis- 
solving the precipitate in ammonium hydroxide, and precipitating the phosphorus as 
magnesium ammonium phosphate. 


15. Determination of Vanadium. 

Reagents.—1-1 sulfuric acid. Hydrogen peroxide, 3% solution. Stand- 
ard vanadium sulfate solution equivalent to about 0.0001 g. vanadium sesqui- 
oxide per ml. 

Procedure.—Concentrate the solution containing the vanadium to a little 
less than 100 ml., cool, and adjust the acidity to approximately 2.5% with 
sulfuric acid. Transfer to a 100 ml. Nessler tube. In a duplicate tube, place 
5 ml. of 1-1 sulfuric acid and dilute to 100 ml. If the sample has a faint yellow 
tinge, match it by mixing a little ferric sulfate solution with the blank. Add 
3 ml. of 83% hydrogen peroxide to each tube and mix. Allow the sample to 
stand 2 minutes, as there is a lag in the development of the color. By means 
of a standard vanadium sulfate solution, bring the color of the blank to the 
same depth as that of the sample, thus obtaining a measure of the vanadium 
oxide present. Comparison is made in a camera, 

16. Determination of Zirconium Oxide.— 

Reagents.—1-1 sulfuric acid. Hydrogen peroxide, 3% solution. Diam- 
monium phosphate, 10% solution. Ammonium nitrate wash solution, 5%. 

Procedure.—Adjust the volume of the solution containing the zirconium 
to 100-125 ml.. Add 30 ml. of 1-1 sulfuric acid, 3 ml. of hydrogen peroxide, 
10 ml. diammonium phosphate solution, and allow to stand overnight at 
50-60° C. Filter on a close-textured paper and wash with a slightly acid cold 
ammonium nitrate wash solution. Ignite in a porcelain crucible at 500° C. 
until the carbon is completely burned off, finish the ignition at 1000° C., and 
weigh as zirconium pyrophosphate. 

Zirconium pyrophosphate X .4645 = zirconium oxide. 


ANALYSIS OF BAUXITE” 


2. A. Determination of Moisture.— 

Procedure.— Use a 10 g. sample and-proceed as in Determination of Mois- 
ture—2, p. 19. 

8. A. Determination of Loss on Ignition.— 

Procedure.—Use a 1 g. sample and proceed as in Determination of Loss on 
Tgnition—38. 

4. A. Determination of Silica.— 

Reagents.— No. 1 acid mixture. 1-1 sulfuric acid. Potassium pyrosulfate. 


20 Reference is made to numbered sections of the preceding procedures for the 
analysis of ore, in the subsequent procedures. 
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Procedure.—Decompose 1 g. of the dried sample in a medium sized cas- 
serole or Pyrex beaker by the addition of 60 ml. of No. 1 acid mixture. Cover, 
heat so as to concentrate slowly, and proceed as in the Determination of 
Silica—4. 


Nore 1.—If alumina, iron oxide, and titanium oxide are to be determined, bring into 
solution the material left from the hydrofluoric acid treatment by fusing thoroughly with 
about 1 g. of potassium pyrosulfate. Cool, dissolve the melt in a little water containing 
about 5 ml. of 1-1 sulfuric acid, heat to boiling and precipitate platinum by passing a 
rapid stream of hydrogen sulfide through the solution for 5 minutes. Filter and wash 
with hot water. Boil the filtrate thoroughly to expel hydrogen sulfide and combine 
this solution with the main solution in 250 ml. volumetric flask. Fill to the mark when 
cool and mix. 

Nore 2,—For routine work the fusion and platinum removal may be omitted. 


4. B. Determination of Silica in Calcined Bauxite.— 

Reagents.—Fusion mixture. 1-1 sulfuric acid. Potassium pyrosulfate. 
Alcoholic methyl chloride. 

Procedure.—Fuse 1 g. of sample in a 40 ml. platinum crucible with 6 g. 
fusion mixture. Complete decomposition should be obtained in about 20 
minutes. Cool, place the crucible in a large platinum dish, and leach with a 
small amount of hot water till the melt is well broken up. Add 30 ml. of 
1-1 sulfuric acid and proceed as in the Determination of Silica—4. 


Note 1.—Bring into solution any appreciable amount of material left from the 
hydrofluoric acid treatment by fusing thoroughly with about 1 g. of potassium pyro- 
sulfate. After cooling, dissolve the melt in a little water containing 5 ml. of 1—1 sulfuric 
acid. Combine this solution with the main solution, heat to boiling and precipitate 
platinum by passing a rapid stream of hydrogen sulfide through the solution for 5 
minutes. Filter, and wash with hot water. Boil the filtrate thoroughly to expel hydro- 
gen sulfide, and transfer to a 250 ml. volumetric flask. Fill to the mark when cool 
and mix. 

Nortsr 2.—Sodium borate, if not removed from the silica by thorough washing, will 
cause an error due to the volatilization of boron as boron trifluoride. For this type 
of analysis it has been demonstrated that the silica can be washed sufficiently clean to 
make the error from this source negligible. However, if alumina is to be determined 
and not obtained by difference, subtracting the sum of the percentages of loss on ignition 
and the impurities from 100, the sodium borate must be removed. This is accomplished 
as follows: Place the sodium carbonate-borax fusion in a large porcelain or platinum dish, 
cover the dish, and treat with the alcoholic methyl chloride solution. When efferves- 
cence ceases, remove the cover and heat just below the boiling point, preferably on a 
water bath, in a good hood. Cleanse the crucible and add its contents to the dish. 
Add more reagent as necessary until solution is complete, boil to a small volume, and 
evaporate to dryness on the bath. To remove the last traces of boron, evaporate to 
dryness at 80° to 85° C. on the bath two or three times with successive additions of small 
portions of the reagent, taking care to wash down the sides of the dish. 


5. A. Determination of Total Iron Oxides.— 

Procedure.—Pipette 100 ml. of the 250 ml. silica filtrate solution into a 
beaker and proceed as in Determination of Total Iron Oxide—5. 

7. A. Determination of Ferrous Oxide.— , 

Reagents.—1-1 sulfuric acid. 

Procedure.—Place 2 g. of sample in a 250 ml. Erlenmeyer flask, add 15 ml. 
of 1-1 sulfuric acid and 45 ml. of water. Heat to boiling and continue boiling 
gently for 10 minutes. Cool and proceed as in the Determination of Ferrous 
Oxide—7. 


ALUMINUM 25 


8. A. Determination of R,O; and Alumina.— 

Reagents.—Hydrochlorie acid, sp. gr. 1.18. 

Procedure.—Pipette 100 ml. of the 250 ml. silica filtrate solution into a 
beaker. Add 10 ml. of hydrochloric acid, dilute to about 150 ml., heat to 
boiling, and proceed as in the Determination of RO; and Alumina—8. 

9. A. Determination of Titanium Oxide.— 

Procedure.—Pipette 25 ml. of the 250 ml. silica filtrate solution into a 
100 ml, volumetric flask and proceed as in the Determination of Titanium 
Oxide—9. 

11. A. Determination of Calcium Oxide.— 

Reagents.—Sodium carbonate, anhydrous. Sodium borate, anhydrous. 
Hydrochloric acid, sp. gr. 1.18. 1-1 hydrochloric acid. Ammonium hy- 
droxide, sp. gr. 0.90. 

Procedure.— Mix 2 g. of the sample with 10 g. of anhydrous sodium car- 
bonate and 1.5 g. of anhydrous sodium borate. Heat gradually till the water 
has been driven out, then increase the temperature to 1000-1100° C. and 
continue till the fusion becomes quiet. Cool in a thin layer and leach in about 
150 ml. hot water until the melt is well broken up. Filter, and wash twice 
with hot sodium carbonate wash solution. Puncture the paper and wash the 
residue into the beaker used for the extraction. Wash the paper with 20 ml. 
1-1 hydrochloric acid, followed by hot water. Boil the solution for a few 
minutes, and neutralize the acid with ammonium hydroxide, using methyl 
red as indicator. Filter and wash 5 times with ammonium chloride wash 
solution. Return the precipitate with the paper to the beaker, dissolve in 
10 ml. hydrochloric acid, and dilute with a little hot water. Heat to boiling 
and precipitate again with ammonium hydroxide. Filter and wash as before. 
Evaporate the combined filtrates to dryness and heat to about 500° C. to expel 
ammonium salts. Cool, dissolve the residue in 2 ml. hydrochloric acid and 
a little water, filter and wash. The volume of the filtrate should be about 
100 ml. Proceed as in the Determination of Calcium—11. 

12. A. Determination of Magnesium Oxide.— 

Reagents.— Hydrochloric acid, sp. gr. 1.18. Ammonium hydroxide, sp. gr. 
0.90. Ammonium persulfate, crystal. 

Procedure.—Heat the filtrate from the calcium determination, add 2 ml. 
excess ammonium hydroxide and 0.5 g. ammonium persulfate, and boil till any 
manganese present is well coagulated. Filter and wash. Evaporate the fil- 
trate to dryness and heat to 500° C. to volatilize all ammonium salts. Cool, 
and dissolve the residue in 2 ml. hydrochloric acid and a little hot water. Heat 
to boiling, neutralize with ammonium hydroxide, filter, and wash with hot 
ammonium chloride wash solution. Proceed as in the Determination of Mag- 
nesium Oxide—12. F 

13. A. Determination of Manganous Oxide.— 

Reagents.— No. 1 acid mixture. 

Procedure.—Place 1-2 g. of the sample in a beaker or casserole and add 
50-70 ml. of acid mixture No. 1. Evaporate until fumes of sulfuric acid are 
evolved, and continue fuming for some time. Cool, cautiously add 125 ml. 
‘water, and heat until all soluble salts are in solution. Filter off the silica and 
wash thoroughly. Proceed as in the Determination of Manganous Oxide—13. 

14. A. Determination of Phosphorus Pentoxide.— 
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Reagents.—Nitric acid, sp. gr. 1.42. 1-1 nitrie acid. Hydrofluorie acid, 
48%. Sodium carbonate, anhydrous. 

Procedure.—To 2 g. of finely ground sample in a platinum dish add 60 ml. 
of 1-1 nitric acid and enough hydrofluoric acid to completely decompose the 
silica and silicates. 10 ml. will suffice for ordinary bauxite. Evaporate to 
dryness at a moderate heat. Kvaporate 2 or 3 times more with 50 ml. of 
1-1 nitric acid only, to remove all hydrofluoric acid. Finally digest with 15 
ml. of nitric acid and 100 ml. of water, filter, and wash a few times. Fuse the 
residue with 1 to 3 g. of sodium carbonate, cool and add the melt to the main 
solution. Proceed as in the Determination of Phosphorus Pentoxide—14. 


Nores.—The determination is apparently not affected by small amounts of vana- 
dium. For very accurate work, or if much vanadium is present, reduce it with ferrous 
sulfate, add a few drops of sulfurous acid, and about 8 g. of phosphorus-free ferric nitrate 
nonahydrate, to prevent subsequent reduction of the molybdenum. Cool to 10-20° C., 
add 50 ml. ammonium molybdate reagent, and continue as before. 

After precipitation of ammonium phosphomolybdate, the determination may also 
be completed by weighing the precipitate after drying in a Gooch crucible, or by dis- 
solving the precipitate in ammonium hydroxide, and precipitating the phosphorus as 
magnesium ammonium phosphate as described in detail elsewhere in these methods. 
This is the most accurate process. 


15. A. Determination of Vanadium Oxide.— 

Reagents.—Sodium hydroxide, pellets. Sodium hydroxide solution, 3%. 
1-1 sulfurie acid. 

Procedure.—Fuse 3 g. of sample with 6 g. of sodium hydroxide in an iron 
crucible, raising the heat cautiously to avoid loss as dust. Finally hold at a 
high temperature for 20 minutes. Cool, dissolve by heating with 75 ml. of 
water, filter through a paper previously washed with 3% sodium hydroxide 
solution and wash twice. Pass carbon dioxide into the filtrate till a fairly 
thick precipitate has formed, which is, however, only a portion of the alumi- 
num. Filter through a paper washed with 3% sodium hydroxide solution, 
wash the residue twice, and pour the filtrate into 20 ml. of 1-1 sulfuric acid. 
Proceed as in the Determination of Vanadium Oxide—15, 


ANALYSIS OF CALCINED ALUMINA 


1. A. Preparation of Sample.—Mix well the portion of alumina collected, 
and quarter down to the amount which it is wished to reserve for the deter- 
mination of impurities, ordinarily about 4 ounces. Reserve a separate part 
for mesh test and loss on ignition. Quickly sift the 4 ounce lot through a 
50-mesh sieve, grind the part retained till it passes the sieve, and thoroughly re- 
mix. During the grinding, cover the coarse particles with a little of the sifted 
alumina to prevent loss, and rinse the mortar with some more of this fine part. 
Further grinding of the main sample is accompanied by danger of dispropor- 
tionate contamination, and is, therefore, omitted. 

3. A. Determination of Loss on Ignition.—Use a 1 g. sample and proceed 
as in the Determination of Loss on Ignition—3. 

4, D. Determination of Silica.— 

Reagents.— Potassium sulfate (special, low silica and iron). Sulfuric acid, 
sp. gr. 1.84. Potassium permanganate solution, 1%. 
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Procedure.—Place 42 g. of potassium sulfate and 12 ml. of concentrated 
sulfuric acid (equivalent to 60 g. of potassium bisulfate) in a 100 ml. platinum 
crucible. Place 5 g. of sample on top of the fusion mixture and heat at first 
gently with the cover on the crucible, using a low flame. Then increase the 
heat till the full flame of the burner is used. If, after the fusion has quieted 
down, there is a little unattacked sample, proceed as follows: Cool the melt 
on the sides of the crucible by carefully rotating the contents. Add 1 ml. of 
concentrated sulfuric acid from a dropping bottle, dropping the acid around 
the sides of the crucible. Re-fuse as before and while cooling run the melt up 
on the sides of the crucible. Transfer the melt to a 600 ml. beaker and add 
40 ml. of concentrated sulfuric acid. Heat until the melt is completely broken 
up and copious fumes are evolved. Cool, and cautiously add about 500 ml. 
of hot water. Heat, with stirring, to complete solution of soluble salts. 
Filter off the silica, and wash with a small amount of hot water. Set aside 
the concentrated filtrate and wash the silica thoroughly. Proceed with the 
ignition and volatilization as in the Determination of Silica—4. 

Pass hydrogen sulfide for 20 minutes through the filtrate from the silica, 
heat to coagulate the precipitated sulfides, filter, and wash. Boil the filtrate 
to remove hydrogen sulfide, cool, and add potassium permanganate solution 
dropwise till a pink color persists for a minute or two. Dilute to 500 ml. in a 
volumetric flask. 

6. A. Determination of Ferric Oxide.— 

Procedure.—Transfer 100 ml. of the silica filtrate solution to a 100 ml. 
Nessler tube, and proceed as in the Determination of Ferric Oxide—6. 


Norers.—If the sample gives too deep a color to match readily, use a smaller aliquot, 
or precipitate iron and titanium together with cupferron. Details of this procedure will 
be found in the section on preparation of standard titanium solution. Deduct the 
titanium oxide from the total oxides. 

The amount of thiocyanate used for the sample must agree closely with that used 
when adjusting the permanent standards or titrating the temporary one. 

The sample solution, after developing the color, should not be exposed to bright 
t. 


ligh 


9. B. Determination of Titanium Oxide.— 

Reagents.— Hydrogen peroxide, 3%. Standard titanium solution, equiva- 
lent to 0 _of titanium dioxide per ml. Dilute the unperoxidized solution 
used for this determination in bauxite. 

Procedure.—Place 200 ml. of the prepared filtrate from the silica deter- 
mination in a 200 ml. Nessler tube, add 5 ml. of hydrogen peroxide, and mix. 
Compare with a scale of standards or match by titrating standard titanium 
solution into a duplicate tube containing 200 ml. of the blank solution and 5 ml. 
of hydrogen peroxide. 

10. A. Determination of Sodium Oxide.— 

Reagents.—Hydrofluoric acid, 48%. 1-1 ammonium hydroxide. Sul- 
furic acid, sp. gr. 1.84. 

Procedure.—To a large platinum dish add 1 g. sample, 20 ml. concentrated 
hydrofluoric acid, and 20 ml. of water. Then add 50 ml. of 1-1 ammonium 
hydroxide and evaporate to fumes. Heat under the Dutch oven until dry. 
Repeat the fuming using one-half quantities of the hydrofluoric acid and am- 
monium hydroxide, Fume until almost dry but still moist and fuming. Add 
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5 ml. of concentrated sulfuric acid, and fume till all fumes are driven off. 
Ignite at dull red heat. Add 5 ml. concentrated sulfuric acid and fume until 
all fumes are driven off. Add 2 ml. of concentrated sulfuric acid, and fume 
for a few minutes, but do not drive off all the acid. Leave about 1 ml. of 
sulfuric acid. It is important that the fuming is not carried to dryness, as 
an insoluble residue may be formed with the fixation of some soda. Add 
50 ml. of hot water, evaporate to 7 ml., and proceed as in the Determination 
of Soda—10. 


1 ml. 0.1 N KMn0O,=0.000515 g. Na2O. 


ANALYSIS OF ALUMINUM HYDRATE 


1. B. Preparation of Sample-——Take the sample from a carload lot with 
a tube sampler. Push the tube down through the hydrate to the bottom of 
the car, turn the inner tube so that the slot will coincide with the slot in the 
outer tube, and jar the tube so that it will fill with hydrate. Withdraw the 
tube and empty the hydrate into a bucket. Take samples at 12 points evenly 
distributed over the car. Immediately reduce by a sample divider to about 
1 pound, and preserve in a glass Mason jar, sealed with a rubber ring. The 
analysis should be made at once. 

3. B. Determination of Loss on Ignition—Use a 1 g. sample and proceed 
as in the Determination of Loss on Ignition—3. 


Notrr.—Much care is necessary when starting to heat the hydrate. If it is heated 
too rapidly, the high rate at which moisture is driven off will force the particles of 
hydrate out of the crucible. 


4. H. Determination of Silica.— 

Reagents.—Sulfuric acid, sp. gr. 1.84. 

Procedure.—Weigh a 10 g. sample into a casserole. Add enough water to 
make a thin paste, then 25 ml. sulfuric acid, and cover the casserole. When 
the mixture is heated slightly, violent action takes place between the hydrate 
and the acid to form aluminum sulfate. After this reaction, continue to heat 
to strong fuming, and proceed as in the Determination of Silica—4, 

6. B. Determination of Ferric Oxide.— 

Reagents.—1-—1 sulfuric acid. 

Procedure.—Weigh 1 to 5 g. of sample, depending on the percentage of 
ferric oxide supposed to be present, so as to give 0.0001 to 0.0003 g. ferric oxide. 
Place in a 200 ml. beaker and add, according to the size of the sample, 15 to 
25 mil. of 1-1 sulfuric acid. ‘ Mix, then heat for 20-30 minutes, stirring occa- 
sionally to prevent caking. Cool somewhat, add a little cold water, dilute 
to about 70 ml. with hot water, boil till clear, filter, and wash. The volum@ 
of filtrate and washings should not exceed 90 ml. Add potassium perman- 
ganate solution till the pink cvulor lasts for a minute. Cool and transfer to a 
100 ml. Nessler tube. Proceed as in the Determination of Ferrie Oxide—6. 

10. B. Determination of Sodium Oxide.— 

Reagents.—Sulfuric acid, sp. gr. 1.84. 

Procedure.—Place 1 g. of the sample in a 250 ml. beaker and moisten with 
water. Heat and add 2.5 ml. of sulfuric acid. Continue heating until most 


ALUMINUM 29 


of the acid is driven off. Add 8 ml. of water and heat to solution of salts. 
Proceed as in the Determination of Sodium Oxide—10. 

17. Determination of Insoluble Matter.— 

Reagents.—2-1 sulfuric acid. 

Procedure.— Weigh a 10 g. sample into a casserole, add 50 ml. 2-1 sulfuric 
acid, and boil until solution is clear, but not until fumes are evolved. Dilute, 
filter, wash thoroughly, and ignite the residue in platinum for 1 hour at 1000° C. 
Cool and weigh. Weight of residue represents insoluble matter. 


REAGENTS AND STANDARD SOLUTIONS 


No. 1 Acid Mixture.—485 ml. of water, 115 ml. of concentrated sulfuric 
acid, 200 ml. of concentrated hydrochloric acid, 200 ml. of concentrated nitric 
acid. 

No. 2 Acid Mixture.—200 ml. water, 400 ml. concentrated sulfuric acid, 
400 ml. concentrated nitric acid. 

Fusion Mixture.— Mix 5 parts by weight of anhydrous sodium carbonate 
with 1 part of anhydrous sodium borate. 

Alcoholic Methyl Chloride——Pass dry hydrogen chloride into cooled methyl 
alcohol for 1 to 2 hours. 

Approximately 0.05 N Potassium Dichromate.—Dissolve about 2.5 g. of 
erystals per liter of solution desired. Standardize against a Bureau of Stand- 
ards standard sample of Sibley Iron Ore in the following manner: Dissolve 
0.2 g. of the ore in 25 ml. 1-1 hydrochloric acid, and heat at a temperature 
below the boiling point, until the solution has evaporated to a sirupy con- 
sistency. Add 50 ml. hot water and 10 ml. hydrochloric acid, and bring to 
boiling. Reduce the iron by dropping in stannous chloride solution until the 
yellow color of the ferric chloride disappears. Not more than 2 or 3 drops 
should be added in excess. Cool the solution to room temperature. Add 
10 ml. of a saturated mercuric chloride solution and stir thoroughly. A small 
white precipitate of mercurous chloride should form slowly, indicating that 
a slight excess of stannous chloride had been present. Allow to stand for a 
minute or two until no more precipitate appears to form. Add 10 ml. of 1-3 
phosphoric acid, dilute to 150-200 ml., and add 5 drops of diphenylamine 
indicator. Titrate with the dichromate solution until the color changes to a 

eep blue, which does not fade on stirring. The final additions of dichromate 
should be made slowly, since there is a slight lag in the reaction. Deduct a 
0,1 ml. blank. Calculate the ferric oxide value per ml. of the dichromate. 
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Standard Ferric Sulfate Solution.—Equivalent to 0.0001 g. ferric oxide per 
ml. Dissolve 0.4912 g. of ferrous ammonium sulfate in water containing 
25 ml. of 1-1 sulfuric acid, add potassium permanganate solution until the 
iron is just oxidized, and dilute to 1 liter. 

Standard Titanic Sulfate Solutions.—Kquivalent to 1.0, 0.10, 0.05 g. 
titanium dioxide per liter. For the first, weigh out a little more than 1 g. of 
titanium oxide, mix with 10 g. of sodium carbonate in a platinum crucible, 
and fuse thoroughly. Extract the melt with hot water, filter, and wash the 
residue. Transfer the bulk of this residue to a beaker, add 50 ml. sulfuric 
acid, and heat strongly to dehydrate any silica. Cool, dilute to 300 ml., heat 
until soluble salts are dissolved, then filter, and dilute the filtrate to 1 liter in 
a volumetric flask. In standardizing the solution, provision must be made for 
iron. If itis very low, it may be determined colorimetrically with thiocyanate, 
and the proper deduction made, but if much is present, it should be removed 
by the procedure next described. Pipette 25 ml. into a beaker. If iron is 
to be separated, dilute to 100 ml. and add 1 g. tartaric acid. Saturate with 
hydrogen sulfide, then make distinctly ammoniacal, and continue the passage 
of hydrogen sulfide into the solution for a few minutes. Filter off the iron 
sulfide and wash with a solution containing 10 ml. of ammonium sulfide solu- 
tion prepared by adding 200 ml. ammonium hydroxide to 800 ml. water, and 
saturating with hydrogen sulfide and 10 g. ammonium chloride per liter. Boil 
the filtrate for a short time, then neutralize with 1-1 sulfuric acid and add 
10 ml. excess. Continue boiling till all hydrogen sulfide has been removed. 
Dilute this filtrate, or, if not treated for iron, the original 25 ml. to 300 ml., 
including 25 ml. hydrochloric acid. Cool in ice and stir in ice-cold, filtered 
cupferron solution (preferably prepared from recently recrystallized material) 
until the precipitate coagulates well, and no more forms on further addition 
of the reagent. About 50 ml. of 4% solution should suffice. Filter and wash 
with cold 1-10 hydrochloric acid containing a little cupferron until the wash- 
ings are free from sulfates. Dry the precipitate and ignite in a weighed cru- 
cible, provided with a cover. Heat gently at first, then at 1100° C. for 45 
minutes. Cover the crucible, cool in a desiccator over activated alumina, 
and weigh quickly as soon as cool. It is advisable to repeat the ignition for 
a short time and check the weight. If iron was not separated, deduct the 
iron oxide content, as determined by the thiocyanate method. The residue 
is titanium dioxide. Calculate the titanium dioxide value of the solution. 
It will be very nearly 1 mg. per ml. This solution may be used for titration 
when samples high in titanium are to be compared in a camera. 

For titration, when samples low in titanium are to be compared in a camera, 
a strength of 0.1 g. titanium dioxide per liter is preferable. To prepare this, 
dilute the stronger solution with an appropriate amount of 5% sulfuric acid. 
For comparison in the colorimeter, a peroxidized solution containing 0.05 g. 
titanium dioxide per liter is used. To the necessary amount of strong solution 
add sufficient sulfuric acid and 3% hydrogen peroxide so that the final solution 
will contain 5 ml. of sulfuric acid, and 3 ml. of 3% hydrogen peroxide in each 
100 ml. Potassium titanium fluoride is also recommended as the starting 
material for this solution. The appropriate treatment is fully described, by 
Hillebrand and Lundell in “‘ Applied Inorganic Analysis,” page 458. 
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Approximately 0.018 N and 0.1 N Potassium Permanganate Solution.— 
Dissolve crystallized C.P. potassium permanganate in a small amount of dis- 
tilled water, using about 0.573 g. (0.018 N) and 3.11 g. (0.1 N) for each liter 
of diluted solution desired. It should be allowed to stand for several days, 
then filtered through purified asbestos before making up to the final volume. 
The finished solution (0.018 N) will correspond to approximately 0.0005 g. 
caleclum oxide per ml. Keep in a glass-stoppered (preferably amber-glass) 
bottle in a dark place. To standardize the solution, dry some C.P. grade 
sodium oxalate at 105° C. for an hour. Dip out about 0.05 g. for the weak 
solution and a proportionally larger amount for the strong solution. Weigh 
exactly, and dissolve in 100 ml. of warm water. Add 15 ml. of 1-1 sulfuric 
acid, heat to 80—90° C., then, using a burette with glass stopcock, titrate with 
the potassium permanganate solution. Deduct the blank required for a similar 
amount of hot water and acid. Calculate the sodium oxalate oxidized per ml. 
of permanganate, and multiply this value by 0.4814 to obtain the equivalent 
calcium oxide value. 

Standard Vanadium Sulfate Solution.—Equivalent to about 0.001 g. vana- 
dium sesquioxide per ml. Dissolve 1.561 g. ammonium metavanadate in 50 
ml. 1—1 sulfuric acid. Add 200 ml. of water, and weak permanganate solution 
till a faint pink color persists for a few minutes. Dilute to 1 liter with water. 
Dilute a 50 ml. portion to 100-150 ml., heat to above 70° C., and add dilute 
potassium permanganate solution till a faint pink color persists for at least a 
minute. Keep the solution hot and stir occasionally until the pink color dis- 
appears, then cool. Add 2 drops of diphenylamine indicator prepared by 
dissolving 1 g. of diphenylamine in 100 ml. sulfuric acid. From a burette 
add ferrous solution in slight excess, shown by the disappearance of the deep 
blue color, leaving a light green. ‘Titrate back to the deep blue with the 
standard dichromate solution. Measure out the same amount of ferrous solu- 
tion as was used, add 10 ml. of 1-1 sulfuric acid and dilute to 100-150 ml. 
Add indicator and titrate with the potassium dichromate solution. The differ- 
ence between this and the preceding back titrations is the dichromate con- 
sumed in oxidizing from the tetravalent to the pentavalent state the vanadium 
in the 50 ml. portion of vanadium solution. Calculate from this the vanadium 
sesquioxide value of the latter solution per ml. To find the vanadium content, 
reduce a 50 ml. portion with an excess of ferrous ammonium sulfate and titrate 
back with dichromate, using diphenylamine as indicator. The 0.05 N dichro- 
mate solution used in the iron oxide determinations may be conveniently used. 
The vanadium sesquioxide factor=ferric oxide factor X0.9389. An approxi- 
mately 0.05 N ferrous ammonium sulfate solution may be prepared by dis- 
solving 20 g. of ferrous ammonium sulfate hexahydrate crystals in water con- 
taining 25 ml. of 1-1 sulfuric acid, and diluting to 1 liter. 

' Standard Sodium Arsenite Solution.—For the stock solution, dissolve 10 g. 
arsenic trioxide and 30 g. sodium carbonate in a small amount of hot water, 
filter, and dilute to 1 liter. For the standard solution, dilute the required 
amount of stock solution (about 50 ml.) to 1 liter. This will be equivalent to 
about 0.0002 g. manganous oxide per ml. After 24 hours, standardize against 

‘a standard manganese alloy containing about 1% manganese, by dissolving 
0.2 g. of the latter in 30 ml. acid mixture No. 2 and carrying through pro- 
cedure 13. 
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Approximately 0.1 N Sodium Hydroxide Solution.—Prepare a 50% solu- 
tion of sodium hydroxide and allow it to stand, protected against the intro- 
duction of carbon dioxide, until the carbonate has settled out. Dilute about 
5.5 ml. of this solution to 1 liter with freshly boiled water, and preserve in a 
bottle provided with a guard tube to prevent access of air. The solution is 
standardized by titrating with the 0.1 N nitric acid. 

Approximately 0.1 N Nitric Acid Solution Dilute 6.5 ml. of nitric acid to 
1 liter. Standardize by titrating sodium carbonate prepared by heating pure 
sodium bicarbonate at 260—265° C. for 30 minutes, using methyl yellow indi- 
cator. 

Ammonium Molybdate Solution.—Mix 65 g. of ammonium molybdate, 
225 g. of ammonium nitrate, 40 ml. of ammonium hydroxide, and 600 ml. of 
water. Heat gently. When crystals are all in solution, filter, and without 
washing, dilute to 1 liter. 

Uranyl Zinc Acetate.—Solution A. Uranyl acetate 10 g., acetic acid (80%) 
6 g., water to make 65 g. Solution B. Zinc acetate (3H2O) 30 g., acetic 
acid (30%) 3 g., water to make 65 g. After the salts in A and B are dissolved 
by warming, the solutions are mixed, a few mg. of sodium chloride added, and 
the solution is allowed to stand 24 hours. The solution is filtered immediately 
before it is to be used. 

Diphenylamine Indicator.—Dissolve 1 g. in 100 ml. of sulfuric acid, and 
shake until solution is complete. It should be replaced after 2 or 3 months, 
since the color change produced by old solution is less pronounced. 

Methyl Red Indicator. Dissolve 1.0 g. of crystals in a few ml. of ammo- 
nium hydroxide, dilute to 1 liter, and add hydrochloric acid until neutral. 
Avoid addition of sufficient acid to reprecipitate the crystals. 

Methyl Yellow.—Dissolve 0.1 g. in 100 ml. of 90% alcohol. 1 drop indi- 
cator is used per 10 ml. solution. 

Phenolphthalein Indicator—Dissolve 0.5 g. of solid phenolphthalein in 
50 ml. of 95% ethyl alcohol, and dilute to 100 ml. 

Ammonium Chloride Wash Solution.—Dilute 25 ml. of hydrochloric acid, 
neutralize to methyl red with ammonium hydroxide, and dilute to 1 liter. 
Add 2 drops excess of ammonium hydroxide. 

Ammonium Nitrate Wash Solution.— Mix 900 ml. of water with 40 ml. nitric 
acid and 100 ml. of ammonium hydroxide. 


ANALYSIS OF ALUNDUM 


Preparation of the Sample.—If the sample is of uniform composition the 
amount desired to work on is taken without any preparation. If it is not uni- 
form, the entire sample must be crushed to small sized grains and the working 
sample selected by thorough mixing and quartering. The sample selected must 
all be put through a 60-mesh screen, using a hardened steel mortar for pul- 
verizing. 

The pulverized sample is repeatedly stirred with either a horseshoe or 
electro-magnet until all magnetic material is removed. If this magnetic 


21 Method used by the Norton Company; courtesy of M. O. Lamar. 
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material is to be weighed and determined, it too must be treated repeatedly 
with the magnet to free it entirely of the alundum which clings to it. 

Fusion of the Sample.— Weigh 2.000 grams of the pulverized sample into 
a 30 ml. or larger platinum crucible and fuse with eight grams of a mixture of 
equal parts of anhydrous sodium carbonate and anhydrous borax. The sample 
should be mixed thoroughly with the larger part of the fusion mixture and 
covered with the remainder. Start the fusion with just enough heat to redden 
the bottom of the crucible and when fusion is well under way increase the heat 
to the full flame of a Bunsen burner. Finally fuse for 45 minutes with the full 
heat of a Fisher burner. Remove the heat, spread the fusion on the sides of 
the crucible in as thin a layer as possible, and allow to cool. 

Determination of Silica.—Place the crucible and cover in 80 ml. of 1:3 
H.SO, contained in a 350 ml. casserole or 400 ml. beaker and boil gently until 
the fusion is completely dissolved. Remove the crucible and cover, rinsing any 
solution adhering to them back into the beaker, and evaporate the solution to 
fumes of H,SO, The casserole or beaker should be covered with a glass 
triangle and watch glass and the boiling should not be so rapid as to cause 
spattering. 

When the beaker and contents have cooled, add 125 ml. of water and boil 
until all salts have dissolved. Filter while hot through a 9 cm. S & S White 
Ribbon paper, or its equivalent. Be sure all the silica is transferred from the 
casserole or beaker to the filter paper, and when this is done wash the paper 
and precipitate 10-12 times with hot water. Transfer the paper and precipi- 
tate to a platinum crucible, smoke off the paper and ignite the crucible for 
15 minutes at full heat of a Bunsen burner. Cool the crucible in a desiccator 
and weigh it. Add two drops of 1 : 1 H»SO,and 2 or 3 ml. of HF. Evaporate 
the acids, ignite, cool, and weigh the crucible again. The difference between 
the two weights is silica and as a 2-gram sample is always taken, this figure 
multiplied by 50 gives the percentage of silica. 

Fuse the residue in the crucible with 2 or 3 grams of potassium bisulphate, 
dissolve the fusion in the minimum amount of 1 : 3 H.SO, and add the solution 
to the filtrate from the silica. 

Separation of Iron, Titanium, Zirconium, Magnesium, Calcium, and 
Manganese from Cr, V, Al, and P,O;.—The filtrate from the silica determina- 
tion (A) is concentrated to about 150 ml., cooled and almost neutralized with 
a concentrated solution of NaOH of the purest available quality. No indi- 
cator is used and the analyst simply adds the NaOH dropwise toward the end 
of the neutralization until vigorous stirring just re-dissolves the precipitate 
formed. Pour the nearly neutral solution (A) into 150 ml. of cold 15% NaOH 
containing also one gram each of Na2CO; and Na.Oe. Rinse out the beaker 
twice and add to the solution. Place on the steam bath and heat for one hour. 
Iron, titanium, and zirconium are precipitated as hydroxides, lime and mag- 
nesia as carbonates, and Cr is oxidized to chromate and goes into solution with 
Al, V, and P2.O;. Cool and filter through a paper which has been treated with 
NaOH of the same strength. (This treatment of the paper will prevent the 
extraction of coloring matter from it.) Wash the precipitate (B) several times 
with a 1% solution of NazCO3. Reserve the filtrate (C). 

Dissolve the precipitate (B) in 25 ml. of hot 1 : 2 HCl and wash the paper 
thoroughly with hot 1% HCl. Dilute to about 150 ml., heat to boiling, add a 
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few drops of methyl red and wash the precipitate with hot 2% NH,Cl solution, 
re-dissolve in dilute HCl and precipitate with ammonia with the same pre- 
cautions. Wash the precipitate with hot 2% NH,Cl. The precipitate (D) 
contains Fe, Ti, and Zr. The filtrates from both NH,OH precipitations are 
combined into one solution (#) after evaporating them to a volume of about 
125 ml. Reserve for lime, magnesia, and manganese. 

Separation of Fe from Ti and Zr.—Dissolve the precipate (D) in hot dilute 
HCl, add 4 grams of tartaric acid, dilute with water to 150 ml. and neutralize 
with NH,OH. Now add 2 ml. of concentrated HCl for each 100 ml. of volume, 
heat to boiling and saturate with H.S. Let the solution cool, and preferably 
after standing overnight, filter off any platinum sulphide which may have been 
derived from the crucible. Wash the platinum sulphide with 1% H:.SO,, 
saturated with H.S and discard the paper. Make the filtrate alkaline with 
NH.OH and pass in H.S for 5 minutes. Let the precipitate stand for 30 min- 
utes and filter through a close texture paper. Wash the precipitate (/) with 
a 5% ammonium sulphide solution containing also 2% NH,Cl. Reserve the 
filtrate (G) for the determination of titanium and zirconium. 


DETERMINATION OF IRON 


(a) Gravimetric Method.—Place the paper containing the precipitate (F) 
of iron sulphide in the beaker in which the FeS precipitation was made and 
cover with a watch glass. Add 20-30 ml. of concentrated HNO; and 5 ml. of 
concentrated H,SO,. Heat on the hot plate to the complete destruction of all 
organic matter and evaporate to strong fumes of SO;. It may be necessary to 
add a few more drops of concentrated HNO; to destroy the last traces of filter 
paper. Cool, dilute to 100-200 ml. (depending upon the amount of Fe present), 
heat to boiling and precipitate with a slight excess of ammonia. Add a little 
macerated filter paper pulp, filter and wash with hot 2% NH,Cl. Ignite and 
weigh as Fe.O;. Discard the filtrate. In very careful work the FeO; after 
ignition and weighing should be corrected for SiO» by treatment with HF and 
a few drops of H»SOs, evaporation to dryness and finally heating to 950° C. 

(b) Volumetric Method.—Destroy the filter paper just as in the gravimetric 
method. Dissolve, after evaporation to SO; and cooling, in 1 : 3 HCl, heat 
to boiling, reduce with SnCl, and titrate the excess of SnCl. and all the reduced 
iron electrometrically using N/100 or N/10 K2Cr.07, depending on the amount 
of Fe present. 


DETERMINATION OF Ti AND Zr 


The filtrate (@) contains the titania and zirconia. Neutralize it in a covered 
beaker with H.SO, and dilute to 200 ml. Add 20 ml. of concentrated H.SOu, 
boil out the H.S and cool to 5-10° C. Precipitate Ti and Zr with a cold 4% 
solution of “‘ cupferron,” add the cupferron until a white milkiness is produced 
which disappears on stirring. Add macerated filter paper pulp and filter with 
suction, washing the precipitate about 15 times with dilute 1: 10 HCl. Char 
the paper very cautiously in a weighed crucible. Finally ignite to constant 
weight, and weigh as “ TiO plus ZrO2.”’ Fuse the weighed precipitate with a 
small amount of K28.0,7 and dissolve in cold 10% H.SO,. Keep the volume of 
the solution as small as possible. Reserve as solution (H). 
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DETERMINATION OF ZIRCONIA 


The solution (H) is peroxidized by the addition of a distinct excess of H.O. 
and 0.50 gram of di-ammonium phosphate added. Stir thoroughly until all 
the phosphate is dissolved and set. aside overnight near the steam bath or oven 
so that, if possible, the solution will remain at about 40° C. Filter and wash 
with 5% NHsNOs;. Ignite very carefully to avoid decrepitation and weigh 
as ZrP.O;. Calculate ZrO. equivalent and subtract from the weight of 
“ TiO0e+ZrOc.” Calculate Ti0.%. 


DETERMINATION OF MANGANESE 


The solution (£) of a volume of about 75 ml. is warmed to 60° C., made dis- 
tinetly alkaline with NH,OH and an excess of bromine water added. It is 
set aside on the steam bath until the MnO: has flocculated. Filter through a 
close paper and wash a few times with water. Reserve the filtrate (J). Dis- 
solve in dilute 1 : 9 HNO; containing a few drops of H2Os, boil out the excess 
peroxide and determine the Mn either (a) colorimetrically after adding 5 ml. 
of H2SO, (sp. gr. 1.84) and 0.3 KIO, or (6) 15 ml. of AgNOs; (6 grams per liter) 
and 10 ml. of 15% (NH,)2S8.0s, heating to 90° to develop the permanganate 
color. Finish, after cooling in ice water, by adding 10 ml. of 10% NaCl and 
titrating with a standard sodium arsenite solution, standardized against a 
standard steel or against a standard permanganate. 


DETERMINATION OF LIME AND MAGNESIA 


The filtrate (J) from the MnO determination is evaporated, if necessary, 
to 100-120 ml., heated to boiling, and precipitated with 10 ml. of 4% ammonium 
oxalate solution. Let stand overnight, filter and wash with 0.5% ammonium 
oxalate, dissolve in dilute HCl, wash the paper several times with water, add 
0.1 grams (NH,)2C.0,.2H2O and re-precipitate boiling hot by the addition of 
NH,OH. Let stand at least four hours, filter and wash as before, ignite and 
weigh as CaO. 

The combined filtrates from the two calcium oxalate precipitations are 
evaporated to 200 ml. and about 1.0 gram of di-ammonium hydrogen phosphate 
dissolved in a few ml. of water added. Pour in 10% by volume of the solution 
of strong ammonia, stir vigorously while the beaker is cooled in ice water to 
assist precipitation, and let the magnesium ammonium phosphate stand over- 
night. Filter, wash with 5% NH,OH, dissolve in hot dilute HCl, wash the 
paper with warm water, cool and after adding 0.1 gram (NH,)2HPOs,, re- 
precipitate with NH,OH. Let stand at least 4 hours, filter, wash as before, 
smoke off the paper very carefully, ignite in a muffle or under good oxidizing 
conditions and weigh as Mg2P.0;. Calculate to MgO by the factor .3621. 


CHROMIUM, VANADIUM, AND PHOSPHORUS 


The filtrate from the NaOH separation, solution (C), is made up to 500 ml. 
or 250 ml., depending on the color, and compared with a standard K.CrO, 


36 ALUMINUM 


solution containing approximately the same amount of sodium hydroxide. 
Calculate to Cr2O3. The amount found is generally less than .10%. 

After the Cr,O; determination acidify the solution and precipitate with a 
slight excess of NH,OH without the use of any indicator. It will be necessary 
to precipitate in rather a large volume (about 1000 ml.) on account of the great 
amount of alumina present. Filter on one or more large loose-texture papers 
and wash a few times with hot 38% NH4NO3 to remove the bulk of the sodium 
salts. Transfer as much of the precipitate as possible with a platinum or 
porcelain spatula back to the beaker and dissolve what remains on the papers 
by repeatedly pouring through 100 ml. of 1: 9 hot HNO;. Add afew drops of 
HO. to the cold solution and if any color develops, compare with a standard 
vanadium solution colorimetrically under the same conditions. Report as 
V.O;. 

After the vanadium determination transfer the solution to a 300 ml. 
Erlenmeyer flask, boil out the H,O. and add a few drops of strong KMnO, 
until a pink color is present. Decolorize with a sulphite and add 15 ml. of 
strong HNO; (sp. gr. 1.42), cool, adjust the volume to about 125 ml., add 50 
ml. of ammonium molybdate (Blair’s formula). Shake for 10 minutes, let 
settle about an hour, filter on a tight paper, wash with 1% KNO; until free 
from all acid, place the paper in the flask, add an excess of standardized N/10 
NaOH, shake until the paper is thoroughly disintegrated, dilute to 100 ml. 
with CO.free water, add a few drops of phenolphthalein and discharge the 
pink color with standard nitric acid. Bring back the pink color with N/10 
NaOH and from the ratio of the acid and alkali and their respective volumes 
used, calculate the P.Os;, using the ratio of 1 P2O;to 46 NaOH. Standardize the 
NaOH against a standard sample of steel or against pure acid potassium 
phthalate. 

Total Sulphur as SO;—Fuse a 2.00 gram sample with Na2CO;.Na2B,0; 
just as for the silica determination, using an electric muffle furnace or other 
means to exclude contamination by sulphur. Extract the melt with warm 
water, filter, and wash with 1% Na2CO;. Acidify the filtrate with HCl using 
only enough excess to give about 1% by volume. Heat to boiling and precipi- 
tate with BaCl,. Let stand overnight. Filter, ignite at 900° C. and weigh as 
BaSOu. 

Soda and Potash.—A 0.5000 gram sample is pulverized to an impalpable 
powder by grinding in an agate motar. (On account of the abrasive action it is 
advisable to use an old mortar.) Determine soda and potash by the J. 
Lawrence Smith method. The special finger-shaped crucible is almost com- 
pulsory on account of the fact that the full heat of the Fisher burner must be 
used for 1.5 hrs. in order to insure complete decomposition of the sample. 
After the mixed NaCl and KCl are weighed, K.O may be determined either as 
perchlorate or chloroplatinate. The total amount of alkali found is usually 
quite small, except in the case of 38 Alundum. 

Blank Corrections.—One cannot emphasize too strongly the importance of 
applying blank corrections. These are best determined by carrying through 
all the steps of the analysis a pure solution of some aluminum salt known to be 
free from the elements sought. In the case of the Na.O and K;0 blanks, the 
reagents alone are used—i.e. calcium carbonate and ammonium chloride. 
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Further Notes.—1. In making the colorimetric Cr.O; determination one 
must guard against a color which may be due to the presence of platinum de- 
rived from the crucible. If Pt is suspected, acidify with HNOs:, reduce with 
SO>; if the solution becomes colorless on stirring, all the color was due to Cr.O3. 
If Pt is found, match the color with M2CrO, and apply the proper correction. 

2. If especially accurate silica determinations are required, make double 
evaporations with intervening filtrations, burn off the two papers together, fuse 
the impure SiO» with one gram of Na2CO; and make double evaporations with 
HCl (or H»SO,) using Pt dishes. The reason for this is that silica dehydrated 
from a borate solution always carries a slight contamination of B.O; which is 
volatilized as BF; and counted as SiO». 

3. Proper calcium carbonate for alkali determinations is hard to buy. 
It may be prepared by the precipitation of a pure calcium nitrate solution with 
ammonium carbonate. The Ca(NOs3)2 is added hot to the ammoniacal car- 
bonate, and the CaCO; washed about 20 times on a Buchner funnel with hot 
water. It is then dried at 100° C. and bottled. 

4. The borax used for the fusion of the sample should be anhydrous. It 
may be necessary to prepare this. If the use of the deca-hydrate is attempted, 
the fusion is apt to froth over. 


_ METHODS FOR THE CHEMICAL ANALYSIS OF ALUMINUM 
AND ALUMINUM ALLOYS ” 


SAMPLING 


Securing representative samples is of paramount importance for satisfactory 
chemical analysis. Chemists, at best, work on samples weighing a few grams 
each. These samples may represent many thousands of pounds of metal or 
other material. Unless, for example, sampling procedures are designed in the 
light of a full knowledge of the structure of metals, and the behavior of metals 
during solidification from a molten condition, the sample secured is not apt to 
be representative. 

It is obvious that the sampling of aluminum is best done when the metal is 
molten. From the molten metal, which has been brought to a uniform com- 
position by thorough mixing, a ladle of metal is withdrawn and a sample coupon 
is poured in the form of a flat plate ina steel mold. This plate is 17% x3X 6 
inches. The actual material for analysis is taken by repeated drilling in a 
diagonal line across the plate. Commercially pure aluminum, as tapped from 


# Churchill, H. V., and Bridges, R. W., “Chemical Analysis of Aluminum” (1935). 
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a reduction furnace, is sampled by pouring into a button mold. This mold is 
about 2 inches in diameter and 114 inches deep. This button is drilled com- 
pletely through from top to bottom. 

In all sampling work, cleanliness is essential. The use of oil should be 
avoided in drilling, wherever possible. Pick-up of iron should be avoided by 
the use of sharp drills. It is a wise precaution to treat prepared samples with 
a magnet to remove adventitious iron. 

Notch bar and ingot sampling is somewhat more difficult than is the sam- 
pling of molten metal. In the case of notch bar, at least four notches should be 
drilled, preferably completely through the ingot. In the case of ingots, at 
least six drillings should be made, which extend at least half way through the 
ingot. Three of the drillings should be made on the top of the ingot and three 
on the bottom. The three drillings on each side should be in a line from one 
corner of the ingot to the diagonally opposite corner. Such samples are to be 
thoroughly mixed, observing the above mentioned precautions as to cleanliness. 

Where rich alloys are being handled, which are brittle, crushing should be 
used instead of drilling. The resultant sample is ground to completely pass a 
40-mesh sieve, and, as usual, a magnet should be used on the product. 

The sampling of sheet, castings, or fabricated forms of the metal, is not 
specially difficult. However, particularly in the case of castings, it is possible 
that an accurate sample can be secured only by drilling in a number of separated 
locations and carefully compositing all the drillings obtained. In the case of 
sheet, there is no hazard in taking chippings or drillings at random until a 
sufficient quantity of sample is obtained. Sampling of other fabricated forms 
of aluminum should be done with the thought in mind of avoiding in so far as 
is possible, segregation of some constituent in the alloy. 

The sampling of scrap or such material is very difficult to do in a satisfactory 
manner. It is a basic fact that such materials are best sampled by melting the 
material, thoroughly mixing, and then sampling the resultant molten metal. 

The value of any analysis depends upon the skillful application of adequate 
chemical procedures to a representative sample. Chemists called upon to 
make analyses should always know the purpose of such analyses, so that they 
may have a criterion for evaluating the sampling procedures employed. 

The direct determination of aluminum in aluminum and aluminum alloys 
is tedious and difficult and is not made in commercial work. The percentage 
of aluminum, if required, is assumed to be the remainder after the sum of the 
determinable elements is subtracted from 100%. 

Elements quite often present in determinable amounts in aluminum and 
aluminum alloys are Silicon, Iron, Copper, Titanium, Nickel, Lead, Zine, 
Magnesium, Manganese, Chromium, and Tin. Methods for the determination 
of these elements will be given in the following procedures. 

When a large number of elements are present in an alloy it is often con- 
venient to determine several of them on the same sample weight. For example, 
it is feasible to determine Silicon, Iron, Copper, Titanium and Nickel on a 
single 1 g. weight and Lead, Copper, and Zinc on a single 2 g. weight of sample. 
The other elements mentioned above are each usually determined on separate 
weights of sample. 

Detailed procedures for the determination of these elements are as follows: 
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DETERMINATION OF SILICON 


Place 1 g. of sample in a medium-sized casserole or beaker (or 0.5 g. if a 
silicon content higher than 10% is expected). Keeping the vessel covered as 
much as possible, cautiously add 35 ml. (or 20 ml. for a 0.5 g. sample) of acid 
mixture No. 1, p. 29. The action is violent with high silicon alloys. When 
no further action can be seen, evaporate till heavy fumes of sulfuric acid are 
evolved for a few minutes. Cool, moisten with 10 ml. of 1:3 sulfuric acid, 
add 100 ml. of hot water, and boil till salts are dissolved. Stir in some paper 
pulp, filter through a close-textured paper, then wash three or four times with 
hot water. (Reserve filtrate for copper determination.) 

Ignite the residues in a large platinum crucible. After cooling, mix with 
them 1 to 8 g. (depending on the amount of residue) of sodium carbonate. 
Fuse cautiously till nearly quiet, then finish with a strong heat. Run the melt 
up the sides of the crucible, cool, and place in a casserole or beaker with suffi- 
cient 1-8 sulfuric acid to prevent formation of solid cake of sodium sulfate when 
taken to fumes. When the melt has dissolved, remove the crucible, washing 
it out into the vessel. Evaporate and continue heating till heavy fuming has 
taken place for some time, then remove from heat. While still moderately 
warm, add a little cold water followed by 100 ml. of hot water. Heat to com- 
plete solution of the soluble salts, but avoid too long treatment as the silica 
tends to redissolve. Filter after stirring in some paper pulp, and wash thor- 
oughly with hot water. 

Dry the filter with contents, then ignite in a platinum crucible at 500° C. 
until free from carbon, finish at 1000° C., cool, and weigh. Moisten with a 
few drops of diluted sulfuric acid and add several ml. of hydrofluoric acid. 
Evaporate dry, ignite, cool, and weigh again. The loss in weight represents 
silica. Deduct a determined blank. 

Silicon = silica X 0.4672. 


Nors 1.—In routine analysis, fusion of the first residue may be omitted if it contains 
no elemental silicon, indicated by white color. In this case, the residue may be treated 
with H,SO, and HF, and the loss in weight calculated to silicon. The slight loss of 
silica in the filtrate may be ignored. For accurate work, however, silica must be re- 
covered from the filtrate by a second dehydration. 

Norn 2.—If an aluminum alloy containing silicon and magnesium, combined as 
silicide; or containing silicon in solid solution (maximum solid solubility of silicon in 
aluminum is about 1.5%, obtained by annealing at 570° C. and quenching in cold water) 
is dissolved in acids, some loss of silicon may occur. Hence, for the determination of 
silicon in an alloy of this kind or for fundamental umpire analysis wherein the thermal 
history is unknown, an “ Alkali Attack ”” method such as the following should be used. 


Sodium Hydroxide Solution Method 


Dissolve 0.5 to 1.0 gram of sample in a covered Monel metal beaker, using 15 ml. 
of 30% sodium hydroxide solution. When violent action ceases, place on a hot plate 
and heat gently until the volume of solution is reduced to about 5 ml. If the solution is 
still dark, add 2 or 3 ml. of 3% hydrogen peroxide to hasten oxidation and again reduce 
the volume to about 5 ml. ‘Transfer the concentrated sodium hydroxide solution to a 
Pyrex beaker containing 80 ml. of 1 to 1 sulfuric acid. Thoroughly police the Monel 
metal beaker and, using a few cubic centimeters of dilute sulfuric acid, wash any adhering 
material into the Pyrex beaker. Add 2 ml. of concentrated nitric acid. Evaporate to 
copious fumes and finish by the usual silica volatilization procedure. 

ALTERNATIVE Mrruop, (This procedure is now preferred to the one given above 
because after dehydration salts are more easily dissolved.) Transfer the solution to a 
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Pyrex beaker containing 65 ml. of 1 to 1 sulfuric acid and 20 ml. of 60% perchloric acid. 
Thoroughly police the Monel beaker and cover and, using a few cubic centimeters of 
dilute sulfurie acid, wash any adhering material into the Pyrex beaker. Make double 
dehydration by evaporation to copious fumes and finish by usual silica volatilization 


procedure. ‘ ; 
Another alternative procedure, substantially as published by the Aluminum Research 


Institute, is: Neutralize the concentrated sodium hydroxide solution with 1 to 1 hydro- 
chlorie acid and transfer it to a Pyrex beaker, Add 20 ml. of 60% perchloric acid. 
Evaporate to copious fumes, cool, add 50 ml. of hot water, bring to a boil, filter at once 
using an ashless paper pulp, and wash with warm 1% hydrochloric acid. Add 10 ml. 
of perchloric acid to filtrate, fume, and filter as before. Dry the filters with contents, 
then ignite in a platinum crucible at 1000° C. Add a few drops of sulfuric acid and ignite 
to constant weight. Cooland weigh. Finish by the usual silica volatilization procedure. 


DETERMINATION OF COPPER 
IopipE CoppPER 


Pass a rapid stream of hydrogen sulfide through the silicon filtrate for 5 
minutes or add 50 ml. cold saturated hydrogen sulfide solution. Heat just to 
boiling to coagulate the sulfide, filter, and wash with acidulated hydrogen 
sulfide water. (Reserve filtrate for determination of iron.) 

Ignite the precipitate at 500° C. in a porcelain crucible, cool, dissolve in 5 
ml. nitric acid, transfer to a beaker or flask containing 0.2 to 0.5 ml. sulfuric 
acid. The amount is determined by the size of the sulfide residue. Transfer 
the vessel to the hot plate and take to dryness, using care to avoid spattering. 
Continue heating till no more sulfuric anhydride fumes from free acid come off. 
This heating must not be so strong that it decomposes the sulfates, turning the 
residue brown. After cooling, add 25 ml. of water containing 3 ml. of 99.5% 
acetic acid. Heat to complete solution, but avoid boiling off much of the 
liquid. Remove the vessel from the hot plate. To the cooled solution add 
5 ml. of potassium iodide solution (30 g. potassium iodide to 100 ml. of water), 
or 10 ml. if the copper is over 1%, and shake thoroughly. Allow to stand 5 
minutes (10 minutes with the larger addition). Titrate the free iodine with 
a solution of sodium thiosulfate having a suitable copper value standardized 
by the Copper Sulfate Method. A few drops of fresh starch solution (1 g. 
of soluble starch to 150 ml. of water) used as an indicator, are added near the 
end of the titration. 


Notr.—At the stage of driving off the free acids, the upper part of the container 
can be freed from acid readily, without overheating the bottom, by surrounding the 
group of containers with shields. 


Preparation and Standardization of Thiosulfate Solution by Copper Sulfate 
Method.— Using distilled water, prepare a solution of appropriate strength by 
dissolving the pure crystals of sodium thiosulfate in one of the following ratios, 
dependent upon the copper value desired: 

16 g. per liter: 1 ml. =0.004 g. copper approximately. 

4 g. per liter: 1 ml.=0.001 g. copper approximately. 
2 g. per liter: 1 ml.=0.0005 g. copper approximately. 

Weight 15.9 g. of C.P. copper sulfate pentahydrate and dissolve in dis- 
tilled water to a total volume of 2 liters, including 5 ml. of glacial acetic acid to 
prevent hydrolysis. This solution will contain about 0.002 g. of copper per ml. 
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Accurately determine the copper value per ml. by electrolyzing three separate 
50 ml. portions measured with a 50 ml. pipette. 

To standardize the strong thiosulfate solution, pipette 50 ml. of the copper 
sulfate solution into a 250 ml. Erlenmeyer flask, add 3 ml. 99.5% acetic acid 
and 10 ml. potassium iodide solution (30 g. potassium iodide to 100 ml. water). 
After mixing and allowing to stand 10 minutes, titrate it with the sodium 
thiosulfate solution to be standardized. A few drops of fresh starch solution 
(1 g. soluble starch dissolved in 150 ml. water) are added near the end of the 
titration. 

The weak thiosulfate solutions are standardized in the same way except 
that only 10 ml. of the copper solution is used, 15 ml. water added, and 5 ml. 
potassium iodide solution taken instead of 10 ml. 

The copper content of the standard copper sulfate solution used, divided 
by the number of ml. of thiosulfate solution required, will equal the copper 
value of 1 ml. of the sodium thiosulfate solution. 

A thiosulfate solution sometimes loses strength at an appreciable rate, the 
quality of erystals or water, or the condition of storage appearing to influence 
the keeping quality. It is advisable to standardize for each day’s use unless 
proof is obtained that a longer interval can be safely allowed. 


DETERMINATION OF COPPER 


Electrolytic Method.—A nitric acid solution of the ignited residue obtained 
from the ‘ Formic acid Hydrogen sulfide precipitate ”’ in the determination of 
lead, or from the “‘ Hydrogen sulfide precipitate ’’ from silicon filtrate may be 
used for the electrolytic determination of copper. 

A method using caustic solution of sample is as follows. 

Place 1 g. sample in a 250 ml. Erlenmeyer wide mouth flask or beaker. 

Add 15 ml. of 20% sodium hydroxide solution. When reaction subsides, 
heat until solution is complete, dilute with 100 ml. hot boiled distilled water. 
filter, and wash with hot water. Using hot 1:1 nitric acid, completely dis- 
solve the residue into a beaker for electrolysis. Neutralize with 1 : 1 ammonia, 
make acid with 1:1 sulfuric acid, and add 4 ml. excess. Add 1 ml. of con- 
centrated nitric acid. Dilute to 150 ml. Using any convenient stirring 
device, electrolyze until copper is completely deposited. In case no stirring 
device is available, the copper can be plated out by lowering the current density 
sufficiently to give a pure weighable deposit, and allowing a longer time. 

Remove the cathode, wash with water and alcohol, dry at 100° C., cool to 
room temperature, and weigh. The gain in weight represents copper. 


Nore.—Small amounts of iron, aluminum, cobalt, nickel, and manganese do not 
affect the electrolytic determination of copper as outlined above. However, if the 
amount of metals other than copper is large, it is best to make a hydrogen sulfide separa- 
tion by the following procedure: Using a minimum amount of hot 1 : 1 nitric acid, com- 
pletely dissolve the residue obtained from the sodium hydroxide solution. Avoid an 
excess of nitric acid at this point as later it will decompose hydrogen sulfide, precipitating 
free sulfur. Make the solution alkaline with ammonium hydroxide and then just acid 
with hydrochloric acid. Dilute to 150 ml. with water. Saturate the solution with 
hydrogen sulfide, filter, and wash free from acid. Ignite the precipitate at 500° C. ina 
porcelain crucible, cool, dissolve in 5 ml. of nitric acid, using gentle heat, neutralize with 
1: 1 ammonium hydroxide and complete as in the main method. A similar procedure 
may be followed using the silicon filtrate. 
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DETERMINATION OF IRON 


Use the filtrate from the copper sulfide filtration (determination of copper). 
Place it in a wide mouth Erlenmeyer flask on a hot plate. Add 4 or 5 solid 
glass beads having a diameter of about 5 or 6 mm., to prevent bumping, and 
boil vigorously to remove hydrogen sulfide. It will be driven off in 25 to 30 
minutes. As soon as the hydrogen sulfide is expelled, cool the flask. When the 
solution is cold, titrate the iron with standard potassium permanganate having 
an iron value of 0.001 g. per ml. Deduct a blank which is determined by a 
titration made on a solution obtained by carrying along with the regular 
determination a flask to which all reagents used have been added. 


Norrs.—1l. Vanadium is the only element likely to be present in aluminum which 
will interfere with the iron determination. Usually it is present in such small amount 
that it can be ignored. An accurate method which eliminates the interference of 
vanadium is as follows. Dissolve 1 g. of sample in an acid mixture as for determining 
silicon and continue till the first residue has been ignited. Volatilize the silica and 
silicon by heating with a little hydrofluoric, nitric, and sulfuric acids, evaporate to fumes, 
and add to the original filtrate. Stir in 25 ml. of 25% tartaric acid solution. Pass in 
hydrogen sulfide and filter off the precipitate, washing with acidulated hydrogen sulfide 
water. (0.1% solution of sulfuric acid saturated with hydrogen sulfide.) Add am- 
monium hydroxide to the filtrate in‘small excess. Treat with hydrogen sulfide for one 
minute, warm to coagulate the precipitated sulfide, then cool, filter, and wash with a 
solution containing 1% each of ammonium sulfide and ammonium sulfate. Dissolve 
the sulfide from the filter with 40 ml. of warm 1 : 6 sulfuric acid, washing the paper 
thoroughly with hot water. Boil out hydrogen sulfide and finish by procedure given 
above. 

2. The success of the iron determination depends largely on the temperature of the 
hot plate used to expel the hydrogen sulfide. It is essential that the solution boil 
vigorously. 

3. The stability of the reduced iron in the solution has been thoroughly investigated. 
It was found that, after a 214 hour exposure to the atmosphere, samples containing up 
to 12% iron showed a negligible oxidation of ferrous iron. 

4. Potassium thiocyanate may be used to test complete reduction of iron. This 
should be done by removing a drop of solution and testing on a spot plate. 

5. Lead acetate paper may be used to test for complete removal of hydrogen sulfide. 
However, it will be safe to omit the test if the samples are boiled 30 minutes. 

In all work it is very desirable that the volume of the solution be kept as low as 
possible. This aids the removal of the hydrogen sulfide from the solution containing 
the ferrous iron and is required if titanium is determined, as the volume must be low 
enough for a 100 ml. Nessler tube to hold it. 


DETERMINATION OF TITANIUM 


Transfer the solution in the flask, after the iron has been titrated, to a 100 
ml. Nessler tube. In a duplicate tube place 20 ml. of 1 : 3 sulfuric acid and 
75 ml. of water. The sample is apt to have a faint yellow tinge and the 
standard is made to match by adding the required amount of strong ferric 
solution (1.8 g. of ferric sulfate and a little sulfuric acid to 100 ml. of water). 

Add 3 ml. of 3% hydrogen peroxide to each tube and mix the contents of 
each. Add sufficient standard titanium solution (1 ml.=0.0001 ¢g. titanium) 
to the second tube to match the color of the sample. 

The titanium may be measured by comparison with previously prepared 
standards or a colorimeter may be used. 


Norsr.—For preparation of standard titanium solution see p. 30. 
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DETERMINATION OF NICKEL 


The filtrate from the silicon determination may be used for the determina- 
tion of nickel. If copper has been removed with H.S, the H.S must be boiled 
out and the solution oxidized by adding 3 ml. of concentrated nitric acid and 
boiling. If iron and titanium have been titrated, 3 ml. of nitric acid should be 
added and the solution boiled vigorously for afew minutes. Hydrogen peroxide 
must be removed. Dilute the solution to 200 ml. 

Add 25 ml. of 25% tartaric acid and neutralize with ammonia. If there is 
insoluble material at this point filter. Heat nearly to boiling and stir in 
dimethylglyoxime solution (1 g. in 100 ml. concentrated ammonia), using 20 
ml. for up to 0.02 g. of nickel and 5 ml. for each additional 0.01 g. If nickel 
content is over 0.25%, filter through a weighed Gooch crucible 30 minutes 
after precipitating; if less than 0.25% allow to stand 1 hour before filtering. 
Wash with hot water, dry for 2 hours at 110 to 120° C., cool and weigh. 

Nickel =nickel dimethylglyoxime x 0.2032. 


Nores.—1. If much cobalt is present precipitate as usual, make just acid with 
acetic acid and add 3 ml. of dimethylglyoxime. Allow to stand for 1 hour, filter on 
hardened paper, wash with hot water, dissolve with cold 1: 3 hydrochloric acid, neu- 
tralize with ammonium hydroxide, and add 10 ml. dimethylglyoxime. 

2. Nickel may be determined in the residue after dissolving the aluminum in 20% 
sodium hydroxide solution. Dissolve the residue in HCl and a little HNO;3. Add 
H,SO, and fume to dehydrate silica. Treat the solution of soluble salts with H.S and 
remove silica and copper sulfide together. J inish by procedure given above. 


DETERMINATION OF LEAD 


Electrolytic Method.— Dissolve a 2 g. sample in a 250 ml. flask in 60 ml. of 
1:1 hydrochloric acid, added cautiously, followed by 1 ml. of concentrated 
nitric acid toward the end of the reaction. Boil to complete the solution and 
to expel the oxides of nitrogen. Dilute to about 125 ml. volume and filter into 
a 400 ml. beaker, washing with hot water. To the filtrate add 50 ml. of 25% 
tartaric acid solution, dilute to 300 ml. and neutralize with ammonium hy- 
droxide using methyl red as an indicator, then add 25 ml. of a formic acid 
mixture made by diluting 200 ml. of formic acid (sp. gr. 1.20) to 970 ml. and 
adding 30 ml. of concentrated ammonium hydroxide. Heat nearly to boiling 
and pass in a rapid stream of hydrogen sulfide for 15 minutes. Stir in a little 
macerated paper and heat to aid coagulation of the precipitate. Set a mod- 
erately close paper with a solution made by diluting 25 ml. of the above formic 
acid mixture to 1 liter and saturating with hydrogen sulfide, filter and wash 8 
times with the same solution. Ignite the precipitate in a porcelain crucible 
at 500° C. ‘Transfer ignited residue to a 200 ml. tall form beaker and dissolve 
in 5 ml. concentrated nitric acid’ If tin is present evaporate to small volume, 
filter off the stannic acid and thoroughly wash with dilute nitric acid and then 
hot water. Adjust the volume of the solution or filtrate if the tin separation is 
made to 150 ml., and electrolyze hot, using a low current density. After 
electrolysis is complete, remove the anode, washing first with water and then 
with alcohol, dry at 125° C., cool and weigh. 

Lead =lead dioxide X 0.8643 (empirical). 


é 
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Norss.—l. Copper may be determined from its weight on the cathode where it 
can be deposited when lead is determined. 

2. The electrolyte may be used for determination of zinc. See Note 2, Oxide 
Method. 


DETERMINATION OF ZINC 


Zinc Oxide Method.—Use 1 g. sample if zine content is above 1%, 2 g. 
sample if zine content is 0.10 to 1.0% and 3-5 g. sample if zine is below 0.10%; 
electrolyte from determination of lead may be used for determination of zine 
(Note 2). 

Dissolve the sample in a covered 400 ml. beaker in 1 : 1 hydrochloric acid, 
added cautiously, followed by 1 ml. of nitric acid toward the end of the reaction. 
For 2 g., use 40 ml. of acid; for 1 g.25 ml. Boil to complete the solution and to 
expel oxides of nitrogen. Dilute to 125 ml., add 10 ml. 1 : 1 hydrochloric acid, 
pass hydrogen sulfide through the solution for 3 minutes, add a little macerated 
paper, filter, and wash with acidulated hydrogen sulfide water. Boil the 
filtrate 10 minutes to expel hydrogen sulfide. Cool somewhat, add 25 ml. of 
25% tartaric acid per gram of sample, dilute to 250 ml., neutralize with am- 
monium hydroxide, using methyl red indicator, then add 25 ml. of a formic acid 
mixture made by diluting 200 ml. of formic acid (sp. gr. 1.20) to 970 ml. and 
adding 30 ml. of concentrated ammonium hydroxide. Heat nearly to boiling 
and pass in a rapid stream of hydrogen sulfide for 15 minutes. Stir in a little 
macerated paper and heat to aid coagulation of the precipitate. Set a mod- 
erately close paper, containing a little macerated paper, with a solution made by 
diluting 25 ml. of the above formic acid mixture to 1 liter and saturating with 
hydrogen sulfide, filter, and wash 5 times with the same solution. Dissolve 
the zine sulfide from the filter into the original beaker with hot 1 : 3 hydro- 
chloric acid, and wash the paper thoroughly. Boil for 5 minutes. Cool some- 
what, add 5 ml. of 25% tartaric acid, and make the solution just alkaline to 
methyl red with ammonium hydroxide. Dilute to 100 ml., heat, and pass 
hydrogen sulfide through the solution for 3 minutes. Add 10 ml. of the formic 
acid mixture and continue the hydrogen sulfide for 5 minutes more. Coagulate 
and filter as above, and wash 5 times with the formic acid wash solution. 
Ignite the precipitate in a weighed porcelain or vitreosil crucible, starting at a 
dull red heat and finishing at a moderate red. Cool and weigh as zine oxide. 
Deduct a determined blank. 

Zine = zine oxide X0.8034. 


Norrs.—l. A dark zinc sulfide precipitate indicates the presence of lead, and the 
weighed precipitate should be examined and corrected. Dissolve the oxide in nitric 
acid and determine lead by the electrolytic method. Correct the weight of zine oxide 
for the amount of lead sulfate present. 

2. If an appreciable amount of lead is present, necessitating its determination, as is 
generally the case in the analysis of secondary aluminum, it is most convenient to deter- 
mine zinc in the electrolyte after the determination of lead. The procedure is as follows: 
Add 5 ml. of concentrated sulfuric acid to the electrolyte, and evaporate to fumes of 
sulfuric acid. Take up with water, add 25 ml. of hydrogen sulfide water, bring to a boil, 
filter, and wash thoroughly. Finish by the oxide or the mercury thiocyanate method. 

3. When it is necessary to use a large sample it may conveniently be divided into 
several portions for the first sulfide precipitation, the precipitates dissolved into a single 
beaker, and the procedure continued as in the standard method. 
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4. If cobalt is present, make the first precipitation, filter, and dissolve in hydrochloric 
acid as in the standard method. LEvaporate to small volume, dilute, and add sodium 
hydroxide in excess, followed by sodium peroxide, allow to stand, filter, make the filtrate 
just acid with hydrochloric acid, add 5 ml. of 25% tartaric acid, and continue as in 
standard method. 


DETERMINATION OF ZINC 


Mercury Thiocyanate Method.—(The solution from determination of lead 
can be used for determination of zinc. See Note 2, Oxide Method.) 

Place 1 g. of drillings in a 250 ml. beaker or Erlenmeyer wide mouth flask. 
Dissolve in 35 ml. of acid mixture No. 1. When completely dissolved, evap- 
orate till heavy fumes of sulfuric acid have been evolved fér a few minutes. 
Cool somewhat, add 10 ml. of 1 : 3 sulfuric acid followed by 60 ml. of hot water, 
and boil till the salts are dissolved. Add 50 ml. of a cold saturated aqueous 
solution of hydrogen sulfide and remove from the hot plate as soon as the solu- 
tion begins to boil. To the filter paper, set in the funnel, add some paper pulp, 
filter off the silica and copper sulfide, and wash 4 times with hot water. Re- 
ceive the filtrate in a 400 ml. beaker. Place the beaker on a hot plate and boil 
vigorously to remove hydrogen sulfide. As soon as the hydrogen sulfide is 
expelled, remove the beaker from the hot plate and cool to room temperature. 
Oxidize the iron with permanganate. Add 5 ml. hydrochloric acid, dilute to 
150 ml. and, while stirring the solution vigorously, add 25 ml. of ammonium 
mercuric thiocyanate solution, (note 1) and allow to stand overnight. Fre- 
quent stirring will hasten complete precipitation. Collect the precipitate 
on a weighed Gooch crucible, wash with a solution containing 10 ml. of the 
precipitating reagent per liter, dry at 105° C., cool, and weigh. Deduct a 
determined blank. 

Zine = zine mercuric thiocyanate X0.1289 (empirical). 


Norrs.—1. Mercurie Ammonium Thiocyanate Reagent: Dissolve 32 g. of ammo- 
nium thiocyanate and 27 g. mercuric chloride in 500 ml. water. Filter off any residue. 

2. For samples containing over 1% nickel or low amounts of zinc, make the standard 
formie acid-sulfide separation. Follow method 30-A till the first hydrochloric acid 
solution of the zinc sulfide precipitate is obtained. Add 10 ml. of 1 : 1 sulfuric acid to 
the filtrate and evaporate to fumes. Dilute to 100 ml., filter, and wash. Continue 
with the ammonium mercuric thiocyanate precipitation as outlined in the above method. 
This separation, which removes aluminum as well as nickel, will greatly reduce the time 
required (from overnight to about 2 hours) for complete precipitation of the zinc. 


DETERMINATION OF MAGNESIUM 


Pyrophosphate Method.— Weight of Sample: For magnesium contents up 
to 1 or 2 tenths of a per cent, use 2 g., for higher magnesium contents use 1 g. 
or less. Dissolve the sample using 15 ml. of 20% sodium hydroxide solution 
per g. For solution of alloys high in silicon a second treatment with caustic is 
necessary. (See Note 2.) When solution is complete, judging by the evolution 
of hydrogen, filter through paper of close texture and wash 5 times with hot 
1% sodium carbonate solution. Dissolve the residue from the filter with a 
‘few drops of nitric acid and 40 ml. of hot 1 : 1 hydrochloric acid, receiving it in 
the original container, and wash the filter with hot water. Neutralize this 
solution with ammonium hydroxide, and add a few drops excess. Add 5 ml. 
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of a fresh solution of ammonium sulfide (800 ml. water and 200 ml. of am. 
monium hydroxide, saturated with hydrogen sulfide). Filter into a 250 ml 
beaker and wash a few times with a liquid prepared by adding 10 ml. of con 
centrated ammonium hydroxide and 10 g. of ammonium chloride to 500 ml. o! 
water and saturating with hydrogen sulfide. “ Boil the filtrate vigorously tc 
drive off the ammonium sulfide. The volume of the solution should be helc 
at about 75 ml. at this stage by adding distilled water to replace that lost by 
evaporation. Oxidize the finely divided precipitated sulfur by adding 10 ml 
of bromine water and continue boiling until the color of bromine is gone 
Again add 10 ml. of bromine water and while stirring vigorously make the 
solution alkaline with ammonium hydroxide and add 10 drops excess. Digest 
until the MnOz flocks out. Filter and wash 5 times with hot water. Make 
the filtrate acid with hydrochloric acid, add 10 drops excess, and boil till th 
bromine is gone. Add 2 drops of 0.1% methyl red indicator. Complete 
removal of bromine is indicated when the indicator holds its color withou' 
fading. Add ammonium hydroxide until the color changes to distinct yellov 
and then add a few drops excess. Add 10 ml. of saturated ammonium oxalat 
solution, digest near the boiling temperature for one hour, keeping ammoniacal 
Filter through a small, close-textured paper and wash 8 times with smal 
portions of hot water. The calcium content of aluminum and aluminur 
alloys is normally too low to interfere with the magnesium determination 
so that the procedure for its removal may be omitted unless calcium has beer 
added. Make the filtrate just acid with hydrochloric acid and adjust the 
volume to 125 ml. Add 10 ml. of 10% diammonium phosphate solution, anc 
cool. Add 15 ml. of ammonium hydroxide and stir vigorously till the precipi 
tate begins to form. Allow to stand for at least one hour. Filter and wast 
with a cold solution prepared by mixing 900 ml. of water, 40 ml. of nitric acic 
and 100 ml. of ammonium hydroxide. Place in a weighed porcelain or vitreosi 
crucible, dry and ignite till completely white. Weigh as magnesium pyro- 
phosphate and deduct a blank. 
Magnesium = magnesium pyrophosphate X 0.2184. 


Norrs.—1. If more than 2% of magnesium is present, some of it may be carriec 
down with the sulfides. In that case, dissolve the precipitate with 10 ml. of 1: 1} 
hydrochloric acid, neutralize, and add a few drops of ammonium hydroxide, precipitat« 
and filter off the sulfides as before, then combine the filtrates. 

2. A complication arises when samples high in silicon are treated by the procedur 
just mentioned. In this case a large part of the silicon is dissolved in an oxidized state 
and a precipitate, presumably of aluminum silicate, settles out, which is difficult t 
handle in the subsequent operations. If the attack is made first with weak alkali, th 
aluminum will dissolve fairly completely, without much attack on the silicon and i 
removed by filtration. Subsequent addition of very strong alkali to the residue wil 
remove the silicon without precipitation of silicates. A convenient method for solutior 
of 2 g. is as follows: Place sample in 250 ml. beaker, add 175 ml. cold water, place th« 
beaker in a water cooling tray. Add 25 ml. of cold 50% sodium hydroxide solution 
The speed of addition must be controlled according to the fineness of sample. Le’ 
stand until hydrogen evolution ceases. Filter through paper of close texture and was! 
5 times with hot 1% sodium carbonate solution. Wash the undissolved residue fron 
the paper back into the original beaker, add 5 g. solid sodium hydroxide and 50 ml 
water and digest until the silica is dissolved. Dilute to 200 ml. and filter on the origina 
paper. _Wash the final insoluble residue and continue by usual procedure. Wher 
much silicon and much magnesium occur in the same alloy, the resulting magnesiun 
silicide, recognizable by its dark blue color, remains unaffected by the alkali; it is neces 
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sary to decompose it with acid and dehydrate the silica before proceeding further. This 
combination is of rare occurrence. 

3. For the determination of small amounts of magnesium in aluminum alloys or 
scrap metal, containing a number of heavy metals, it is convenient to make a mercury 
cathode separation by means of Melaven’s electro- 
lytic cell. Fig. 2. 

Procedure.—Follow method for determination of 
Mg. until solution of residue containing calcium, 
Magnesium, etc., is obtained. Add 10 ml. of concen- 
trated sulfuric acid and evaporate to copious fumes. =, 
Cool, dilute to 100 ml. with hot water. Boil until 
salts are in solution, allow to settle and filter with a 
little paper pulp. Wash well with hot water. Tothe © 
filtrate add ammonium hydroxide until a slight per- 
manent precipitate forms; warm and add 1 :1 sulfuric 
acid dropwise till the precipitate redissolves. Make 
up to 200 ml. and electrolyze. When electrolysis is D 
complete, withdraw the electrolyte, add 10 ml. of con- 
centrated hydrochloric acid and make a double ammo- 
nium hydroxide separation. Adjust the filtrate to a 
volume of about 75 ml. Make the bromine separa- 
tion, oxalate precipitation of calcium, and determine 
magnesium by the usual procedure. 


F. + 


Mercury: 


Fie. 2.—Mercury Cathode 


method.—Follow the 


8-hydroxyquinoline 
pyrophosphate method until the acid filtrate is 


(Melvan Cell). 


obtained in a 250-ml. wide mouth Erlenmeyer ns Mle fee oe Lee wees 
flask and diluted to 150ml. Addad% alcoholic B Two-way stop cock. 
solution of 8-hydroxyquinoline (5% 8-hydroxy-  @_ Leveling bulb. 

quinoline in 95% methyl or ethyl alcohol) in p_ Glass tube constructed in 
excess, which is indicated when the supernatant same manner as a bur- 
liquid is yellow after the precipitate has settled. ette tip. 

Five ml. is sufficient to precipitate 15 milligrams . Platinum anode. 

of magnesium. Neutralize the solution with /. Glass tube for introduction 


ammonium hydroxide and add 5 ml. excess. of air to stir electrolyte. 


Heat the solution just to boiling, remove it from 
the source of heat, andallowtostand15to20 minutes. Filterand wash free from 
ammonia with cold water. Finish by one of the following procedures, A or B. 
Procedure A (Bromate Iodide Method) (preferred procedure).—Dissolve 
the magnesium oxinate into the flask in which it was precipitated, using 30 ml. 
of hot 1-1 hydrochloric acid, and wash thoroughly with cold water. Dilute the 
filtrate to 150 ml. with cold water. Add bromate solution (2 g. potassium 
hydroxide, 80 g. potassium bromide and 9.156 g. potassium bromate dissolved 
in 1000 ml. water) from a burette (1 ml.=0.001 g. Mg.) in excess. This can be 
estimated by use of one drop of methyl red. Bromate is added until methyl 
_red fades and then add 2 or 3 ml. more. Immediately add 10 ml. of 30% 
potassium iodide and titrate with thiosulfate (1 ml. =0.001 g. Mg.). 


ml. of Bromate —ml. of Thiosulfate x 100 
Wt. of Sample 


Procedure B (Sulfuric Acid Titration).—riace the magnesium oxinate 
precipitate with the paper in the flask in which it was precipitated. Add 0.1 N 
sulfuric acid in amount about double that required to react with the magnesium 


= % Magnesium 
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oxinate (10 to 20 ml.). Stopper the flask and shake violently until the mag. 
nesium oxinate is dissolved, add 10 ml. of phenol red indicator (0.5 g. pheno 
red dissolved in 125 ml. methyl alcohol and diluted to 1000 ml. with water). 
and 50 ml. of ethyl ether and again shake. Titrate with 0.1 N sodium hy- 
droxide to red and again shake (red will probably fade) and titrate to red again 
If over-titrated, back titrate with acid and finish with sodium hydroxide to the 
phenol red end point. 


ml. 0.1 N Sulfuric acid—ml. 0.1 N Sodium hydroxide X0.001216 x 100 
Wt. of Sample 


=% Magnesium 


DETERMINATION OF MAGNANESE 


Place a 0.2 g. sample in a 250 ml. Erlenmeyer wide mouth flask. Add 20 ml. 
of acid mixture No. 2. Place upon a hot plate and heat until solution is com- 
plete. Remove the flask from the source of heat, cool, add 10 ml. of silve1 
nitrate solution (3 g. per liter) and 90 ml. of hot water containing 1 g. of am- 
monium persulfate. Heat gently until the permanganic acid is fully developed 
and cool to room temperature. 

At this stage samples having a manganese content of 0.03% or less are 
determined colorimetrically. This is done by comparing the samples with 
standard solutions having a manganese value of 0.00, 0.01, 0.02 and 0.03%. 

Titrate the samples having higher manganese content with a standard 
solution of sodium arsenite, 1 ml. having a value of 0.0002 g. manganese. 

Standard Solution.—Dilute the required amount of stock solution, p. 31 
(about 65 ml.) to 1000 ml. After 24 hours, standardize this solution by using 
it to titrate the manganese contained in a standard aluminum-manganese alloy. 


Notrs.—l. After the sample has been decomposed there may remain some unoxi- 
dized silicon which would interfere with the titration because of the color it would give 
the solution. Such silicon may be removed by adding a few drops of hydrofluoric acid, 
while nitric acid is still present. 

2. The precipitation of silver chloride by the addition of 2 mi. of sodium chloride 
eG g. of sodium chloride to 1 liter of water) will give an end point more easily 
observed. 

3. The analytical procedure used on samples must be an exact duplication of that 
employed on standardizing the sodium arsenite solution. 

4. The standards for colorimetric comparison are prepared by carrying flasks, tc 
which all reagents are added, along with the samples. To these add a standard solution 
of potassium permanganate having a value of 0.001 g. iron or 0.000197 g. manganese per 
ml. till the known value of manganese desired is reached. 


DETERMINATION OF CHROMIUM 


Reagents.—No. 2 acid. See p. 29. Silver nitrate solution. 3 g. silver 
nitrate dissolved in 1 liter of water. Ammonium persulfate crystals. Standard 
potassium permanganate 0.1 to 0.05 N. Standard ferrous ammonium sulfate 
of same strength. 

Procedure.—Place 1 g. of sample in a 400 ml. beaker, add 30 ml. of No. 2 
acid, 20 ml. silver nitrate solution, and heat gently until sample is dissolved. 
Boil to expel the oxides of nitrogen. Dilute to 300 ml. with hot water, add 
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2 g. of ammonium persulfate and bring to a boil. A. If no manganese is 
present, boil for 20 minutes, cool, run in standard ferrous ammonium sulfate 
and titrate back with standard permanganate. B. If manganese is present up 
to 0.10%, boil for 10 minutes; add 2 ml. of 1 : 1 hydrochloric acid and boil for 
an additional 10 minutes, cool, and titrate as above. C. If manganese is over 
0.10%, boil for 3 minutes, add 2 ml. of 1: 1 hydrochloric acid and continue 
boiling for 20 minutes. Cool and titrate. 

Iron value of ferrous ammonium sulfate minus iron value of potassium 
permanganate times 0.3105 equals chromium. 


DETERMINATION OF TIN 


A 500 ml. Erlenmeyer flask is used, provided with a 1-hole stopper carrying 
a glass tube bent so that the outer portion, several inches long, will project 
downward when in position. Place 1 to 3 g. of sample in the flask, with .25 ¢g. 
of pure powdered antimony. Add 100 ml. of 1:1 hydrochloric acid, insert 
the stopper and arrange so that the outer end of the tube dips into a vessel of 
saturated sodium bicarbonate solution. After the reaction slackens, heat the 
flask, finally boiling for about 10 minutes to insure complete solution of the tin. 
Cool the flask gradually with the tube still dipping in the sodium bicarbonate 
solution. The latter will be drawn in as the flask cools, supplying carbon 
dioxide to prevent entrance of air. As soon as cold, open the flask and, without 
delay, add 0.5 g. potassium iodide, 2 or 3 mil. of fresh starch solution (1 g. 
starch to 150 ml. water), then titrate to a blue color with standard potassium 
iodate solution. Deduct a determined blank. 

Todate Solution.—Dissolve 1.8 g. of potassium iodate, 20 g. of potassium 
iodide and 2 g. of potassium hydroxide in water and dilute to 1 liter. To 
standardize it, use a solution containing a known amount of pure tin dissolved 
in hydrochloric acid. Place a measured portion of the tin solution in a flask 
with 1 g. of pure aluminum drillings, antimony, and acid, and carry through 
the procedure as for an analysis. 

The tin value of the iodate solution used is the weight of tin in the sample 
divided by the ml. of iodate required. 


Nores.—1. If so much elemental silicon is present that it would obscure the titration, 
filter the original solution, return to the flask with 0.25 g. of antimony and 1 g. of pure 
aluminum. Add 25 ml. of concentrated hydrochloric acid, then carry through as usual. 

2. The titration may be made with standard iodine solution if preferred. 
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SPECIAL PROCEDURES 
DETERMINATION OF METALLIC ALUMINUM 


The formation of oxide film on finely divided aluminum during the proce: 
of manufacture is well known. For many purposes the metallic aluminu 
content of the powder is of importance, and it is customary to determine 
either directly, or to determine the impurities and oxide, and take metall 
aluminum by difference. The former procedure is more convenient and 
generally adopted. The determination of impurities (iron, silicon and coppe: 
for the difference method may be made by procedures similar to those use 
for metal in massive form,” except that prolonged fuming with sulfuric ac: 
may be necessary to remove carbonaceous matter prior to the silicon dete 
mination. The direct determination of metallic, as distinguished from tota 
aluminum, has been made by several methods, practically all of which utili: 
the strong reducing action of the metal. Schulze ** measured the volume « 
the hydrogen evolved by the reaction of an alkali on aluminum; Klemp 
introduced weighing as water after combustion. Objection was raised to bot 
these on the grounds that any silicon present would react with alkali in tk 
same way as aluminum. This is correct, but the silicon content of aluminu 
powder is so small that the error arising from it is negligible. 

Kohn-Abrest 2% 27, 28 suggested three methods. One was the hydrogen ev: 
lution method of Klemp and Schulze, with the substitution of hydrochlor 
acid for sodium hydroxide as the solvent; another depended upon the reductic 
of ferric salt to the ferrous condition and the titration of the reduced iro1 
in the third, the aluminum was volatilized in a non-oxidizing atmosphere : 
chloride by a stream of hydrogen chloride at an elevated temperature, an 
the total chlorine in the sublimate determined and calculated to metall 
aluminum after applying correction for iron. The last named method is som 
what tedious, and the determination of aluminum is indirect; the ferric sa 
reduction is practically impossible to carry out without some side-reaction | 
which hydrogen is generated by action of aluminum upon the water presen 
the hydrogen evolution from hydrochloric acid possesses no advantage ov 
that from alkalis and the action is less specific. Rhodin ?° assumed that 10‘ 
sodium hydroxide completely dissolved aluminum metal, but no aluminu 
oxide, and based a method upon this assumption. Bezzenberger *° made 
similar assumption concerning the action of bromine water, and proposed i 
use to differentiate between metallic and oxidized aluminum. As the variot 
forms of oxidized aluminum differ markedly in their solubility, it seems in 
probable that these or any other methods of differential solution can be aj 


3 Churchill, H. V., and Bridges, R. W., “Chemical Analysis of Aluminum’ (1936 
24 Schulze, F., Wagner’s Jahresber., 10, 23 (1864). 
% Klemp, G., Z. anal. Chem., 29, 388-9 (1890); J. Soc. Chem. Ind., 9, 969 (1890) 
Ae E., Ann. Chim. ‘anal., 9, 381-2 (1904); J. Chem. Soc., 86, II, 8: 
27 Kohn-Abrest, E., Compt. rend., 147, 1298-6 (1908); Bull. Soc. Chim., 5, 207-1 
(1908); C. A., 3, 1180 (1909). 
28 Kohn-Abrest, E., Compt. rend., 149, 399 (1909); Ann. chim. anal. appl., 1 
285-9 (1909); C. A., 3, 2916 (1909). 
® Rhodin, J. G. A., Trans. Faraday Soc., 14, 184-49 (1919); C. A., 13, 1801 (1919 
30° Bezzenberger, F. K., J. Ind. Eng. Chem., 12, 78-9 (1920). 
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plicable to any considerable variety of materials. Faber and Stoddard # have 
proposed reduction of litharge by aluminum powder and weighing of the 
resulting lead button. This method appears simple and attractive, but tests 
in our laboratories show that side reactions occur which cause large errors. 
Several other authors have published procedures which are either identical 
with, or minor modifications of, the preceding. 

For aluminum powder, the objections which have been raised against the 
hydrogen evolution and combustion method have little weight, and this method 
is used almost exclusively by the laboratories of the Aluminum Company of 
America. 


DETERMINATION OF METALLIC ALUMINUM 
HyproGcen EvouutTion MrtTHop 


Apparatus.—A train, as shown in Fig. 3, consisting of the following units, 
is used, except that absorption tube (I) containing ascarite may be omitted: 


Fia. 3.—Apparatus for the Hydrogen Evolution Method. 


. Air inlet. 

. Separatory funnel. | ~ 

. Decomposition flask, 500 ml. Kjeldahl. 

. 10-inch reflux condenser. 

. Ammonia trap containing 1 : 1 sulfuric acid. 


_# Faber, H. B., and W. B. Stoddard, J. Ind. Eng. Chem., 12, 576-8 (1920). 
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F. Drying tube containing Dehydrite. 

G. Combustion furnace. The tube should be filled with copper oxide to 
the inlet end, and the copper oxide held in place by a small asbestos plug. 
The tube should project from the furnace about 6 in. on the inlet side, so that 
the hydrogen comes in contact with cold copper oxide before entering the zone 
of reaction, and 214 to 3 in. on the exit side, so that water will not condense, 
and the stopper will not be overheated. 

H. Absorption tube containing Dehydrite. 

I. Absorption tube containing Ascarite. 

J. Guard bottle containing concentrated sulfuric acid. 

K. (Not shown.) Suction pump. 


A small capsule is also needed for the introduction of the sample. It may 
be conveniently made by cutting off a small vial about 14 in. from the bottom. 

Procedure.—Pass a current of air (approximately 5 bubbles per second) 
through the train for 30 minutes after bringing the furnace at 600° C. Remove 
and close the absorption tube, cool for 15 minutes, open momentarily, and 
weigh. Replace in the train, continue for 30 minutes more, cool for 15 minutes, 
open momentarily, and reweigh. A blank of 0.4 mg. or less is considered 
satisfactory. Weigh approximately 0.5 g. of sample in the capsule and place 
it in the decomposition flask. Add enough water to cover the bottom of the 
tube and 20 ml. of 20% potassium hydroxide solution. Continue passage of 
air at the same rate. When reaction begins to slow down, heat with a small 
flame until the sample is completely in solution and for 30 minutes thereafter. 
Close and disconnect the absorption tubes, cool for 15 minutes, open momen- 
tarily, and weigh. Deduct a determined blank. The gain in weight is due 
to water. 


Metallic aluminum = water X0.998. 


DETERMINATION OF ALUMINUM IN IRON AND STEEL 


The method is especially adapted for determination of aluminum in iron 
and steel, but may be extended to iron ores and materials high in iron. 

Procedure. Solution.—Ten grams of iron or steel are dissolved by adding 
about 50 ml. of hot hydrochloric acid, 1: 1, a gag oe in a platinum dish, 
covered with a platinum foil. 

Precipitation.— When the solution of iron is eonioleta: it is diluted to about 
100 ml. and filtered free of carbon, silica, etc. Two grams of sodium phosphate 
are added and the solution neutralized with ammonium hydroxide or car- 
bonate, then cleared by hydrochloric acid with about 1 ml. excess. Twenty 
ml. of acetic acid are now added and the solution diluted to 300 to 400 ml. 
with hot water and, on boiling, 10 grams of sodium thiosulfate added. The 
solution is boiled free of sulfurous acid (no odor of SO2) about 20 to 30 minutes 
being necessary. The phosphate is filtered off and washed with hot water. 
It is again dissolved in a little hydrochloric acid and aluminum reprecipitated 


32 Amold and Ibbotson, ‘‘Steel Works Materials.” Stillman, “Engineering Chem- 
istry.” “A Rapid Method for the Determination of Aluminum in Iron and Steel.” 
Chem. * pea 61, 313. “On the Determination of Minute Quantities of Al in Iron and 
Steel,” J. E. Stead, J. Soc, Chem, Ind., 956, 1889. 
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by neutralizing with ammonium hydroxide and adding about 1 gram of sodium 
phosphate together with 10 grams of sodium thiosulfate, following the above 
procedure. The precipitate will now be free of iron. 

Ignition and Calculation.—The precipitate and filter are ignited wet, first 
over a low flame, then gradually increasing the heat to full blast of a Meker 
burner. The residue contains 22.11% Al or 41.78% of Al:Os. 

Factor AlPO, to Al=0.2211. 

Factor AlPO, to Al,O;=0.4178. 


Nortss.—Interfering substances. Copper may be removed by H2S. Other mem- 
bers of this group will also be eliminated. 

Manganese and nickel are eliminated together with small amounts of iron at the 
second precipitation. 

Titanium may be estimated colorimetrically or separated from alumina. 

Vanadium, if present, may be separated according to directions given in the chapter 
on Vanadium. 

Chromium is eliminated by fusion of the mixed phosphates with NazCOs, extraction 
with water, and precipitation of aluminum phosphate by adding ammonium acetate 
and sodium phosphate. Chromium remains in solution. 

Other Methods.—L. Belasio adds crystalline tartaric acid to hold up the precipi- 
tation of other metals that commonly interfere. I. Ivanov neutralizes the slightly 
acid solution of aluminum with Na»S.Os, then dilutes to 100 ml. adds KI in excess, then 
a 3% soln. of KIO; with additional KI until precipitation is complete. The excess of 
iodine is expelled by boiling and the Al(OH); washed with neutral 3% NH,NO; soln. 
and ignited as usual, to Al,O;. E. Schum (Chem. Zeit., 32, 877, 1909) neutralizes the 
solution with N H,OH just avoiding precipitation of AI(OH)s. After dilution to 250 ml., 
20 ml. 6% ammonium nitrite soln. are added, the solution boiled to expel NOs, the 
Al(OH); settled 20 min. and filtered and washed with ammonium nitrite solution and 
the precipitate ignited as usual to Al,O3. 


DETERMINATION OF ALUMINUM, ALUMINA, AND TOTAL 
ALUMINUM IN STEEL 


Apparatus.— Mercury cathode (Melaven cell). 

Reagents.—Sulfuric acid (sp.gr. 1.84). 1-9 sulfuric acid. 1-3 hydro- 
chloric acid. Sulfurous acid (distilled water saturated with sulfur dioxide), 
sp.gr. 1.02. Potassium pyrosulfate. Hydrogen peroxide, 3%. Ammonium 
chloride wash solution. Dilute 25 ml. hydrochloric acid, neutralize to methyl 
red with ammonium hydroxide, and dilute to one liter. Add 2 drops excess 
ammonium hydroxide. Methyl red indicator. Methyl orange indicator. 


DETERMINATION or ALUMINUM 


Procedure.—Place 5 g. of sample in a medium sized beaker, add 55 ml. of 
1-9 sulfuric acid, and cover. Warm until solution is complete, wash down sides 
of beaker and cover glass, filter into a 600-ml. beaker, and wash well with hot 

‘water. It is considered that the aluminum in the samples is in the filtrate and 
alumina is in the residue. Reserve the residue if it is desired to determine 
alumina or total aluminum. Dilute the filtrate to 200 ml., cool somewhat, add 
50 ml. of sulfurous acid and neutralize with 1-1 ammonia using methyl orange 
as an indicator. Add the ammonia until the solution is yellow (a precipitate 
should be obtained). Add 20 ml. more of sulfurous acid and boil the solution 
until precipitation begins and for 10 minutes longer. The boiling is continued 
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until hydrolysis of iron begins. Filter rapidly using a large paper and wash wit 
hot water. Using hot 1-9 sulfuric acid, dissolve the precipitate from the pape 
into the beaker in which the precipitation was made. Bring any oxides on th 
side of the beaker into solution. Add 2 drops of methyl red and ammoniu 
hydroxide until the solution is just yellow. Then add concentrated sulfur 
acid dropwise until the solution is red and 5 drops excess. Transfer to 
mercury cathode and electrolyze using 2 ampere current until all the iron an 
other metals which will go into the mercury are removed. The deposition « 
iron and other metals will be hastened if a few drops of ammonium hydroxid 
are added to the electrolyte from time to time to reduce the acidity which builc 
up as the iron is deposited. When electrolysis is complete remove the ele 
trolyte from the mercury cathode in the usual manner. Filter to remove an 
mercury or insoluble material and wash with water. Heat the solution t 
boiling, and just neutralize, using methyl red indicator. Warm to coagulat 
the precipitate, filter and wash well with ammonium chloride wash solutiot1 
Ignite in a weighed 10 ml. platinum crucible at 1050° C.foronehour. Cool, ad 
four drops of concentrated sulfuric acid, and 15 drops of hydrofluoric acic 
Evaporate cautiously to dryness, and ignite for 30 minutes at 1050° C. Cox 
and weigh. Deduct a determined blank. 


Al,03 X0.5291 X 100 
Weight of Sample 


=% Aluminum 


DETERMINATION OF ALUMINA 


Procedure.—Ignite the residue obtained when the sample was dissolved i 
a 10 ml. platinum crucible. Fuse it with a small amount of potassium pyr 
sulfate and take up with a few ml. of 1-9 sulfuric acid. Using the mercur 
cathode, finish the determination by the procedure as given for the determin: 
tion of aluminum, except that a reprecipitation of aluminum hydroxide shoul 
be made. 


Al,O3 X 100 


Weight of Sample — “vine 


DETERMINATION OF ToTAL ALUMINUM 


Procedure.—Total aluminum may be determined by combining the solutio 
of the insoluble residue with the filtrate containing the aluminum and carryin 
out the outlined procedure, or by calculation as follows: 


Al+Al1,0;3 X0.5291 = Total Aluminum 


Notes.—l. A weight of sample should be used which will give 1 mg. of alumina 
more. For determination of high aluminum as in “ Nitralloy,” 0.5 g. is sufficient. 1] 
this case the separation of the major part of the iron before electrolysis may be omitte: 
The iron can be removed by electrolysis from any sample, however large the weigh 
The time required and formation of iron amalgam increases with the weight of samp 
and is somewhat inconvenient for large weights. 

2. Alumtmum can be precipitated in the electrolyte from which the iron has bee 
removed with 8-hydroxyquinoline. Precipitation should be made after oxidation wit 
hydrogen peroxide which prevents the interference of tantalum, columbium, molly 
denum, titanium and vanadium. Aluminum can be determined then by ignition of tk 


ALUMINUM 55 


aluminum oxine or by titration with thiosulfate or sulfuric acid as given in procedures 
A or B for Determination of Magnesium, page 47. 

3. The alumina precipitate should be examined for phosphorus, vanadium, and 
titanium and, if present, they should be determined and the weight of alumina corrected 
accordingly. 

4. If the aluminum, alumina, or total aluminum are too low to make satisfactory 
gravimetric determination, the ‘ Aluminon” Colorimetric Method may be used. 
Transfer the electrolyte containing the aluminum, alumina or total aluminum from 
which the iron has been removed to a 100 ml. volumetric flask. Make the solution just 
acid to litmus paper and follow procedure as given for Determination of Aluminum in 
Animal Tissues and Foods, page 56. 


Al,O3 X .5291 


Sample weight enon 


DETERMINATION OF ALUMINUM IN BRONZE 


Procedure in Analysis——A sample weighing 0.5 to 1.0 g. is dissolved in 
10 ml. of HNO; (2: 1) and heated to expel nitrogen oxides. 50 ml. of water 
are added and the precipitate allowed to settle (oxide of Sn, P2O; and some Cu) 
and then filtered. The filtrate is treated with 5 ml. H.SO, and evaporated to 
fumes, then taken up with about 50 ml. of water and saturated with H,§, 
and the precipitate filtered off. The filtrate containing the iron, aluminum, 
zinc, etc. is boiled to expel H2S and oxidized by boiling with 5 ml. HNO. 
Tron and aluminum are now precipitated as hydroxides by addition of NH,OH 
and filtered off and washing as usual. Iron and aluminum are separated by 
dissolving the hydroxides in a little HCl and’ neutralizing the free acid with 
Na,CO; solution. Any permanent precipitate is dissolved by a few drops of 
HCl. For each 0.10.2 g. of the metals present the solution is diluted to about 
250 ml. and an excess of Na2S.O; is added. Aluminum hydroxide is precipi- 
tated, iron remains in solution in the ferrous form. 2AICl;+3Na2S.03;+3H2O 
=2A1(OH)3;+3S80.+3S8S+6NaCl. The Al(OH); is filtered off and washed with 
hot water, then dried and the hydroxide and filter ignited separately, the ash 
of the paper added to the alumina and the ignition continued until a constant 
weight is obtained. An electric furnace or a Meker burner may be used to 
expel the combined water. Weigh as Al.O3. 


Al,O; X0.5291 = Al. 


COLORIMETRIC AURIN TRICARBOXYLIC METHOD 
(ALUMINON) 


The solution should be free from iron, beryllium and substances precipitated 
~ by ammonium carbonate and salts forming colored solutions. 
Procedure.—The dilute HCl solution free from interfering substances 
diluted to about 25 ml. and containing about 0.5 ml. free acid, add 3 ml. glacial 
acetic acid, 5 ml. of 2% solution of the ammonium salt of ‘ Aluminon ”’ reagent, 
and while stirring add drop by drop a 10% solution of ammonium carbonate 
in dilute ammonium hydroxide until there is an excess of about 10 ml. Com- 
pare the color with standard solutions containing known amounts of aluminum. 
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Norss.—lIron interferes and must be entirely absent. Beryllium gives a simila 
lake. Si, Sb, Pb, Bi, Sn‘, Ti, Hg? give white precipitates. SO2and H.S cause a fadin 
color. 

See also “Determination of Aluminum in Plants,’’ O. B. Winter and C. D. Birc 
J. Am. Chem. Soc., 51, 2721-2731, 1929; and “Occurence and Det. of Aluminum i 
Foods,” G. J. Cox, E. W. Schwartz, R. M. Hann, R. B. Unangst and J. L. Neal, Ind. an 
Eng. Chem., 24, 4, 1932. j 


ANALYSIS OF ANIMAL TISSUES AND FOODS 


DETERMINATION OF ALUMINUM ; 


Reagents Required.—Hydrochloric acid, 6 M (constant boiling). Sulfuri 
acid, concentrated. Sulfuric acid, 2.3 M. Ammonium acetate,5 M. Ammc 
nium chloride, 5 M. Sodium acetate, 3M. Sodium phosphate, primary, 1 M 
Ferric sulfate, 0.1 M. Distilled water to 500 ml. 


Ammonium carbonate, 1.6M. Aluminon, ammonium aurintricarboxylate, 0.19 
Thioglycollic acid. Bromthymol blue, .04%. Bromeresol green, .04%. Thymol blu 
04%. 

Combined reagent made up of 200 ml. ammonium chloride, 5 M. 200 ml. ammoniui 
acetate, 5M. 80 ml. aluminon, 0.1%. 60 ml. hydrochloric acid, 6 M. Distille 
water to 1 liter. 

Permanent Color Standard.—5 ml. thymol blue, .04%. 8 ml. hydrochloric acic 
6M. Distilled water to 500 ml. 

Standard Solution.—Potassium aluminum sulfate, 1 ml.=.01 mg. Al 0.1759 
Al2(SO4)s- K2SO4-24H20/1. 


Standard Solution.—Ferric sulfate, 1 ml.=0.001 mg. Fe. 7.2 mgs 
Feo(SO.)3/1. 

Ashing and Solution of Sample.—A suitable quantity of material is weighe 
into a platinum dish. If moist, the material is dried at 110°C. The dis 
and contents are placed in a cold muffle furnace and the temperature slowl 
raised to 500-550° C. and held at this temperature until all carbon has di: 
appeared. A slow stream of oxygen passing through the furnace, or leavin 
the door open slightly, is a material aid in the ashing of the sample. Whe 
cool, the ash should be roughly weighed, if it contains much calcium phosphat 
since the volume must later be adjusted for the calcium phosphate conten 
Add 5 ml. concentrated hydrochloric acid to the ash and wash down the side 
of the dish with 25-50 ml. hot water. Cover and evaporate to dryness. Tak 
up with 5 ml. 6 M hydrochloric acid and about 50 ml. hot water. Boil to di 
solve the soluble matter and filter through a small paper. A centrifuge ma 
be used if desired. Wash filter, place in a small platinum crucible and ignite 
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Volatilize the silica in the usual way, and fuse any insoluble matter in a small 
amount of a molecular mixture of sodium and potassium carbonates. Dissolve 
the fusion in the main solution. 

Separation of Iron and Aluminum from Other Constituents.—If the sample 
is a carcass, or other material high in calcium phosphate, take an aliquot of 
such a magnitude that the calcium phosphate content will not be greater than 
3.0 g. per 100 ml. of solution. Transfer to a small Erlenmeyer flask, add 0.5 
ml. concentrated nitric acid, 1 ml. 0.10 M ferric sulfate and boil almost to 
dryness. Take up with hot water, cool somewhat, add 5 ml. 1 M primary 
sodium phosphate (1 ml. is sufficient for a carcass sample), and 0.5 ml. brom- 
phenol blue indicator, .04%. Add ammonium hydroxide (1 : 1) from a burette 
till a precipitate begins to form, then finish neutralizing to a pH of 4.2 with 
3 M sodium acetate. When much calcium is present, this end point must be 
carefully controlled, and the neutralization must be accompanied with vigorous 
shaking, otherwise, calcium phosphate will precipitate with the iron and alumi- 
num. ‘Transfer the contents of the flask to a 50 ml. centrifuge tube and 
centrifuge 5 minutes at 1800 r.p.m. Decant the supernatant liquid. Add 
2.5 ml. 2.3 M sulfuric acid and about 25 ml. hot water to the precipitate. Stir 
until the precipitate dissolves. If much calcium was originally present it is 
advisable to transfer the solution to the small Erlenmeyer flask, add 5 ml. 
1 M primary sodium phosphate and repeat the precipitation. 

Separation of Iron from Aluminum—Electrolytic Method.—The cell used 
in this separation is a glass cylinder 2 inches in diameter and 4 inches long. 
The bottom third of the tube is drawn down to a cone to which a two-way stop- 
cock is sealed. One leg of the stopcock serves as the connection for the mercury 
cathode, while the other leg is used to draw off the finished solution. The 
anode is of platinum and has an area of 4sq.cm. A current of 1.5-2.0 amperes 
is used corresponding to a current density of 37-50 amperes per square deci- 
meter. (See Fig. 2, p. 47.) 

Transfer the solution of the phosphates in sulfuric acid to the cell and 
electrolyze 1 hour and 30 minutes. Run the mercury off into its reservoir, 
then draw off the solution and rinse the cell. Receive the solution in a 100 ml. 
volumetric flask. Make the solution just acid to litmus paper, make up to 
the mark and mix. To test for iron, place a 10 ml. portion of the solution in a 
graduated LaMotte test tube, add 2 drops of thioglycollic acid and mix, add 
1 ml. 6 M ammonium hydroxide and mix again. Compare with similarly 
prepared standards containing known amounts of iron; usually 0.001 and 
0.002 mg. suffice. Compute and record the iron content of whole solution. 
If this is greater than one-tenth the amount of aluminum subsequently found, 
it will cause an appreciable error in the determination. 

Determination of Reagent Additions for Aluminum Determinations.— 
Place a 20 ml. aliquot of the solution im a 250 ml. glass-stoppered Erlenmeyer 
flask. From a burette, add 25 ml. of the combined reagent and mix. The 
pH of the resulting solution should be 5.0. This is determined by placing 
10 ml. in a LaMotte graduated test tube, adding 0.5 ml. of .04% bromcresol 
green and comparing with the color standards. A variation of 0.5 pH units 
is permissible, but not desirable. Place another 20 ml. aliquot of the solution 
in a 250 ml. flask, add 25 ml. of the combined reagent, suspend a small Hopkins 
type reflux condenser in the neck of the flask and boil very gently exactly 
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one minute. Allow the flask, with condenser in place, to cool 10 minutes 
Remove condenser, stopper the flask, and cool to room temperature in running 
water. From a burette, add 5 ml. of 1/6 M ammonium carbonate to the flask 


Fig. 4.—Flask and 
Condenser for Lake 
Development. 


shaking gently. Stopper the flask and shake it uni 
formly 20 times. Allow to stand 20 minutes. Deter 
mine the pH of this solution using a 10 ml. portion t« 
which is added 0.5 ml. of bromthymol blue .04% solu 
tion. Compare the color with standards in a blocl 
type comparator. The pH of the solution at this poin 
should be between 7.0 and 7.3, 7.1 being the optimum 
If the pH is outside this range, change the addition o 
carbonate for the later determinations by 0.25 ml. fo 
each 0.1 unit of pH variation from 7.1. The shakin; 
of the solution, after the addition of carbonate, must bi 
uniform, as this exercises considerable control over th 
final pH. 


DETERMINATION OF ALUMINUM 


Place another 20 ml. aliquot of the solution in : 
250 ml. glass-stoppered Erlenmeyer flask, add 25 ml 
of the combined reagent, insert the reflux condense 
and proceed exactly as in the determination of reagen 
additions. Add the previously determined amount o 
1.6 M ammonium carbonate and shake 20 times. Alloy 
to stand 20 minutes. Then compare the color of th 
sample with that of a simultaneously developed standar« 


containing a known amount of aluminum, by means of a Duboseq type color 
imeter. Set the standard at 30 mm. and vary immersion of the plunger i 
the sample until a match is obtained. Calculate the amount of aluminun 
present in the aliquot by the following relation: 


Weight Aluminum in Standard _ Depth of sample layer 
Weight Aluminum in Sample —_ Depth of standard layer 


Average Net Colorimeter Reading, Mm. 


20 


75 


ee eo 


0.005 0.010 0.015 0.020 0.025 0.080 


Aluminum, Mg. 


Fig. 5.—Net Colorimeter Readings Obtained With Added Aluminum. 
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Check the pH of the solution at this point. A blank should be obtained and 
deducted. It is desirable to have the standard between 50 and 200% of the 
aluminum content being measured. 

If a large number of determinations are to be made over a period of time 
it is advantageous to prepare a curve for the relation between the colorimeter 
readings and the amount of aluminum present. 

Suitable amounts of aluminum, viz., .002, .005, .010, .015, .020, .025 and 
.03 mg. multiplied by 5 are taken and treated as in the method, adding 5 ml. 
6 M hydrochloric acid and proceeding from the point Separation of Iron and 
Aluminum from Other Constituents. It is absolutely necessary that these 
standards be carried through from this point, otherwise a different tint will be 
obtained when the final color is developed. The color of these standards is 
compared with a portion of the Permanent Color Standard. The plunger in 
the standard aluminum solution is set at 30 mm. and the depth of the other 
prism is varied to obtain a match and its depth read on the scale. After 
deducting a determined blank, these depths are used as ordinates and the 
amounts of aluminum as the abscissa for points on the curve. 


DETERMINATION OF ALUMINUM IN SMALL QUANTITIES * 
(A) GENERAL METHOD FOR ACCURATE WORK 


SOLUTIONS REQUIRED 


“ Electrolytic Solution.”—Mix 300 ml. of HNO; (sp.gr. 1.42), 1700 ml. of 
distilled water, and 500 ml. of H2SO. (sp.gr. 1.84). 

Acidified H,S Water for Washing.— Dilute 10 ml. of HCl (sp.gr. 1.20) with 
1000 ml. of distilled water and saturate with H.S. 

Phenylhydrazine Solution for Washing.—Add saturated SO2 water to a few 
cubic centimeters of phenylhydrazine until the crystalline sulfite first formed 
is redissolved, and then add phenylhdrazine, drop by drop, with vigorous 
agitation, until the odor of SO: is no longer perceptible; dilute 5 to 10 ml. of 
this solution with 100 ml. of hot water and allow to remain at the boiling point 
for a few minutes so as to get rid of the excess SO». 

NH.Cl Solution for Washing (2 per cent).—Mix 30 ml. of HCl (sp.gr. 1.20) 
with 200 ml. of distilled water, add methyl red, neutralize with NH,OH until 
the solution changes to a distinct yellow, and then dilute to 1000 ml. with water. 


33 A. W. Brown, Chief Analyst, National Lead Co. 
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Method.—Dissolve 1 g. of brass or bronze in 35 ml. of “ electrolytic solu 
tion,’ dilute with 100 ml. of distilled water and remove copper by electrolysis 
Evaporate the electrolyte to fumes of SO;. (If much tin is present, boil th 
sulfuric acid solution vigorously for a few minutes.) Cool, and dilute wit! 
100 ml. of water. Filter off PbSO, and any-tin which may be precipitated a 
this point, washing with hot water. Dilute the filtrate to at least 200 ml. 

Pass H.S into the filtrate for 30 minutes. This will precipitate any copper 
lead, tin, arsenic, or antimony which may be present. Allow the sulfides t 
settle, and filter, washing with acidified H.S water. Boil the filtrate to one 
half volume to expel H.S, add 3 ml. HNOs (sp.gr. 1.42) and boil for a fev 
minutes to oxidize iron. 

Precipitate iron and aluminum according to the following: ** Add 10 ml 
of HCl (sp.gr. 1.20) and just neutralize with NH,OH, using methyl red as a1 
indicator. Boil for two minutes and filter, washing with hot NH,Cl (2 pe 
cent). Dissolve the precipitate from the paper with boiling hot HCl (1:1 
and wash alternately with hot water and HCl (1 : 1) into the beaker in whic! 
the precipitation was made. Reprecipitate the iron and aluminum followin: 
the same precedure as before. 

Dissolve the precipitate again with hot HCl (1 : 1), dilute to 100 ml. wit! 
water, make just ammoniacal, then only acid enough to hold iron in solution 
Add sufficient saturated solution of ammonium bisulfite to reduce the iro: 
(5 to 20 drops). Add a few drops of methyl orange, quickly bring to neutralit: 
with NH,OH, and then add 6 to 7 drops of HCl (1:1) in excess. Finally 
add from 1 to 3 ml. of phenylhydrazine and stir until the precipitate become 
flaky. The supernatant liquid should be plainly acid to litmus and the pre 
cipitate may be colored owing to organic matter. Filter and wash wit 
phenylhydrazine wash solution. Ignite in a weighed platinum crucible, finish 
ing with the blast for 5 minutes. Weigh as Al.O3;. The weighing should b 
made rapidly and with the crucible covered as AlsO; is somewhat hygroscopic 


Norrs.—1l. For small amounts of aluminum, a 5-g. sample should be used. In thi 
case dissolve in 60 ml. of “‘ assay solution ’’ of the following proportions: 


7 volumes HNO; (sp.gr. 1.42), 
10 volumes H.SO, (sp.gr. 1.84), 
25 volumes H,0. 


2. When phosphorus is present the final precipitate will be AlxO;+P.0;. IL 
this case it is necessary to fuse the residue with Na2COs, dissolve with hot water, acidif 
with HNOs;, and determine phosphorous in accordance with the “Determination 
Phosphorus by the Alkalimetric Method.’”’ The phosphorus is calculated to P2C 
and subtracted. 

3. For accurate work the Al,O3 residue is treated with HF and H.SOx, for th 
removal of possible SiOz. 

4, Ammonium bisulfite solution may be prepared by saturating cold NH,OH (1 : 1 
with SO» until yellow. 

5. This method is especially satisfactory for small amounts of aluminum in bras 
or bronze since no reagents are used which may contaminate the precipitate wit 
aluminum, iron or silica. A precipitate with phenylhydrazine gives positive indicatio 
of the presence of aluminum. 


4 Blum: U.S. Bureau of Standards Scientific Paper, No. 268, 1916; J. Am. Cher 
Soc., 38, p. 1282 (1916). 
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(B) RAPID METHOD FOR CONTROL WORK 
SoLuTIons REQUIRED 


Sodium Hydroxide Solution (2.5 per cent).—Dissolve 25 g. of NaOH 
(free from aluminum) in water and dilute to 1000 ml. 

Sodium Sulfide Solution.— Dissolve 150 g. of NaOH (free from aluminum) 
in 1000 ml. of water, saturate 500 ml. of this solution with hydrogen sulfide, 
and mix with the remaining 500 ml. of solution. 

Dilute Hydrochloric Acid (1 : 3).—Mix 200 ml. of HCl (sp.gr. 1.20) with 
600 ml. of water. ; 

Acidified Hydrogen Sulfide Water.—Dilute 10 ml. of HCI (sp.gr. 1.20) with 
1000 ml. of water and saturate the solution with hydrogen sulfide. 

Ammonium Chloride Solution (2 per cent).—Mix 30 ml. of HCl (sp.gr. 
1.20) with 200 ml. of water, add methyl red, neutralize with ammonia until the 
solution changes to a distinct yellow, and then dilute to 1000 ml. with water. 

Method.— Dissolve 2 g. of the sample in 20 ml. of HCl (sp. gr. 1.20) and 5 
ml. of HNO; (sp.gr. 1.42). Boil the solution to expel chlorine, and dilute with 
50 ml. of water. Nearly neutralize the cold solution with NaOH solution 
(2.5 per cent, or stronger if much free acid is present), and pour it slowly and 
with constant shaking into a 500 ml. volumetric flask containing 100 ml. of 
sodium sulfide solution. Dilute to the mark with NaOH solution (2.5 per cent) 
and mix thoroughly. Filter on a large, dry, No. 42 Whatman filter paper (or 
its equivalent) and keep the paper well filled with the solution lest iron be 
oxidized and dissolved. Reject the first 20 to 25 ml., and catch exactly 250 
ml. which will represent 1 g. of sample. In routine analyses of material con- 
taining not more than 1 per cent of aluminum, the aliquot portion can be 
gathered in a 250-ml. graduate. 

Transfer the aliquot to a 600-ml. beaker, neutralize the solution with 
dilute HCl (1: 3), and finally add 25 ml. in excess. Digest at 40 to 60° C. 
for 1 hour, filter, and wash the paper and precipitate with acidified H.S water. 

Boil the filtrate and washings to expel H.S, add a few drops of methyl red 
indicator, and then dilute ammonia (1 : 2) until the solution is just distinctly 
yellow. Boil for 1 to 2 minutes and filter at once through a small filter. 
Wash the beaker, paper, and precipitate two or three times with hot NH,Cl 
solution (2 per cent) and discard the filtrate. Dissolve the precipitate in 200 
ml. of hot dilute HCl (1 : 3), wash the filter thoroughly with small portions of 
hot water, and reserve it for the second filtration. Dilute the filtrate to 50 
ml., add methyl red, and precipitate with dilute ammonia (1 : 2) as before. 
Filter, wash with hot NH.Cl solution (2 per cent), ignite, and weigh. 

The ignited residue is prone to carry silica and must be purified before 
weighing as follows: Add one or two drops of water, one drop of diluted H.SOu,, 


and 1 to 5 ml. of HF. Evaporate to dryness, increase the heat slowly, and 


finally heat with a blast lamp or its equivalent. Weigh as Al,O3. The 
weight of Al.O; corrected for the blank and multiplied by 52.91 gives the 
percentage of aluminum. 


Norss.—The first aluminum hydroxide precipitate will carry down some NaCl and 
much of any silica that was dissolved in the NaOH solution; hence, it is not safe to omit 
the second precipitation and the HF treatment. There is no attack on the glassware 
during the short contact with the weak, cool, alkaline solution. It is, of course, pre- 
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ferable that the NaOH be free from aluminum. The most satisfactory test for it li 
in running an analysis with non-ferrous alloys containing no aluminum. Direct tes 
by acidification followed by precipitation with ammonia, is sufficient if no precipita’ 
is obtained, but is of doubtful value in case one appears, for it may contain oth 
elements, such as iron, which do not affect the results. 

If phosphorus is known to be present, the method should be followed through tl 
first addition of ammonia. If aluminum is indicated, re-acidify the solution with HC 
add macerated paper, two drops of methyl orange, and 10 ml. of a solution of dian 
monium phosphate (10 per cent). Render the solution just ammoniacal, then ju 
restore the pink color with dilute HCl (1 : 3), heat to boiling, and add 30 ml. of a sob 
tion of ammonium acetate (25 per cent). Boil for 5 minutes, filter on an 11-cm. No. ¢ 
Whatman or similar filter paper, and wash with hot NH,NOs solution (5 per cen 
until 5 ml. of the washings no longer give a test for chlorides with acidified AgNC 
Ignite in platinum or procelain, heat at approximately 1100° C. for 10 minutes, ar 
weigh as AlPO,. This method is not. strictly accurate on account of the uncerta 
pamperision of the phosphate, but is sufficiently accurate for all but the most painstakir 
analyses. 


ANTIMONY 
Sb at.wi. 121.76; sp.gr. 6.62; m.p. 630° C.; b.p. 1440° C.; oxides, Sb2O;3, Sb2O., Sb2O; 


Antimony occurs free in nature, but more commonly as gray or black or 
iridescent sulfide, Stibnite, Sb.S;, the chief commercial source of antimony. 
It occurs combined with the heavy metals in form of sulfoantimonides and 
antimonides.! 


DETECTION 


Hydrogen Sulfide precipitates the orange-colored sulfide of antimony 
from fairly concentrated hydrochloric acid solutions (1:4) in which several 
members of the group remain dissolved. Arsenic is also precipitated. The 
latter may be removed by boiling the solution containing the trichloride, AsCls 
being volatile. 

If antimony is already present as a sulfide, together with other elements 
of the hydrogen sulfide group, it may be dissolved out by treating the pre- 
cipitate with sodium hydroxide, potassium hydroxide, sodium sulfide, am- 
monium polysulfide in solution. Antimony sulfide is reprecipitated upon 
acidifying the filtrate. Arsenic and tin will also be precipitated with antimony 
if they are present in the original precipitate. Should a separation be necessary, 
the precipitate is dissolved with hot concentrated hydrochloric acid, with the 
addition of crystals of potassium chlorate, from time to time, until the sulfides 
dissolve. The solution is placed in a Marsh apparatus, pure zinc added and the 
evolved gases passed into a neutral solution of silver nitrate. The black 
precipitate of silver antimonide and metallic silver are filtered off, washed free 
_ of arsenious acid, and the antimonide dissolved in concentrated hydrochloric 
acid (silver remains insoluble). The orange-colored antimony sulfide may now 
be precipitated by diluting the solution with water and passing in H2S gas to 
saturation. 


1 Compounds of antimony were employed in early times by the Hebrews. Metallic 
antimony alloys were used by the Chaldeans in their ornamental vessels, while compounds 
of antimony are known to have been used by the Chinese centuries ago. Antimony 
is now used in a variety of commercial products, in alloys, in paints, in rubber, etc. 
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Minerals which contain antimony, when heated alone or with 3 to 4 parts 
of fusion mixture (K2CO; and NasCOs), on charcoal, yield dense white fumes, 
a portion of the oxide remaining as a white incrustation on the charcoal. A 
drop of ammonium sulfide placed upon this sublimate gives a deep orange stain. 

Hydrolysis.—Most of the inorganic antimony salts are decomposed by 
water, forming insoluble basic salts, which in turn break down to the oxide of 
antimony and free acid. An excess of tartaric acid prevents this precipitation 

Traces of Antimony.2—Nascent hydrogen liberated by the action of zinc 
and hydrochloric or sulfuric acid reacts upon antimony compounds with the 
formation of stibine. This gas produces a black stain on mercuric chloride or 
silver nitrate paper. Details of the procedure are given under the quantita- 
tive method for determining minute amounts of antimony. 

Distinction between Antimonous and Antimonic Salts. 

Chromates form with antimonous salts green chromic salts and antimonic 
salts. 

Potassium Iodide reduces antimonic salts, free iodine being liberated. 


ESTIMATION 


In the decomposition of the sample provision must be made for ores, alloys 
such as Britannia metal, bearing and antifriction metals, type metal, hard lead, 
paints, vulcanized rubber, organic products, etc. 

In the analysis of minerals some antimony would be volatilized, a part 
would remain with silica as the oxychloride, while some would be found with 
the alumina precipitate, unless provision had been made for its previous 
separation. with H.S in acid solution. These facts should be kept in mind in 
preparing samples for determining antimony. 


PREPARATION AND SOLUTION OF THE SAMPLE 


In dissolving the substance containing antimony it must be remembered 
that metallic antimony is practically insoluble in cold dilute hydrochloric, nitric 


2See K. Heller, Mikrochemie 14, 369 (1934) for a summary of microchemical tests. 
Potassium iodide and organic bases such as antipyrine, brucine, 2-amino pyridine, give 
distinctive color reactions with traces of antimony. Gutzeit and Weibl, Chem. Abstracts, 
29, 2471 (1935) treat mixed tin group sulfides with aqua regia, evaporate with HCl, 
place 1 drop of solution on filter paper, add 5 drops of 35% formaldehyde and after 2-3 
minutes 1 drop of KI]-antipyrine reagent. A yellowish brown stain indicates antimony. 
For other tests see Korenman, Z. anal. Chem., 99, 402 (1934); 97, 418 (1934). The 
antipyrine reagent gives a golden yellow ppt. with Sb™! and a brick red ppt. with Sb’ 
and serves to distinguish between the two forms according to Duquenois, Compt. rend., 
197, 339 (1933); Chem. Abstracts, 27, 5675 (1938). 
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| or sulfuric acid and the oxides, Sb2O3 or Sbh2Os, are precipitated in concentrated 
nitric acid. The element, however, is readily soluble in hydrochloric acid con- 
taining an oxidizing agent, such as nitric acid, potassium chlorate, chlorine, 
bromine, etc. The oxides of antimony are soluble in hydrochloric acid and the 
caustic alkalies. 

The element is soluble in hot concentrated H.SO.. In the decomposition 
of the sample the volatility of the chlorides must be keptin mind. This begins 
as low as 110° C. (b.p. SbCl; 223° C.; SbCl; 140° C.). Also the fact that the 
oxychloride of antimony will remain with silica unless dissolved out with HCl of 
sufficient concentration. 


SoLution or SutFipe Ores, Low-crapr OxipEs, ETc.’ 


0.5 to 1 gram of the finely ground ore, placed in a Kjeldahl flask, is mixed 
with 5 to 7 grams of granular or powdered potassium sulfate, and 10 ml. 
of concentrated sulfuric acid. About 0.5 gram of tartaric acid, or a piece of 
filter paper, is added to reduce arsenic and antimony and the mixture heated, 
gradually at first, and then with the full Bunsen flame. The heating is con- 
tinued until the carbon is completely oxidized and most of the free acid driven 
off, leaving a clean fusion but not to complete expulsion of H,SO,. The melt 
is now cooled over the bottom and sides of the flask by gently rotating during 
the cooling. 

About 50 ml. of dilute hydrochloric acid (1 : 1) are added and the melt dis- 
solved by warming gently. The contents of the Kjeldahl flask are transferred 
to an Erlenmeyer flask, the Kjeldahl being rinsed out with 25 ml. of concen- 
trated hydrochloric acid. Arsenic sulfide may now be precipitated with HS 
from the strongly acid solution, whereas antimony, etc., remain in solution. 
The sulfide is filtered off through a double filter, that has been moistened with 
hydrochloric acid (2:1), a platinum cone supporting the filter to prevent its 
breaking. The flask is rinsed out with hydrochloric acid (2:1). The pre- 
cipitate is washed at least six times with the acid. Antimony passes into the 
filtrate together with other elements of the ore. 

The filtrate is diluted with double its volume of warm water and then is 
saturated with hydrogen sulfide. Antimony sulfide, together with other 
elements of the Hydrogen Sulfide Group, will precipitate. These are washed 
with hydrogen sulfide water. Antimony sulfide may now be dissolved by 
addition of sodium sulfide and caustic solution (separation from Cu, Pb, Cd, 
Bi, ete.) (5 to 10 ml. of a mix of 60 grams Na.S with 40 grams of NaOH diluted 
to 1000 ml.). 

The solution containing the antimony is treated with about 2 grams of 
potassium sulfate and 10 ml. of concentrated sulfuric acid and heated as before, 
to destroy liberated sulfur and expel most of the free acid. ‘The melt is dis- 

_ solved in hydrochloric acid, and the antimony titrated according to one of the 
volumetric procedures given under ‘‘ Volumetric Methods.” 


Norr.—An insoluble residue remaining from the acid extraction of the first melt 
may be dissolved by fusion with sodium hydroxide and extraction of the melt with hot 
water. If a precipitate forms when this alkaline solution is acidified with hydrochloric 
acid, the presence of barium sulfate is indicated. 


a Method of A. H. Low modified. 
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Decomposition of the Ores by Fusion with Sodium Hydroxide. 

Oxides.—0.5 to 1 gram of the powdered ore is mixed with about 10 gram 
of sodium hydroxide and placed in a thin-walled iron crucible of 60 ml. ca 
pacity. It is advisable to fuse a portion of the alkali hydroxide in the cru 
cible with a pinch of potassium nitrate and then add the ore mixed with th 
remainder of the sodium hydroxide. The covered crucible is heated until th 
fusion becomes homogeneous. The melt is poured out on a large nickel crucibl 
cover or shallow dish. On cooling, the cake is detached and placed in a cas 
serole containing water, any adhering cake on the cover, or melt remaining i 
the iron crucible, being dissolved with dilute hydrochloric acid and added t 
the sample in the casserole. About 30 to 40 ml. of concentrated hydrochlori 
acid are now added and the mixture heated (casserole covered) until the mel 
has dissolved. Two to 3 grams of tartaric acid having been added to keep anti 
mony dissolved, the solution is diluted to about 300 ml., and antimony is the 
precipitated as the sulfide with hydrogen sulfide. The treatment of th 
precipitate at this stage has been given in the “ Solution of Sulfide Ores.” 

Sulfides—Howard and Harrison* recommend the following procedur 
for fusion of sulfide ores with caustic: 0.5 gram of the powdered ore is fuse 
with a mixture of 8 grams of sodium carbonate and sodium peroxide, 1 : | 
in a nickel crucible. The cooled melt is dissolved with sufficient hydrochlori 
acid to neutralize the alkali and about 15 ml. of concentrated acid added i 
excess. The solution is diluted to 250 ml., antimony being kept in solutio: 
by addition of potassium chlorate. An aliquot portion of the solution is taker 
antimony reduced by metabisulfite and titrated with iodine. 

Treatment of Speisses, Slags, Mattes, etc.*>—0.5 to 2 grams of the sampl 
is treated with 10 to 15 ml. of concentrated nitric acid and the mixture evar 
orated to dryness. Fifteen ml. of concentrated hydrochloric acid are adde 
and the sample transferred to a 350-ml. flask, additional hydrochloric aci 
being used to wash out the beaker. Arsenic is precipitated from the concen 
trated acid solution as the sulfide, and antimony determined in the filtrate. 

Solution of Alloys.—Alloys are generally decomposed by treatment wit 
mixtures of hydrochloric acid together with an oxidizing agent—nitrie acic 
potassium chlorate, bromine, etc. The subject is taken up in detail in th 
chapter on alloys. 

Care must be exercised to prevent volatilization of the chlorides, as ha 
been stated in the introductory paragraph. 

Alloys of Antimony, Lead, and Tin.—0.5 to 1 gram of the finely divide 
alloy is warmed with 100 ml. of concentrated hydrochloric acid until the actio 
subsides. Solid iodine is now added, in small quantities at a time, until th 
alloy completely dissolves. The excess of iodine is now removed by boiling, an 
the small amount of free iodine remaining is neutralized with a few drops of 
weak solution of sodium thiosulfate. Although tin is oxidized to the highe 
state, antimony is not oxidized by iodine in acid solution beyond the trivalen 
form. The solution may now be titrated with standard iodine is presence c 
an excess of sodium bicarbonate according to the procedure given under th 
volumetric methods. 


4Pharm. Jour., 83, 147, 1909. 
5H. E. Hooper’s method. 
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Hard Lead.—The method of solution and titration is given under “ Potas- 
sium Bromate Method for Determining Antimony.” 


ORGANIC COMPOUNDS 


Fuming sulfuric acid and 30% hydrogen peroxide decomposes organic 
compounds containing antimony and other metallic elements rapidly and com- 
pletely. This mixture is said to be superior to sulfuric acid—potassium per- 
manganate, sulfuric-nitrie acid, or hydrochloric-perchloric-persulfate mixtures. 

Procedure——A sample containing approximately 0.1 g. of the element to 
be determined is placed in a Kjeldahl flask with 7 to 10 ml. of 15% fuming 
sulfurie acid (or ordinary conc. acid if the substance is easily decomposed). 
The substance is dissolved, if possible, by a gentle warming. Thirty per cent 
hydrogen peroxide (superoxol) is added drop by drop down the inside surface 
of the flask which is agitated gently. The addition of hydrogen peroxide is 
continued until the solution is at most straw colored. Then the mixture is 
warmed until fumes of sulfur trioxide are abundant. Sometimes more hydro- 
gen peroxide is needed to decolorize the solution; total requirement 1 to 5 
ml. Antimony and arsenic go into solution as arsenate or antimonate. Any 
suitable gravimetric or volumetric method may be used in the determination. 
The method is also applicable to the determination of bismuth, silver, ger- 
manium or mercury; in the last case a reflux condenser is used if the compound 
also contains iodine. 


SEPARATIONS 


Separation of Antimony (together with Members of the Hydrogen Sulfide 
Group) from Iron, Chromium, Aluminum, Cobalt, Nickel, Manganese, 
Zinc, the Alkaline Earths, and Alkalies.—The acid solution of the elements 
is saturated with hydrogen sulfide, the elements of the Hydrogen Sulfide 
Group are precipitated as sulfides, the other elements remaining in solution. 
Antimony sulfide may be precipitated from an hydrochlorie acid solution con- 
taining 15 ml. of concentrated acid per 100 ml. of solution; lead and cadmium 
are incompletely precipitated. 

Separation of Antimony (together with Arsenic and Tin) from Mer- 
cury, Copper, Bismuth, Cadmium, and Lead.—The sulfides of antimony, 
arsenic, and tin are soluble in a mixture of sodium hydroxide and sodium sulfide, 
the soluble sulfo salts being formed, mercury, copper, bismuth, cadmium, 
and lead remaining as insoluble sulfides. The following procedure may be 
used for alloys free from members of other groups. The acid solution is treated 
with 3 to 5 grams of tartaric acid and diluted slightly (more tartaric acid being 


- added if the solution becomes turbid), then poured into 300 ml. of a mixture of 


sodium sulfide and sodium hydroxide (150 ml. of the mix described under 
“Solution of Sulfide Ores * diluted to 300 ml.). The mixture is warmed and 
the insoluble sulfides allowed to settle out. The solution is filtered free of 
the precipitate and the latter washed. The filtrate is acidified with hydro- 
chlorie or sulfuric acid and saturated with hydrogen sulfide. The sulfides of 


‘§ Tabern and Shelberg, Ind. Eng. Chem., Anal. Ed. 4, 401 (1932). 
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arsenic, antimony and tin are now filtered off and treated as described later. 

Separation of Arsenic, Antimony, and Tin.—Method 1. The sulfides may 
be dissolved in concentrated hydrochloric acid by addition of potassium chlo- 
rate to oxidize the sulfur to sulfuric acid. This oxidation may be effected in 
the alkaline solution of the sulfo salts by addition of 30% hydrogen peroxide 
in small portions until the yellow solution is completely decolorized and then 
1 to 2 ml. in excess, the solution then boiled to oxidize completely the sulfides 
to sulfates and to remove the excess of peroxide. The solution is then acidified, 
the precipitation of the sulfides and the subsequent filtration and resolution 
being avoided. 

Removal of Arsenic.—This may be accomplished by volatilizing arsenic as 
arsenic trichloride in a concentrated hydrochloric acid solution by boiling. If 
arsenic is to be determined the procedure given under the chapter on arsenic 
is followed, the arsenic being distilled in a current of hydrochloric acid gas. 
If arsenic is not desired it may be expelled by reducing the solution with 
sodium metabisulfite or potassium iodide and boiling. Antimony and tin 
remain in the concentrated acid solution. 

The separation of arsenic from antimony and tin may be effected by removal 
of the former in a concentrated hydrochloric acid solution as described under the 
section “‘ Preparation and Solution of the Sample,”’ arsenic being precipitated 
by hydrogen sulfide, whereas antimony and tin remain in solution. 

The temperature should be kept below 108° C., otherwise SbCl; will start to 
volatilize (110° C.). 

Separation of Antimony from Tin.—Upon the removal of arsenic, anti- 
mony may be determined directly in the presence of tin by one of the volu- 
metric methods given later. If a gravimetric separation is desired, it may be 
made according to a modification of Clark’s method,’ which depends upon the 
fact that antimony is completely precipitated from a solution containing oxalic 
acid, by hydrogen sulfide, whereas tin is not. The tin must be in the stannic 
form, otherwise the insoluble crystalline stannous oxalate will form. 

If the mixture is acid, it is neutralized with caustic and twenty times the 
weight of the Sn and Sb present added in excess, e.g., 2 grams potassium 
hydroxide in excess for every 0.1 gram of tin and antimony present in the solu- 
tion. About ten times as much of tartaric acid is now added as the maximum 
weight of the two metals, followed by 30% hydrogen peroxide to oxidize the 
tin. The excess of peroxide is removed by boiling. To the slightly cooled 
solution a hot solution of pure oxalic acid is added, 5 grams of oxalic acid for 
each 0.1 gram of the mixed elements. CO:+Oz2 are evolved. The solution 
is boiled for about ten minutes and the volume made up to about 100 ml. 
Hydrogen sulfide is rapidly passed into the boiling solution until a change 
from a white turbidity to an orange color takes place and antimony begins 
to precipitate. The passage of the gas is continued for fifteen minutes, the 
solution diluted with hot water to a volume of 250 ml. and hydrogen sulfide 
passed into the boiling solution for another fifteen minutes. The flame is now 
removed and the H.S “ gassing ” continued for ten minutes longer. The pre- 
cipitated antimony pentasulfide is filtered off in a weighed Gooch crucible. 
It may be determined gravimetrically as Sb.S3, according to the procedure 


7 The original procedure may be found in Chem. News, Vol. XXI, p. 124. 
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given later, by washing with 1% oxalic acid and dilute acetic acid, by decan- 
tation, the solutions being hot and saturated with hydrogen sulfide, The 
precipitate washed into the crucible is dried in a current of CO» at 280 to 
300° C. and weighed as Sb.S83. 

Tin may be determined electrolytically in the filtrate evaporated to about 
150 ml., the oxalic acid being nearly neutralized with ammonia. See Electro- 
lytic Determination of Tin. 

Antimony may be separated from tin in a hot hydrochloric acid solution 
by addition of pureiron. The iron and tin sulfides are dissolved in concentrated 
hydrochloric acid plus a few crystals of potassium chlorate. The solution 
should contain about 10% hydrochloric acid, more hydrochloric acid being 
added as the iron dissolves. Antimony is precipitated as metal. 

Method 2. Arsenic, antimony and tin may be separated successively by 
distillation. For this purpose it is best to dissolve the sulfides in concentrated 
sulfuric acid, or to attack complex mixtures such as ores, slags, scums, alloys, etc. 
with nitric acid followed by sulfuric.’ Prior to distillation the solution is evapo- 
rated to 4 ml. in a 150 ml. round-bottom flask with a 
13-14 em. neck which is 2.5 cm. wide. The flask is pro- 
vided with a distilling head, dropping funnel, condenser 
and receiver (750 ml. flask containing 50-100 ml. water, 
as shown in Fig. 6). From 1 to 1.5 g. of hydrazine sul- 
fate is added to the sulfuric acid solution and a few ml. 
of water, and the stopper and other accessories are 
connected as indicated in Fig. 6. 80 ml. of conc. hydro- 
chloric acid are run in, and then 1 g. of borax in 3 ml. 
of water, followed by a little more of the acid. A small 
flame is used in the distillation and CO: is passed in at 
a slow bubbling rate. The volume of liquid in the dis- 
tilling flask is never reduced to less than five times the 
volume of sulfuric acid that was present. About 80 ml. 
distill in 40 minutes. When it is expected that all of 
the arsenic has distilled, the receiver is changed and 
20-30 ml. of conc. hydrochloric acid are added to the 
distilling flask. Finally a portion of the distillate is 
tested with methyl orange and 0.1 N KBrO; to prove Fig. 6.— Apparatus 
that no more arsenic is being distilled. The arsenic may edie a a Regia 

Z senic, Antimony and 
be determined in the combined distillates by any con- Tin. 
venient volumetric or gravimetric procedure. 

To remove antimony from the distilling head, let a little conc. HCI flow 
through, then put a stopper in the lower end of the head and allow cone. HCl 
to stand in contact with the glass fragments for 10 minutes; this acid is used 
in the distillation of the antimony chloride. Add 7 ml. of 85% phosphoric 
acid, sp. gr. 1.7, or double this amount if the tin percentage is high. Connect 
the flask with the condenser as indicated in Fig. 7. The receiver contains 
50-100 ml. of water. Start adding conc. HCl after the temperature is 150° C. 
and distill at a rate of 1 drop per 1-2 seconds. The antimony distills in 40-50 

8H. Biltz, Z. anal. Chem., 81, 82 (1930); 99, 1 (1934). See Plato, Z. Anorg. Chem., 


68, 26 (1911); Z. Anal. Chem., "50, 641 (1911); Hartmann, 7. Anal. Chem.; , 58, 148 (1919). 
See also K. Rohre, Z. Anal. Chem., 65, 109 (1924). 
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minutes. Test with fresh receiver and treat some of the distillate with Hos 
until no more antimony chloride distills. The tin is retained by the phos 
phoric acid. The antimony in the distillate may be determined gravimetrically 
or volumetrically. 


Fig. 7.—Apparatus for Separation of Antimony and Tin. 


Distillation of Tin —Mix 1 part of 40% HBr, sp. gr. 1.4, with 3 parts o 
cone. HCl and add to the distilling flask as in case of the antimony distillation 
but keep the temperature at 140° C. or lower because bismuth is distilled a 
temperatures above 145°. 

An all-glass apparatus suitable for the separation and determination ) 
large or small quantities of arsenic, antimony and tin by the distillation methoc 
has been described by J. A. Scherrer.? The apparatus consists of a droppin; 
bulb (50-ml.) for the acid connected through a stop-cock to an enlarged sectior 
provided with a side-arm tube for the introduction of CO», and thence by ¢ 
3-4 mm. tube to the bottom of the 200-ml. distillation flask which is providec 
with a thermometer well extending nearly to the bottom of the flask. The 
neck of the flask is 2-5 cm. in diameter; a side tube is sealed to a bulb-typ« 
condenser. 

The solution is prepared by HNO;—H.SOu, attack and all but 5 ml. of th 
latter are evaporated off; 30-40 ml. of sulfurous acid are added and the solutior 
is evaporated to 10 ml. and transferred with 100 ml. of HCl to the distillin; 
flask. The arsenic is distilled off at 111-112° C., until the residual volume i 
50 ml. Then 25 ml. more of acid are added and the solution is distilled dowr 
to 50 ml. The receiver contains 50-100 ml. of water. 

The receiver is changed and the antimony chloride is distilled in a CO 
stream after 7 ml. of 55% H3;PO, has been added, until 75 ml. of HCl, addec 
at the rate of 30-40 drops per minute, have been distilled over. The receive: 
is changed and 25 ml. more of the acid are added and distilled in the sam 
manner. The temperature during distillation is 155-165° C. 


9 J. A. Scherrer, J. Res. Nat’l. Bureau of Stands., 16, 253 (1936). 
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The solution is cooled to 140° C., the receiver is changed and a mixture of 
HCl (8 parts) and HBr (1 part) is added at 30-40 drops per minute. After 
50 ml. of the mixed acid have been distilled the receiver is changed and 25 ml. 
more of the mixed acid are added and distilled. 

The arsenic, antimony and tin are determined by conventional procedures. 

Separations in the Presence of Fluoride.—Trivalent antimony and arsenic, 
together with copper, lead, bismuth, and cadmium are separated from stannic 
tin in solutions that contain a moderate amount of hydrochloric or sulfuric 
acid together with 2-5 ml. of 48% hydrofluoric acid per 100-500 ml. by passing 
in hydrogen sulfide. Vessels of platinum, paraffin, glass coated with paraffin, 
baekelite, or other synthetic resins, or even glass may be used. (The latter 
only when one works rather rapidly; the filtrate must be stored in a more 
resistant vessel, or else treated with 4 g. of boric acid to bind the fluoride.)!° 
These methods are excellent for the separation of the various elements from 
Lida 

Separation of Small Amounts of Antimony (together with P, Se, Te, V, 
Sn, W) from Molybdenum.—To the ammoniacal solution sufficient ferrie iron 
solution is added to form the basic iron salts of the elements in question. 
Molybdenum remains in solution. Basic ferric antimonate (together with the 
elements mentioned above) remains in the precipitate. 

Separation from Silicon.—Evaporate to fumes with sulfuric acid. Cool 
and dilute with ten volumes of water and filter from the insoluble SiOz. Anti- 
mony passes into the filtrate. 


GRAVIMETRIC METHODS FOR THE DETERMINATION 
OF ANTIMONY 


The accuracy and rapidity of volumetric methods for the determination 
of antimony leave little to be desired in the estimation of this element, so that 
the more tedious gravimetric methods are less frequently used. The following 
procedures are given in view of possible utility in certain analyses. 


10 McCay, ‘Separation of Antimony and Tin,” J. Am. Chem. Soc., 31, 373 (1908); 
“Separation of Tin and Arsenic,’’ J. Am. Chem. Soc., 45, 1187 (1923); ‘Separation 
Arsenic and Antimony,” J. Am. Chem. Soc., 50, 368 (1928); “Analysis of Tin-Antimony 
Alloys,” J. Am. Chem. Soc., 32, 1241 (1910). 

1 The tin may be determined by removing the fluoride by evaporation (platinum 
vessel), or by binding the fluoride with boric acid, after which the tin may be precipi- 
tated as stannic sulfide, or with cupferron, or deposited electrolytically. The last 
process is not complete for 1-2 mg. of tin usually fail to be deposited. Furman, Ind. 
Eng. Chem., 10, 1071 (1923). Sand, Analyst, 59, 335 (1934). 
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DETERMINATION OF ANTIMONY AS THE TRISULFIDE, Sb.S;!2 


Although hydrogen sulfide passed into a cold solution tends to precip- 
itate SbS;, in hot strongly acid solutions the lower sulfide, SboS3, tends to 
form. The higher sulfide is decomposed at 230° C. with formation of Sb.S; 
and the volatilization of sulfur. A temperature % of 280 to 300° C. is even 
more favorable for this transformation. The method takes advantage of these 
conditions for formation of antimony trisulfide, in which form it is weighed. 

Procedure.—The solution of antimony, free from arsenic and elements 
precipitated by HS in acid solution, is treated in an Erlenmeyer flask with 
concentrated hydrochloric acid until the solution contains about 20% of 
the concentrated acid. The mixture is heated to 90 to 100° C. and a slow 
current of hydrogen sulfide is passed into the hot solution until the precipitate 
passes from a yellow color through an orange and finally becomes a dark red 
to black color. The flask is agitated gently to coagulate the precipitate, which 
settles in a crystalline form. The solution is diluted with an equal volume of 
water, washing down the walls of the flask. A slight turbidity is generally 
seen, due to precipitation of a small amount of antimony that remains in solu- 
tion in a strong acid solution. H.S is now passed into the diluted solution 
until it becomes clear; thirty-five to forty minutes are usually sufficient to pre- 
cipitate all the antimony. The precipitate is transferred to a weighed Gooch 
crucible, washed with small portions of water containing hydrogen sulfide, 
and finally with pure water. 

It is a common practice, at this juncture, to wash the precipitate with car- 
bon disulfide or carbon tetrachloride to remove precipitated sulfur. Alcohol 
is now used, followed by ether, and the precipitate sucked dry. 

The Gooch crucible is placed in a large combustion tube and heated in a 
current of dry, pure COz at 130° C. for an hour. The temperature is now 
raised to 280 to 300° C. and the heating continued for two hours. The residue 
will consist of pure Sb2S3. 


SbSs 0.7169 = Sb, or SbS3 xX 0.8582 = Sb20sz. 


Notrs.—Antimony may be determined by oxidation of the sulfide precipitate 
by means of fuming nitric acid. The mixture evaporated to dryness is ignited and 
the residue weighed as Sb.O.. The temperature of the ignition should be between 
750 to 800°C. The volatile trioxide forms at a little above 950° C. The procedure 
requires greater care than the sulfide method and possesses no advantages. 

Pure carbon dioxide may be obtained from limestone placed in a Kipp generator. 
The gas is dried by passing it through strong sulfuric acid. It should be free from 
oxygen of the air. It is advisable to sweep out the air from the generator before attach- 
ing it to the combustion train. The air in the tube is swept out with carbon dioxide 
before heating the sample. 

Properties of Sb2S3: m.w., 339.70; sp.gr., 4.65; fusible and volatile; solubility, 0.000175 
eon per 100 ml. H.O; decomposed by hot H,O; soluble in alkalies, NH4HS, KS, conc. 

1. 


DETERMINATION AS THE OXIDE, Sb20, 


The sulfide of antimony obtained as described in the first procedure is 
treated with ammonium hydroxide and hydrogen peroxide added in excess and 


12 Method of Vortmann and Metzel modified. 
13 Paul, Z. anal. Chem., 31, 540, 1892. 
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the solution evaporated in a weighed crucible to dryness, with the necessary 
precautions, and, after being moistened with concentrated sulfuric acid, ignited 
to expel the ammonium salts. The residue is weighed as Sb2O.. 


ELECTROLYTIC DETERMINATION OF ANTIMONY * 


The chief condition for the success of the electrolytic deposition of antimony 
in metallic form is the absence of polysulfides, since these substances prevent 
the element from being deposited, 28b+3Na.82=2Na;Sb8;. The formation 
of polysulfides may be prevented during electrolysis by addition of potassium 
eyanide to the solution, NasS2+KCN=NaS+KCNS. 

The results of this method, according to F. Henz, are invariably too high 
by 1.5 to 2% of the total antimony present in the solution. The sample for 
analysis should contain not over 0.2 gram antimony. 

Procedure.—Antimony precipitated as the sulfide is washed and then 
dissolved off the filter by pouring pure sodium sulfide solution (sp.gr. 1.14) 
over the precipitate, the solution being caught in a weighed platinum dish, 
with unpolished inner surface. The total volume of the solution should be 
not over 80 ml. (if less than this, additional NaS solution is added to make 
upto 80ml.). Sixty ml. of water followed by 2 to 3 grams of potassium cyanide 
(C. P.) are added and the cyanide dissolved by stirring with the rotating anode. 
The solution heated to 60 to 70° C. is electrolyzed with a current of 1 to 1.5 am- 
peres, E.M.F.=2 to 3 volts. Two hours are generally sufficient to deposit all 
the antimony. The light-gray deposit adheres firmly upon the cathode. The 
deposition is better if the cathode is roughened by means of a sand blast. 
With an amperage of 0.2 a longer period of 12 to 15 hours will be required for 
complete deposition. Without breaking the eurrent the solution is siphoned 
off, while fresh water is being added, until the current ceases to flow through the 
liquid. The cathode is washed thoroughly with water, followed by alcohol 
and ether, and then dried at about 80° C., cooled in a desiccator and weighed. 

The antimony deposits may be removed by heating with a solution of alkali 
polysulfide or by a mixture of equal parts of saturated solution of tartaric 
acid and nitric acid. 

4 Method first proposed by Parrodi and Mascazzini, Z. anal. Chem., 18, 587, 1879, 
modified by Luckow, Z. anal. Chem., 19, 13, 1880, and Iater improved by Classen 
Gill Nera Perichte. 14, 1629, 1881; 17, 2474, 1884; 18, 408, 1885; 27, 2074, 1894. 

F. Henz, Z. anorg. Chem., 37, 31, 1903. 
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VOLUMETRIC METHODS 


POTASSIUM BROMATE METHOD FOR 
DETERMINING ANTIMONY? 


Outline.—This method is of special value in determining antimony in hard 
lead and alloys. It was first suggested by Gyéry and later modified by Siedler, 
Nissensen and Rowell.1° The process is based upon the oxidation of antimony 
from the trivalent to the pentavalent form by potassium bromate, the follow- 
ing reaction taking place: 


KBrO;+38bCl3+6HCl=38bCl;+KBr+3H.0. 


Standard Solutions. 


Antimony Chloride Solution.—Six grams of the C. P. pulverized metal are 
dissolved in 500 ml. of concentrated hydrochloric acid together with 100 ml. 
saturated bromine solution, more acid and bromine added if necessary to effect 
solution. After expelling the bromine by boiling, about 200 ml. concentrated 
hydrochloric acid are added and the whole made up to 1 liter. Fifty ml. 
=0.3 gram antimony. 

N/10 Potassium Bromate Solution—2.7835 grams of analytical reagent 
salt, recrystallized and dried at 150° C., are dissolved in water and made up 
to 1 liter. The solution may be standardized against pure antimony or arseni- 
ous oxide. One ml. of N/10 KBrO;=0.006088 gram Sb. 

Methyl Orange.—0.1 gram M. O. per 100 ml. of distilled water. The indi- 
cator should be free from sediment. 

Saturated Bromine Solution.—500 ml. concentrated hydrochloric acid satu- 
rated with 70 ml. of bromine. 

Procedure. Solution.—One gram of the finely divided alloy is brushed intc 
a 500-ml. beaker, 100 ml. of concentrated hydrochloric acid and 20 ml. of satu- 
rated bromine solution are added. The beaker is covered and placed on the 
steam bath until the metal dissolves. It may be necessary to add more bromine 
and acid to effect complete solution. In case the oxides of antimony and tin 
separate out and do not redissolve, fusion with sodium hydroxide may be 
necessary. Bromine is now expelled by boiling the solution down to about 40 
ml. 

Reduction.—One hundred ml. of concentrated hydrochloric acid and 10 ml. 
of a fresh saturated solution of Na2SO3 are added and the solution boiled down 
to 40 ml., on a sand bath, to expel arsenic and the excess of normal sodium 
sulfite. Samples high in arsenic may require a repetition of the reduction. 

Titration.—The cover and sides of the beaker are rinsed down with 20 ml. 
of hydrochloric acid (sp.gr. 1.2) followed by a few ml. of hot water and the 
solution heated to boiling on a sand bath. The standard bromate solution 
is now run into the hot solution of antimony to within 2 to 3 ml. of the end- 
point, this having been determined in a preliminary run with methyl orange 
added in the beginning, 4 drops of methyl orange are added and the titration 
completed cautiously until the color of the indicator is destroyed. If iron 


1S. Gyory, Z. anal. Chem., 32, 415, 1893. J.B. Duncan, Chem. News, 95, 49, 1907. 
16 H. W. Rowell, J. Soc. Chem, Ind., 25, 1181 (1907). 
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or copper is present the final product will appear yellow. Since the end- 
reaction is slow the last portion of the reagent should be added drop by drop 
with constant stirring. 

1 ml. N/10 KBrO;=0.006088 gram Sb. 


Norrs.—Since antimony chloride begins to volatilize at 110° C. and boils at 223° C. 
it is advisable not to carry the concentration too far while expelling arsenic. 

Lead, zinc, tin, silver, chromium, and sulfuric acid have no effect upon the deter- 
mination, but large quantities of calcium, magnesium, and ammonium salts tend to 
make the results high. Low '’ found that copper produced high results, approximately 
.012% too high for every 0.1% of copper present. With larger amounts of copper, the 
end-point became difficult to detect owing to the depth of the yellow color, so that in 
case of brass and copper alloys, the method must be modified by a procedure for removal 
of the copper. Lead up to 95% caused no difficulty. Iron, in amounts such as are 
commonly met in alloys of lead, does not interfere. 

During the course of analysis antimony may be isolated as the sulfide; this is 
dissolved in concentrated hydrochloric acid, and reduced and concentrated to expel 
arsenic that may be present as a contamination, and the resulting solution titrated with 
potassium bromate as directed above. 

Sources of Error. (a) Imperfect volatilization of arsenic. (b) Incomplete expulsion 
of SOs. (c) Over-titration if insufficient hydrochloric acid is present. 

No loss of antimony occurs at temperatures below 108° C. 


POTASSIUM IODIDE METHOD FOR DETERMINING ANTIMONY 


Procedure.—To 1| gram of fine sawings or filings in a 16-oz. Erlenmeyer flask 
add 60 ml. of concentrated hydrochloric acid and heat on an asbestos board or on 
the water bath just below boiling. When hydrogen is no longer evolved, decant 
the liquor and wash twice with concentrated hydrochloric acid, retaining the 
antimony in the flask. Now dissolve the antimony by adding 15 ml. of con- 
centrated hydrochloric acid and solid potassium chlorate, a few crystals at a 
time, until the antimony is in solution, the liquid being kept hot. Expel 
chlorine by boiling, add 50 ml. of concentrated hydrochloric acid and again bring 
to boiling. Cool and add 20 ml. of 20% potassium iodide solution and 1 ml. of 
carbon disulfide or tetrachloride. Titrate the liberated iodine with tenth- 
normal sodium thiosulfate. The brown color will gradually disappear from 
the solution and the last traces of free iodine will be collected in carbon disulfide 
or carbon tetrachloride, giving a pink color. When this pink color disappears 
the end-point has been reached. 

One ml. N/10 NazS,03;=0.006088 gram Sb. 

Na.S.O; is standardized against .3 gram antimony as in case of Potassium 
Bromate Method, the above procedure, however, being followed. Antimony 
must be free from copper and arsenic. 


Norrs.—tThe following reversible reaction is of interest: ‘‘R’”’ representing a tri- 
valent metal with oxidation to pentavalent form. 


R.03;+21,+2H.0 =R,0;+4HI. 

The reaction goes to the right when an alkali is present to neutralize the free acid 
formed; e.g., Mohr’s process for determining arsenic by titration of the lower oxide 
with iodine in presence of sodium bicarbonate, The reaction goes to the left in presence 
Sa strong acid; e.g., Weller’s process for the determination of antimony in an acid 
solution. 


17 A, H. Low, “Technical Methods of Ore Analysis.” 
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The solution should not contain more than 4 of its volume of hydrochloric acid 
(sp.gr. 1.16), since too much hydrochloric acid gives high results, owing to the action 
of hydrochloric acid on potassium iodide. Too little acid leads to the separation 
of basic iodides and chlorides of antimony. The solution is best boiled down to 20% 
hydrochloric acid (above strength). 

Stannous chloride may be used in place of thio-sulfate in titration of iodine. 


SbCl;+2KI =SbCl,+2KCI]+I, and I,+SnCl.+2HCl =SnCl,+2H1. 


DETERMINATION OF ANTIMONY BY OXIDATION WITH IODINE 


The procedure originated by Mohr and modified by Clark depends upon 
the reaction Sb.03;4+21.+2H.O=Sb.0;+4HI1. 

The reaction takes place when iodine is added to a solution of antimonous 
salt in presence of an excess of alkali bicarbonate. In an acid solution oxida- 
tion with iodine does not go beyond Sb20O3. 

Procedure. Solution.—The sample is brought into solution by one of the 
procedures given under “ Preparation and Solution of the Sample.”’ Alloys 
of antimony, lead, and tin are treated according to directions given for this 
combination. 

Titration.—To the hydrochloric acid solution of antimony is added tar- 
taric acid or Rochelle salts, the excess of the acid neutralized with sodium car- 
bonate, the solution made barely acid with hydrochloric acid and a saturated 
solution of sodium bicarbonate added in the proportion of 10 ml. bicarbonate 
solution for each 0.1 gram of Sb2O3. Starch is added as an indicator and the 
solution titrated with N/10 iodine. 

1 ml. N/10 iodine =0.006088 gram Sb. 


Norr.—tThe titration should be made immediately upon addition of the sodium 
salts. Addition of the starch’as the end point is approached will result in a more intense 
blue color. 


PERMANGANATE METHOD 


Antimonous salts may be titrated with standard potassium permanganate. 
The iron value for the permanganate multiplied by 1.075, or the oxalie acid 
(C:H20,4:2H2O) value multiplied by 0.9532, will give the antimony value. 


DETERMINATION OF ANTIMONY IN Brass- PERMANGANATE METHOD 


Reagents. Potassium Permanganate.—0.3 g. of KMnO, is dissolved in 
water and made to 1000 ml. The reagent is standardized against 25 mg. of 
pure antimony that has been dissolved in 15 ml. of boiling sulfuric acid and 
treated as described in the procedure below, under 4 and 5. 

Procedure.—1. A sample of 5 grams of brass is dissolved in a 250-ml. 
beaker in 25 ml. of concentrated nitric acid (d. 1.42). After the action has 
ceased the solution is boiled to expel the oxides of nitrogen. Now 125 ml. of 
boiling water are added and the solution allowed to settle for an hour or more, 
keeping the temperature just below boiling. The tin and antimony precipi- 
tates are filtered on double 9 cm. closely woven filter papers, keeping the 
solution hot, and then washed with boiling water. The filtrate is discarded. 

2. The papers and residue, transferred to a 400-ml. beaker, are treated with 
25 ml. of concentrated nitric acid (d. 1.42), 5 grams of ammonium persulfate, 
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and 15 ml. of concentrated sulfuric acid (d. 1.84) and boiled down to strong 
fumes. (The reaction may be conveniently carried out in a “ copper flask ” 
of pyrex glass.) If the solution is brown, 5 ml. of concentrated nitric acid are 
added to the cooled solution and about 1 gram additional of persulfate and the 
boiling to fumes repeated. 

3. When the solution is colorless, it is cooled, 20 ml. of water added, to- 
gether with 20 ml. concentrated hydrochloric acid (d. 1.20) and (cautiously) 
1 gram of sodium sulfite and the SO2 completely expelled by gentle heating for 
10 minutes, or longer. 

4. The solution is diluted with 200 ml. of water, and cooled under running 
water to 10° to 12° C., then titrated with the standard potassium permanganate 
solution to a decided pink color. 


Notrs.—Antimony is precipitated quantitatively with meta-stannic acid in alloys 
containing a large amount of tin. 

The filter paper is destroyed by ammonium persulfate and nitric acid, while tin 
and antimony go into solution with the sulfuric acid. Fuming nitric and sulfuric acids 
may be used, in place of the persulfate and nitric acid, but are not so efficient. 

The solution is kept hot to prevent solution of the meta-stannic acid. 

Arsenic in the alloy necessitates a correction. 


In case of alloys containing considerable amounts of tin and antimony, 
smaller samples should be taken and stronger potassium permanganate solution 
than is recommended for brass. 

Should the oxides remain undissolved upon fuming with sulfuric acid, 
a small piece of filter paper added (4 inch square) will effect reduction and 
solution of the oxides. The solution should be heated until the carbon of 
the filter is destroyed and the solution clears and becomes colorless. 

Acidity with HCl—10 to 20 per cent by volume of concentrated HCl—is 
permissible. 


INDIRECT EVOLUTION METHOD 


The method depends upon the evolution of H.S from the sulfide of anti- 
mony decomposed by concentrated hydrochloric acid, the amount of hydrogen 
sulfide being the same for either SbeS3 or Sb2S;, the following reactions taking 
place. Other sulfides must be absent. 

1. Sb253;+6HCl= 28bCl1;+3H:8. 

2. Sb2S;+6HCI= 2SbCl,+28+3H.S. 

The details of the method are practically the same as determination of 
sulfur by the evolution method in the analysis of iron and steel. See chapter 
on Sulfur. The antimony sulfide precipitate is placed in the evolution flask, 
concentrated hydrochloric acid added with an equal volume of water and the 
evolved hydrogen sulfide absorbed in an ammoniacal solution of cadmium 
chloride. The precipitated cadmium sulfide is then titrated with iodine in an 
acid solution. 

One ml. N/10 I=0.001603 gram S, since 88 =2Sb, therefore Sb =S 2.582, 
hence, 1 ml. N/10 I=0.004059 gram Sb. 

Analysis of Stibnite.—The method worked out by McNabb and Wagner 8 
makes use of the evolution method for determination of sulfide sulfur with 


18 Wallace M. McNabb and E. G. Wagner, Ind. Eng. Chem., Anal. Ed. 1, 32, 1929; 
ihid., 2, 251, 1930. 
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additional provision for free and sulfate sulfur, which the mineral is apt to 
contain. Antimony is determined in the hydrochloric acid solution of antimony 
that remains in the evolution flask. A simple apparatus, made up of apparatus 
commonly found in an analytical laboratory, may be used. Carbon dioxide 
gas passed through assists in the complete sweeping out of H.S into the cadmium 
chloride solution. Illustration of the apparatus and details of the analysis 
may be found in the original articles of these authors in the references given. 

Other Methods.—Antimony may be reduced to the trivalent condition by 
shaking its solution with mercury.!® This method may be applied to the solu- 
tions which contain arsenic and stannic acids as well as cadmium and bismuth 
in hydrochloric acid solution. Cupric salts are reduced to cuprous, but the 
latter are selectively reoxidized if air is bubbled through the solution for fifteen 
to twenty minutes. 

Procedure.—Place the solution acidified with about one-sixth of its volume 
of cone. hydrochloric acid in a glass bottle provided with a well-ground stopper 
and of capacity 150 to 250 ml. Add 20 to 25 ml. of pure mercury. Displace 
the air in the bottle with carbon dioxide. The bottle is then shaken five 
minutes by hand or by machine, in ordinary cases. If, however, the antimony 
is in the form of pyroantimonate a period of one hour is necessary for the 
reduction with vigorous shaking. After reduction the solution is decanted 
through a filter and the reductor is washed free of antimony with 1 to 9 hydro- 
chloric acid. If copper is present, the filtrate and washings must be treated 
with a rapid current of air. If the amount of copper is from .02 to .06 grams, 
the results for antimony will be 0.3 to 0.5 mg. too low. Otherwise, the method 
gives practically perfect results. 

If antimony and arsenic are present in a mixture their sum may be deter- 
mined by titration with bromate, and afterwards the antimony may be selec- 
tively reduced as described. Any one of the oxidizing agents potassium, 
bromate, iodate or ceric sulfate may be used in the titration of the antimony.” 


DETERMINATION OF SMALL AMOUNTS OF ANTIMONY 


Details of this procedure were worked out by Mr. W. Shelton, under the 
direction of Mr. W. C. Ferguson, chief chemist, and Mr. E. Fitzpatrick, first 
assistant chemist, Nichols Copper Company. The method is accurate and is 
of special value in determining traces of antimony in copper and in alloys. 


19 McCay, Ind. Eng. Chem., Anal. Ed. 5, 1, 1933. 

20 The titration with ceric sulfate is selective for antimony in the presence of minor 
proportions of arsenic. The solution should contain 15% by volume of concentrated 
hydrochloric acid. The end point is determined by the bleaching of a drop of 0.1% 
methylorange solution. Cf. Rathsburg, Ber., 61, 1663 (1928); Furman, J. Am. Chem. 
Soc., 54, 4235 (1982). 
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Since arsenic may also be determined a separation by distillation is necessary 
if the latter is present. 


Description of Generator 


The generator consists of three separate parts: 

1. Glass cap which is placed over funnel A, to hold the disc of test paper in place. 

2. F-G, this part of the apparatus has two small parts: F, which is a tube of glass 
13” long, zs’’ wide, fitted into a rubber tube G {;"’ wide, which in turn is fitted into the 
lower part of funnel A. The part F is a very important one and care should be taken 
i hive exactly the same size glass tubing and that distance from the top of A to top 
of Fis 35”’. 

The entire apparatus consists of parts A, B, C, D, EL, F, G. 

A. The funnel for test paper. 

B. Bulb for holding cotton saturated with lead acetate to absorb any H.S gas 
should any be present when generator is operating. Use 0.5 gms. of cotton. 

C. This part extends to #, which has two purposes: No. 1. For introducing acid, 
HO, the test, etc., without opening the apparatus. No. 2. As a safety valve, should 
the apparatus become clogged or stopped up the pressure will exert itself in this direction. 

D. Upper part acts as condenser. The lower part is ground to fit the bottle No. 3. 

E. This part is explained in C. 

3. This part is the bottle which has 250-ml. capacity 
with a ground mouth to receive the No. 2 part of 
generator. 

Norts: All generators must be madeand assembled as 
nearly uniform as possible to assure concordant results. 

4. This figure shows the manner in which the test is 
placed on funnel A, and how the cap fits over and holds 
the test paper in position. See Fig. 8. 


Chemicals and Solutions 


All chemicals and solutions must be previously 
tested for arsenic and antimony before using. 


HCI—C.P. Cone. redistilled, As and Sb free. 

HNO;—C.P. Conc. 

NH,OH—C.P. Conc. 

Fe(NO;);—5 lbs. to 9 liters, about 3% solution. 

KClO;—Use dry crystals. 

FeCl,—2 lbs. to 2 liters. 

ZnCl.—20 lbs. to 9 liters HCl (purified by dissolving 15 
g. zinc in 500 ml. of the above stock solution). 

Zinc Shot—Wash in dilute HCl before using. 

SnCl, solution—52.5 g. per liter. 

5% HgCl. used for test paper. 5 g. to 100 ml. H.O. 
(Cut with die into circles of 13’’ in diameter.) 
10% Pb (C2H;02)2 for cotton. 10g. to 100 ml. H.O. pias 
5% NH,OH, for developer of test paper, 200 ml. een eens Traces 

NH.OH per liter. c y: 
1% AuCl; solution. 


Preparation of Test Paper.—The paper used must be selected, when purchased, for 


'- evenness of thickness and texture in sheets of 24’’* 40”. 


The above sheets are cut in half and saturated with a 5% HgCl, solution—the wet 
sheet is then placed on a glass plate and the surplus solution is squeezed out with a 10’ 
rubber roller, which is rolled over the paper twice. Care must be exercised to roll the 
paper evenly and with good pressure using the same conditions for each sheet. The 
sheet is now hung over a line to dry, in a warm place away from the sunlight or any 
influence of hydrogen sulfide. Do not dry paper in oven. When dry the paper is 
cut with die into pieces of 13’’ in diameter. Keep the discs of test paper in a dark- 
brown bottle and away from the light until used. 

Enough test paper should be made at one time to last for about 3 months. 
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Each new lot made should be tested with known amounts of As and Sb and com- 
pared with standards, before using. Should they not check close it is advisable to make 
new set of standards from the test paper just made. 

Preparation of Lead Acetate Cotton.—A roll of absorbent cotton is opened and satu- 
rated with a 10% solution of lead acetate and surplus drained off, then hung on a line 
to dry in a warm place away from the influence.of hydrogen sulfide. Do not dry in 
oven, When dry, place in stoppered bottle until used. 


Precautions 


Blank.—A blank test should be run with each day’s work, using all the reagents 
used in actual tests. 

The stain obtained on test paper from blank is subtracted from the actual test. 

Limits.—The limits of As or Sb that can be determined by this method must be 
within the following figures: : 


As separately from .00002 g. to .00010 g. 
Sb separately from .00002 g. to .00015 g. 


Checks..—A 10 g. sample of standard copper known to be free from As or Sb is 
weighed out and known amounts of As and Sb are introduced. 

Distillation.—The distilling apparatus should not be used for any other tests when 
the As or Sb is known to be higher than the limits for this work. , 

Zinc.—The zine shot must be cleaned with dilute HCl and washed with distilled 
water each day to insure proper action in generator, and to expel any sulfide present 
which would spoil the test. 

Generator.—The presence of nitrates, chlorates, or compounds of copper interferes 
with generation of arsine and stibine, so care must be exercised to have these compounds 
eliminated. 

Large quantities of ferrous and ferric compounds interfere also in the generation 
of stibine to some degree. The small amount of Fe that gets into the test from the 
process of distillation is overcome by the addition of 2 ml. stannous chloride—at times 
more may be required. 

Uniformity.— Uniformity must be strictly adhered to throughout the test. 

In the determination of antimony in presence of arsenic the removal of the latter is 
necessary. This is accomplished by distillation of AsCl; according to the procedure 
outlined in the chapter on arsenic. 


Standard Antimony Solution and Standard Stains 


Antimony Solution.—A stock solution is made up by weighing out 0.553 g. 
KSbO;C.H,4O¢, which is dissolved in distilled water and made up to 2000 ml., whic 
Yepresents 1 ml.=.0001 g. Sb. 

From the above stock solution take 100 ml. and make up to 1000 ml. This solution 
now equals 1 ml.=.00001 g. Sb, which is used for making the standard stains and 
introducing into checks. 


OUTLINE OF THE METHOD 


Preparation of Standard Stains.—Extreme care must be taken when pre- 
paring the standard stains. 

Wash the generator thoroughly with distilled water, place freshly prepared 
lead acetate cotton in the bulb, B, No. 2, and see that the top of part F', No. 2, 
is exactly 7’ from the top of part A, No. 2. 

Now introduce into bottle of generator, No. 3, the required amount of 
As or Sb as desired and then add 50 ml. redistilled HCl, As free, 2 ml. stannous 
chloride solution and make up to 220 ml. with distilled water. 

The disc of mercuric chloride test paper is now placed on top of funnel A, 
No. 2, and the glass cap, No. 1, is forced over the paper holding it in place. 
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Now introduce 15 g. metallic zinc shot and place the No. 2 section with 
No. 1 attached into the No. 3 or bottle of generator. The apparatus now 
being assembled, observe that the apparatus is fitted together tightly, because 
as soon as the zinc is introduced, arsine and stibine are generated immediately. 
Place the generator into the water bath to maintain constant temperature, 
which should be about 70° F. Allow the generator to operate for 1 hour. 

The glass cap, No. 1, is now removed and the test paper is developed in a 
No. 2 beaker with 5% NH,OH solution for three minutes, then washed 5 times 
with distilled water. The test paper is now toned with a 1% AuCl; solution 
by allowing the test paper to remain in solution for five minutes. The test 
paper will now have a violet or purple stain, the intensity depending on the 
amount of As or Sb introduced. Wash the paper 5 times with distilled water 
and preserve in 50 ml. glass stoppered bottles containing about 5 ml. water. 
Keep bottles in dark place, because the stains darken on exposure to light. 

Duplicate tests are made, finally selecting of two the one which is the 
most uniform. 


The stains are made to represent the following amounts: 


Sb 
Un Gee RA SSI EES apoB par ae eR 00002 
Fy 3e, SPECS ETC) Oe ORR IOI 00004 
DOR te csr eee pete pnts “sti op bay a4 00006 
ER Mt Michi tg. Sunt tine 4 suprqieiye 00008 
(Ba 3. itty Pe RR eA Ene A .00010 
(3 cy mee Olea aE OITA oe nee 00012 
U s.20 DRA R RS eerene Peeonee 00014 
EMMONS rie aie aire cea tial oh x Stee 00016 


PROCEDURE FOR REFINED COPPER 


A blank is run with all tests. 

Weigh 10 g. of the shot or drilled sample into a No. 3 beaker. Add 50 ml. 
cone. HNOs, C.P. As free, let stand covered with watch glass until the action 
has subsided. Now place beaker on wire gauze over Bunsen flame and heat 
until all the copper is dissolved. 

Remove from flame, dilute to 150 ml. with distilled water (if too basic add a 
few drops of HCl to clear the solution). Add 2 ml. ferric nitrate solution, stir, 
then make ammoniacal by adding C.P. ammonium hydrate (As free). Bring 
to boiling. Remove from flame and filter through a 15 em. fluted Perfection 
filter paper. Immediately wash the filter paper free from copper compounds 
with hot water, using dilute ammonia where necessary to wash out any copper 
salts that have crystallized. 

The precipitate (which contains both As and Sb) is dissolved off the filter 

with hot dilute hydrochloric acid, by means of a wash bottle, into a No. 4 
casserole. Wash the filter three times with hot water. 

Add a pinch of KCIO; to the casserole, cover with watch glass, place the 
casserole in an asbestos cut out over Bunsen burner and boil the contents 
down to 10 ml., taking care that it does not roast on the sides. 

Distillation.—Transfer the contents of the casserole to the distilling appa- 
ratus. Add 20 ml. ferrous chloride and 20 ml. zine chloride solution, and distill 
until the contents of flask begin to froth. Now add, drop at a time, 35 ml. 
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HCl, through the dropping funnel which is connected to flask. Distill until 
all the HCl is out of the funnel and out of the flask. 

The distillate is received in a No. 4 beaker having 40 ml. H.O in which 
both the As and Sb are contained. 

The above distillate is now transferred and washed from the beaker into 
the special designed generator. Add 2 ml. stannous chloride, which insures a 
complete reduction of any ferric compounds present. Dilute the contents of 
generator to 220 ml. Place disc of HgCl. test paper on the funnel top, then 
put on cap to hold in place. Add 15 g. metallic zine or 1 No. 6 porcelain 
spoonful. Take care that the generating apparatus is properly closed, then 
place into water bath to maintain constant temperature, which should be 
about 70° F. The apparatus is allowed to operate for one hour during which ° 
time the arsine and stibine generated shall affect the HgCl. test paper, causing a 
yellow or orange colored spot which varies in color and size according to the 
amount of As and Sb present. The paper is now removed from the apparatus 
and developed in a No. 2 beaker containing 5% ammonium hydrate solution 
for three minutes. The color of the spot now changes to a brownish black. 
Wash test paper five times with distilled water. Now cover the test paper 
with 10 ml. of 1% gold chloride solution, which tones the color of the spot to a 
violet or purple hue that fixes it so comparison can be made with the standard 
stains or spots to determine the amount of arsenic or antimony in the sample. 


INDUSTRIAL PRODUCTS AND RAW MATERIALS 


DETERMINATION OF ANTIMONY IN TARTAR EMETIC 


Iodine in the presence of sodium bicarbonate oxidizes trivalent antimony 
to the pentavalent form as shown by the reaction: 


K(SbO)C4H,O,+6NaHCO;+ 1. 
SS NasSbO.4+ KNaC.H.0, +2Nal +3H,O + 6COs.. 


Procedure.—10 grams of tartar emetic are dissolved in water, the solution 
diluted to 500 ml. and 20 ml. taken for analysis. This is diluted to 100 ml., 
25 ml. of 2% sodium bicarbonate are added and the mixture titrated with 
N/10 iodine reagent. 


1 ml. N/10 I=0.016697 g. K(SbO)C4H.0¢: $H20. 


Antimony in Rubber Goods.”\—Three grams of the finely rasped rubber 
are treated in a Kjeldahl flask with 40 to 45 ml. of concentrated sulfuric acid. 


21 W. Schmitz, Chem. Zentralbl., ii, 1710, 1911. Analyst, 1912, p. 64. 


! 
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A small quantity of mercury or mercury salt is added, together with a small 
piece of paraffin wax. The mixture is heated until the rubber is dissolved and 
the black liquid begins to clear. Two to 4 grams of potassium sulfate are then 
added and the heating continued until a colorless or pale yellow liquid is 
obtained. After cooling, 1 to 2 grams of potassium metabisulfite are added and 
an excess of tartaric acid. The liquid is diluted sufficiently to prevent the 
charring of the tartaric acid and boiled until the odor of sulfurous acid has 
disappeared. A few ml. of dilute hydrochloric acid are added, the liquid diluted 
to 200 ml., filtered through a dry filter, and 195 ml. titrated either with iodine or 
with potassium bromate (the latter in acid solution), as described under the 
volumetric procedures. Consult chapter on the analysis of rubber in volume 2. 


DETERMINATION OF ANTIMONY IN SULFURIC ACID 


The determination is made on a sample of 100 ml. This is diluted with 
water and the greater part of the acid neutralized with ammonium hydroxide 
(1:1). About two grams of copper sulfate are added and the sulfides pre- 
cipitated by saturating the solution with H.S. The sulfides are filtered off and 
antimony sulfide separated from CuS by extraction with NaOH—Na.S 
solution. Antimony is now determined in the extract. If the electrolytic 
method is to be used the polysulfides must be destroyed by oxidation with 
hydrogen peroxide, before electrolysis of the solution. 


ANTIMONY IN SOLDER METAL AND ALLOYS WITH TIN 
AND LEAD 


Procedure.—Dissolve 2 grams of the sample of alloy in concentrated 
hydrochloric acid. When the metal is all in solution, add crystals of iodine until 
the solution is thoroughly permeated. The color at this point should be a 
deep purple. Boil until all of the iodine fumes have been driven out. The 
metallic antimony which did not go into solution in the hydrochloric acid should 


_ now be all dissolved. If it is not, add more iodine until the solution is com- 
plete. When all isin solution and the color changes to a straw yellow, cool, add 


a few ml. of starch solution. Ifa blue color appears, due to an excess of iodine, 
run in N/10 sodium thiosulfate solution until colorless. In case there is no 
blue color developed, add N/10 iodine until a faint blue appears. Now add 
50 ml. of a saturated solution of Rochelle salts. Make alkaline to litmus by 
adding 25% sodium hydrate solution. Then make slightly acid with HCl 


22 Method communicated to author by Mr. B. S. Clark. 
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and finally alkaline with sodium bicarbonate. Cool and titrate with N/10 
iodine. 
Notrr.—‘‘ The method gives very good results. I have checked it up when there 


was one-tenth of a gram known antimony present and the results were within a reason- 
able limit of accuracy.” # ; 


DETERMINATION OF ANTIMONY IN A WHITE METAL ALLOY * 
SOLUTIONS REQUIRED 


Mixed Acid.—Dissolve 20 g. of KCl in 500 ml. of water, add 400 ml. of 
HCl (sp.gr. 1.18); mix and add 100 ml. of HNO (sp.gr. 1.42). 

Potassium Sulfide Solution.—Dissolve 140 2. of KOH in 800 ml. of distilled 
water and pass H.S for two hours in the cold. Dilute to 2000 ml. with cold 
distilled water, mix and allow to stand overnight. Filter portions as required 
for use. 

Potassium Hydroxide Solution.—Dissolve 100 g. of KOH in 500 ml. of 
water. 

Potassium Iodide Solution.—20 g. of KI to 100 ml. of water. 

Sodium Thiosulfate Solution.—Dissolve 24.8 g. of NasS2O3-5H2O in 1000 
ml. of water free from CO, and allow to stand 24 hours. Standardize by 
weighing out struck weights of approximately 0.3 g. of pure resublimed iodine, 
and brush into a covered 100 ml. beaker in which 2 g. of KI has been dissolved 
in 5 ml. of water; allow to digest in the cold a few minutes, dilute to a volume of 
50 ml., titrate with the standard Na2.S.0; solution to a pale straw color, add 2 
ml. of starch solution and continue the titration to the disappearance of the blue 
color. The method of computing the strength of the NaS.O3 solution in 
terms of antimony is best shown by means of the following example: 


Let A ml. of Na.S.O; solution be required to titrate B g. of iodine. 


Then 1 ml. Na2S.03 solution=— g. of iodine 
B_ 60.88 
Sax 

A“ 126.92 


g. of antimony. 


Also, standardize the Na.S.O;3 solution by running a sample of known 
antimony content, as described below. 


*8 Standard method of the National Lead Company. 
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METHOD I[* 


Weigh out from 1 to 2 g. of the sawings,”> brush into a 250 ml. beaker, add 
100 ml. of the “ mixed acid ” solution, cover with a watch glass and heat on 
the hot plate until completely dissolved. When the metal is in solution, 
partly remove the covered glass, evaporate to a volume of 40 ml., cool, and allow 
to remain in the cold overnight. Decant the clear solution into a 600-ml. 
beaker, washing the residue of PbCl: three or four times by decantation with 
cold dilute HCl (1:1). Evaporate to near dryness, make just alkaline with 
KOH solution as shown by introducing a piece of litmus paper, add 12 g. of 
oxalic acid, dilute to a volume of 400 ml., boil, and pass H.S through the 
hot solution for 45 minutes, keeping the solution hot 2° during the passage of 
the H.S. Filter at once and wash the precipitate with a hot dilute solution of 
oxalic acid saturated with H.S. Discard the filtrate. 

Wash the precipitate from the filter paper back into the beaker with the 
least amount of water, add 2” 10 ml. of KOH solution and 10 ml. of potassium 
hydrosulfide solution, and digest on the water bath until the remaining residue 
is distinctly black.” Filter through the same paper into a 500-ml. Erlenmeyer 
flask, and wash the precipitate with hot water containing a little of the po- 
tassium hydrosulfide solution. Discard the residue. 

Boil the filtrate down to a volume of 80 ml., carefully 29 add 100 ml. of HCl 
(sp.gr. 1.18) to the hot solution, boil down to a volume of 100 ml.?° Cool, add 
about 1 g. of KClOs, a pinch at a time, wash down the flask with about 20 ml. 
of HCl (sp.gr. 1.18) to remove any adhering KCIlO;, and about 50 ml. of 
distilled water and boil down to a volume of 100,ml. Cool, add 5 ml. of the KI 
solution and titrate with standard NaS.O; solution to a pale straw color. 
Decant into a clean flask to remove any separated sulfur,*! add 1 ml. of CS, and 
continue the titration with standard sodium thiosulfate solution to the disap- 
pearance of a pink color in the CS8:.*” 

Accuracy.—Duplicate titrations should not disagree more than 0.1 ml. 


RAPID METHOD FOR CONTROL WORK® 


SOLUTIONS REQUIRED 


Standard Potassium Permanganate Solution.—Dissolve 3.16 g. of KMnO, 
in about 500 ml. of distilled water and allow to stand several days. Filter 


24 G. W. Thompson Method modified. See A.S.T.M. Standards, 1927, p. 691. 

2 Pass a magnet through sawings to remove iron from saw. 

26 Add small amounts of water from time to time to keep the volume constant. 

27 Tn sean the alkaline solutions, it is preferable to pour them through the filter, 
in which case they should be hot and diluted: with an equal quantity of water. 

28 It is good practice to fold a half filter, moisten it with the solution in the beaker, 
and work it around the sides to loosen and dissolve adhering sulfide. 

29 Tf added too fast the peop cae of antimony sulfide that is first formed will froth 
over the top of the flask. 

30 If the arsenic content be over 0.5 per cent it may not be completely expelled at 
this stage, in which case add 100 ml. HCl (sp.gr. 1.18) and 2 or 3 g. of NazS.O; and boil 
down as before. Proceed as above described. 

81 If appreciable sulfur is present when the CS, is subsequently added, it will dis- 

| solve in the CS, and impair the delicacy of the end-point. 

2 Agitate well between each addition of the standard. 

33 Demorest Method modified. See J. Ind. and Eng. Chem., 5, 842 (1913). 
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through glass wool into a 1000-ml. graduated flask without washing, make up to 
the mark and mix. Standardize against Bureau of Standards sodium oxalate 
by accurately weighing out 0.2-0.3 g. of NazC2Ou., brush into a 300-ml. beaker, 
dissolve with 200 ml. of hot distilled water, add 20 ml. of H2SO, (1:1) and 
titrate with KMn0O, solution to the first tinge of a permanent pink. Calculate “ 
to antimony. Each ml. of the KMn0O, solution should be equivalent to 
approximately 0.006 g. of antimony. Also standardize against a white metal 
alloy of known antimony content following closely the conditions as specified 
for the analysis of the sample. 


MetTHop 


Weigh from 1 to 2 g. of the sawings into a 300-ml. Kjeldahl flask, add 15 ml. 
of H,SO, (sp.gr. 1.84) and heat on gauze over a Bunsen flame until completely 
decomposed.*® Cool, add 100 ml. of cold distilled water and 15 ml. of HCl 
- (sp.gr. 1.18) and boil for five minutes. Add 100 ml. of cold distilled water, cool 
by immersing in running tap water and, when cold, titrate with the standard 
KMn0O,y solution *¢ to the first permanent tinge of pink: 

Run a determination on a sample of lead sawings free from antimony. 
Make correction for the blank. 

Accuracy.—Duplicate titrations should not disagree more than 0.1 ml. 
The presence of iron and arsenic will give high figures. Copper when present 
to the extent of five or six per cent will impair the results. 


34 When metallic antimony is brought into solution with H.SO, it dissolves according 
to the reaction: 


(1) 2Sb-+6H2SO,4=Sb2(SO4);+38502+6H,0. 
When Sh2(SO,.)3 is titrated with KMnOs, it is oxidized according to the reaction: 
(11) 5Sb2(SO.) 3+4KMn0O,+ 24H.O = 10H;SbO1+4MnS0O.,4+9H,SO1.+2K2804. 


According to reaction (II), the valence change in antimony is two, and its chemical 
equivalent value is 121.76/2 =60.88. 


The chemical equivalent value of NaeC20x is 1384/2 =67. 


Hence, should 0.2 g. of Na2C.O,4 require 30 ml. of the KMn0Os, solution, 1 ml. of 
KMn0O,.=0.2/30=0.00667 g. of Na2C204= (0.00667 X 60.88/67) g. of Sb. 

3° Usually a digestion of fifteen or twenty minutes suffices to completely decompose 
the alloy. Occasionally, the residue instead of being white is black. In that event, 
continue the digestion for a longer period, first adding two or three grams of Na2SOu.. 
A slight discoloration will disappear when the solution is subsequently diluted and 
boiled, especially if the boiling is prolonged for more than five minutes. Should the 
residue persist in being dark-colored after prolonged boiling, the results will be erroneous. 

The black coloration usually is found in those determinations where there is appre- 
ciable antimony present and large quantities of lead. A determination of an alloy con- 
taining one per cent of antimony and 99 per cent lead run on a 2 g. portion will invariably 
show this characteristic and give low results. The corrective measure would be to work 
on a 1 g. portion of such an alloy. 

% If the HCl concentration is too high or the solution is not cold, decomposition of 
the KMnO, by the HCl will take place. 
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Ores of arsenic, especially the sulfide, were known by the early Greeks and 
Romans and the element itself was isolated during the period of the alchemists. 
Arsenic is found native in limited quantities. It occurs combined with the 
heavy metals in form of arsenides and sulfarsenides; the trisulfide and the 
pentasulfide and the oxide As.O3, commonly known as white arsenic, are familiar 
compounds. Commercial minerals are realgar, AsoS2 (red), and orpiment, 
As2S3 (yellow), smaltite, CoAs2, arsenopyrite, or mispickel, FeAsS, the most 
common. A large number of other minerals are known. 


DETECTION 


Hydrogen sulfide precipitates the yellow sulfide of arsenic, As2S3, when 
passed into a solution made strongly acid with hydrochloric acid. If the 
solution contains more than 25% hydrochloric acid (sp.gr. 1.126), the other 
members of the hydrogen sulfide group do not interfere, as they are not 
precipitated from strong acid solutions by hydrogen sulfide. Arsenic sulfide 
is soluble in alkali carbonates. (Antimony sulfide, Sb2S3, reddish yellow, is 
insoluble in alkali carbonates.) 

Volatility of the chloride, AsCl;, is a means of separation and distinction 
of arsenic. Details of the procedure are given under “ Separations.”’ The 
distillate may be tested for arsenic as directed above. 

Traces of arsenic may be detected by either the Gutzeit or Marsh test 
for arsenic. Directions for these tests are given at the close of the volumetric 
procedures. 

Distinction between Arsenates and Arsenites.—Magnesia mixture pre- 
cipitates white, MgNH,AsO., when added to ammoniacal solutions containing 
arsenates, but it produces no precipitate with arsenites. 

1 Sulfide ores of arsenic were known by the ancient Greeks and Romans. The com- 
pounds of arsenic were recognized as poisons in mediaeval days. The element was first 
obtained by Albertus Magnus in the thirteenth century. The metal is used in alloys 
for hardening purposes, for example in lead for making of shot. Its compounds are 
valuable as insecticides and for pharmaceutical purposes. White arsenic is the oxide 


As,O;. In the pages following typical analyses are given for the different classes of 
materials in which the element is determined. 
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Red silver arsenate and yellow silver arsenite are precipitated from neutral 
solutions by ammoniacal silver nitrate. An arsenate gives a yellow precipitate 
with ammonium molybdate solution. 


ESTIMATION 


The determination of arsenic is required in the valuation of native arsenic, 
white arsenic, As.O3; ores of arsenic—orpiment, As.S;; realgar, As.S.; arseno- 
pyrite, or mispickel, FeAsS; cobaltite or cobalt glance, CoAsS; smaltite, 
CoAs»; niccolite, NiAs. The substance is estimated in copper ores, in speiss, 
regulus; in iron precipitates (basic arsenate). It is determined in paint pig- 
ments, Scheele’s green, etc. The element is determined in shot alloy and in 
many metals. It is estimated in germicides, disinfectants, and insecticides— 
Paris green, lead arsenate, zine arsenite. Traces are looked for in food products 
and in substances where its presence is not desired. 

In the preparation of the material for analysis the volatility of arsenious 
chloride, AsCl;, necessitates care in getting the material into solution. Arse- 
nious solutions should not be boiled, as loss of arsenic is apt to occur, unless 
provision is made to prevent this. Oxidized to the quinquivalent form there is 
less danger of loss. Treatment with fuming nitric acid, aqua regia, fusion with 
a mixture of sodium carbonate and nitrate, with later conversion to chloride by 
action of HCl in presence of an oxidizing agent, are recommended procedures. 


PREPARATION AND SOLUTION OF THE SAMPLE 


In dissolving arsenic compounds it will be recalled that the oxide, As2Os, 
is not readily acted upon by dilute acids—hydrochloric or sulfuric. The 
compound is soluble, however, in alkali hydroxides and carbonates. Nitric 
acid oxidizes As.O; to the higher oxide, As2»O;, which is soluble in water. The 
sulfides As2S; and As.S; are practically insoluble in hydrochloric or sulfuric 
acids, but are dissolved by the fixed alkalies and alkali sulfides. All arsenites, 
with the exception of the alkali arsenites, require acids to effect solution. 

Pyrites Ore and Arseno-pyrites.—The ‘amount of the sample may vary 
from 1 to 20 grams,!* according to the arsenic content. The finely ground 
sample in a large casserole is oxidized by adding 10 to 50 ml. of bromine solution 
(75 ml. KBr+-50 ml. liquid Br+450 ml. H.O), covering and allowing to stand for 


1¢ 0.1% arsenic determined on a 20-gram sample. 
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fifteen minutes, then 20 to 50 ml. of concentrated nitric acid are added in three 
or four portions, allowing the action to subside upon each addition. The glass 
cover is raised by means of riders, and the sample evaporated to dryness on 
the steam bath; 10 to 25 ml. of hydrochloric acid are now added and the sample 
again taken to dryness. Again 10 to 25 ml. of hydrochloric acid are added 
and the sample taken to dryness. Finally 25 ml. of hydrochloric acid and 75 
ml. of water are added, and the mixture digested over a low flame until all the 
gangue, except the silica, is dissolved. The solution is now examined for arsenic 
by distillation of the arsenic after reduction, the distillate being titrated with 
standard iodine solution according to directions given later. 

Arsenious Oxide.—The sample may be dissolved in caustic soda, the solu- 
tion neutralized with hydrochloric acid, and the resulting sample titrated 
with iodine. 

Fusion Method.—One gram of the finely powdered mineral is fused in a 
nickel crucible with about 10 grams of a mixture of potassium carbonate and 
nitrate, 1:1, and the melt extracted with hot water. Two hundred ml. of a 
saturated solution of SO2 is added to the filtrate to reduce the arsenic, the 
excess of SO» then expelled by boiling, the solution diluted with dilute sulfuric 
acid, and arsenic determined in the filtrate. 

Arsenic in Sulfuric Acid.—Arsenious acid may be titrated directly with 
iodine in a 20- to 50-gram sample, which has been diluted to 200 to 300 ml. 
with water and nearly neutralized with ammonium hydroxide and then an 
excess of sodium acid carbonate added, followed by the iodine titration.? 

Arsenic Acid in Sulfuric Acid.—Twenty-five ml. of the acid containing 
about 0.1% arsenic or a larger volume in case the percentage of arsenic is less 
than 0.1% AsO; (the sp.gr. of the acid being known) are measured out into a 
short-necked Kjeldahl flask. About half a gram of tartaric acid and 2 grams of 
fused, arsenic-free potassium bisulfate are added and the acid heated over 
a low flame until the liberated carbon is completely oxidized and the acid again 
becomes clear, e.g., a pale straw color. It is not advisable to heat to violent 
fuming, as a loss of arsenic is then apt to occur. The cooled acid is poured 
into about 300 ml. of water, the excess acid nearly neutralized with ammonia, 
bicarbonate of soda added in excess and the arsenious acid titrated with stand- 
ard iodine. Total arsenic as As.O3; minus arsenious arsenic as As,O3=arsenic 
arsenic in terms of As,O3. This result multiplied by 1.1618 = As.Os. 

Arsenic in Hydrochloric Acid.—The arsenic in 20 to 100 ml. sample is 
reduced by ferrous chloride, the arsenic distilled according to directions given 
later, and the distillate titrated with iodine. 

Arsenic in Organic Matter.*—0.2 to 0.5 gram of the sample finely powdered 
is oxidized by mixing with 10 to 15 grams of sodium carbonate and sodium 
peroxide, 1 : 1, ina nickel crucible, a portion of the fusion mixture being spread 
' over the charge. After heating gently for fifteen minutes, the fusion is com- 
pleted by heating to dull redness for five minutes longer. The contents of 
the crucible are rinsed into an Erlenmeyer flask after extraction with water, 
and the solution made acid with dilute sulfuric acid, 1:1. The mixture 
is boiled down to 100 ml., 1 to 2 grams of potassium iodide added and the solu- 


2'$O, should be expelled by heat or by a current of air before treating with the alkali. 
8 Organic matter may be destroyed by heating the substance on addition of 10% 
H.SO, and solid (NH4)2S20s. 
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tion further concentrated to about 40 ml. Iodine is reduced with sulfurous 
acid or thiosulfate, the solution diluted with hot water and saturated with 
hydrogen sulfide. Arsenious sulfide is filtered off, washed, dissolved in 15 
to 20 ml. of half-normal sodium hydroxide and 30 ml. of hydrogen peroxide 
(30%) solution added, and the solution boiled... About 12 ml. of dilute sulfuric 
acid, 1:1, are added, together with 1 to 2 grams of potassium iodide, the 
solution concentrated to 40 ml. and free iodine reduced with thiosulfate as 
before. Arsenic is now titrated, with standard iodine, upon neutralization of 
the free acid with sodium hydroxide and sodium acid carbonate. 

Lead Arsenate.—Ten grams of the thoroughly mixed paste or 5 grams of 
the powder are dissolved by treating with 25 ml. of 10% hot sodium hydrox- 
ide solution, and diluted to 250 ml. An aliquot part, 50 ml. (=2 grams paste ~ 
and 1 gram powder), is placed in an Erlenmeyer flask and 20 ml. of dilute 
sulfuric acid, 1 : 1, added, and the solution diluted to 150 ml. About 3 grams 
of solid potassium iodide are added and the solution boiled down to about 
50 ml. (but not to fumes). The liquor will be colored yellow by free iodine. 
Tenth normal sodium thiosulfate is added drop by drop until the free iodine 
is neutralized (solution loses its yellow color), it is now diluted to about 250 
ml. and the free acid neutralized by ammonium hydroxide (methyl orange 
indicator), then made slightly acid with dilute sulfuric acid, and an excess of 
bicarbonate of soda added. The arsenic is titrated with standard iodine. 

The arsenic may be reduced by placing the 50-ml. sample in a Kjeldahl 
flask, adding 25 ml. of concentrated sulfuric acid (1.84 sp.gr.), 3 gram tartaric 
acid and 2 grams acid potassium sulfate, KHSO,, and digesting over a strong 
flame until the organic matter is destroyed and the solution is a pale yellow 
color. The cooled acid is diluted and neutralized, etc., as directed above. 

Water-soluble Arsenic in Insecticides. Rapid Works Test.—Two grams 
of the paste is digested with 1000 ml. of water at 90° C. for five minutes, in 
a graduated 1000-ml. flask. An aliquot portion is filtered and the arsenic 
determined by the Gutzeit method. 

Water-soluble arsenite may be titrated directly with iodine in presence 
of sodium bicarbonate. 

Zinc Arsenite.—About 5 grams of powder or 10 grams of paste are taken 
and dissolved in a warm solution containing 300 ml. of water and 25 ml. of 
strong hydrochloric acid. The cooled solution is diluted to 500 ml. and 100 ml. 
portions taken for analysis. The acid is partly neutralized with ammonium 
hydroxide and 50 ml. of a saturated solution of ammonium oxalate added 
(to prevent precipitation of the zinc as ZnCO;), and an excess of sodium 
bicarbonate, NaHCO;. Arsenic is now titrated with iodine as directed later. 

Soluble Arsenic in Zinc Arsenite.—One gram sample is rubbed into an 
emulsion with several portions of water until the whole is in suspension. The 
cloudy liquor is diluted to 1000 ml. and a portion filtered through a {-in. 
asbestos mat on a perforated plate, the asbestos being covered with a layer 
of filter paper. The first 50 ml. are rejected. One hundred ml. of the clear 
filtrate (=0.1 gram) is treated with 10 ml. of strong sulphuric acid, 0.05 gram, 
Fe.0; (use ferric ammonium sulfate) and 4 ml. of 80% stannous chloride 
solution and heated until colorless. Arsenic is now determined by the Gutzeit 
method, using the larger-sized apparatus. 
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Arsenic Acid, Alkali Arsenates, etc.—The sample is dissolved in 20 to 25 
ml. of dilute sulfurie acid, 1:1, in an Erlenmeyer flask, and reduced by 
addition of 3 to 5 grams of potassium iodide, the action being hastened by 
placing the mixture on a steam bath. The iodine liberated is exactly neutral- 
ized with thiosulfate and the arsenious acid titrated with iodine according to 
the procedure given later. 

Arsenic in Steel, Iron, Pig Iron, etc.— One to 50 grams of steel, etc., may 
be treated according to the scheme for pyrites. If a large sample is taken, 
it is advisable to treat it in a 500-ml. flask, connected with a second flask 
containing bromine, to guard against loss of arsenic by volatilization. When 
the sample has dissolved it is taken to dryness (the bromine in the second flask 
being combined with it) and treated as directed in pyrites. Arsenic chloride, 
AsCl;, is transferred to the distilling flask with strong hydrochloric acid, and 
arsenic separated from the iron by volatilization of reduced chloride accord- 
ing to the procedure given below. 

Arsenic in Copper.—Arsenic is precipitated with iron by the basic acetate 
method, and thus freed from copper. Details of procedure are given under the 
determination of impurities in copper in the chapter on the subject. 


Norrs.—In the decomposition of the sample Low recommends the addition of a 
little sodium sulfide to ores containing oxides. To prevent loss of arsenic during the 
treatment with H.S he uses a flask with a two-hole rubber stopper through which 
- passes an inlet tube reaching to the bottom of the flask and an exit tube, the latter a 
thistle tube containing a little absorbent cotton soaked with dilute NaOH to retain 
any arsenic escaping from the flask. 

Tron sulfate dissolves slowly, so that if much is present in the ore time must be 
allowed for this to dissolve. , 

As arsenious chloride is volatile, great care must be exercised in heating solutions 
containing HCl and arsenious salts as a loss will occur. B.p. 130.2° C. 

The ore may be brought into solution by fusion with a mixture of sodium carbonate, 
potassium nitrate and zinc oxide, 1:1: 2, the fusion being made in a platinum dish. 
The potassium iodide procedure may be followed for reduction of arsenic. (See Lead 
Arsenate.) 


Organic Substances.—The fuming sulfuric acid—30% hydrogen peroxide 
method of decomposition which has been described on page 67 for antimony 
compounds may also be used for organic compounds containing arsenic. 


SEPARATIONS 


IsoLATION oF ARSENIC BY DISTILLATION AS ARSENIOUS CHLORIDE 4 


By this method arsenic may be separated from antimony, tin, and from 
other heavy metals. It is of special value in the direct determination of arsenic 
in iron ores, copper ores, and like products and has a wide application. The 


_. procedure depends upon the volatility of arsenious chloride at temperatures 


lower than the other heavy metals. In a current of HCl gas, arsenious chloride 
begins to volatilize below 108°C., and is actively volatile at 120° C.; antimony 
starts to volatilize at 110° C., but is not actively volatile until a temperature 
of 180° C. has been reached. The boiling-point of arsenious chloride, AsCls, 
is 130.2° C.; antimony trichloride, SbCls, is 223.5° C.; and that of stannous 

4J. HE. Stead’s Method. R.C. Roark and C. C. McDonnell, J. Ind. Eng. Chem., 8, 
327, 1916. 
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chloride, SnClz, is over 603° C.; other chlorides having still higher boiling- 
points. Tin in its higher form, SnCly, is readily volatile, boiling-point is 
114° C., so that it is necessary to have it in its bivalent form to effect a sepa- 
ration from arsenic. When heavy metals are present in the residue remaining 
from the arsenic distillate, or when zine chloride is added to raise the boiling- 
point, antimony may also be separated by distillation by carrying the solution 
to near dryness, adding concentrated HCl by means of a separatory funnel, 
drop by drop, during further distillation of the concentrate. Arsenic may be 
determined in the distillate (first portions) either gravimetrically or volu- 
metrically. 

Procedure.—If arsenic is present as arsenic chloride, as prepared in the 
method for solution of iron ores, the sample may be transferred directly to- 
the distillation flask by means of concentrated, arsenic-free hydrochloric acid. 


6 ah Conc. H, 50, 


Three-Way) s' 
) | 


5 Liters 


Stop Cock 


Le G 


Fig. 9.—Apparatus for the Distillation of Arsenious Acid. 


If a preliminary separation of other metals has been made and arsenic is 
present (along with antimony and tin) as a sulfide, it is oxidized by addition 
of concentrated HCl and sufficient potassium chlorate to cause solution and 
oxidation of free sulfur, and the chlorate decomposed by evaporation to 
dryness; or if preferred, by evaporation of the alkaline solution to dryness, 
oxidation with fuming nitric acid and re-evaporation to dryness to expel the 
nitric acid. The residue is taken up with hydrochloric acid and washed into 
the flask with strong hydrochloric acid as directed above. 

Distillation.—The sample, in a half-liter distilling flask (Fig. 9), is made 
up to about 150 ml. with concentrated hydrochloric acid and about 15-20 
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grams of cuprous chloride are added. In place of Cu2Cl, hydrazine sulfate may 
be used—add first 0.5 g. of NaBr, followed by 0.5 g. (NH2)2SOx The appa- 
ratus is connected up as shown in the illustration, Fig. 9. The end of the 
condenser dips into 400 ml. of cold water in a large beaker or flask. The 
solution is cooled by placing it in ice-water or cold running water. The 
sample is saturated with dry hydrogen chloride gas generated by dropping 
concentrated sulfuric acid into concentrated hydrochloric acid saturated with 
ammonium chloride. When the point of saturation is reached the gas begins 
to bubble through the solution instead of being absorbed by it. When this 
occurs, heat is applied and the solution brought to boiling, the current of HCl 
gas being continued. At a temperature below 108° C. to 110°C. the first 
100 ml. will contain practically all of the arsenic. About two-thirds of the 
solution is distilled off. It is advisable to add more hydrochloric acid to the 
residue in the flask, together with cuprous chloride, and repeat the distillation 
into a fresh lot of water. This may be done during the estimation of arsenic 
in the first distillate. 

Arsenic may be determined in the 
distillates either gravimetrically or vol- 
umetrically. The volumetric proced- 
ures for arsenic, in this isolated form, 
are generally to be preferred, since they 
are both rapid and accurate. For 
amounts over 0.5% arsenic, the iodine 
method is recommended, for smaller 
amounts (arsenic in crude copper), 
precipitation with silver nitrate and 
titration of the silver salt is best. 
Exceedingly small amounts are best 
determined by the Gutzeit method. 

In place of the large bottle, a 
smaller wash bottle may be used filled 
with concentrated hydrochloric acid. 
The bottle contains an inlet tube dip- 
ping to the bottom and an exit tube 
connected to the distillation flask con- 
taining the arsenic. The receiving 
flask is connected with an aspirator and 
air drawn through the system. HCl is 
swept into the distillation flask during 
the arsenic distillation, keeping the 
solution concentrated with HCl gas. Fic. 10.—Knorr Arsenic Distillation 

The inlet funnel is filled about half Apparatus. 
full with hydrochloric acid (sp.gr. 1.2). 

The outlet of the condenser tube is caused to dip just beneath the surface of 
100 ml. of distilled water, containing a lump of ice. The solution in the dis- 
tillation flask is heated to boiling; concentrated hydrochloric acid is intro- 
duced through the funnel drop by drop at a rate sufficient to replace the 
evaporation. All the arsenic usually distills over in half an hour. At this 
time the beaker holding the condensate is replaced by another with 100 ml. 
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of water and the distillation continued about 15 minutes. Test this distillate 
to ascertain whether any arsenic is present. The arsenious chloride thus ob- 
tained is titrated. The free HCl is first neutralized with a fixed alkali and 
then made faintly acid with HCl. Sodium bicarbonate is now added in excess 
and the titration with iodine made according to the customary procedure. 
If desired the arsenic may be determined as sulfide by precipitating as As»S3 
with H.S in a 9N HCl solution. 

Commercial hydrochloric acid invariably contains arsenic, so this must be 
purified by redistillation in presence of an oxidizing agent to oxidize the arsenic 
to the non-volatile arsenic pentachloride, AsCl;, form (Fig. 13), or by treatment 
with H.S and filtration. A blank run should be made on the reagents used, ° 
especially when traces of arsenic are to be determined. 

Cuprous Chloride.—This is used to reduce arsenic. At least 2 grams 
CuCl should be used per each gram of iron present. In the distillation, 
HCl gas (generated in a flask containing concentrated sulfuric acid by allowing 
hydrochloric acid to flow in through a thistle tube, drop by drop) may be 
passed into the solution containing the arsenic, in place of adding concen- 
trated hydrochloric acid. 

Hydrazine Distillation Method.—Weigh a suitable amount of sample into 
a 275 ml. Pyrex sulfur flask. Treat with a small amount of HNO; (5-10 ml.), 
and a pinch of potassium chlorate. Take to dryness. Add 3-5 ml. HCl and 
take again to dryness. Add 20 ml. 1 : 1 HCl and boil several minutes. Filter, 
if insoluble is appreciable, into another flask, and wash. Add 30 ml. HCl, 
3+ g. NaBr and 4 g. hydrazine sulfate, (NH»)2SO.. Set the flask on a small 
electric plate, and at the same time, insert in the flask a two-hole stopper, 
in one hole of which is a separatory funnel, and in the other a glass tube leading 
to an 8-in. Allihn condenser, set vertically. The lower end of the condenser 
is immersed in cold water contained in a No. 3 beaker, which sits on a block 
of wood. Have the cock of the funnel open. Have a good stream of cold 
water running through the jacket of the condenser. 

Distill until the volume in the flask has been reduced to 20 ml. Close 
the cock of the funnel, add 20 ml. HCl, remove the block of wood from under- 
neath the beaker and hold the beaker in one hand. Holding the beaker at 
such a height that no liquid may be sucked back into the flask, open the funnel 
cock and let the acid run into the flask. Now, place the block under the 
beaker, and distill until liquid in flask is again reduced to 20 ml. 

Remove the flask from the plate, and disconnect it from the condenser. 
Wash the condenser, allowing washings to run into the distillate. Remove 
the beaker from under the condenser. Add 8-10 drops of methyl orange 
(1 g. of salt per liter of water). Make the solution alkaline with NH,OH, 
then just acid with HCl. Cool. Add 10g. NaHCO; and 10 ml. starch solu- 
tion (10 g. soluble starch boiled in a liter of water; cooled). 

Titrate with iodine solution, one ml. of which equals about .005 g. As.O3. 
Subtract a blank determination which amounts to .4 or .5 ml. 

A procedure for the successive distillation of arsenic, antimony, and tin has 
been described in the Chapter on Antimony, p. 69. 
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SEPARATION OF ARSENIC FROM ANTIMONY AND TIN BY PRECIPITATION AS 
SULFIDE IN A CONCENTRATED Hyprocutoric Acip SouuTIoN 


This procedure for isolation of arsenic depends upon the insolubility of the 
sulfide of arsenic in concentrated hydrochloric acid, whereas that of antimony 
dissolves. The sulfide of tin is also soluble. 

Procedure.—The metals present in their lower conditions of oxidation are 
precipitated as sulfides in presence of dilute hydrochloric acid (5% solution) 
to free them from subsequent groups (Fe, Al, Ca, etc.). The soluble members 
of the hydrogen sulfide group are now dissolved and separated from copper, 
lead, etc., by caustic as follows: The greater part of the washed precipitate is 
transferred to a small casserole, that remaining on the filter paper is dissolved 
off by adding to it a little hot dilute potash solution, catching the filtrate in the 
casserole. About 5 grams weight of solid potassium hydroxide or sodium 
hydroxide is added to the precipitate. Arsenic, antimony, and tin sulfides 
dissolve. The solution is filtered if a residue remains, and the filter washed. 
This preliminary treatment is omitted if alkaline earths and alkalies are the only 
contaminating elements present. 

The casserole containing the sample is covered and placed on a steam bath. 
Chlorine is now conducted into the warm solution for an hour, whereby the 
alkali is decomposed and antimony and arsenic oxidized to their higher state. 
Sufficient hydrochloric acid is added to decompose the chlorate formed, and the 
uncovered solution evaporated to half its volume. An equal volume of hydro- 
chloric acid is added and the evaporation repeated, to expel the last trace of 
chlorine. The acid solution is washed into an Erlenmeyer flask, cooled by ice 
to 0° C. and two volumes of cooled, concentrated, hydrochloric acid added. 
HS gas is rapidly passed into this solution for an hour and a half. The flask is 
now stoppered and placed in boiling water for an hour. The yellow arsenic 
sulfide, As2S;, is filtered through a weighed Gooch crucible, washed with 
hydrochloric acid, 2:1, until free from antimony, i.e., the washing upon 
dilution remains clear. The residue is now washed with water, followed by 
alcohol, and may be dried and weighed as As.S;, or determined volumetrically. 
Antimony and tin are determined in the filtrate. McCay recommends washing 
AsSs with alcohol, CS. and finally alcohol.® 

The sulfide may be dissolved in concentrated sulfuric acid by heating 
to sulfuric acid fumes and until the solution becomes clear. No arsenic is lost, 
provided the heating is not unduly prolonged. Fifteen to twenty-five minutes 
is generally sufficient to dissolve the sulfide and expel SO», etc. The acid may 
be neutralized with ammonia or caustic, made again barely acid and then 
alkaline with bicarbonate of soda, and arsenious acid titrated with iodine.® 

The separation of arsenic from tin by precipitation as arsenious sulfide in 
_, dilute hydrofluoric acid solution has been described under antimony, page 71. 


5 Le Roy W. McCay, Chem. News, 56, 262, 1887. 
6 J. and H.S. Pattinson, Jour. Soc. Chem. Ind., 1898, p. 211. 
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GRAVIMETRIC METHODS FOR DETERMINATION OF ARSENIC 


As in the case of antimony, the accuracy and rapidity of the volumetric 
methods for the determination of arsenic make these generally preferable to 
the more tedious gravimetric methods. The following methods, however, are 
of value in certain analytical procedures. 


DETERMINATION OF ARSENIC AS THE TRISULFIDE, As25; 


Arsenic acid and arsenates should be reduced to the arsenious form before 


precipitation as the sulfide. The procedure is especially adapted to the - 


isolation of arsenic from other elements, when this substance is present in the 
solution in appreciable quantities, advantage being taken of the extreme dif- 
ficulty with which arsenious sulfide, As:S3, dissolves in hydrochloric acid 
solution. 

Procedure.—The solution containing arsenic in the arsenious form, strongly 
acid with hydrochloric acid (9N HCl), is saturated with H.S at room tempera- 
ture. The hydrogen sulfide pressure generator is recommended for this 
treatment (Figs. 11 and 12). The precipitate is filtered into a weighed Gooch 
crucible (previously dried at 105° C.). The AsoS3 is washed with HCl that has 
been saturated with H.S, then with alcohol, followed by CS2 to remove free $ 
and finally again with alcohol. The compound dried at 105° C. to constant 
weight is weighed as As2Ss. 


Factors. AsoS3 0.6090 =grams As. 
AsoS3X0.8041 =grams As,O3. 
AsoO3 X1.1618=grams AsoOs;. 
As:O;X1.31385=grams H;AsO..3H.20. 
As283 1.2606 = grams As2Ss. 


If a preliminary separation of AsCl; by distillation was made the arsenic will 
be in form for this method. 


Nors.—Arsenic may also be determined as arsenic sulfide by passing a rapid 
stream of H.S into a cooled solution of arsenic acid containing at least two parts of 
concentrated hydrochloric acid for each part of water present in the solution. 


DETERMINATION OF ARSENIC AS MAGNESIUM PYROARSENATE 


The method worked out by Levol depends upon the precipitation of arsenic 
as MgNH.AsO.4:6H20, when magnesia mixture is added to an ammoniacal 
solution of the arsenate. Although 600 parts of water dissolve 1 part of the 
salt, it is practically insoluble in a 24 per cent ammonia solution, 1 part of the 
anhydrous salt requiring 24,558 parts of the ammonia water according to 
Virgili.? The compound loses 53 molecules of water at 102° C. and all of the 
water when strongly ignited, forming in presence of oxygen the stable mag- 
nesium pyroarsenate, Mg»As.O;, in which form arsenic is determined. 


7 Average of three results. J. F. Virgili, Z. anal. Chem., 44, 504, 1905. 
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Figure 11 shows a convenient form of a generator for obtaining hydrogen sulfide gas 
under pressure. The apparatus is the writer’s modification of the Banks’ generator sold 
by E. and A. and is designed for large quantities of hydrogen sulfide gas. The cylinder 

A’ is constricted, as shown, to support perforated lead disk G, upon which rests the 
iron sulfide. The lower end of the chamber is closed to catch small particles of FeS 
that may be carried through the perforations of the disk. Small openings admit the 
acid to A’. The level of the acid is below the disk G, so that the acid only comes in 
contact with the sulfide when pressure is applied by means of the rubber bulb £, the 
stopcock S! being open and S* closed. The mercury gauge C is adjusted to blow out 
at a given pressure, to prevent accident, the bulb D preventing the mercury from being 
blown out of the apparatus. A small opening in D allows the escape of the gas. When 


Stopceock 


Glass Bulb with 
Opening 


Perforated 
Lead Disk 


Mercury Valve 


Oo 


the apparatus is in operation, H is connected to an empty heavy-walled bottle, which 
in turn is attached with glass tube connection to the pressure flask in which the precipi- 
tation of the sulfide is made, the flask being closed to the outside air. By pressure on 
the rubber bulb #, acid is forced into the chamber A’ past the disk into the sulfide in A. 
The entire system will now be under the pressure indicated by the gauge C. The 
pressure is released by opening the stopcock S? and the flask containing the precipitate 
then disconnected. ‘The reservoir is designed to hold about two liters of acid, and the 
cylinder containing the sulfide is of sufficient capacity to hold over one pound of FeS, 
- so that the apparatus will deliver a large quantity of hydrogen sulfide. 


Procedure.—The solution containing the arsenic, in the form of arsenate, 
and haying a volume not exceeding 100 ml. per 0.1 gram arsenic present, is 
treated with 5 ml. of concentrated hydrochloric acid, added, with constant 
stirring, drop by drop. Ten ml. of magnesia mixture are added (Reagent=55 
grams MgCl,+70 grams NH4Cl1+650 ml. H.O and made up to 1000 ml. with 
NH,OH, sp.gr. 0.96), for each 0.1 gram of arsenic present. Ammonia solution 
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(sp.gr. 0.96) is added from a burette, with stirring, until the mixture is neutral- 
ized (a red color imparted to the solution in presence of phenolphthalein 
indicator), and then ammonia added in excess equal to one-third the volume of 
the neutralized solution. The precipitate is allowed to settle at least twelve 
hours and is then filtered into a weighed Gooch crucible and washed with 2.5% 
ammonia until free from chloride. After draining as completely as possible by 
suction the precipitate is dried at 100° C. and then heated to a dull red heat 
(400 to 500° C.), preferably in an electric oven, until free of ammonia. The 
temperature is then raised to a bright red heat (800 to 900° C.) for about ten 
minutes, the crucible then cooled in a desiccator and the residue weighed as 
Mg2AseO7. 

Factors, Mg» As,O7 «0.4826 = As, or x 0.6372 = As.Os, or 0.7403 = AsoOs, ; 
or < 0.7924 = Asor cy : 

Norss.—In place of an electric furnace the Gooch crucible may be placed in a larger 
non-perforated crucible, the bottom of the Gooch being 2-3 mm. above the bottom of 
the outer crucible. The product may now be heated in presence of a current of oxygen 
passed through a perforation in the covering lid of the Gooch, or in place of the oxygen, 


a thin layer of powdered NH,NO: may be placed on the arsenate residue and the heat 
gradually applied until the outer crucible attains a light red glow. 


Fig. 12.—Urbasch’s Hydrogen Sulfide Generator. 
The apparatus designed by Urbasch (Chem. Zeit., 34, 1040, 1910; The Analyst, 35, 


558, 1910), shown in Eig. 12, enables a constant supply of gas and its saturated aqueous 


solution to be obtained. The bottle IV is charged with hydrochloric acid, and iron 
sulfide is placed in III. The hydrogen sulfide is passed through the water in II until a 
saturated solution is obtained. Water is placed in I and II. If gas is required the taps 
A and B are opened and H.S drawn from A. Hydrogen sulfide water is obtained by 
opening the pinch cock C of the burette, the liquid drawn off being simultaneously 
replaced from the vessel II. The container is made of dark-colored glass to protect 
the hydrogen sulfide water from light. Water may be drawn into II, when required by 
opening the pinch cock leading to the bottle I. 
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VOLUMETRIC METHODS FOR THE DETERMINATION OF ARSENIC 


OXIDATION OF THE ARSENIOUS ACID WITH STANDARD 
IODINE 8 


This procedure is applicable for the determination of arsenic in acids, after 
reduction of arsenic to its arsenious form, for valuation of arsenic in the tri- 
oxide, for determination of arsenic isolated by distillation as arsenious chloride, 
for arsenic in arsenites and reduced arsenates in insecticides, etc. The method 
depends upon the reaction—As,03;+2H.,0+21.=As.0;+4HI. The liberated 
hydriodic acid is neutralized by sodium bicarbonate. The trace of excess 
iodine is detected by means of starch, a blue color being produced. 

Procedure.—If the solution is acid, it is neutralized by sodium or potassium 
hydroxide or carbonate (phenolphthalein indicator) then made slightly acid. If 
the solution is alkaline, it is made slightly acid. Two to 3 grams of sodium 
bicarbonate are added together with starch indicator and the solution titrated 
with tenth normal iodine solution, the iodine being added cautiously from a 
burette until a permanent blue color develops. 


One ml. N/10 iodine =0.003746 gram As, or 0.004946 gram As2O3. 
As.O3 x 1.1618 = As.O;. As x 1.3204 = As2O3 Or xX 1534 AssOx. 
As,O3 0.7574 = As. 


Notr.—A blank run should be made of the reagents used and this blank subtracted 
from the results obtained. 


IODINE METHOD IN THE PRESENCE OF MERCURIC SALTS 


If mercuric chloride is present in a solution containing trivalent arsenic or 
antimony and hydrochloric acid in concentrations from 1-3N, it is possible to 
titrate with standard iodine solution using carbon tetrachloride as indicator, 
or using the potentiometric method of indication.® 

Procedure.—Add to the arsenic solution, which is placed in a 250-ml. glass- 
stoppered bottle or flask, 50 ml. of saturated mercuric chloride solution and 
enough hydrochloric acid to make the concentration 1.2 to 1.7 N. Add 15 or 
20 ml. of carbon tetrachloride for purposes of indication. ‘Titrate with the 
iodine solution, shaking the stoppered bottle very thoroughly between addi- 
tions of reagent near the end point, which is the appearance of the iodine color 
in the carbon tetrachloride layer. 


‘POTASSIUM IODATE METHOD FOR DETERMINING ARSENIC 


The method is specially applicable to determining arsenic in insecticides. 
The reaction is represented as follows: 


As.O3+KIO;+2HCl= As,0;+ICI+KCI1+H,0. 


8 Geo. S. Jamison, J. Ind. Eng. Chem., 10, 290-292, 1918. 
‘9 Furman and Miller, J. Am. Chem. Soc., 59, 152 (1937). 
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Procedure.—In determining total arsenic the sample is placed in a distilling 
bulb, connected to a condenser, concentrated hydrochloric acid added together 
with cuprous chloride, and arsenious chloride distilled over into an Erlenmeyer 
flask according to the standard procedure outlined. If arsenic is high, an 
aliquot portion of the distillate is taken and the titration made with standard 
iodate solution as stated later. 

For determining arsenious oxide in Paris Green or other arsenite 0.15 to 0.4 
grams of the sample may be weighed directly into a glass-stoppered bottle 
(500 ml.) and the titration made. 

Iodate Titration.—30 ml. of hydrochloric acid sp.gr. 1.19, 20 ml. of water 
and 6 ml. of chloroform are added to the solid arsenite. If the arsenic is in. 
solution, sufficient HCl should be present to have the acidity between 11 and 
20 per cent HCl. (If this falls below 11% HCl hydrolysis of the iodine mono- 
chloride will take place. If over 20% HCl the reaction proceeds very slowly.) 
Potassium iodate solution is now added, rapidly at first, shaking the contents 
of the bottle. When the iodine that has been liberated during the first part 
of the titration has largely disappeared from the solution, the stopper of the 
bottle is inserted and the contents thoroughly shaken. The titration is now 
conducted cautiously, shaking thoroughly with each addition of the reagent. 
The titration is complete when after shaking and allowing to stand 5 minutes 
no color is observed in the chloroform. 

Reagent.—Contains 3.245 g. of KIO; (dried at 140°C.) per 1000 ml.— 
1 ml.=0.003 g. AsoO3. ; 

Other Oxidation Methods.—Standard potassium bromate may be used to 
titrate trivalent arsenic in exactly the same way in which it is used to deter- 
mine antimony. See Chapter on Antimony. 

The selective titration of antimony in the presence of arsenic with standard 
ceric sulfate has been described in the Chapter on Antimony. For the titra- 
tion of arsenic, the best procedure is that of Gleu.!® 


VOLUMETRIC DETERMINATION OF ARSENIC BY PRECIPITATION 
AS SILVER ARSENATE 


Bennett’s modification of Pearce’s method, combining Volhard’s, depends 
upon precipitation of arsenic, from a solution neutralized with acetic acid, by 
addition of neutral silver nitrate solution; the silver arsenate is dissolved in 
nitric acid, and the silver titrated with standard thiocyanate. 

Procedure.—0.5 gram, or less, of the finely powdered substance is fused 
with 3 to 5 grams of a mixture of sodium carbonate and potassium nitrate (1 : 1) 
about one-third being used on top of the charge. The cooled mass is extracted 
with boiling water and filtered. The filtrate, containing the alkali arsenate, 
is strongly acidified with acetic acid, boiled to expel the carbon dioxide, then 
cooled and treated with sufficient sodium hydroxide solution to give an alkaline 
reaction to phenolphthalein indicator. The'purple red color is now discharged 
from the solution by addition of acetic acid. A slight excess of neutral silver 
nitrate is vigorously stirred in and the precipitate allowed to settle in the dark. 
The supernatant liquid is poured off through a filter and the precipitate washed 


10 Gleu. Z. anal. Chem., 95, 305 (1933). See Chapter on Standard Solutions. 
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by decantation with cold distilled water, then thrown on the filter and washed 
free of silver nitrate solution. The funnel is filled with water and 20 ml. 
of concentrated nitric acid added. The dissolved silver arsenate is caught in 
the original beaker in which the precipitation was made, the residue on the 
filter washed thoroughly with cold water and the filtrate and washings made 
up to100ml. The silver is now titrated by addition of standard ammonium or 
potassium thiocyanate, until a faint red color is evident, using ferric ammonium 
alum indicator, according to the procedure described for determination of silver. 
(See Chlorine and Silver Chapters.) 


One ml. N/10 thiocyanate=0.010788 gram Ag. 
Factor. AgX0.2315=As. 


Notr.—tThe silver arsenate salt is nearly six times the weight of arsenic, so that 
very small amounts of arsenic may be determined by the procedure, hence it is not 
necessary to use over 0.5 gram of the material. For traces of arsenic the Gutzeit 
method, following, should be used. 

Small amounts of Ge, Sb, Sn do not interfere. Chromates, molybdates, phosphates, 
tungstates, vanadates should be absent as these precipitate as silver salts. An excessive 
amount of ammonium salt has a solvent action on silver arsenate. 


DETERMINATION OF SMALL AMOUNTS OF ARSENIC 
MODIFIED GUTZEIT METHOD 


The following procedure furnishes a rapid and accurate method for deter- 
mination of exceedingly small amounts of arsenic ranging from 0.001 milli- 
gram to 0.5 milligram As.O;. It is more sensitive and less tedious than the 
Marsh test. The details, given below with slight modifications, have been 
carefully worked out in the laboratories of the General Chemical Company ™ 
and have proved exceedingly valuable in estimating small amounts of arsenic 
in acids, bases, salts, soluble arsenic in lead arsenate and zinc arsenite and other 
insecticides, traces of arsenic in food products, baking powders, canned goods, 

‘ete. 

The method depends upon the evolution of arsine by the action of hydrogen 
on arsenic compounds under the catalytic action of zinc, the reaction taking 
place either in alkaline or acid solutions. The evolved arsine reacts with 
mercuric chloride, forming a colored compound. From the length and intensity 


1 Evolution of arsine by the electrolytic method, in place of the method outlined, 
proved to be unreliable. The evolution of arsine is effected by the slightest variation 
in conditions so it is extremely difficult to obtain concordant results. 
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of tre color stain the amount of arsenic is estimated by comparison with 
standard stains. 

Although the acidity of the sample and the amount of zine shot should be 
kept within certain limits, the results are not affected by slight variation as was 
formerly thought. The physical characteristics of the zine used rather than 
the surface exposed to acid action appears to have an effect on the evolution 
of arsine. The best results are obtained with zinc having a fine crystalline 
structure. 

Iron present in the solution tends to prevent evolution of stibine, but has 
no apparent effect on arsine generation. 

Stannous chloride is essential to the complete evolution of arsine, hence | 
this reagent is added to the solution in which arsenic is determined. 

Antimony present in the solution in amounts less than 0.0001 gram, does 
not interfere with the determination of arsenic. If a greater amount of anti- 
mony is present a separation of arsenic should be made by distillation. The 
following modification of the method is recommended. In place of the 
generator for HCl shown in Fig. 9, air saturated with HCl, by passing it 
through a gas wash bottle containing concentrated hydrochlorie acid, is 
drawn through the boiling solution containing the sample in a saturated 
HCl solution, reduction of arsenic to arsenious chloride having been effected 
with cuprous chloride as prescribed. The air sweeps the arsine into the 
water in the receiving flasks (Fig. 9). It is advisable to have two flasks con- 
nected in series in place of one as shown. Gentle suction is applied at the 
receiving end of the train. The apparatus may be made in fairly compact 
form. 


Notrs.—An accuracy of +0.002 mg. to 0.004 mg. can be obtained by this method. 
Interferences.—HNO;, Cl, Br, I, H»S, SO2, PH; must be absent. Hg, Pt, Ag, Pd, 
Ni, Co, CuSO, are undesirable. Sb should not exceed 0.1 mg. 


Special Reagents. Standard Arsenic Solution.—One gram of resublimed 
arsenious acid, As:Os, is dissolved in 25 ml. of 20% sodium hydroxide solution 
(arsenic-free) and neutralized with dilute sulfuric acid. This is diluted with 
fresh distilled water, to which 10 ml. of 95% H.SO, has been added, to a 
volume of 1000 ml. Ten ml. of this solution is again diluted to a liter with dis- 
tilled water containing acid. Finally 100 ml. of the latter solution is diluted 
to a liter with distilled water containing acid. One ml. of the final solution 
contains 0.001 milligram As.O3. 

Standard Stains.—Two sets of stains are made, one for the small apparatus 
for determining amounts of As.O3 ranging from 0.001 to 0.02 milligram, and a 
second set for the larger-sized apparatus for determining 0.02 to 0.5 milligram 
As.O3. Stains made by As,O; in the following amounts are convenient for the 
standard sets; e.g., small apparatus, 0.001, 0.002, 0.004, 0.006, 0.01, 0.015, 0.02 
milligram As.O3. Large apparatus, 0.02, 0.05, 0.1, 0.2, 0.3, 0.4, 0.5 milligram 
AsoQ3. 

In making the stain the requisite amount of standard reagent, As2O; 
solution, is placed in the Gutzeit bottle with the amounts of reagents preseribed 
for the regular tests and the run made exactly as prescribed in the regular 
procedure. 
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Preservation of the Stains.—The strips of sensitized paper with the arsenic 
stain are dipped in molten paraffine (free from water), and mounted on a sheet 
of white paper, folded back to form a cylinder. The tube is placed in a 
glass test-tube containing phosphorus pentoxide, which is then closed by 
a stopper. It is important to keep the stained strips dry, otherwise the stain 
soon fades, hence the paper on which the strips are mounted and the glass 
test-tube, etc., must be perfectly dry. It is advisable to keep the standard 
in a hydrometer case, while not in use, as light will gradually fade the color. 

Sensitized Mercuric Chloride (or Bromide) Paper.—20 X20 in. Swedish 
Filter Paper No. 0 is cut into four equal squares. For use in the large Gutzeit 
apparatus the paper is dipped into a 3.25% solution of mercuric chloride 
(mercuric bromide may be used in place of the chloride) or if it is to be used in 
the small Gutzeit apparatus it is dipped into a 0.35% mercuric chloride solution. 
(The weaker the solution, the longer and less intense will be the stain.) The 
paper should be of uniform thickness, otherwise there will be an irregularity in 
length of stain for the same amounts of arsenic. (The thicker the paper the 
shorter the stain.) The paper is hung up and dried in the air, free from gas 
fumes, H.S being particularly undesirable. When dry, half an inch of the 
outer edge is trimmed off (since this is apt to contain more of the reagent), 
and the paper cut into strips. The paper with more concentrated reagent 
is cut into strips 15 cm. by 5 mm. and that with 0.35% mercuric chloride 
into strips 12 cm. by 2.5 mm. The paper is preserved in bottles with tight- 
fitting stoppers. Standards should be made with each batch of paper. Paper 
with a white deposit of HgCl, should not be used.!? 

Mercuric Bromide Paper.— Kemmerer atid Schrenk (G. Kemmerer, H. H. 
Schrenk, Ind. Eng. Chem., 18, 707, July, 1926) recommend that the paper that 
is to be sensitized be dried at 105° C. for 1 hour and stored in a desiccator over 
CaCl. The paper is cut into 2.5 mm. strips and saturated with a 1.5% solu- 
tion of mercuric bromide in 95% ethyl alcohol. After draining the strips are 
dried in a desiccator for 10 minutes and used. The treated strips should not 
be stored for longer than 2 hrs. before use. 

In the Marsh test arsine is passed through a glass tube constricted to 
capillarity. By application of heat the arsine is decomposed and metallic 
arsenic deposited. The tube is heated just before the capillary constriction 
so that arsenic deposits in the drawn out tube. Comparison is made with 
standards, the length of the stain being governed by the amount of arsenic in 
the evolved gas. Slight variations in the size of the capillary tube and rate 
of evolution make a notable variation in length of stain. 

Ferric Ammonium Alum.—Highty-four grams of the alum with 10 ml. of 
mixed acid is dissolved and made up to a liter. Ten ml. of this solution con- 
tains approximately 0.5 gram Fe2O3. 

Lead Acetate.—One per cent solution with sufficient acetic acid to clear the 
solution. . 

Zinc.—Arsenic-free zinc shot, 3 to 6-in. mesh. The zinc is treated with 
C. P. hydrochloric acid, until the surface of the zine becomes clean and dull. 
It is then washed, and kept, in a casserole, covered with distilled water, a 
clock-glass keeping out the dust. 


2 Prepared paper may be purchased from chemical dealers. 
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Mixed Acid.—One volume of arsenic-free H2SO, is diluted with four volumes 
of pure water and to this are added 10 grams of NaCl per each 100 ml. of 
solution. 

Stannous Chloride.—Eighty grams of stannous chloride dissolved in 100 ml. 
of water containing 5 ml. arsenic-free hydrochloric acid (1.2 sp.gr.). 

Arsenic-free Hydrochloric Acid.—The commercial acid is treated with 
potassium chlorate to oxidize the arsenic to its higher form and the acid distilled. 
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Fira. 13.—Purification of Hydrochloric Acid. 


The distilling apparatus may be arranged so that a constant distillation takes 
place, acid from a large container dropping slowly into a retort containing 
potassium chlorate, fresh hydrochloric acid being supplied as rapidly as the 
acid distills. See Fig. 13. 

Lead Acetate Test Paper for Removal of H,S.—ULarge sheets of qualitative 
filter paper are soaked in a dilute solution of lead acetate and dried. The paper 
is cut into strips 75 cm. 
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Blanks should be run on all reagents used for this work. The reagents are 
arsenic-free if no stain is produced on mercuric chloride paper after forty-five 
minutes’ test. 

Special Apparatus.—The illustration, Fig. 14, shows the Gutzeit apparatus 
connected up, ready for the test. The dimensions on the left-hand side are 
for the small apparatus and those on the right for the large form. Rubber 
stoppers connect the tubes to the bottle. The apparatus consists of a wide- 
mouth 2-o0z. or 8-0z. bottle according to whether the small or large apparatus 
is desired, a glass tube (see Fig. 14) containing dry lead acetate paper and moist 
glass wool for removal of traces of hydrogen sulfide and a small-bore tube 
containing the strip of mercuric chloride paper. 


PREPARATION OF THE SAMPLE 


The initial treatment of the sample is of vital importance to the Gutzeit 
Method for determining traces of arsenic. The following procedures cover 
the more important materials or substances in which the chemist will be called 
upon to determine minute amounts of arsenic. 

Traces of Arsenic in Acids.—The acid placed in the Gutzeit apparatus 
should be equivalent to 4.2 grams of sulfuric acid or 3.1 grams of hydrochloric 
acid and should contain 0.05 to 0.1 gram Fe.03 equivalent. If large samples 
are required for obtaining the test it is necessary either to expel a portion of 
the acid in order to obtain the above acidity or to make standard stains under 
similar conditions of acidity. It must be remembered that arsenious chloride 
is readily volatile, whereas the arsenic chloride is not, hence it is necessary to 
oxidize arsenic before attempting to expel acids. If nitric acid or bromine or 
chlorine (chlorate) be added for this purpose, it must be expelled before at- 
tempting the Gutzeit test. Nitric acid may be expelled by adding sulfuric acid 
and taking to SO; fumes. Free chlorine, bromine, or iodine will volatilize on 
warming the solution. Chlorine in a chlorate is expelled by taking the sample 
to near dryness in presence of free acid. Sulfurous acid or hydrogen sulfide, 
if present, should be expelled by boiling the solution, then making faintly 
pink with KMnO, and destroying the excess with a drop or so of oxalic acid. 
SO. is reduced by zine and hydrogen to H.S, which forms black HgS with 
mercuric chloride, hence removal of SOz and H.S are necessary before running 
the test. 

Sulfuric Acid.—With amounts of arsenic exceeding 0.00005% As2O:, 5 to 
10 grams of acid, according to its strength, are taken for analysis and diluted to 
15 or 20 ml. If H.S or SO: are present, expel by boiling for fifteen or twenty 
minutes. Prolonged fuming of concentrated acid should be avoided by previ- 
ously diluting the acid with sufficient water. In mixed acid containing nitric 
‘acid the sample is taken to SO; fumes to expel nitric acid. The procedure 
given later for the regular determination is now followed. 

For estimating very minute amounts of arsenic, 0.000005 to 0.00005% 
As2Os, it is necessary to take a 25- to 50-gram sample for analysis. The acid is 
treated as directed above for removal of H.S or SO; or nitric acid and diluted in 
the Gutzeit apparatus to at least 130 ml., using the large apparatus. Add 
the iron and stannous chloride as directed in the procedure described on 
page 108 for large Gutzeit test. The stains are compared with standard stains 
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produced by known amounts of arsenic added to 50-gram portions of arsenic- 
free sulfuric acid of strength equal to that of the sample. The stains are longer 
and less intense than those produced by less acid. 

Hydrochloric Acid.—Twenty ml. is taken for analysis (sp.gr. being known); 
the sample should contain an acid equivalent of about 3.1 grams of hydrochloric 
acid. Chlorine is expelled by bubbling air through the acid before taking a 
sample. The procedure is given for further treatment of the sample following 
the section on preparation of the sample. 

Nitric Acid.—One hundred ml. of the acid (sp.gr. being known) is evap- 
orated with 5 ml. of concentrated sulfuric acid to SO; fumes, to expel nitric 
acid. Arsenic is determined in the residue by the standard procedure. 

Iron Ores, Pyrites, Burnt Pyrites, Cinders, etc.—One gram of the finely 
ground ore is oxidized by treating with 5 ml. of a mixture of 2 parts liquid 
)romine and 3 parts of carbon tetrachloride. After fifteen minutes, 10 ml. of 
concentrated nitric acid are added and the mixture taken to dryness. Five ml. 
of concentrated sulfuric acid (95%) are added and the mixture taken to SO; 
fumes to expel the nitric acid. The cooled sample is taken up with 50 ml. of 
water and digested until all of the iron sulfate has dissolved; it is now washed 
into a 100-ml. flask, made to volume, and arsenic determined in an aliquot 
portion in the usual way, givenlater. Insoluble Fe.O;, briquettes, etc., are best 
dissolved by fusion with potassium bisulfate, KHSO,. The fused mass is dis- 
solved in warm dilute hydrochloric acid, and then washed into the Gutzeit 
bottle. 

Alumina Ores. Bauxite.—One gram of bauxite is treated with one part 
of concentrated nitric acid and 6 parts of concentrated hydrochloric acid, and 
taken to dryness on the water bath. The residue is taken up with an equiv- 
alent of 4.7 grams of hydrochloric acid or 6.3 grams of sulfuric acid in a volume 
of 25 ml. and the mix heated until the material has dissolved. The sample is 
diluted to exactly 100 ml. and arsenic determined on an aliquot portion. 

Phosphates, Phosphoric Acid.—Arsenic, in phosphoric acid, combined or 
free, cannot be determined in the usual way, as P.O; has a retarding effect 
upon the evolution of arsine, so that the results are invariably low, small 
amounts of arsenic escaping detection. Arsenic, however, may be volatilized 
from phosphates and phosphoric acid, as arsenious chloride, AsCls, in a current 
of hydrogen chloride by heating to boiling. One gram or more of the phosphate 
is placed in a small distilling flask, connected directly to a 6-in. coil condenser 
dipping into the Gutzeit bottle, containing 20 to 30 ml. of cold distilled water. 
A second bottle connected in series may be attached for safeguarding loss (this 
seldom occurs). Fifty ml. of concentrated hydrochloric acid are added to the 
sample and 5 grams of cuprous chloride. Arsenic is distilled into the Gutzeit 
bottle by heating the solution to boiling and passing a current of air through 
strong hydrochloric acid into the distilling flask by applying suction at the re- 
ceiving end of the system. All of the arsenic will be found in the first 10 or 15 
ml. of the distillate. Arsenic may now be evolved after addition of iron, 
stannous chloride and zinc, as directed in the procedure. 

Salts, Sodium Chloride, Magnesium Sulfate, etc.—One-gram samples 
are taken and dissolved in a little water and an equivalent of 6.3 grams of 
sulfuric acid added. The solution of iron and stannous chloride having been 
added, the run is made with 5 ml. of zinc shot, placed in the Gutzeit bottle. 
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Baking Powder, Other than Phosphate Baking Powder.—A 10-gram 
sample is heated with 10 ml. hydrochloric acid, 10 ml. of ferric ammonium alum 
and 30 ml. of distilled water, until the starch hydrolyzes. 0.5 ml. of stannous 
chloride is added to the hot solution and the mixture washed into the Gutzeit 
apparatus. The required amount of zinc is added and the arsenic determined 
as usual. 

Phosphate Baking Powders.—Ten grams of the material mixed to a paste 
with about 50 ml. of hydrochloric acid are transferred to a small distilling flask 
with a few ml. of HCl. A tube, connected to a bottle of concentrated hydro- 
chloric acid, passes into the mixture in the flask through a ground glass stopper. 
The flask is attached to a tube, which dips into water in a Gutzeit bottle. Two 
grams of cuprous chloride are added, the apparatus made tight and the flask 
immersed in boiling hot water. By aspirating air through the system into the 
Gutzeit bottle, which is water cooled, arsenic distills into the bottle and may be 
determined by the procedure outlined. 

Arsenic in Organic Matter, Canned Goods, Meat, etc.—The finely chopped, 
well-mixed sample is placed in a large flask and enough water added to pro- 
duce a fluid mass. An equal quantity of concentrated hydrochloric acid and 
1 to 2 grams of potassium chlorate are added. The flask is shaken to mix the 
material and it is then placed on the steam bath. Upon becoming hot, nascent 
chlorine is evolved and vigorously attacks the organic matter. Half-gram 
portions of potassium chlorate are added at five- 


minute intervals, shaking the flask frequently. a ad ape aat eh 
When the organic material has decomposed and = 47m bore’ . f tS Bore 
the solution becomes a pale yellow color, the mass 6cm. from cm. from 
is diluted with water and filtered. Arsenic will  %”*”" pepe es 
be found in the filtrate. A white, amorphous sub- é A 
5 trip Hg Clp ~> 
stance generally remains on the filter, when cadaver — Paper in Tove 
is being examined. The filtrate is diluted to a 
given volume and an aliquot portion taken for 
analysis. This is evaporated to near dryness to $¢m.x 125 cm, 
expel excess of acid and decompose chlorates. An sly -6em.xlSem 


equivalent of 4.7 grams of hydrochloric acid is Bs eae 
added (three times this amount for the large — moistened 
apparatus), the volume of the solution made to ‘”Leaa ~~” 
about 30 ml., 10 ml. of ferric ammonium alum and = S%*ion 
0.5 ml. of stannous chloride added, and the solution Jem bem All| 
poured into the Gutzeit apparatus for the test as PAST 


f ollows. Acetate Paper 


“9em.x l5cm. 


PROCEDURE FOR MAKING THE TEST 


‘ 2-07. Bottle 6-02. Bottle 

For amounts of arsenic varying from 0.001 — 60¢c.,for 250cc.,for 

“11: f “17: = Tests of Tests of 
milligram to 0.02 milligram As.O;, the small  4s,obew |-~--— 2} 4520 


apparatus is used. The volume of the solution °7942%%|---.—"> over ote 


should be 50 ml. Itshould contain an equivalent 
of 4.2 to 6.3 grams sulfuric acid and should have 
about 0.1 gram equivalent of Fe,O3 reduced by yyg. ia. <n ay Apparatus 
0.5 ml. of stannous chloride solution. Arsine is for Arsenic Determination. 
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generated by adding one 5-ml. crucible of arsenic-free zinc shot, } to %-inch 
mesh. Temperature 75 to 80° F. 

For amounts ranging from 0.02 to 0.5 milligram As.O3,} the large apparatus 
isused. The volume of the solution should be about 200 ml. and should contain 
an equivalent of 18.5 grams of sulfuric acid and should have 0.1 gram equiva- 
lent of Fe2O3, reduced by 0.5 ml. stannous chloride solution. Arsine is gener- 
ated by adding one 12-ml. crucible of zine shot (3 to §-inch mesh). The 
temperature should be 105° F. The sample taken should be of such size that a 
stain is obtained equivalent to that given by 0.1 to 0.5 milligram As2O3. 

Lead acetate paper is placed in the lower portion of tube B; the upper 
portion of B contains glass wool moistened with lead acetate solution; the tube 
A contains the test strip of mercuric chloride paper. See Fig. 14. Immediately 
upon adding the required amount of zine to the solution in the bottles, the 
connected tubes are put in position, as shown in the illustration, and the bottle 
gently shaken and allowed to stand for one hour for the small apparatus, forty 
minutes for the large. The test paper is removed, dipped in molten paraffine 
and compared with the standard stains. See Plate I. 


Estimation of Per cent. 


The milligram As.O3 stain X100 


— OF 
Weight of sample taken =o ee 

References.—J. W. Burnes and C. W. Murray, ‘‘ Accuracy of the Gutzeit 
Method for the Determination of Minute Quantities of Arsenic.” Ind. Eng. 
Chem., Anal. Ed. 2, 29, Jan. 1930. 

“ A Study of the Accuracy of the Gutzeit Method for Arsenic,” J. R. Neller. 
J. Assoc. Official Agr. Chem., 12, 332, 1929. 

“ History; Bibliography; Modifications,’ H. E. Crossley, J. Soc. Chem. 
Ind., 55, 272T (1936). 

“Sources of Error,” W. Miihlsteph, Z. anal. Chem., 104, 333 (1936). 

“Preparation of Zine Pellets of Uniform Size (Bullet mold),” P. L. Mills, 
J. Off. Agr. Chem., 18, 506 (1935). 

Review, G. Lockemann and B. F. v. Biilow, Z. anal. Chem., 94, 322 (19383). 

“Use of Diaphragm Instead of Paper Strips,’’ C. E. Lachele, Ind. Eng. 
Chem., Anal. Ed. 6, 256 (1934). 

‘Use of Tin Instead of Zine to Prevent Evolution of SbH3,” N. A. Tana- 
naev and V. D. Ponomarev, Z. anal. Chem., 101, 183 (1935). 


18 It is advisable to use smaller samples when the arsenic content is over 0.3 milligram 
As;Os3, as the longer stains are unreliable. 

Ferrous iron prevents polarization between zinc and the acid and hence aids in the 
evolution of arsine. 

In the analysis of baking powders, bauxite, sodium or similar salts, the distillation 
spanner is recommended. See page 107, “ Phosphates,” and “ Phosphate baking 
powder 

Hydrochloric acid is used in place of sulfuric acid in cases where complete solution 
by the latter acid cannot be effected. 

Standards and samples should be run under similar conditions, temperature, any 
amount of zinc, volume of solution, etc. In place of zinc shot, zine rods, cubes o 
may be used for generating arsine and hydrogen. 


ARSENIC 109 


MARSH METHOD FOR ARSENIC 


The famous Marsh test for arsenic is based on the reduction of As by 
nascent hydrogen. A flask containing a frothing mixture of arsenic-free zinc 
and sulfuric acid is connected with a glass tube constricted at two points. 
Through a funnel a solution of the suspected arsenic compound is added. The 
arsine formed by reduction is heated as it passes through the delivery tube 
and the element is deposited farther along as a shining mirror. It is best 
worked so that the mirror forms in a constriction. As little as one millionth 
of a gram of arsenic can be determined in this way, so the method has been 
used in poisoning cases. Description taken from ‘‘ Holmes’’ General Chem- 
istry. 

The constricted part of the mirror tube is usually 1 mm. in width and the 
mirror of arsenic is compared with standard mirrors and thus determined 
quantitatively. 


METHOD FOR ANALYSIS OF COMMERCIAL “ ARSENIC,” ARSENIOUS 
OXIDE, As.O; 


The following constituents may be commonly present as impurities, SiOz, 
Sb20s, Fe.0s, NiO, CoO, CaO, SOs, Cu, BD; and Zn. 


DETERMINATION OF MOISTURE 


Two 10-gram samples are dried to constant weight in the oven at 100° C. 
Loss in weight= moisture. 


SULFURIC ACID, H.S0O, 


The samples from the moisture determination are dissolved in concentrated 
hydrochloric acid, heating to boiling if necessary, and the samples diluted to 
300 to 400 ml. Barium chloride solution is added in slight excess to the hot 
solution, the precipitate, BaSOu., allowed to settle and filtered and the sulfate 
- dried and ignited as usual. ; 


BaSO,4X0.343 = S03. 


DETERMINATION OF ARSENIC AS As.0; 


Duplicate 5-gram samples are dissolved in 20 grams potassium carbonate 
in 66 ml. of hot water, by boiling until solution is effected. The samples are 
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made up to 1 liter and aliquots of 100 ml. (=0.5 gram) taken for analysis. The 
solution is made faintly acid with hydrochloric acid, testing the solution with 
litmus paper or by adding methyl orange directly to the solution. An excess 
of bicarbonate is added and the arsenic titrated with tenth-normal iodine 
according to the standard procedure for arsenic. One ml. N/10 1=0.004946 
gram As2Os. 


RESIDUE UPON SUBLIMATION OF As.03. SiO, Pb, Cu, Fe2O3, NiO, 
CoO, Zn 


Two 5-gram samples are weighed into tared porcelain crucibles and heated 
gently on sand baths with the sand banked carefully around the crucible so — 
as to heat the entire receptacle. After the greater part of the arsenious oxide 
has volatilized, the crucible is ignited directly in the flame to a dull red heat, 
until fumes are no longer given off. The residue is weighed as total non- 
sublimable residue. 


SILICA 


The residues are transferred to beakers and treated with aqua regia, taken 
to dryness, and the silica dehydrated at 110° C. for an hour or more. The 
residue is taken up with hot dilute hydrochloric acid, boiled, and the silica 
filtered off, ignited, and weighed. 


LEAD AND COPPER 


The filtrate from the silica is “‘ gassed ”’ with H.S and the precipitate filtered 
off. The filtrate is put aside for determination of iron, etc. The precipitate is 
dissolved in hot dilute nitric acid, 2 to 3 ml. of concentrated sulfuric acid added, 
the solution taken to SO; fumes, the cooled concentrate diluted to 20 or 30 ml., 
and the lead sulfate filtered off, ignited, and weighed as PbSO.. 

The filtrate from the lead sulfate containing the copper is treated with 
aluminum powder and the copper thrown out of solution; the excess of alumi- 
num is dissolved with a few ml. of hydrochloric acid. The filtrate should be 
tested for copper with H.S and the precipitate added to the copper thrown 
out by the aluminum. The copper on the filter is dissolved in hot dilute nitric 
acid, the extract evaporated to 2 or 3 ml., the acid neutralized with ammonia 
and then made acid with acetic, potassium iodide added and the liberated iodine 
titrated with standard thiosulfate solution according to the regular scheme for 
copper. 


IRON, NICKEL, COBALT, AND ZINC 


The filtrate from the H.S Group is boiled to expel the H.S and the iron 
oxidized by addition of nitric acid and boiling. The iron (and alumina) is 
precipitated with ammonium hydroxide and the precipitate filtered off and 
washed several times with hot water. If alumina is suspected (light-colored 
precipitate) it may be determined by the difference method—ignition of the 
precipitate, weighing, and finally subtracting the iron found by titration with 
standard stannous chloride solution. The iron is dissolved in hydrochloric acid 
and titrated hot with stannous chloride solution. 
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The filtrate from the iron is boiled and a 1% alcoholic solution of dimethyl- 
glyoxime added to precipitate the nickel. The salt is filtered on a tared 
Gooch, the precipitate dried at 100° C., and weighed. The weight of the 
salt X 0.2032 = Ni. 

The filtrate from the nickel is boiled until all the alcohol has been driven 
off and the cobalt precipitated by addition of sodium hydroxide in excess, 
filtered, ignited, and weighed as Co3Qu.. 

The filtrate is made acid with hydrochloric acid, and then alkaline with 
ammonium hydroxide and colorless sodium sulfide solution added to pre- 
cipitate the zinc. The mixture is boiled five to ten minutes, the precipitated 
ZnS allowed to settle, filtered off, and washed once or twice and then dissolved 
in hydrochloric acid and the zine determined by titration directly with potas- 
sium ferrocyanide, or by converting to the carbonate by addition of potassium 
carbonate, filtered and washed free of alkali, the precipitate dissolved in a 
known amount of standard acid, and the excess acid titrated with standard 
caustic (methyl orange indicator) according to the procedure given for zinc. 
H2S0, X 0.6666 = Zn. 


ANTIMONY AND CALCIUM OXIDES 


Two 15-gram samples are treated with 300 ml. of concentrated hydrochloric 
acid, boiled down to 50 ml. to expel the arsenic as AsCl;, an equal amount 
of concentrated hydrochloric acid is added, and the last traces of arsenic pre- 
cipitated by H.S passed into the hot concentrated hydrochloric acid solution. 
The arsenious sulfide, As.S;, is filtered off. Antimony is precipitated by diluting 
the solution with an equal volume of water, the solution having been concen- 
trated by boiling down to about 50 ml. The Sb.§; is filtered off, washed several 
times with hot water, dissolved by washing through the filter with concentrated 
hydrochloric acid, and antimony determined in the strong hydrochloric acid 
solution by the potassium bromate method—addition of methyl orange indi- 
cator and titration with standard potassium bromate added to the hot solution 
to the disappearance of the pink color of the indicator. 

The filtrate from the antimony is concentrated, made slightly alkaline with 
ammonium hydroxide, and gassed with hydrogen sulfide to remove iron, nickel, 
cobalt, zinc, chromium, and last traces of lead, etc. The filtrate is then con- 
centrated and made acid with crystals of oxalic acid, boiled and methyl orange 
added and then ammonia drop by drop, slowly, until the indicator changes to 
an orange color. An excess of ammonium oxalate is now added and the beaker 
placed on the steam bath until the calcium oxalate has settled. The lime is 
now determined by filtering off the precipitate and washing, drying and igniting 
to CaO, or by titration with standard permanganate, according to the regular 


- procedure for calcium. 
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ARSENIC IN IRON AND STEEL 


Ten grams of sample are placed in a distillation flask and dissolved in dilute 
HNOs, the solution evaporated to dryness and heated to expel oxides of nitro- 
gen, 100 ml. of HCl and 20 grams of CuCl are added and the arsenious acid 
distilled and determined by the iodine method. 


ARSENIC IN COPPER 


Since arsenic impairs the electrical conductivity of copper, its determination 
is required. One gram of the sample is placed in a distillation flask with 
10 ml. FeCl; and 100 ml. HCl and 5 grams KC] and the arsenious acid distilled 
and determined by titration with iodine. 


DETERMINATION OF ARSENIC IN A WHITE ALLOY METAL" 
(A) DETERMINATION WHERE ARSENIC EXCEEDS 0.05 PER CENT 


Method.—Weigh 2-5 g. of sawings into a 250 ml. distilling flask having no 
side-arm, add at least 3 times as much FeCl;.6H.O as sample weighed out, 
about 2 g. of KCl, and 100-150 ml. of HCl (sp.gr. 1.19). Connect up with a 
condenser and distill into 100 ml. of cold distilled water 1° having the lower end 
of the condenser immersed in the water. Distill down to a volume of about 
30 ml.1° or until the solution begins to bump due to the separation of PbCl. 
Wash down the condenser, set a beaker of fresh water under the condenser, add 
50 ml. of HCl (sp.gr. 1.19) to the solution in the flask and distill as before. 
Wash down condenser. 

14 Standard Method of the National Lead Company—by courtesy of the Company 
through kindness of W. A. Brown. 

16 The distillate should be kept cold by setting the beaker in a large sized casserole 
and packing around it with cracked ice. 


16 Tf the alloy is high in antimony and the solution is taken too low, antimony will 
distill over. 
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Pass H.S through both solutions for 45 minutes. If AsoS3 appears to 
precipitate in the second solution make a third distillation. After passing H.S 
through the distillates, allow them to stand in a warm place for several hours, 
again pass H.S for 15 minutes and filter them through a previously prepared 
Gooch © crucible, washing first with hot distilled water and once with 95% 
alcohol. Now cut off the suction, add 10 ml. of CS», allow it to drain through 
and then connect up with the suction again until the pad is apparently dry; 
repeat with 5 ml. of CS». Dry at 105° C. for 30 minutes, cool and weigh. 
Dissolve the As.S3 on the pad, first with a half saturated solution of (NH4).COs; 
and then with NH,OH (1 : 2); wash several times with hot distilled water and 
once with 95 per cent alcohol. Dry as before, cool and weigh. The loss in 
weight is AsoS3. Calculate to As. 

Run in duplicate. 


(B) DETERMINATION WHERE ARSENIC IS LESS THAN 0.05 
PER CENT 


Weigh 10-80 g. of sawings into a 1000-ml. wash bottle flask, add at least 3 
times as much ferric chloride as sample present and about 400 ml. of HCl 
(sp.gr. 1.19). Distill as in method (a) until the solution begins to bump. Wash 
down the condenser. ‘Transfer the clear solution to another 1000-ml. flask, add 
about 50 ml. of hot water and combine the dissolved lead chloride solution 
with the decanted solution in the second flask. To the original flask add about 
10 g. of ferric chloride, 2 g. of KCl and about 100 ml. of HCl (sp.gr. 1.19), 
connect up both flasks with condensers, set a beaker of fresh water under each 
condenser and redistill. When the distillation is finished wash down the 
condenser and pass H.S through all 3 solutions as in method (a). If a pre- 
cipitate of AsoS3 appears in the last two distillates, distill again. Proceed as 
described in method (a). 

Run in duplicate. 


17 To prepare the Gooch crucible, first introduce a disc of filter paper that will snugly 


| fit the bottom of the crucible, then add the asbestos, wash with distilled ‘Hates and once 


with 95 per cent alcohol. Dry at 105° C. for 30 minutes, cool and weigh. 
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DETERMINATION OF ARSENIC AND ANTIMONY IN A WHITE 
METAL ALLOY 


STIEF METHOD #® 


Apparatus.—A condenser is made of glass tubing in the form of a letter §, 
about 18’ long and }” inside diameter, tapering to about }’ at the upper end 
and to about 2” at the lower end. One curve is nearly filled with water, and is 
submerged in "cold water in a 500-ml. beaker. The lower end dips into about 
75 ml. of water in a 300-ml. beaker and the upper end is connected by a delivery 
tube with a 300-ml. Florence flask, closed with a rubber stopper which is fitted 
with a delivery tube and with a thermometer reaching to about 1’’ above the 
surface of the liquid in the flask. 

Solutions Required. Potassium Permanganate (N/10).—Dissolve 3.16 of 
KMn0O, in about 500 ml. of distilled water and allow to stand several days. 
Filter off, without washing, through glass wool, into a 100-ml. graduated flask, 
make up to mark and mix thoroughly. Standardize against Bureau of Stand- 
ards’ sodium oxalate by accurately weighing 0.25 g—0.30 g. of Na2C.Ox, brush 
into a 300-ml. beaker, dissolve with 200 ml. of hot water, add 20 ml. H:SO, 
(1 : 1) and titrate with KMnO, solution to the first tinge of a permanent pink. 
Calculate #9 to antimony; each ml. is equivalent to approximately 0.006 g. of 
antimony. Also standardize against a white metal alloy of known antimony 
content having exactly the same conditions for titration as are specified for the 
analysis of the sample. 

Starch Solution.—See ‘‘ Determination of Tin in a White Metal Alloy.” 

Method. (a) Determination of Arsenic.—Weigh 1.0 g. of sawings, brush 
into a 300 ml. Florence flask, add 15 ml. H.SO, (sp.gr.=1.84) and heat on the 
hot plate until completely dissolved. Cool, add 15 ml. of water and a bulk of 
0.5 ml. of pumice stone,”° and boil gently for about 5 minutes or until the strong 
odor of SO» can no longer be detected. Cool, cautiously add 25 ml. HCl 
(sp.gr.= 1.18), insert the stopper carrying the delivery tube and thermometer 
and connect the delivery tube with the ““S” condenser. Heat the solution 
to gentle boiling for from 10 to 15 minutes, keeping the vapor temperature 
at 107° C. for at least 5 minutes. Wash the contents of the condenser into a 
300-ml. beaker; neutralize with NaHCOs; add 2 g. NaHCO; in excess, dilute to 


18 Stief, J. Ind. Eng. Chem., 7, 211 (1915); see also A.S.T.M., ‘‘The Chemical Analysis 
of Metals,”’ pp. 190-192 (1936). 
191 ml. N/10 KMnO,=1 ml. N/10 NasC,0,=0.0067 g. NasC.0,, 


Atomic Weight Sb 
2x 1000 

Should B g. of NaxC.O, require 6 ml. of KMnO,, then 

1 ml. KMn0O:i=B/b g. NaxC.O.4 

6.088 

67.0 


20’'The pumice stone used for this purpose should be of such size as to pass through 
a 10 mesh but not a 20 mesh sieve. 
21 Should the temperature get above 107° C. there is danger of a loss of antimony. 


1 ml. N/10 KMn0O, 


=0,006088 g. Sb. 


=B/bX—— g. Sb. 
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a volume of 200 ml. with water at room temperature, add 2 ml. of starch solution 
and titrate with N/10 iodine ”? to the first tinge of permanent blue. Deduct 
0.1 ml. as a correction for a blank and calculate for arsenic content. 

(b) Determination of Antimony.—Wash the stopper and thermometer with 
cold distilled water, combine washings with main solution, dilute to a volume 
of 200 ml., add 10 ml. of HCl (sp.gr.=1.18), cool in tap water and titrate with 
N/10 KMn0O, to the first permanent tinge of pink. Deduct 0.1 ml. as a cor- 
rection for a blank, 


OTHER METHODS FOR DETERMINATION OF ARSENIC 


A SIMPLE METHOD OF THE DETERMINATION OF ARSENIC IN 
SMALL QUANTITIES OF ORGANIC SUBSTANCE # 


The method depends upon the fact that during the destruction of the organic 
substance As is oxidized to arsenate; this liberates I from KI which can be 
titrated with Na.S.O3;. 

Procedure.— Boil 7-12 mg. of the substance with 1 ml. of 30% H.SO, and a 
few drops of concentrated HNO:;, add more HNO; and boil longer, evaporate 
several times with addition of a few drops of perhydrol, dissolve in 1 ml. of 
water, evaporate until SO; is evolved, repeat this process, add 1 ml. of water, 
boil out of contact of air, add fresh concentrated HCl and 2 ml. of 4% KI 
solution (free of iodates), let stand closed for 10 minutes and titrate the I with 
0.01 N Na.S.0;. If the solution is only pale yellow, make it up to 20 ml., add 5 
drops of 1% starch solution, and titrate to the appearance of a characteristic 
pale reddish end point. When halogens are present in the organic substance 
special precautionary measures are necessary to obtain correct results. The 


22 The iodine solution is standardized by measuring off 25 ml. into a 300-ml. flask, 
dilute to 150 ml. with cold distilled water, titrate with standard Na2.S.O; solution, to a 
pale straw color, add 2 ml. of starch solution, and continue the titration to the disap- 
pearance of the blue color. The Na»S.O; solution should be an approximately N/10 
solution and is standardized in terms of Sb. The method of calculating the strength of 


_ the ee in terms of arsenic can best be shown by the following example: 
t 


1 ml. Na2S.0; solution =0.006 g. Sb 


and let 
j 25 ml. iodine solution =25.5 ml. Na.S.O; solution. 
Then - 
Aree ; rE eS) , 
1 ml. iodine solution = (0.006 XoR xen) g. of arsenic. 


0. Wintersteiner and H. Hannel, Mikrochemie, 4, 155-67; also Chem. Zentr., 
11, 3065, 1926. C. A., 22, 3369, 1928. 
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method gives reliable results, and is particularly serviceable in elementary 
organic analysis. 


METHOD FOR THE COLORIMETRIC DETERMINATION 
OF ARSENIC * 


The method depends upon Feigl’s test for As with a few drops of cold 
saturated solution of (NH,4)2MoO, followed by an excess of SnCle solution in 
HCl. A blue color develops which disappears on heating in the absence of As 
but remains in its presence, the intensity of the color being proportional to the 
amount. The reaction has a sensitivity of 1 : 1,000,000. When the quantity. 
of As is very small the blue color may be completely masked by the brown 
reduction products of Mo and it is reeommended to extraét the blue color with 
MeOH. 

For making the determination in serum or urine a preliminary ashing of the 
sample is necessary. This is best done with the aid of aqua regia in a crucible 
(1 ml. of aqua regia for 2 ml. serum), the contents being evaporated to dryness 
and this is repeated several times. The residue is finally taken up in phosphate, 
the As being precipitated from the solution by reduction with NaH»PO, accord- 
ing to the equation: 

As.03+3H3;P0.=3H3PO; +2As. 


One volume of the solution is treated with 3 volumes of the reagent, which is 
prepared by dissolving 1 part NaH.PO.-H,0 in 10 parts of 25% HCl, and 
heating this on a water bath. The precipitate is collected on a paper or 
asbestos filter and washed with cold water. The precipitate is dissolved in 
perhydrol (H.O2), the solution is evaporated to dryness, taken up in HO 
and the color reaction is accomplished as explained before. On boiling, the 
blue color is replaced by a greenish brown, but is extracted by shaking with 
3 ml. MeOH and the color is matched against that produced by a standard 
As2O3 solution. 


24 A. Polyakov and N. Kolokolov, Biochem. Z., 213, 375-9, 1929. C. A., 24, 311, 
1930. 


BARIUM? 
Ba, at.wt. 137.36; sp.gr. 3.78; m.p. 850° C.; volatile at 950° C.; oxides, BaO, BaO» 


Barium occurs combined in nature as sulfate, BaSOu., barite or heavy spar; 
as carbonate, BaCOs;, witherite, and as baryto-calcite, BaCO;.CaCOs;. It 
occurs in feldspatic rocks, commonly associated with strontium, and in minute 
quantities (less than 0.2%) in many of the silicate rocks. Barium is never 
found free in nature. 


DETECTION 


Barium is precipitated as the carbonate together with strontium and cal- 
cium, by addition of ammonium hydroxide and ammonium carbonate to the 
filtrate of the ammonium sulfide group. It is separated from strontium 
and calcium by precipitation as yellow barium chromate, BaCrO,, from a 
dilute acetic acid solution. 

Saturated solutions of calcium or strontium sulfate precipitate white 
barium sulfate, BaSOu,, from a chloride or nitrate or acetate solution, barium 
sulfate being the least soluble of the alkaline earth sulfates. 

Soluble chromates precipitate yellow barium chromate from a neutral 
or dilute acetic acid solution, insoluble in water, moderately soluble in chromic 
acid, soluble in hydrochloric or nitric acid. 

Fluosilicic acid, H,SiF,, precipitates white, crystalline barium fluosilicate, 
BaSif’s, sparingly soluble in acetic acid, insoluble in alcohol. (The fluosilicates 
of calcium and strontium are soluble.) 

Flame.—Barium compounds color the flame yellowish green, which appears 
blue through green glass. 

Spectrum.—Three characteristic green bands (a, f, y). 

1Barite was investigated by V. Casciorolus, a shoemaker of Bologna, in 1602, who 
found that the material became phosphorescent upon ignition with a combustible 
material (Bolognian phosphorus). Scheele found heavy spar in pyrites in 1774. The 
discovery of the metal was accomplished by Sir Humphry Davy, by electrolysis of the 
chloride in presence of mercury (1808). 

Metallic barium is used as a lining in photo-electric cells and in amplification tubes. 
The oxide was formerly used in preparing oxygen, and the peroxide in making hydrogen 
peroxide. The sulfide is used in luminous paint and as a depilatory, the chromate is 
used as a paint pigment, the sulfate in medical X-ray work, and in lithopone. The oxide 
has been proposed for sugar refining and as a substitute for calcium in sulfur insecticides. 
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Barium sulfate is precipitated by addition of a soluble sulfate to a solu- 
tion ef a barium salt. The compound is extremely insoluble in water and 
in dilute acids (soluble in hot concentrated sulfuric acid). The sulfate is 
readily distinguished from lead sulfate by the fact that the latter is soluble 
in ammonium salts, whereas barium sulfate is practically insoluble. 

Microscopical Examination.—G. Deniges (Compt rend., 170, 996-9, 1920) 
gives a technic for testing for the alkaline earths with 10% solution of HIOs;. 
The salt is pulverized, a drop of water added and then a minute drop of the 
HIO; reagent. The microscope reveals pointed octahedra for Ca, shorter 
octahedra and rhombic prisms with high refraction for Sr, and needle prisms 
grouped in clusters for Ba. 


ESTIMATION 


The determination of barium is required in the valuation of its ores, barite, 
heavy spar, BaSO,4; witherite, BaCO;; baryto-calcite, BaCO3.CaCOs3. It is de- 
termined in certain white mixed paints and colored pigments, Venetian, Ham- 
burg or Dutch whites, chrome paints, etc., in analysis of Paris green, baryta 
insecticides, putty, asphalt, dressings and pavement surfacings. It may be 
found as an adulterant in foods, wood preservatives, filler in rubber, rope, 
fabrics. It is determined in salts of barium. The nitrate is used in Dane 
techny, in mixtures for green fire. 

The formation of water soluble chlorides is desired in the decomposition of 
the material. This is accomplished by the action of HCl followed by Na.CO3; 
fusion of the acid insoluble material with subsequent water extraction and final 
solution of the water insoluble carbonate with HCl. In presence of phosphates, 
fluorides or carbonates the alkaline earth group (Ba, Ca, Sr) will precipitate 
with iron and alumina. 


PREPARATION AND SOLUTION OF THE SAMPLE 


Compounds of barium, with the exception of the sulfate, BaSOu, are sol- 
uble in hydrochloric and nitric acids. The sulfate is soluble in hot concen- 
trated sulfuric acid, but is reprecipitated upon dilution of the solution. The 
sulfate is best fused with sodium carbonate, which transposes the compound 
to barium carbonate; sodium sulfate may now be leached out with water and 
the residue, BaCOs, then dissolved in hydrochloric acid. 

Solution of Ores. Sulfates.—0.5 to 1 gram of the finely divided ore is 
fused with 3 to 5 grams of sodium and potassium carbonate mix, 2:1, or 
sodium carbonate alone, in a platinum dish. (Prolonged fusion is not neces- 
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sary.) The melt is cooled and then extracted with hot water to dissolve 
out the alkali sulfates. Barium carbonate, together with the other insoluble 
carbonates, may now be dissolved by hot dilute hydrochloric acid. From this 
solution barium may be precipitated by addition of sulfuric acid. If it is 
desired to separate barium along with strontium, calcium, and magnesium, 
the members of the preceding groups are removed by H.S in acid and in ammo- 
niacal solution, as directed under ‘“ Separations.” 

Sulfides.—The ore is oxidized, as directed for pyrites under the subject 
of sulfur. After the removal of the soluble sulfates, the residue, containing 
silica, barium, and small amounts of insoluble oxides, is fused and dissolved 
according to the procedure for sulfates. 

Carbonates.—In absence of sulfates the material may be dissolved with 
hydrochloric acid, taken to dryness to dehydrate silica and after heating for 
an hour in the steam oven (110° C.) the residue is extracted with dilute hy- 
drochloric acid and filtered.. The filtrate is examined for barium according to 
one of the procedures given later. 

Salts Soluble in Water.—Nitrates, chlorides, acetates, etc., are dissolved 
with water slightly acidulated with hydrochloric acid. 

Material Containing Organic Matter.—The substance is roasted to destroy 
organic matter before treatment with acids or by fusion with the alkali car- 
bonates. 

The Insoluble Residue remaining from the acid treatment of an ore may 
contain barium sulfate in addition to silica, etc. The filter containing this 
residue is burned and the ash weighed. Silica is now volatilized by addition 
of hydrofluoric acid with a few drops of sulfuric acid, and evaporation to 
dryness. If an insoluble substance still remains after taking up the remaining 
residue with dilute hydrochloric acid, barium sulfate is indicated. This is 
treated according to the method given for sulfates. 


Notr.—The insoluble substance remaining is frequently ignited and weighed as 
barium sulfate without fusion with the carbonate. 


SEPARATIONS 


Tue ALKALINE HaARTHS 


_ Preliminary Considerations.—In the determination of barium, calcium, 
and strontium, the following causes may lead to loss of the elements sought: 
a. Presence of Phosphates.—Phosphoric acid, free or combined, has a decided 
influence upon the determination of the members: of this group. Combined 
as phosphate it will cause the complete precipitation of barium, calcium, and 
strontium, along with iron, alumina, etc., upon making the solution alkaline 
_ for removal of the ammonium sulfide group. It is a common practice to 
hold up the iron-+-alumina by means of tartaric, citric, or other organic acids 
before making ammoniacal for precipitation of this group as oxalates, or again 
the basic acetate method is used for precipitation of iron and alumina; calcium, 
barium, and strontium going into solution. These procedures may be satis- 
factory for the analysis of phosphate rock and similar products, but do not cope 
with the difficulty when large amounts of phosphates are present. In samples 
containing free phosphoric acid, barium, calcium, and strontium, present in 
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small amounts, may remain in solution in presence of sulfates or oxalates. 
Appreciable amounts of calcium, 1% or more, may escape detection by the 
usual method of precipitation by ammonium oxalate added to the alkaline 
solution, on account of this interference, so that the removal of phosphoric acid 
before precipitation of this group is frequently necessary. This may be ac- 
complished by addition of potassium carbonate in sufficient excess to combine 
completely with the phosphoric acid and form carbonates with the bases. The 
material taken to dryness is fused with additional potassium carbonate in an 
iron crucible, and the fusion leached with hot water—sodium phosphate dis- 
solves and the carbonates of the heavy metals remain insoluble. 

b. Another source of loss is the presence of sulfates, either in the original 
material or by intentional or accidental addition, in the latter case due to the 
oxidation of hydrogen sulfide, which has been passed into the solution during 
the removal of elements of the hydrogen sulfide and ammonium sulfide groups, 
barium and strontium sulfate being precipitated along with these members. A 
potassium carbonate fusion will form K2SO., which may be leached out with 
water. 

c. Loss may be caused by occlusion of barium, calcium, strontium, and mag- 
nesium by the gelatinous precipitates Fe(OH)s, Al(OH);, etc. A double 
precipitation of these compounds should be made if considerable amounts are 
present. 

d. A large excess of ammonium salts, which accumulate during the pre- 
liminary separations, will prevent precipitation of the alkaline earths. This 
can be avoided by using the necessary care required for accurate work, the 
addition of reagents by means of burettes or according to definite measure- 
ments in graduates, etc. Careless addition of large amounts of ammonium 
hydroxide and hydrochloric acid should be guarded against. In case large 
amounts of ammonium chloride are present, time is frequently saved by a 
repetition of the separations. Ammonium chloride may be expelled by heating 
the material, taken to dryness in a large platinum dish, the ammonium salts 
being volatilized. 

e. Carbon dioxide absorbed by ammonium hydroxide from the air will 
precipitate the alkaline earths with the ammonium sulfide group. 

Direct Precipitation on Original Sample.—For the determination of 
barium, calcium, and strontium, it is advisable to take a fresh sample, rather 
than one that has been previously employed for the estimation of the hydrogen 
sulfide and ammonium sulfide groups, as is evident from the statements 
made above. The alkaline earths are isolated by being converted to the insol- 
uble sulfates and separations effected as given later under Sulfate Method. 

Preliminary Tests.—Much time may be saved by making a preliminary 
test for barium, strontium, and calcium by means of the spectroscope and 
avoiding unnecessary separations. 

By means of the spectroscope with the use of the ordinary Bunsen flame 
exceedingly minute amounts of calcium, strontium and barium may be detected 
per ml. The test is very much more delicate by the are spectra method.™ 
The liquid containing the substance is connected to the positive pole and an 
iridium needle is connected by means of an adjustable resistance of 300 to 
500 ohms to the negative pole. An E.M.F. of 100 to 200 volts and 1 ampere 


la K. H. Riesenfeld and G. Pfiitzer, Ber., 46, 3140-3144, 1913; Analyst, 38, 584, 1913. 
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current are required. By the arc it is possible to detect 0.002 milligram 
of calcium, 0.003 milligram of strontium, 0.006 milligram of barium, 0.1 
milligram of magnesium per ml. In these concentrations, calcium shows 
one brilliant line (423 py), a bright line (616 wy), and a faint line between them; 
strontium two bright lines (422 and 461 py) and two fairly bright lines; barium 
two brilliant lines (455 and 493 yy), two other bright lines, and a fairly bright 
one; and magnesium a brilliant band composed of three lines (516.8 to 518.4 
pp), as well as a fairly bright line further towards the violet end of the spectrum. 

The flame test may be of value in absence of sodium; barium giving a green 
flame, strontium a brilliant scarlet, and calcium an orange red. 

Separation of the Alkaline Earths from Magnesium and the Alkalies.— 
Two general procedures will cover conditions commonly met with in analytical 
work: 

A. Oxalate Method.—Applicable in presence of comparatively large 
portions of calcium. The acid solution containing not over 1 gram of the 
mixed oxides is brought to a volume of 350 ml. and for every 0.1 gram of mag- 
nesium present about 1 gram of ammonium chloride is added, unless already 
present. Sufficient oxalic acid is added to completely precipitate the barium, 
calcium, and strontium.? (H2C.0,4.2H.O=126.07, Ba=137.36, Ca=40.08, 
Sr= 87.63.) The solution is slowly neutralized by addition, drop by drop, of 
dilute ammonium hydroxide (1:10), methyl orange being used as indicator. 
About 4 gram of oxalic acid is now added in excess, the solution again made 
alkaline with ammonium hydroxide, and allowed to settle for at least two hours. 
The precipitate is filtered off and washed with water containing 1% ammonium 
oxalate, faintly alkaline with ammonia. 

The precipitate contains all the calcium and practically all the barium 
and strontium. If Mg is present in amounts of 10 to 15 times that of the 
alkaline earths a double precipitation is necessary to remove it completely from 


this group. The oxalates are dissolved in hydrochloric acid and reprecipitated 


with ammonium oxalate in alkaline solution. 

The filtrate contains magnesium and the alkalies. Traces of barium and 
strontium may be present. If the sample contains a comparatively large 
proportion of barium and strontium, the filtrate is evaporated to dryness, 
the ammonium salts expelled by gentle ignition of the residue, and the Ba and 
Sr recovered as sulfates according to the method described below. Mag- 
nesium is precipitated as magnesium ammonium phosphate from the filtrate’ 

The oxalates of barium, calcium, and strontium are ignited to oxides, in 
which form they may be readily converted to chlorides by dissolving in hydro- 
chloric acid, or to nitrates by nitric acid. 

B. Sulfate Method.—Applicable in presence of comparatively large pro- 
portions of barium, strontium, or magnesium. The solution containing the 
alkaline earths, magnesium and the alkalies is evaporated to dryness and 


‘about 5 ml. concentrated sulfuric acid added, followed by 50 ml. of 95% 


alcohol. The sulfates? of barium, calcium, and strontium, are allowed to 
settle, and then filtered on to a fine grained ashless filter paper and washed 


? Calcium and strontium will slowly precipitate in the oxalic acid solution. Ba 
oxalate will precipitate upon making the solution alkaline. 

3 Solubility i BaSO,=0.17 milligram, CaSO,=179 milligram, SrSO,=11.4 milli- 
grams per 100 ml. 
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with alcohol until free of magnesium sulfate. In presence of large amounts 
of magnesium as in case of analyses of Epsom salts and other magnesium salts 
it will be necessary to extract the precipitate by adding a small amount of water, 
then sufficient 95% alcohol to make the solution contain 50% alcohol and 
filter from the residue. Magnesium is determined in the filtrate. 

The residue containing barium, calcium, and strontium as sulfate is fused 
with 10 parts of potassium carbonate or sodium acid carbonate until the 
fusion becomes a clear molten mass, a deep platinum crucible being used for 
the fusion. A platinum wire is inserted and the mass allowed to solidify. The 
fusion may be removed by again heating until it begins to melt around the 
surface next to the crucible, when it may be lifted out on the wire. The mass 
is extracted with hot water and filtered, Na»SO, going into the solution and 
the carbonates of barium, strontium, and calcium remaining insoluble. The 
carbonates should dissolve completely in hydrochloric acid or nitric acid, other- 
wise the decomposition has not been complete, and a second fusion of this 
insoluble residue will be necessary. 

Separation of the Alkaline Earths from One Another.—This separation 
may be effected by either of the following processes: 

1. Barium is separated in acetic acid solution as a chromate from strontium 
and calcium; strontium is separated as a nitrate * from calcium in ether-alcohol 
or amyl alcohol. 

2. The three nitrates are treated with ether-alcohol in which barium and 
strontium nitrates are insoluble and calcium dissolves; the barium is now 
separated from strontium by ammonium chromate. 

Procedures. 1. (a) Separation of Barium from Strontium (and from 
Calcium).—In presence of an excess of ammonium chromate, barium is pre- 
cipitated from solutions, slightly acid with acetic acid, as barium chromate 
(appreciably soluble in free acetic acid), whereas strontium and calcium remain 
in solution. 

The mixed oxides or carbonates are dissolved in the least amount of dilute 
hydrochloric acid and the excess of acid expelled by evaporation to near dryness. 
The residue is taken up in about 300 ml. of water and 5-6 drops of acetic acid 
(sp.gr. 1.065) together with sufficient ammonium acetate (30% solution) to 
neutralize any free mineral acid present. The solution is heated and an excess 
of ammonium chromate (10% neutral soln.) * added (10 ml. usually sufficient). 
The precipitate of barium chromate is allowed to settle for an hour and filtered 
off on a small filter and washed with water containing ammonium chromate 
until free of soluble strontium and calcium (test—addition of NH,OH and 
(NH4)2COs produces no cloudiness), and then with water until practically free of 
ammonium chromate (e.g., only slight reddish brown color with silver nitrate 
solution). 

To separate any occluded precipitate of strontium or calcium the filter 
paper is pierced and the precipitate rinsed into a beaker with warm dilute nitric 
acid (sp.gr. 1.20) (2 ml. usually are sufficient). The solution is diluted to about 
200 ml. and boiled. About 5 ml. of ammonium acetate, or enough to neutralize 
the free HNOs, are added to the hot solution and then sufficient ammonium 


* Method of Stromayer and Rose. H. Rose, Pogg. Ann., 110, 292, 1860. 
5 The solution is prepared by adding NH.OH to a solution of (NH4)2Cr,O; until 
yellow. The solution should be left acid rather than alkaline. 
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chromate to neutralize the free acetic acid, 10 ml. usually being sufficient. The 
washing, as above indicated, is repeated. Barium is completely precipitated 
and may be determined either as a chromate or a sulfate or by a volumetric pro- 
cedure. Strontium and calcium are in the filtrates and may be separated as 
follows: 

(b) Separation of Strontium from Calcium.—The method depends upon 
the insolubility of strontium nitrate and the solubility of calcium nitrate in 
a mixture of ether-alcohol. 1 : 1. 

Solubility of Sr(NO;)2=1 part Sr(NOs3)2 in 60,000 parts of the mixture. 
Ca easily soluble. According to Fresenius * 0.0023 g. Sr(NOs3)2 per 250 ml. 
and 0.37 g. Ca(NOs)2 per 1 ml. 

If the solution is a filtrate from barium, 1 ml. of nitric acid is added and 
the solution heated and made alkaline with ammonium hydroxide followed 
immediately with ammonium carbonate, the carbonates of strontium (together 
with some SrCrO,) and calcium will precipitate. The precipitate is dissolved 
in hydrochloric acid and reprecipitated from a hot solution with ammonium 
hydroxide and ammonium carbonate. The precipitate, SrCO; and CaCOs, 
is washed once with hot water and is then dissolved in the least amount of 
nitric acid, washed into a small casserole, evaporated to dryness and heated 
for an hour at 140 to 160° C. in an oven, or at 110° C. over night. The dry 
mass is pulverized and mixed with 10 ml. of ether-alcohol (absolute alcohol, one 
part, ether-anhydrous, one part). Several extractions are thus made, the 
extracts being decanted off into a flask. The residue is again dried in an oven at 
140 to 160° C., then pulverized and washed into the flask with the ether-alcohol 
mixture and digested for several hours with frequent shaking of the flask. The 
residue is washed on to a filter moistened with ether-alcohol mixture. Stron- 
tium nitrate, Sr(NOs;)2, remains insoluble, and may be dissolved in water and 
determined gravimetrically as a sulfate, oxide, or carbonate or volumetrically. 
Calcium is in the filtrate and may be determined gravimetrically as an oxide 
or volumetrically. 

Instead of using a mixture of ether-alcohol, amyl alcohol may be used (hood), 
the mixture being kept at boiling temperature to dehydrate the alcohol to pre- 
vent solution of strontium (b.p.=130° C.). 

2. Separation of Barium and Strontium from Calcium.’—The procedure 
depends upon the insolubility of barium nitrate, Ba(NOs;)s, and strontium 
nitrate, Sr(NO3)2, in a mixture of anhydrous ether and absolute alcohol or 
anhydrous amyl alcohol, whereas Ca(NO3;)2 dissolves. 

The mixed oxides or carbonates are dissolved in nitric acid and taken to 
dryness in a beaker or Erlenmeyer flask, and heated for an hour or more in an 
oven at 140 to 160° C. Upon cooling, the mixture is treated with ten times 
its weight of ether-alcohol mixture and digested, cold, in a covered beaker 

‘or corked flask for about two hours with frequent stirring. An equal volume 
of ether is now added and the digestion continued for several hours longer. 
The residue is washed by decantation with ether and alcohol mixture until 
calcium is removed (test—no residue on platinum foil with drop of filtrate evap- 
orated to dryness). 


6 Z. anal. Chem., 32, 189, 1 
7 See Fresenius, Z _ anal. Chon, 29, 413-430, 1890. 
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Separation of Barium from Strontium.—The dry mixed chlorides are dis- 
solved in the least possible amount of water (0.2 ml., or more if necessary) the 
solution warmed, then cooled. More water is added if crystals appear. (The 
solution should be saturated.) A mixture of 4:1 of HCl (83%) and ether 
is added dropwise with stirring. Sufficient reagent is added to precipitate 
BaCl, and dissolve SrClz. The mixture is decanted on an asbestos filter and 
washed with the HCl-ether reagent. The BaCl: is dried at 150° C. and 
weighed. (Method of Gooch and Soderman.) 

Barium and strontium may be separated by precipitation of barium as a 
chromate, the nitrate residue being dissolved in water and barium precipitated 
according to directions given under Procedure No. 1. 

Amy] alcohol may be used in place of ether-alcohol by digesting the nitrates 
in a boiling solution (130° C.), calcium going into solution and barium and 
strontium remaining insoluble as nitrates. 

Separation of the Alkaline Earths from Molybdenum.—The substance is 
fused with sodium carbonate and the fusion extracted with water and filtered. 
Molybdenum passes into the filtrate and the alkaline earths remain in the 
residue. 

Separation of Phosphoric Acid from the Alkaline Earths. —Ammonium 
carbonate is added to the hydrochloric acid solution until a slight permanent 
turbidity is obtained, and the solution just cleared with a few drops of HCI. 
Ferric chloride is now added drop by drop until the solution above the yellowish 
white precipitate becomes brownish in color. The solution is diluted to about 
400 ml. and brought to boiling and then filtered and the residue washed with 
water containing ammonium acetate. The filtrate contains the alkaline 
earths, free from phosphoric acid. 

Separation from Lead.—If the ore has been treated with H»SO., BaSO, and 
PbSO, will be found with SiO2. In the acetate extraction of lead the presence 
of 1% ammonium sulfate eliminates the solubility of BaSO., but does not 
seriously interfere with the solubility of PbSO; in the ammonium acetate. 
CaSO, dissolves and accompanies lead. The investigation of Alldredge and 
Scott shows a complete extraction of PbSO, by means of ammonium acetate 
with no appreciable solution of BaSO:. See chapter on Lead. 


GRAVIMETRIC METHODS FOR THE DETERMINATION OF BARIUM 


For reasons given under ‘“ Preliminary Considerations,” it is advisable to 
take a special sample for the determination of barium that has not undergone 
treatment with hydrogen sulfide or ammonium hydroxide, since these may 
cause the loss of barium as stated. 
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Barium in Insoluble Residue.—In the complete analysis of ores the residue 
remaining insoluble in acids is composed largely of silica, together with difficultly 
soluble substances, among which is barium sulfate. This residue is best fused in 
a platinum dish with sodium carbonate or a mixture of sodium and potassium 
carbonates (long fusion is not necessary). The cooled mass is digested with hot 
water to remove the soluble sodium compounds, silicate being included. 
Barium, together with the heavy metals, remains insoluble as carbonate and 
may be filtered off. The residue is now treated with dilute ammonia water to 
remove the adhering sulfates (testing the filtrate with hydrochloric acid and 
barium chloride solution; the washing being complete when no white precipitate 
of barium sulfate forms). The carbonates are washed off the filter into a 
500-ml. beaker, the clinging carbonate being dissolved by pouring a few ml. of 
dilute, 1 : 1, hydrochloric acid on the paper placed in the funnel. This extract 
is added to the precipitate in the beaker and the latter covered to prevent loss by 
spattering. Additional hydrochloric acid is cautiously added so that the 
precipitate completely dissolves and the solution contains about 10 ml. of free 
hydrochloric acid (sp.gr. 1.2). Barium is precipitated from this solution best as 
a sulfate according to directions given later. 

Silicates.—One gram of the finely pulverized sample is treated with 10 
ml. of dilute sulfuric acid, 1: 4, and 5 ml. of concentrated hydrofluoric acid. 
The mixture, evaporated to small bulk on the steam bath, is taken to SO; fumes 
on the hot plate. Additional sulfuric acid and hydrofluoric acid are used if 
required. By this treatment the silica is expelled and barium, together with 
other insoluble sulfates, will remain upon the filter when the residue is treated 
with water and filtered. Lead sulfate, if present, may be removed by washing 
the residue with a solution of ammonium acetate. Barium sulfate may be 
purified by fusion with potassium carbonate as above directed or by dissolving 
in hot concentrated sulfuric acid, and precipitating again as BaSO, by dilution. 

Ores may be decomposed by either of the above methods or a combination 
of the two. Sulfide ores require roasting to oxidize the sulfide to sulfate. 

Barium Sulfate is decomposed by fusion with sodium and potassium 
carbonates. The fusion is leached with water to remove the soluble sulfate 
and the residue, BaCOs, is dissolved in HCl. Barium is determined in this 
solution. 


DETERMINATION OF BARIUM AS A CHROMATE 


A preliminary spectroscopic test has indicated whether a separation from 
calcium and strontium is necessary. If these are present, barium is separated 
along with strontium from calcium as the nitrate in presence of alcohol-ether 
mixture, according to directions given under ‘‘ Separations.”’ Barium is now 
precipitated as the chromate, BaCrO,, from a neutral or slightly acetic acid 
solution, strontium remaining in solution. 

Precipitation of Barium Chromate.—If barium is present in the form 
of nitrate, together with strontium, the mixed nitrates are evaporated to dryness 
and then taken up with water, about 10 ml. ammonium acetate (300 grams 
NH,C:H;0>2 neutralized with NH,OH+H.0 to make up to 1000 ml.) added 
and the solution heated to boiling. Five ml. of 20% ammonium bichromate 
are added drop by drop with constant stirring and the precipitate allowed to 
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settle until cold. The solution is decanted off from the precipitate through 
a filter and washed by decantation with dilute (0.5%) solution of ammonium 
acetate until the excess chromate is removed, as indicated by the filtrate passing 
through uncolored. If much strontium was originally present, a double pre- 
cipitation is necessary, otherwise the precipitate may be filtered directly into 
a Gooch crucible and dried (120° C.), to constant weight. 

Purification from Strontium.—The precipitate is dissolved from the filter 
by running through dilute (1 : 5) warm nitric acid, poured upon the chromate, 
catching the solution in the beaker in which the precipitation was made; the 
least amount of acid necessary to accomplish this being used and the filter 
washed with a little warm water. Ammonium hydroxide is now added to the 
solution, cautiously, until a slight permanent precipitate forms and then 10 ml. 
of ammonium acetate solution added with constant stirring and the mixture 
heated to boiling. The precipitate is allowed to settle until the solution is cold 
and then filtered and washed by decantation as before, a Gooch crucible being 
used to catch the precipitate. 

Ignition.—The precipitate is washed with dilute alcohol once, then dried at 
110° C. The Gooch containing the BaCrO, is gently heated in a larger cruci- 
ble (allowing an encircling air space around the Gooch) until the color of the 
chromate becomes uniform. 


BaCrO,X0.6053=BaO. BaCrO,0.5421=Ba. 


Notrs.—The use of sodium hydrate or acetate in place of the ammonium hydroxide 
and acetate is sometimes recommended, owing to the slight solubility of BaCrO, in 
ammonium salts, as seen by the following table, approximate figures being given: 


100,000 parts of cold water dissolves 0.38 parts BaCrO, 
100,000 parts of hot water dissolves 4.35 parts BaCrO. 
100,000 of 0.5% solution of NH.Cl dissolves 4.35 parts BaCrO. 


100,000 of 0.5% solution of NH4NO; dissolves 2.22 parts BaCrO,4 
100,000 of 0.75% solution of NH.C.H;O:, dissolves 2.00 parts BaCrO, 
100,000 of 1.5% solution of NH.C:H;O» dissolves 4.12 parts BaCrO, 
100,000 of 1% acetic acid dissolves 20.73 parts BaCrO, 


Although the solvent action of ammonium salts is practically negligible under con- 
ditions of analysis given above, the solvent action of free acetic acid is of importance, so 
that it is necessary to neutralize or eliminate free mineral acids before addition of the 
acetate salt. 

The edges of the BaCrO, precipitate upon drying may appear green, owing to the 
action of alcohol; upon ignition, however, the yellow chromate is obtained. The color 
orange yellow, when hot, fades to a light canary yellow upon cooling. 

BaCrO., mol.wt., 253.37; sp.gr., 4.498%°; 100 ml. H,O soln. cold will dissolve 
0.0003818° gram, hot dissolves 0.00438 gram; soluble in HCl, HNOs, yellow rhombic plates. 


Determination of Barium as Barium Carbonate.—The solution free from 
previous groups and from calcium and strontium is made ammoniacal; after 
addition of ammonium chloride if not already present for the purpose of pre- 
venting precipitation of magnesium. Ammonium carbonate is now added in 
slight excess and the precipitated BaCO; allowed to settle on the water bath 
or in a warm place for an hour or preferably longer. The precipitate is filtered 
and washed with dilute NH,OH, dried and ignited and weighed as BaCOQs. 
The method proposed by Fresenius, is considered by some to be more accurate 
than the sulfate method. 


BaCO3;3 X0.696 = Ba. 
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DETERMINATION OF BARIUM BY PRECIPITATION AS 
SULFATE, BaS0, 


This method depends upon the insolubility of barium sulfate in water 
and in very dilute hydrochloric acid or sulfuric acid, one gram of the salt 
requiring about 344,000 ml. of hot water to effect solution. 

Reaction, BaCl.+H:S0O.4= BaSO.4+2HCl. 

BaSOuz, mol.wt., 233.42; sp.gr., 4.47 and 4.33; m.p., 1580° C. (amorphous de- 
composes); H2O dissolves 0.000172°° and 0.0003*4° gram per 100 ml. 3% HCl 
dissolves 0.0036 gram. Soluble in conc. H28O1. White, rhombic and amorphous 
forms. 

Procedure.—The slightly acid (hydrochloric) solution of barium chloride, 
prepared according to directions given, is heated to boiling (volume about 200-— 
300 ml.) and a slight excess of hot dilute sulfuric acid added. The precipitate 
is settled on the water bath and the clear solution then decanted through a 
weighed Gooch crucible or through an ashless filter paper (S. and 8. 590 
quality). The precipitate is transferred to the Gooch (or paper), and washed 
twice with very dilute sulfuric acid solution (0.5% H.SOu,), and finally with hot 
water until free of acid. The precipitate is dried and ignited, at first gently and 
then over a good flame to a cherry red heat, for half an hour. The residue is 
weighed as barium sulfate, BaSO.. 


BaSO,X0.5885 = Ba, or X0.6570=BaO, or X0.8456 = BaCOs. 


Norrs.—The determination of barium is the reciprocal of the determination of sulfur 
or sulfuric acid. Precautions and directions given for the sulfur precipitation apply 
here also, with the exception that dilute sulfuric acid is used as the precipitating reagent 
in place of barium chloride. 

The author found that precipitation of barium sulfate in a large volume of cold 
solution containing 10 ml. of concentrated hydrochloric acid per 1600 ml. of solution, 
by adding a slight excess of cold dilute sulfuric acid in a fine stream, exactly in the 
manner that barium chloride solution is added in the precipitation of sulfur, and allowing 
the precipitate to settle, at room temperature, for several hours (preferably over night), 
gives a precipitate that is pure and does not pass through the Gooch asbestos mat. We 
refer to the chapter on Sulfur for directions for filtering, washing, and ignition of the 
residue. 

The addition of hydrochloric acid causes rapid settling of the barium sulfate. F. A. 
Gooch has shown that the precipitation should be conducted at temperatures over 75° C., 
preferably at 90° C. ‘‘ Methods in Chemical Analysis,’’ 1912, page 168. 


Lead, strontium and calcium should be absent. Cl, Al and Fe if present in 
appreciable amounts, will contaminate the BaSO,. 
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VOLUMETRIC METHODS FOR THE DETERMINATION OF BARIUM 
TITRATION OF THE BARIUM SALT WITH DICHROMATE 


This method is of value for an approximation of the amount of barium 
present in a solution that may also contain calcium, strontium, and magnesium 
or the alkalies. It depends upon the reaction, 


2BaClo+ K2Cr.07+ H2O= 2BaCrO4+2KCI+2HCl. 


N/10 K.Cr.0; (precipitation purposes) contains 7.355 grams pure salt per 
liter. 

Procedure.—The solution containing the barium is treated with ammonia 
until it just smells of it. (If an excess of ammonia is present the solution is 
made faintly acid with acetic acid.) It is then heated to about 70° C. and the 
standard dichromate added, with stirring until all the barium is precipitated 
and the clear supernatant solution is a faint yellow color from the slight 
excess of the reagent. For accurate work it is advisable to titrate the pre- 
cipitate formed by one of the methods given below. One ml. KyCr20;= 0.00687 
gram Ba. (Note reaction given above.) 


Norr.—An excess of potassium dichromate may be added, the precipitate filtered 
off, washed and the excess of dichromate determined as stated below. 


REDUCTION OF THE CHROMATE WITH FERROUS SALT AND 
TITRATION WITH PERMANGANATE 


Ferrous sulfate reacts with barium chromate as follows: 
2BaCrO4+6FeSO1+8H2SO04= 3Fe2(SO4) 3+ Cre(SO1)3+2BaS0,+8H.20. 


An excess of ferrous salt solution is added and the excess determined by 
titration with N/10 KMnO, solution. Fe=+Ba. 

Reagents.—N/10 solution of KMnO,y. N/10 FeSO,-7H2O (27.80 grams 
per liter) or FeSO,-(NH4,).SO1-6H2O (39.213 grams per liter). One ml. 
=0.004579 Ba. 

Procedure.—The well-washed precipitate of barium chromate is dissolved 
in an excess of standard N/10 ferrous ammonium sulfate solution containing 
free sulfuric acid. The excess ferrous salt is titrated with standard N/19 
potassium permanganate solution. 

(M1. N/10 ferrous solution minus ml. permanganate titration) multiplied by 
0.004579 gives grams barium in the solution. Iron factor to barium is 0.8200. 


POTASSIUM IODIDE METHOD 
The procedure depends upon the reactions: 


1. 2BaCrO,+6KI+16HCl=2BaCl.+2CrCl;+6KCI1+8H.0+6I. 
2 31,+6Na.8.03;= 6Nal +3Na840¢ 
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Procedure.—The precipitate, BaCrO., is dissolved in 50 to 100 ml. of 
dilute hydrochloric acid and about 2 grams of solid potassium iodide salt added 
and allowed to react about ten minutes. The liberated iodine is now titrated 
with N/10 thiosulfate. Near the end of the titration starch solution is added 
and followed by N/10 thiosulfate until the color disappears. 


One ml. N/10 Na2S.0;= 0.004579 gram Ba. 


TITRATION OF BARIUM CARBONATE WITH STANDARD - ACID 


To the well-washed barium carbonate, BaCOs, an excess of N/10 H.SOx is 
added and the excess acid determined. 


One ml. N/10 acid=0.00687 gram Ba. 


TITRATION OF THE BARIUM SALT WITH STANDARD 
SULFATE SOLUTION 


Sodium rhodizinate has been proposed as an indicator for this titration.’ 
Tetrahydroxyquinone is a more satisfactory indicator and may be added to 
the solution to be titrated. The barium solution should be below 0.05 N 
with respect to hydrochloric acid and should be at room temperature. To 
each 50 ml. of solution should be added 15 ml. of aleohol. Chloride, carbonate, 
silicate, calcium, magnesium and aluminum = not interfere unless they are 
present in high concentration. 

Indicator.—One part of the disodium salt of tetrahydroxyquinone is gr ound 
with 400 parts of dried potassium chloride, and 0.2 g. of this mixture is used, 
measured by a small cup. The solution of the indicator is unstable. 

The solution is titrated with standard potassium sulfate, 0.05 M, to the 
disappearance of the red color of the barium salt of the indicator. 


ANALYSIS OF BARITE AND WITHERITE 


Barite or heavy spar is a variety of native barium sulfate, and witherite 

a native barium carbonate. These minerals are typical examples of barium- 

bearing ores. The analysis may involve the determination of barium and 

ag sulfates or carbonates, magnesia, iron and aluminum oxides and 

Giblin, Analyst, 58, 752 (1933); Friedrich and Rapoport, Mikrochemie, 14, 41 
(1933) The solution is spotted on paper 


9Schroeder, Ind. Eng. Chem., Anal. ‘Ed. 5, 403 (1933). The reverse titration is 
described in the Chapter on Sulfur. 
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moisture. Traces of lead, copper, and zinc may be present, as well as sulfide, 
sulfur and fluorine in fluorspar. 


PROCEDURE FOR COMMERCIAL VALUATION OF THE ORE” 
Sotutions RequrreD (For BarRtuM AND STRONTIUM) 


1. Ammonium Acetate.— Dissolve 300 g. NH,C2H30: in distilled water and 
dilute to 1000 ml. 

2. Ammonium Acetate, Dilute.—20 ml. of solution 1 are diluted to 1000 ml. 

3. Ammonium Dichromate.—Dissolve 100 g. (NH4)2Cr.O7 (free from SOs) 
in distilled water and dilute to 1000 ml. 

4. Ammonium Hydroxide (1 : 5).—Mix 200 ml. of NHiOH (sp.gr. 0.90) 
with 1000 ml. of distilled water. 

5. Ammonium Sulfate.—Dissolve 30 g. (NH4)2SOq (C.P.) in distilled water 
and dilute to 1000 ml. 

6. Ammonium Sulfate, Dilute-—Dissolve 2 g. of (NH«)2SO,4 (C.P.) in dis- 
tilled water and dilute to 1000 ml. 

7. Hydrochloric Acid (1 : 4).—Mix 200 ml. of HCl (sp.gr. 1.20) with 800 
ml. of distilled water. 

8. Nitric Acid (1 : 4) —Mix 200 ml. of HNO; (sp.gr. 1.42) with 800 ml. of 
distilled water. 

9. Sodium Carbonate.—Dissolve 2 g. NazCO; (C.P.) in distilled water and 
dilute to 1000 ml. 

10. Sulfuric Acid (1 : 1)—Mix cautiously 500 ml. of H2SO, (sp.gr. 1.84) 
with 500 ml. of distilled water. 

11. Ethyl Alcohol Solution.—Mix 100 ml. of ethyl alcohol (95%) with 
100 ml. distilled water and add 1 ml. of H.SO, 1: 1. 


Barium SULFATE 


1. Method for Barite Essentially Free from Strontium.—Weigh 1 g. of 
sample into a platinum crucible and add 8 g. of sodium carbonate (C.P.) (1).“% 
Cover and fuse the mixture over a Meker burner for 40 minutes (2). Cool (3) 
and leach out the fusion with 200 ml. of hot water in a 400-ml. beaker. Filter 
(4), washing the paper and residue 12 times with the hot sodium carbonate 
solution. (Reserve this filtrate for the determination of SOs.) 

Dissolve (5) the carbonates from the paper and crucible with hot HCI(1 : 4), 
catching the solution in a 600-ml. beaker, and wash the paper with hot water 
until free of chlorides. 

Neutralize (6) this solution with NH.OH (sp.gr. 0.90) and add 0.4-0.6 ml. 
of HCl (sp.gr. 1.20). Dilute to 400 ml. with hot distilled water, bring the 
solution to boiling, and add 25 ml. (+0.5 ml.) of hot ammonium sulfate solu- 
tion (solution No.5) dropwise with constant stirring (7). Transfer the beaker 
to a warm plate and allow to stand for at least four hours. Filter on an ignited 
weighed Gooch crucible (8), wash (9) thoroughly with hot water and ignite the 
crucible in a muffle for 35 minutes at 850° C. Cool in a desiccator and weigh. 


10 Standard Method of the New Jersey Zine Company. 
Notes. See pp. 132 and 133. 
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Make a blank determination in a similar manner on an equal amount of sodium 
carbonate and other reagents reserving the first filtrate for blank determina- 
tion of SOs. 

Calculate the per cent of BaSO, as follows: 


(A—B—C) X100=% BaSO,, 


where A is the weight in grams of the Gooch crucible and the barium sulfate, 
B is the weight in grams of the ignited Gooch crucible, 
C is the weight in grams of the blank determination. 


2. Method for Barite Containing an Appreciable Percentage of Stron- 
tium.—Weigh 1 g. of sample into a platinum crucible and add 8 g. of sodium 
carbonate (C.P.) (1). Cover and fuse the mixture over a Meker burner for 
40 minutes (2). Cool (3) and leach out the fusion with 200 ml. of hot water 
in a 400-ml. beaker. Filter (4), washing the paper and residue 12 times with 
hot sodium carbonate solution. (Reserve the filtrate for the determination 
of SO3.) 

Dissolve (5) the carbonates from the paper and crucible with hot HNO; 
(1 : 4), catching the solution in a 600-ml. beaker, and wash the paper well with 
hot water. Cool, neutralize with NH,OH (sp.gr. 0.90) and make the solution 
just acid with HNO; (1:4). Dilute to 300 ml. with water and add 10 ml. 
of ammonium acetate solution. Heat to boiling and add while stirring 20 ml. 
of ammonium dichromate (10) solution. Let stand on a warm plate for 3 hours 
or more, filter the supernatant liquid (11) and wash by decantation with dilute 
ammonium acetate solution (12). Discard the filtrate. 

Dissolve the precipitate on the paper with warm HNO; (1 : 4) into a 600- 
ml. beaker and wash with hot water. Dilute to 300 ml. and add ammonium 
hydroxide solution (1:5) slowly with stirring until the precipitate forming 
again no longer dissolves. Add 10 ml. ammonium acetate solution and 5 ml. 
ammonium dichromate solution, and bring the liquid to boiling while swirling; 
let stand on a warm plate 2 hours or more, filter (11) and wash once with dilute 
ammonium acetate solution. Discard the filtrate. 

Dissolve the precipitate into a 600-ml. beaker with hot HCl (1:4) and 
wash paper with hot water until free from chlorides. 

Add 10 ml. H.O2 (3%) and 25 ml. ethyl alcohol (95%), boil for 5 minutes 
(13), cool, neutralize (14) with NH,OH (sp.gr. 0.90) and add 0.4—0.6 ml. of 
HCl (sp.gr. 1.20). Dilute to 400 ml. with hot distilled water, heat to boiling, 
and add 40 ml. of hot ammonium sulfate solution dropwise with stirring. Let 
stand on a warm plate for four hours or more. Filter on an ignited weighed 
Gooch crucible (8), wash (9) thoroughly with hot dilute (NH,4)2SO, solution, 
and ignite the crucible in a muffle furnace for 35 minutes at 850° C. Cool and 

weigh. Make a blank determination on an equal amount of sodium carbonate 
and other reagents reserving the first filtrate for blank determination of SO3. 

Calculate the per cent of BaSO, as described at the end of method 1 above. 

(Numbered notes are at the end of the next section.) 


STRONTIUM SULFATE 


Gravimetric Determination in Barite Concentrates.— Weigh 2 g. of sample 
into a platinum crucible and add 16 g. of sodium carbonate (C.P.) (1). Cover 
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and fuse the mixture over a Meker burner for 1 hour (2). Cool (3) and leach 
out the fusion with 200 ml. of hot water in a 400-ml. beaker. Filter (4), 
washing the paper and residue 12 times with hot sodium carbonate solution. 

Dissolve (5) the carbonates from the paper and crucible with hot HNO; 
acid (1 : 4), catching the solution in a 400-ml. beaker, and wash the paper well 
with hot water. Evaporate to about 50 ml. and transfer to a 150-ml. beaker. 
Continue evaporation to dryness at 125-135° C. (15). 

Disintegrate the dried residue as thoroughly as possible with a glass rod, 
add 25 ml. of hot absolute amyl alcohol and leach thoroughly by agitation 
with the rod (16). Let stand on a warm plate 3 or more hours, filter (17) and 
wash twice with 5 ml. portions of hot absolute amyl alcohol. 

Dissolve the nitrates from the paper and from the 150-ml. beaker with hot 
water into a 600-ml. beaker, dilute to 300 ml. with water and add 10 ml. 
ammonium acetate solution. Heat to boiling and add while stirring 30 ml. 
ammonium dichromate (10) solution. Let stand on a warm plate for 3 hours 
or more, filter the supernatant liquid (11) into a 1000-ml. beaker and wash 
by decantation with dilute ammonium acetate solution (12). Dissolve the 
precipitate on the paper with warm HNO; (1 : 4) into the 600-ml. beaker and 
wash with hot water. Dilute to 300 ml. and add ammonium hydroxide solution 
(1: 5) slowly with stirring until the precipitate forming again no longer dis- 
solves. Add 10 ml. ammonium acetate solution and 5 ml. ammonium dichro- 
mate solution, bring the liquid to boiling while swirling, let stand on a warm 
plate for 2 hours or more, filter (11) into the 1000-ml. beaker and wash once 
with dilute ammonium acetate solution. 

Make the solution in the 1000-ml. beaker slightly acid with HNOs (sp.gr. 
1.42) and evaporate to about 100 ml. volume (18). Transfer to a 250-ml. 
beaker, add 10 ml. NH,OH (sp.gr. 0.90) and 3 g. powdered (NH,4)2CO; (C.P.) 
and heat to boiling (19). Let stand on a warm plate for 2 hours or more, 
filter (20) and wash once with hot water. 

Dissolve the precipitate into the original beaker with HCl (1:4) and 
evaporate to about 10 ml. volume. Add 50 ml. H,SO, (1: 1) and 60 ml. ethyl: 
alcohol (95%). Stir, allow to stand for 12 hours or more, filter and wash well 
with ethyl alcohol solution (1 : 1) and finally with ethyl alcohol (95%). Dry 
the paper and precipitate in a weighed platinum crucible, char paper at a low 
temperature and ignite at dull redness, cool and weigh. Make a blank deter- 
mination in similar manner on an equal amount of sodium carbonate and 
other reagents. 

Calculate the per cent of SrSO, as follows: 


A—B—C)x100 
eae =% SrSOu, 
where A is the weight in grams of the crucible and strontium sulfate, 

B is the weight in grams of the platinum crucible initially, 
C is the weight in grams of the blank determination. 


NoTEs ON THE DETERMINATION or Barium SULFATE AND STRONTIUM SULFATE. 
(Numbers correspond to those in the procedures.) 

1. The crucible is prepared as follows: A layer of sodium carbonate about 4” deep 
is placed in the bottom of the crucible, the sample placed on top of this, and both mixed 
with a glass rod. The rest of the NazCO; is then added to the crucible. 
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2. The fusion is started with a low flame which is gradually raised to full blast. 
This precaution is necessary to prevent loss by overflowing. 

3. As the melt cools, rotate the crucible so that the fusion will solidify in a thin layer. 
This will shorten the time required for leaching. 

4, Use a No. 40 Whatman 15 cm. filter or similar paper. Wash several times by 
decantation, then remove the crucible from the beaker, transfer the insoluble carbonates 
to the filter, and wash with hot sodium carbonate solution, testing after the twelfth 
washing to be certain that sulfates have been removed completely. 

5. Cover the funnel containing the carbonates with a watch glass and add the acid, 
carefully, in small portions at a time to prevent loss. Add hot dilute acid to the platinum 
crucible and cover in the beaker in which the leach was made and pour over the filter. 

6. Use methyl orange as the indicator. 

7. This procedure is necessary to prevent coprecipitation of calcium and strontium. 

8. The Gooch crucible should be of platinum and ignited with asbestos pad to 
constant weight. 

9. Wash with hot water several times by decantation. The beaker should be 
scrubbed thoroughly to remove any adhering barium sulfate. Continue the washing 
until free of chlorides. 

10. The barium is precipitated as BaCrO.. 

11. Use a No. 40 Whatman 15 em. filter or similar paper. 

12. Use several portions of dilute ammonium acetate solution totaling about 100 ml. 

13. To reduce the chromium completely. 

14. The precipitation of Cr(OH); serves as an indicator. The solution should be 
made slightly acid with HCl (sp.gr. 1.20) before adding the excess. 

en The sample should be held at 125-135° C. until thoroughly dry and ready to 
proceed. 

16. Calcium nitrate is dissolved. Boil the absolute amyl alcohol for a few minutes 
before using. Equal volumes of ethyl alcohol and absolute ether may be used in place 
of the absolute amyl alcohol. One extraction is sufficient for samples containing less 
than 3% CaO. 

17. Use a No. 40 Whatman 9 em. filter or similar paper. 

18. The concentration should be carried no further to prevent reduction of the 
chromates. ; 

19. The strontium is precipitated as SrCOs. 

20. Use a No. 40 Whatman 9 cm. filter or similar paper. 


Tora, Sutrur As SO; 


The filtrate containing the SO; and the washings from the barium carbonate 
is oxidized by warming with 10 ml. of H.0.(3%), neutralized with HCl (sp.gr. 
1.20) and 1-1.5 ml. added in excess, concentrated to proper volume, and the 
sulfate is precipitated from the boiling solution by adding hot 10% BaClh 
solution. The filtration, washing and final ignition are made in the usual 
fashion. The blank is determined in the same manner. 


SILICA 


One gram of the sample is weighed into a platinum crucible and fused with 
sodium carbonate as under Barium Sulfate. The fusion is leached out in a 
_ 150 ml. platinum dish with hot water. Leaching is carried on until disintegra- 
tion of the fusion is complete. The residue, composed of mixed carbonates, 
silicates, etc., is filtered off, catching filtrate in a 400-ml. beaker, and washed 
thoroughly with hot water containing sodium carbonate. The residue on the 
paper and in the crucible is dissolved with hot dilute hydrochloric acid, catching 
in a separate 400-ml. beaker, and the paper thoroughly washed with hot water. 
This paper containing a portion of the silica is placed in a platinum crucible 
and retained. 
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The first filtrate, from the barium carbonate, is acidified with HCl and 
evaporated to dryness to dehydrate the silica. The second solution, contain- 
ing the barium in solution as chloride is also evaporated to dryness. After 
dehydrating, the residues in both beakers are taken up with dilute HCl and 
filtered. They may be filtered through the same paper, washing the paper 
thoroughly before passing the second solution. The first filtrate, from the 
barium carbonate, is again evaporated to dryness, taken up and filtered as 
before on a new paper. After the papers are thoroughly washed with hot 
water, they are added to the original paper in the crucible, ignited and weighed. 
The contents of the crucible are treated with hydrofluoric and sulfuric acids, 
evaporated to dryness, ignited and weighed. The difference in weight is 
amount of silica present. 


TRon 


Two grams of the sample are weighed into a 250 ml. beaker, moistened with 
water, 15 ml. concentrated hydrochloric acid and 10 ml. concentrated nitric 
acid added. After digesting a short time 10 ml. dilute sulpluric acid (1 : 1) 
are added and the solution evaporated to complete dryness. 10 ml. concen- 
trated hydrochloric acid and 25 ml. water are added and heated to boiling. 
The iron is reduced with stannous chloride solution. The reduced solution 
and residue are washed into a 600 ml. beaker containing 15 ml. titrating solution 
and diluted to 400 ml. with cold water. After standing for 3 minutes, the iron 
is titrated with standard potassium permanganate solution. The titrating 
solution is prepared and the reduction and titration are conducted according 
to the details given in the chapter on Iron. 


Iron AND ALUMINA 


The two filtrates from the silica determination are reduced in volume and 
nearly neutralized with ammonium hydroxide (acidity 1 ml. hydrochloric acid), 
and combined. Ammonium sulfate solution is added to assure complete pre-- 
cipitation of all the barium, the beaker placed on a steam plate for two hours. 
The barium sulfate is then filtered off. The iron and alumina in the filtrate 
are precipitated with ammonium hydroxide, the precipitate filtered off, dis- 
solved with dilute hydrochloric acid, reprecipitated and filtered, washed with 
2% ammonium nitrate solution, ignited in a platinum crucible and weighed. 


Lime 


The filtrate from the precipitated iron and alumina is acidified slightly 
with hydrochloric acid, boiled down to a volume of less than 100 ml. and 
filtered if necessary. The solution is now made ammoniacal, heated to boiling, 
and 10 ml. of ammonium oxalate solution added. After standing for two 
hours in a warm place the precipitate of calcium oxalate is filtered off, washed 
with hot water, ignited and weighed as calcium oxide. 


MAGNESIA 


The filtrate from the lime determination is acidified with hydrochloric acid, 
evaporated to about 200 ml., cooled to room temperature and 15 ml. micro- 
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vosmic salt (saturated solution) added. Ammonium hydroxide is added with 
40 ml. in excess and the precipitate allowed to settle over night. The precipi- 
tate is then filtered off, dissolved with hydrochloric acid (1 part concentrated 
acid to four parts of water), diluted to 100 ml., 10 ml. of microcosmic salt 
solution added, followed by ammonium hydroxide with 40 ml. excess and 
allowed to stand over night. The precipitate of magnesium ammonium phos- 
phate is filtered off, washed, carefully ignited and weighed. 


CARBON DIOXIDE 


The carbon dioxide is determined according to method given for carbonates 
under chapter on Carbon. It is necessary to use a large sample, i.e., 5-10 
grams, and for samples containing a small amount of carbonates a Geissler 
absorption bulb is preferable to the heavy Fleming type bulb. 


FLUORINE 


One gram of sample is placed in a lead bomb with 12 ml. of sulfuric acid 
(sp.gr. 1.84), the bomb closed with glass plate in place and heated in an oil bath 
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Fig. 15.—Apparatus for Fluorine Determination. 


for 45 minutes at 165° C. The etching on the glass plate is compared with 
etching using known amounts of fluorine as CaF, and the same kind of glass. 

_ The glass plate is kept cool by circulating cold water. The type of bomb 
and its connections are shown in Fig. 15. 
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Loss on IGNITION 


One gram of the sample is weighed out into a platinum crucible, dried at 
110° C. for two hours and weighed. This moisture is to be used for calculating 
all results to a dry basis. The crucible is heated gently at first and then 
placed in a muffle furnace or over a blast lamp and ignited until it ceases to 
lose weight on reheating. This loss is calculated to a basis of one gram of 
dry material. 


BLANC FIXE 


The sulfate of barium is generally marketed as paste and less commonly in the 
dry form. Both pulp and dry forms should contain not less than 97.5 per cent BaSO, - 
on the dry basis. The pulp (paste) should not contain over 30 per cent H,O. Blane 
Fixe is used in photography, in coating paper and in paint. 

Qualitative Tests. Suitability for photographic purposes.—Spread a sample on a 
glass plate and apply a drop of 10 per cent AgNO; solution. Set aside in a dark closet. 
No dark brown or black stain should be evident in five minutes. 

Alumina and Iron.—Heat a small portion with HNO, dilute and filter. Test the 
filtrate with NH,OH. A gelatinous colorless precipitate =Al(OH)., a red precipitate 
=Fe(OH), and possibly Al(OH); with the iron. 

Lead.—Extract a small portion with ammonium acetate and test the extract with 
K,Cr,O;. A yellow precipitate indicates PbCrO., showing the presence of PbSO,. 

Silica.—Test about 0.5 g. with 10 ml. cone. H,SO,., complete solution shows the 
absence of SiOz. 

Organic Matter.—Coloration of the acid in the silica test indicates the presence of 
organic matter. 

Carbonates.—Addition of acid will cause effervescence in presence of carbonate. 

Phosphates.—Extract a small portion with HNO; and test the extract with am- 
monium molybdate for phosphate. 

Quantitative Analysis.—The qualitative tests will indicate the presence of impuri- 
ties. These can now be determined by the standard procedures. ‘The following brief 
outline may be found useful as a guide for the method of examination. 

Moisture.—Determine loss on 2-gram sample dried at 105° C. for two hours. 

Loss on Ignition.—Ignite residue from above. Loss is due to escape of COs and 
to organic matter and combined water. 

Iron and Alumina.—Digest a 5-gram sample with 150 ml. HCl (1:3). Evaporate 
extract to dryness, take up with 100 ml. dilute HCl and filter to remove SiO». Precipi- 
tate iron and alumina in filtrate in usual manner and determine. If P.O; is present 
it will be present with the precipitate. If present it will be necessary to add a known 
quantity of iron as FeCl; to carry down all the P.O;. This iron and the P.O;, deter- 
ee on a separate sample, must be deducted, to obtain the iron and alumina in the 
sample. 

Phosphate.—Extract a 2-gram sample with water by decantation. Digest the 
residue with a 10% solution of HNO; and filter. Precipitate P.O; in the filtrate with 
ammonium molybdate in the usual manner. The yellow precipitate is dissolved in 
NH.OH and P.O; precipitated with magnesia mixture and determined by the standard 


procedure. 
MgeP.0, 0.6379 => P.O; Mg2P20, x 2.7040 = Bas; (PO,) 2 


Lead Sulfate-—This may be determined in the residue from the iron and alumina 
determination by extraction with ammonium acetate and precipitation with dichromate 
reagent, by usual procedure. PbCrO, 0.9383 = PbSO,. 


For Other Ingredients consult chapter on Paint Analysis. 


BERYLLIUM ! 
Be, at.wt. 9.02; sp.gr. 1.85"; m.p. > 1350° C.; oxide, BeO 


Beryl is the chief source of beryllium; large crystals weighing as much as 
2900 pounds, 12-14 feet long and 2-38 feet in diameter have been found. 
Emeralds are beryl crystals, colored green by traces of chromium. Beryllium 
occurs in granites, quartzose, gneiss, beryllonite, sodic rocks, euclase, danalite, 
chrysoberyl, helvite, leucophanite, hambergite. It is frequently associated with 
yttrium, zirconium, cerium in the minerals gadolinite and crytolite. 


DETECTION 


The solution from which silica has been removed, is treated in presence of 
free acid with H.S to remove the members of this group. The sulfides are 
filtered off and the filtrate boiled to expel H.S, and the iron oxidized by the 
addition of HNO; or HO». A large excess of NaOH is added and the iron 
(Ti, Zr, etc.) filtered off. Beryllium (accompanied by Al) passes into. the 
filtrate. The alkaline filtrate is acidified by addition of HNOs, and then made 
slightly alkaline with NH,OH. Beryllium (and aluminum) precipitate. The 
precipitate is dissolved in a slight excess of acid, the solution is made almost 


1 Vauquelin (1798) was the first to separate beryllium from aluminum by the action 
of KOH. The metal was obtained by Bussy and Wohler by reducing the chloride with 
potassium. The element was first named glucinum. 

The difficulty in the metallurgy of beryllium has limited its extended use as a metal 
($200 per pound in 1930). It forms a valuable alloy with aluminum for lighter than air 
eraft on account of its conferring hardness, resistance to corrosion, increased tensile 
strength and low coefficient of expansion to the alloy. It has been found to be useful 
as a catalyst in combination with aluminum and cobalt for oxidation of ammonia to 
nitric acid. pas. z 

The mineral beryl contains approximately 14 per cent of beryllium oxide, BeO, 
and is the principal source of beryllium. Beryllium is used in alloys. The alumi- 
- num alloy has considerable tensile strength, is hard and light (sp.gr. 2.5 with 90% Al 
and 10% Be). Beryllium added to alloys of copper and aluminum makes a tougher 
and more malleable product. (85% Al, 10% Be, 5% Cu, sp.gr. 2.8 with tensile strength 
peel to that of bronze.) Alloys of beryllium and copper are valuable for making scien- 
tific instruments on account of their electrical properties. Beryllium oxide is used in 
mi mantles. It acts as an accelerator for catalyzers. Ind. Eng. Chem., 16, 
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neutral by addition, dropwise, of dilute NH,OH and solid sodium bicarbonate 
added in sufficient amount to make the solution contain 10% of the reagent. 
The mixture is heated gently, but not boiled, and then filtered. Al(OH); 
remains on the filter and beryllium goes into the filtrate. The filtrate is 
diluted with ten volumes of water and boiled. Beryllium hydroxide pre- 
cipitates. 

If POs is present it is removed by precipitation in acid solution by addi- 
tion of ammonium molybdate and filtered off. The beryllium is determined in 
the filtrate, the ammonium molybdate causing no interference. 

Beryllium may be confirmed by adding a few drops of quinalizarin (5% 
reagent in 0.25 N NaOH) to 10 ml. of the solution (freed from Al by directions 
above) and making alkaline with 0.25 N NaOH. A blue color results. This 
should be compared with a blank test of the reagent added to 0.25 N NaOH, 
which gives a violet color. (See directions following.) 

Beryllium hydroxide is insoluble in excess of NH,OH, distinction from 
aluminum. It is soluble in an excess of fixed alkalies, distinction from iron. 
It dissolves in an excess of ammonium carbonate, distinction from aluminum. 

Test for Beryllium.—The following test is recommended by H. Fisher 
(Wissenschaftliche Veroffentlichungen aus dem Siemens-Konzern, 2, 99, 1926). 
The precipitate, as obtained above, is dissolved in acid, and carefully neutralized 
with pure NaOH (free from Mg). Ten ml. of the neutralized solution is treated 
with 5 ml. of 2N NaOH and then with 2 to 3 drops of 0.05 per cent solution of 
quinalizarin dye (1, 2, 5, 8-Tetrahydroxyanthraquinone, alizarin bordeaux) in 
0.25 N NaOH. (if preferred 10-15 drops of a 0.01% solution of the dye in 
absolute alcohol may be used.) The test is conducted, if desired, in Nessler 
tubes. A blank run is made with water and the reagents used. Beryllium 
colors the solution blue (compare against a white background). The blank will 
be colored violet-red. Aluminum does not interfere. Phosphates, tartrates, 
iron and magnesium must not be present. 


ESTIMATION 


In analytical processes the element accompanies aluminum in the general 
procedure of separations and if not detected it will be reported as aluminum. 

The methods of preparation and solution of the sample are given under the 
chapter on aluminum. The following solubilities are of interest:—The freshly 
precipitated hydroxide of beryllium is easily soluble in dilute acids, in alkalies, in 
alkali carbonates and bicarbonates. The oxide dissolves in concentrated 
sulfuric acid. It is decomposed by fusion with potassium fluoride. 

In estimations of beryllium the material is best decomposed with Na2,COs; 
fusion, followed by treatment with HCl, evaporation to dryness, taking up with 
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HCl and water and filtering from silica according to the general procedure. 
The filtrate contains beryllium, if present in the ore. 


SEPARATIONS 


Separation from Silica.—See introductory paragraph. 

Separation from Hydrogen Sulfide Group.—See Detection. 

Separation from Iron, Titanium, Zirconium, the Rare Earths and Chromium. 
—The hot, slightly acid solution is poured into an excess of sodium hydroxide 
solution (after oxidation with HNOs;) and boiled. Beryllium, aluminum, 
germanium, vanadium, phosphorus pass into the filtrate. 

Separation from Aluminum (Phosphates absent).—The solution from iron 
is nearly neutralized with HCl and the clear solution poured into a warm solu- 
tion of sodium bicarbonate. Additional solid sodium bicarbonate is added to 
make the solution contain approximately 10% NaHCO;. Heat just to boiling 
and filter. Cool and filter. Wash the precipitate with small portions of hot 
water. The filtrate contains the beryllium. The precipitate of aluminum 
should be dissolved and the precipitation repeated to recover any occluded 
beryllium. This is precipitated as stated above (the two filtrates being 
combined). 

In presence of phosphates the phosphate is precipitated with ammonium 
molybdate as stated under Detection and aluminum and beryllium precipitated 
as hydroxides and separated as stated above. 

Separation from Aluminum by the 8-Hydroxyquinoline Method.2—The 
solution very faintly acid (1-2 drops HCl per 100 ml.) is gently warmed to about 
55-60° C. and about 40-50% excess of acetic acid solution of 8-hydroxyquino- 
line reagent * is added to the warmed solution, and then very slowly a 2 N am- 
monium-acetate solution, until a permanent precipitate is obtained. Settle, 
filter and wash. Aluminum is precipitated and beryllium passes into the 
filtrate. 

Separation from Aluminum by the Hydrochloric Acid Method.—Consult 
the chapter on aluminum. 


GRAVIMETRIC DETERMINATION OF BERYLLIUM 


The most common way of-determining beryllium is by precipitation with 
ammonium hydroxide and ignition to beryllium oxide. Because of the col- 
loidal nature of the precipitate the results are likely to be high. The following 
methods of precipitating beryllium hydroxide appear to be more advantageous. 

2 The reagent precipitates Al, Fe and Cu but not Be (Z. Anal. Chem., 76, 135, 1929.) 


3 8-hydroxyquinoline reagent is prepared by dissolving 5 grams of the powdered 
compound in 100 ml. of 2N acetic acid. One ml. will precipitate 0.0027 g. Al. 
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Procedure.—To the slightly acid solution containing about 0.1 gram of 
beryllium oxide in 100 ml., add sodium carbonate until a slight permanent 
turbidity results. Dissolve this in hydrochloric acid, heat to 70° C., and while 
passing a current of air through the solution, add 50 ml. of 6% ammonium 
nitrite, and then, while stirring, add 20 ml. of methyl alcohol. The current of 
air helps to expel NO and NO; and the methyl alcohol serves to remove nitrous 
acid as nitrous ester. If only a little Na»COs is used in the neutralization, this 
precipitate may be fully washed with a 2% solution of ammonium acetate 
containing free ammonia, and ignited directly to BeO. 

If much Na»,CO; is used it will be necessary to redissolve and reprecipitate 
in the same way. 

The procedure recommended by Parsons and Barnes ‘ depends upon the © 
solubility of beryllium hydroxide in a 10% sodium bicarbonate solution, in the 
separation of this element from iron and aluminum hydroxide precipitate, with 
which it is commonly thrown out from solution. (Uranium, if present, also 
dissolves. ) 

Procedure.—Silica and the members of the hydrogen sulfide group having 
been removed by the usual methods (See Detection), hydrogen sulfide is 
expelled by boiling, nitric acid is added in sufficient amount to oxidize iron 
(the hydrochloric acid solution turns yellow) and ammonium hydroxide added 
in slight excess. The precipitated hydroxides are allowed to coagulate by 
heating to boiling and, after settling a few minutes, filtered and washed with a 
2% solution of ammonium acetate containing free ammonia. 

Separation from Iron and Aluminum Hydroxide.—The precipitate is 
dissolved in hydrochloric acid, the solution oxidized with nitric acid or hydro- 
gen peroxide (C.P.), if necessary, and the free acid then neutralized with 
ammonia. ‘To the cold solution are added 10 grams of sodium bicarbonate for 
each 100 ml. of liquid. The mixture is heated to boiling and boiled for one 
minute,® then cooled and filtered. The residue is washed with hot 10% solution 
of sodium bicarbonate. Iron and aluminum hydroxides remain on the filter and 
beryllium passes into the filtrate. 

To recover occluded beryllium from the hydroxides of iron and alumina, 
the precipitate is dissolved in a few drops of hydrochloric acid, and the pre- 
cipitation repeated. It is advisable to repeat this treatment a third time, 
adding the filtrates to the first portion containing the beryllium. 

Precipitation of Beryllium.—The combined filtrates from the alumina and 
iron hydroxides are acidified with strong hydrochloric acid, the beakers covered 
to prevent loss by spurting and the carbon dioxide completely removed by 
boiling. (CO: remaining in solution would form ammonium carbonate, on sub- 
sequent treatment with ammonia, which would dissolve beryllium.) A slight 
excess of ammonia is now added, the mixture again boiled and the precipitated 
beryllium hydroxide allowed to settle, then filtered and washed several times 
with a 2% solution of ammonium acetate containing free ammonia. To free 
beryllium hydroxide from occluded sodium salts, the precipitate is redissolved 
in as little HCl as possible, the solution diluted to 100 ml. and the precipitation 
with ammonium hydroxide is repeated, finally washing with a 2% solution of 

1C. L. Parsons and 8. K. Barnes, J. Am. Chem. Soc., 28, 1589, 1906. 


5 Prolonged boiling would cause the loss of too much COs», so that Al(OH); would 
be apt to pass into solution. The evolution of CO, may be mistaken for boiling. 
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ammonium acetate containing free ammonia until the chlorides are removed. 
After ignition the residue is weighed as beryllium oxide, BeO. 


BeO X0.3605 = Be. 


PHOSPHATE METHOD 


To the slightly acid solution of sulfate or nitrate contained in an Erlenmeyer 
flask, add 5 grams of secondary acid ammonium phosphate, 20 grams of am- 
monium nitrate, and 30 ml. of a cold saturated solution of ammonium acetate. 
Heat to boiling and dissolve the precipitate by adding as little 6N nitric acid as 
possible from a pipette. Then, slowly add from a burette at the rate of 5-6 
drops a minute, 1.5N ammonium hydroxide until a good precipitation results 
of crystalline beryllium ammonium phosphate. Make the solution distinctly 
ammoniacal, allow to cool, and make ammoniacal to phenolphthalein. After 
the precipitation has settled, or preferably after it has stood overnight when 
little beryllium is present, filter, wash till free from phosphate with a hot, 5% 
solution of ammonium nitrate, ignite and weigh. 


8-HYDROXYQUINOLINE METHOD ® 


Procedure.—Use a 5 gram sample if the beryllium content is less than 
0.25%, and 1 or 0.5 grams if higher percentages are expected. 

Dissolve the sample in hydrochloric acid using 20 ml. per gram of sample. 
Saturate the solution with hydrogen sulfide. Filter off the precipitated 
sulfides and any undissolved material present, and wash free from acid. Boil 
off the hydrogen sulfide, and evaporate until the solution begins to crystallize, 
wash down the sides of the beaker, cool, add an equal volume of ether, and pass 
dry hydrogen chloride through the solution until the two phases are com- 
pletely miscible and for an hour afterward. To avoid excessive loss of ether, 
it is well to cool the beaker during the saturation with hydrogen chloride. 
Filter through the Gooch crucible or similar device, refiltering if the filtrate is 
cloudy. Wash thoroughly with a solution made by saturating with hydrogen 
chloride a 1 : 1 mixture of ether and hydrochloric acid (sp. gr. 1.19). Dissolve 
the aluminum chloride from the filter with a small amount of hot water, and 
reprecipitate with hydrogen chloride as before. Combine the two filtrates 
and evaporate to small volume. If the sample was five grams, make another 
ether-hydrochloric acid separation to avoid an excessive amount of precipitate 
in the latter separations. Add 5 ml. of 1: 3 sulfuric acid and evaporate to 
fumes. Add a little water, boil to solution of salts, filter off the silica, and wash 
the paper well. 

Separation from Iron, Aluminum and Titanium.—To the filtrate add 2 drops 
of rosolie acid indicator, and neutralize with the solution of ammonium hy- 
droxide. Boil briefly and filter. Wash twice with hot slightly ammoniacal 
1% ammonium chloride. Dissolve the precipitate with hot 1 : 1 hydrochloric 
acid, dilute to 100 ml. and reprecipitate as before. Filter and wash with the 

6 Method of the Aluminum Company of America, Aluminum Research Laboratories. 


Standard Method Analysis of Aluminum and Aluminum Alloys, by H. V. Churchill, 
Chief Chemist. 
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solution previously used. Dissolve this precipitate in hot 1: 1 hydrochloric 
acid and wash the paper well. Neutralize with ammonium hydroxide to 
methyl red and make just acid with hydrochloric acid. Warm the solution to 
60° C. and add an excess of 8-hydroxyquinoline. Add 2N ammonium ace- 
tate until iron, aluminum, and titanium are precipitated, and add 25 ml. excess. 
An excess of 8-hydroxyquinoline is indicated by the yellow color of the super- 
natant liquid after the precipitate has settled. Filter and wash with cold water 
four times. 

Precipitation of Beryllium.—Heat the filtrate to 60° C., and add ammonium 
hydroxide until the solution is alkaline to methyl red indicator, then add 2 ml. 
in excess. Allow to cool and filter, using suction. Wash four times with water. 
containing 1% ammonium acetate. 

Place in a weighed porcelain crucible provided with a lid. Dry and ignite 
at 500° C. until the paper is burned off, then at 1000° C. for an hour. Cover 
the crucible and cool in a sulfuric acid or activated alumina desiccator. When 
cool, weigh as quickly as possible with the crucible still covered. The gain in 
weight of the crucible represents beryllium oxide.’ 


TANNIC ACID METHOD 


Dilute the slightly acid solution containing not more than 0.1 gram of 
beryllium oxide to 300-400 ml. of solution, add 20-30 grams of ammonium 
nitrate, and heat to boiling. Add about ten molecules of tannic acid for each 
molecule of beryllium oxide and, while stirring, add ammonium hydroxide 
dropwise until no more precipitation takes place. Should alkali cation be 
present, and no other foreign one is permissible, dissolve the washed precipitate 
in a little hydrochloric acid or sulfuric acid and repeat the precipitation. Dry 
at 110° C., ignite after moistening the filter with nitric acid and weigh as 
beryllium oxide. This method is very satisfactory for determining small 
quantities of beryllium. 

In order to separate the beryllium from metals whose ions are precipitated 
by tannic acid, the following procedures are given: 

1. Beryllium from Ferric Iron.—To the neutralized solution of iron and 
beryllium add 30-40 grams of ammonium acetate and 20-25 grams of ammo- 
nium nitrate. Dilute to 400-500 ml. and, for each 100 ml. of solution, add 1.5 
ml. of 80% acetic acid. Heat to boiling and while stirring add 10% tannin 
solution until the precipitation of the iron is complete. Since the tannin is 
likely to reduce some of the iron, it is well to add a few drops of 3% hydrogen 
peroxide just prior to the addition of the tannin. Filter and wash with hot 
water. Dissolve the precipitate in hot dilute sulfuric acid and repeat the 
precipitation of the iron by the addition of ammonium acetate, ammonium 
nitrate, and acetic acid. In the combined filtrates, precipitate beryllium 
hydroxide by adding ammonium hydroxide, etc. 

7 Preparation of Reagents.—To prepare the 8-hydroxyquinoline solution, triturate 
5 grams of the solid reagent with 16 ml. of glacial acetic acid, and when completely 
dissolved pour into 200 ml. of water heated to 60° C. One milliliter of this solution will 


Pe 2.9 mg. of alumina and approximately equal amounts of ferric and titanium 
oxides. 


To prepare rosolic acid indicator solution, dissolve 0.080 grams of the solid in 100 ml. 
of 1 : 1 ethyl alcohol. 
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2. Beryllium from Chromium.—The separation takes place as with iron 
in the presence of about 2% of free acetic acid. 

3. Beryllium from Titanium.—The fiery-red titanium adsorption compound 
is insoluble in strong acetic acid. Add ammonium hydroxide to the acid 
solution until precipitation starts, then add 10 grams of ammonium acetate, 
20 grams of ammonium nitrate, and 20-25 ml. of 80% acetic acid. Heat to 
boiling, add a ten-fold excess of tannin, boil a little longer and filter. The 
separation is in this case complete the first time. 

4. Beryllium from Zirconium.—The separation is the same as with titanium, 
but the precipitate is white in this case. 

5. Beryllium from Thorium.—Here also the precipitate is white. The 
separation succeeds in 2—-2.5% of acetic acid but the precipitation must be 
repeated. 

6. Beryllium from Tungsten.—In this case the precipitation of the last 
traces of tungsten requires longer heating, so the filtrate must be allowed to 
stand on the water bath for several hours to accomplish the precipitation of the 
last traces of tungsten. 

7. Beryllium from Vanadium.—TIn this case there is partial reduction of 
vanadate to vanadyl salt by the tannin, but the deep blue voluminous vanadium 
precipitate is practically insoluble in acetic acid. The conditions reeommended 
are as with iron except that 2.5 ml. of 80% acetic acid should be present in 100 
ml. of solution, and one precipitation only is necessary. 


THE DETECTION OF TRACES OF BERYLLIUM AND THE 
COLORIMETRIC DETERMINATION OF THIS ELEMENT 


Recently ? it has been shown that adsorption indicators can be used 
advantageously for the detection and colorimetric determination of some 
elements. As is well known, there are only a very few characteristic reactions 
for beryllium, and only two color reactions have been described in the literature. 

1, 2, 5, 8-Oxyanthraquinone as Indicator (0.1% solution in alcohol).—To 
10 ml. of the solution, 0.1 ml. indicator and 6 to 8 drops of 4 N ammonia 
are added, the mixture is boiled and the color observed after five minutes’ 
standing. 

A solution containing 500 mg. of beryllium in a liter gives a flock with 
dark blue color; the supernatant liquid is colorless. With 50 mg. of beryluum 
per liter, the lake is violet blue; with 5 mg. of beryllium per liter no lake is 
formed; the solution has a blue-violet color. 

A blank without beryllium gives a violet color; if the color of the un- 
known is compared with that of the blank, 0.5 mg. of beryllium per liter 
may be detected by the blue-violet color. 

In the presence of ammonium chloride, the sensitivity is not changed, 
the lake formed settling out much sooner. Ten ml. of solution with 0.1 
ml. of indicator, 1 ml. of 4 N ammonium chloride and 6 to 8 drops of 4 N 
ammonia are boiled and observed after five minutes. Five mg. of beryllium 
per liter gives a fiock with a biue-violet color. More dilute solutions only 


‘give a blue-violet color (as without ammonium chloride); after standing 


87. M. Kolthoff, J. Am, Chem. Soc., 50, 393, 1928. 
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overnight the lake flocculates with the same shade. In this way even 0.5 mg. 
of beryllium per liter can be detected. Aluminum, which very often occurs in 
the presence of beryllium, interferes. It forms a violet lake with the dyestuff 
and in the presence of excess aluminum the blue-violet color of the beryllium 
lake can no longer be seen. The aluminum has to be removed (see below). 

Unfortunately, the blank without beryllium gives a solution with a violet 
color, and for this reason it is hard to apply the reaction described for a colori- 
metric determination of the element. Therefore a search was made for some 
other reagent more suitable for this purpose. 

Curcumin as Reagent (0.1% solution in alcohol).—In weakly alkaline 
solution, this indicator is adsorbed by the beryllium hydroxide with the 
formation of an orange-red color. 

To 10 ml. of solution are added 1 drop of indicator (no more), 0.5 ml. of 
4 N ammonium chloride and 6 to 8 drops of 4 N ammonia. 

A solution containing 50 mg. of beryllium per liter gives a flocculent 
precipitate with a red color; with 1 mg. of beryllium per liter the color is 
orange-red. If the color is compared with that of a blank, the sensitivity 
may be increased to 0.05 mg. of beryllium per liter. The color of the blank 
is yellow-brown. 

The appearance of the solution changes on standing, as the lake floc- 
culates. After standing overnight, the adsorption compound sinks to the 
bottom of the test-tube and may be detected by its color (orange-red). 

The reaction is very suitable for the quantitative colorimetric determination 
of beryllium in concentrations between 1 and 0.05 mg. per liter. If the color 
is compared with solutions of known beryllium content after the same time of 
standing, the method gives good results. Not more than 0.5 to 1 ml. of 4 N 
ammonium chloride should be added to 10 ml. of solutions; otherwise the 
sensitivity is decreased. 

Potassium, sodium, lithium, calcium and barium do not interfere. Mag- 
nesium decreases the sensitivity somewhat, but 1 mg. of beryllium per liter in 
the presence of 1 g. of magnesium per liter can be detected in the way described. 

Aluminum has a disturbing effect as it also forms a colored lake. For 
the detection of aluminum this reaction, however, is not very suitable. If 
beryllium is to be detected in the presence of aluminum, the slightly acid 
solution is treated with an excess of sodium fluoride. The main part of 
aluminum precipitates in the form of Na;AlF., and the rest in solution does not 
interfere. After standing for one hour, the liquid is filtered and the filtrate 
treated in the way described above. One mg. of beryllium per liter could be 
detected in the presence of 1 g. of aluminum per liter. We may remark here 
that sodium fluoride decreases the sensitivity of the reaction for beryllium 
somewhat. 

Ferric iron interferes and can be made harmless in the same way as described 
for aluminum. Or, more easily still, the iron may be precipitated at room 
temperature with an excess of sodium hydroxide, and 1 drop of curcumin and an 
excess of ammonium chloride added to the filtrate. Two mg. of beryllium per 
liter in the presence of 1 g. of iron per liter could be easily seen. | 

It may be mentioned here that in strong alkaline solutions beryllium 
does not react with the curcumin (the beryllium hydroxide dissolves again). 
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Under these conditions magnesium gives a distinct color reaction, which, 
however, is not as sensitive as that with titan yellow. 


VOLUMETRIC METHODS 
QUINALIZARIN COLORIMETRIC TITRATION 


Quinalizarin (1, 2, 5, 8-tetrahydroxyanthraquinone) is a sensitive reagent 
for detecting beryllium. By means of it, as little as 0.03% beryllium in 
aluminum can be recognized. Aluminum interferes only when present to- 
gether with tartrate. Magnesium gives a similar test but its lake can be dis- 
tinguished from the beryllium lake in two ways: in sodium hydroxide solution, 
Br. water destroys the latter but not the former; in ammonium hydroxide 
solution Brz water bleaches the former but not the latter. 

Procedure.—Iron in quantity exceeding that of beryllium interferes with 
the quinalizarin colorimetric titration of beryllium. To separate beryllium 
from large quantities of iron both metals are precipitated with ammonia from 
a cold solution. The precipitate is collected, washed, dried, and ignited over 
a blast. The mixed oxides are reduced in hydrogen, and the metallic iron is 
extracted with hydrochloric acid. Strongly ignited beryllia is insoluble in all 
acids except hydrofluoric acid. The residue is therefore dissolved in warm 
hydrofluoric acid, the solution treated with sodium hydroxide to 0.25 N, and 
titrated colorimetrically with quinalizarin. Compare the color with - that 
obtained in a blank test; sodium hydroxide alone gives a violet color whereas 
the beryllium test is blue. 

To determine beryllium in copper, nickel, or zinc alloys, 0.5 grams is dis- 
solved in concentrated hydrochloric acid and a little hydrogen peroxide, the 
solution evaporated to dryness on the water bath, the residue dissolved in 
water, and 10% potassium cyanide solution added until the precipitate ceases 
to dissolve. After addition of 50 ml. of N sodium hydroxide, the solution is 
diluted to 200 ml. and the beryllium titrated. 

For the determination of beryllium in beryl and similar minerals one gram 
of the finely ground substance is intimately mixed with one gram of Na.SiF’s 
and the mixture heated at 680°—-710° C. in a porcelain crucible. The aqueous 
extract of the product is treated with sodium hydroxide, etc. as described above. 
Ammonia does not precipitate beryllia completely from fluoride solutions; 
they must therefore be evaporated with sulfuric acid before addition of am- 
monia, for the gravimetric determination of beryllia. 

Modification.—The addition of a violet alkaline solution of quinalizarin to 
an alkaline beryllium solution gives a distinct blue precipitate which is suitable 
for the detection of beryllium in the presence of aluminum, iron, phosphate, 
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tartrate and magnesium. Small quantities of beryllium can be detected by 
precipitation as the water-insoluble-beryllium-dye by addition of excess of 
ammoniacal quinalizarin solution. The beryllium dye is centrifuged off and 
determined colorimetrically. Small amounts of beryllium can be titrated 
directly and the end point observed by the color change produced by excess 
quinalizarin. One molecule of quinalizarin unites with two molecules of 
beryllium. 

In a modification of this method an excess of the alkaline quinalizarin 
solution is added and the excess titrated back with a known beryllium solution. 
The end point is ascertained by colorimetric comparison of the solution, which 
was reddish colored, with a blue solution of the beryllium-dye freed of excess 
quinalizarin. 


THE ANALYSIS OF BERYLLIUM-COPPER ALLOYS * 
A. IF ALUMINUM IS NOT PRESENT 


Determination of Copper.—In a 400 ml. beaker, dissolve 5 g. of the well 
mixed drillings that have been treated with a magnet, in 45 ml. of a mixed acid 
solution (containing 250 ml. cone. H.SOu., 175 ml. cone. HNO; and 625 ml. 
distilled water). Dilute to 250 ml. and determine copper by the electrolytic 
method. Check determinations are to be made. 

Determination of Beryllium.—Transfer the solution from one of the copper 
determinations to a 500 ml. volumetric flask and carefully make up to the mark. 
Pipette into a 250 ml. beaker 50 ml. of this solution making a 0.5 g. sample for 
the determination. Add 5 ml. of H.SO, (sp. gr. 1.84) a few drops of hydro- 
fluoric acid and evaporate to fumes of SO;. Dilute to 125 ml., oxidize with 
bromine water, add a few drops of phenolphthalein solution and make just 
ammoniacal. Ignite and blast the precipitate in a covered platinum crucible 
and weigh the residue as the combined oxides of beryllium and iron. From 
the iron determination calculate the amount of Fe.O; in the residue and apply 
the correction, the corrected weight representing BeO. Beryllium shall then 
be calculated using the factor 0.3605. Check determinations are to be made. 


Norr.—The accuracy of this procedure is such that determinations made by dif- 
ferent laboratories should check within the limits of 0.1%. 


Determination of Iron.—The solution from the other copper determination 
shall be transferred to a 500 ml. volumetric flask and carefully made up to the 
mark, Pipette out two 200 ml. portions into 400 ml. beakers making 2.0 g. 


* Supplied through the courtesy of the American Brass Company. 
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samples for this determination. Add 2 to 3 g. NH,Cl, oxidize with bromine 


water and make ammoniacal. Filter through a loosely woven paper and wash 
with dilute ammonia and hot water. Dissolve the precipitate back into the 
original beaker with hot 1-1 HCl and wash the paper with hot water. Re- 
precipitate with ammonia, filter and wash as before, but dissolve the precipitate 
with hot 1-4 H,SO.. With additional sulfuric acid, pass the sample through a 
Jones reduetor, and titrate with standard permanganate solution. 

Determination of Nickel.—Acidify the filtrate from the beryllium deter- 
mination with hydrochloric acid and make just ammoniacal. Add 10 ml. of a 
10% alcoholic solution of dimethylglyoxime and allow to stand on the steam 
bath for 30 minutes. Filter on a closely woven paper and wash thoroughly 
with hot water that is faintly ammoniacal. Using hot 1-1 hydrochloric acid, 
dissolve the precipitate through the paper into a 250 ml. beaker and wash the 
paper with hot water. Add 10 ml. 1-1 H,SO, and take to fumes of SOs. 
Destroy organic matter with a few drops of HNO; (sp. gr. 1.42) and fume again. 
After cooling, add 100 ml. of water and 40 ml. of NH4OH (sp. gr. .90) and 
electrolyze, weighing the deposit as metallic nickel. 

Determination of Silicon.—In a 300 ml. porcelain casserole, dissolve 5 g. 
of the metal in a mixture of 10 ml. H,SOx, (sp. gr. 1.84), 10 ml. HNOs (sp. gr. 
1.42) and 30 ml. water. Evaporate to sulphuric acid and fume strongly for 
several minutes. Take up with 100 ml. of water containing 10 ml. HCl 
(sp. gr. 1.2), and bring to a boil and filter through a closely woven ashless paper. 
Wash thoroughly with hot water, ignite the residue in a platinum crucible and 
weigh. Moisten the residue with a few drops of 1-1 H.SO,, add 4-5 ml. H.F, 
and evaporate to dryness. Ignite the crucible at & dull red heat for five minutes, 
cool, and reweigh. The loss in weight is SiO». 


B. IF ALUMINUM IS PRESENT 


Solutions Required for Determination of Beryllium and Aluminum.—8-hy- 
droxyquinoline solution: Triturate 2.5 grams of the solid reagent with 5 ml. 
of glacial acetic acid; when completely dissolved pour into 100 ml. H.O and heat 
to 60° C. 1 ml. will precipitate 2.9 mg. of alumina and approximately equal 
quantities of ferric and titanium oxides. 

Ammonium Chloride Solution for Washing: Dissolve 10 grams NH,Cl in 
H,O, make just alkaline with NH,OH and dilute to 1000 ml. 

Ammonium Acetate 2N Solution: Dissolve 15.4 grams NH,02H;O, in H.O 
and dilute to 100 ml. 


MetTHop 


Pipette 100 ml. of the solution from the copper determination that has been 
made up to 500 ml. into a 250 ml. beaker making a 1 g. sample for the deter- 
mination. Add a few drops of hydrofluoric acid, 5 ml. of H2SO, (sp. gr. 1.84) 
and evaporate to fumes of SO3.~ Allow to cool, dilute to 125 ml. and oxidize 
with bromine water, boiling off all excess. Add afew drops of phenolphthalein 
solution, make just ammoniacal, boil one minute and filter. Wash beaker 
twice and precipitate twice with the hot 1% ammonium chloride solution for 
‘washing. Dissolve the precipitate with hot 1-1 hydrochloric acid and wash 
papers thoroughly with hot HO. Dilute to 100 ml. add a few drops methyl red 


5 = ail 


148 BERYLLIUM 


indicator and neutralize with NH,OH, then add HCl dropwise until the solution 
is acid and clear. Heat to 60° C. and add an excess of 8-hydroxyquinoline; 
10-15 ml. is usually sufficient. Add 2N Ammonium Acetate Solution until 
all the aluminum and iron are precipitated, then 25 ml. excess. An excess of 
8-hydroxyquinoline is indicated by the yellow color of the supernatant liquid. 
Filter and wash six times with cold water. Reserve the filtrate for the deter- 
mination of beryllium. The precipitate containing the iron and aluminum is 
dissolved back into the original beaker with hot 1-1 HCl and the paper washed 
thoroughly with hot H.O. Add 10 ml. 1-1 H.SO, and evaporate to fumes of 
SO;; destroy any organic matter with additions of concentrated HNO3. The 
solution is now taken up with 75 ml. of water, two drops of methyl red are 
added, and it is made just alkaline with NH,OH. Boil one minute and filter on 
ashless paper. Police the beaker and wash the precipitate with 1% ammonium 
chloride solution. Ignite the precipitate containing iron and aluminum hy- 
droxide in a weighed platinum crucible and record the weight. Now add about 
5 grams of fused potassium bisulphate and fuse, slowly at first, then gradually 
to red heat. Cool, dissolve fusion in hot water adding about 10 ml. H.SO, 1-1. 
After solution is cool, pass through a Jones reductor and titrate the iron with 
aay KMn0,, calculate to % iron in sample, also calculate to grams Fe.03 and 
subtract from combined weight of AlsO;+Fe.0;. From the Al,O; thus ob- 
tained, calculate to % Alinsample. Heat the filtrate containing the beryllium 
to 60° C. and add NH,OH until alkaline to phenolphthalein. Allow to cool 
and filter on ashless paper, police beaker and wash precipitate with 1% am- 
monium acetate solution. Ignite in a weighed platinum crucible, provided 
with a cover. Dry at 500° C. until paper is burned off, then at 1000° C. for 
one hour. When cool, weigh as quickly as possible with crucible still covered 
and record as BeO. 

BeO X0.3605 X 100 

Weight of Sample 


Norrs.—1. The limit of Al present that can be conveniently determined by this 
method appears to be about 25 mg. 

2. If much iron and (or) aluminum is present, repeat the precipitation with hydroxy- 
quinoline combining the filtrates for the beryllium determination. 


= % Beryllium 


Other Methods.—A description of the various volumetric and physico- 
chemical methods cannot be undertaken here. The following bibliography 
should be of assistance in this connection. 


1. Dixon, B. E., Analyst, 54, 268-274 (1929). C. A., 23, 4636 (1929). 
2. Horxins, Chemistry of the Rarer Elements, pp. 82-85. 
3. Mrtior, J. W., Comprehensive Treatise on Inorganic and Theoretical Chemistry, 
Vol. IV, 204-210. 
4, Ind. and Eng. Chem., Anal. Ed. 2, 405-407 (1931). 
5. Brownine, Introduction to the Rarer Elements, pp. 17—22. 
6. Parsons anp Barnes, J. Am. Chem. Soc., 28, 1589-1595 (1906). 
7. Brirton, H. T.8., J. Chem. Soc., 127, 2110-20 (1925). 
8. Caeuiortt, V., C. A., 22, 1300 (1928). 
9. Fiscurr, Hetimut, Z. anal. Chem., 73, 54-64 (1928). C. A., 21, 1806. 
10. Frsereipr, H., Z. physik. Chem., 140 (1929). C. A., 23, 2652-3. 
11. Fresenius, L., anp Frommes, M., Z. anal. Chem., 87, 273 (1932). 
12. Frommes, M., Z. anal. Chem., 93, 285-307 (1932). Review of literature. See also 
ibid., 93, 275 (19382). 
13. Evans, B.S., Analyst, 60, 291 (1935). 


BISMUTH! 
Bi, at.wt. 209.0; sp.gr. 9.7474; m.p. 271°; b.p. 1450° C.; oxides, Bi.O3, Bi.O; 


Bismuth is not an abundant element. It occurs free in nature and combined 
as oxides and sulfides (bismuthinite). It is found combined as arsenate, car- 
bonate, molybdate, oxide, telluride, silicate and vanadate. In small quantities 
it is found in conjunction with copper, cobalt, arsenic, lead, nickel, molybdenum, 
silver, tin, vanadium. The principal source in the United States is from the 
residues of lead refining. 


DETECTION 


Bismuth is precipitated from its solution, containing free acid, by H.S gas, 
as a brown sulfide, BixS;. The compound is insoluble in ammonium sulfide 
(separation from arsenic, antimony, and tin), but dissolves in hot dilute nitric 
acid (separation from mercury). The nitrate, treated with sulfuric acid and 
taken to SO; fumes, is converted to the sulfate and dissolves upon dilution 
with water (lead remains insoluble as PbSO,). Bismuth is precipitated from 
this solution by addition of ammonium hydroxide, white Bi(OH); being formed 
(copper and cadmium dissolve). If this hydroxide is dissolved with hydro- 
chloric acid and then diluted with a large volume of water, the white, basic 
salt of bismuth oxychloride, BiOCl, is precipitated. The compound dissolves 
if sufficient hydrochloric acid is present. It is insoluble in tartaric acid (dis- 
tinction from antimony). 

Reducing Agents.—lormaldehyde in alkaline solution, hypophosphorous 
acid, potassium or sodium stannite, reduce bismuth compounds to the metallic 
state. For example, a hot solution of sodium stannite poured onto the white 
precipitate of Bi(OH); on the filter will give a black stain. The test is very 
delicate and enables the detection of small amounts of the compound. 


3K.Sn0.+ 2BiCl;+6KOH= 2Bi+3K.8n0;+6KC1+3H,0. 


1 Bismuth was known during the Middle Ages, although it was confused, frequently, 
with tin, lead, antimony and zinc. Parcelsus named the element “ wissmat ’’? which 
later became latinized “ bisemutum.’’ The metal is used in the preparation of alloys 
of low melting point, which are characterized by their expansion on cooling. The 
compounds are used for medical purposes, the sub-nitrate being especially useful. The 
salts are generally not poisonous and may be taken internally without danger. 
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Blowpipe Test.—A compound of bismuth heated on charcoal with : 
powdered mixture of carbon, potassium iodide and sulfur, will give a scarle 
incrustation on the charcoal 


ESTIMATION 


The determination of bismuth is required in complete analysis of ores o: 
cobalt, nickel, copper, silver, lead, and tin, in which it is generally founc 
in small quantities, and in the evaluation of bismuthite, bismuth ochre, etc 
Bismuth is often determined in the analysis of such minerals as molybdenite 
and wolframite. It is determined in the residues from the refining of lead (the 
principal source of bismuth in the United States), in alloys—antifriction metals 
electric fuses, solders, stereotype metals, certain amalgams used for silverins 
mirrors (with or without lead or tin), and in bismuth compounds. 

In general methods of analysis of ores it must be kept in mind that bismuth 
is apt to be left with the silica residue as an oxycompound. Unless taken care 
of a portion may pass into the ammonium sulfide group where it is precipitatec 
with aluminum causing an error in its determination. Bismuth deposites bott 
on the anode and cathode in electrolysis and is apt to contaminate copper in its 
electrolytic determination. 

For determination of bismuth the ore is decomposed by treatment with 
HNOs, followed by HCl and finally H.SO, taking to fumes. After extracting 
the greater part of bismuth with water, the residue is fused with Na2COs, SO. 
and silicate leached out with water and the bismuth recovered from the residue 
by dissolving in HNO; and converting to BiOCI. 


PREPARATION AND SOLUTION OF THE SAMPLE 


In dissolving the substance, the following facts must be keptin mind. Nitric 
acid is the best solvent of the metal. Although it is soluble in hot sulfuri 
acid, it is only very slightly soluble in the cold acid. The metal is practically 
insoluble in hydrochloric acid, but readily dissolves in nitrohydrochlorie acid 
The hydroxides, oxides, and most of the bismuth salts are readily soluble ir 
hydrochloric, nitric, and sulfuric acids. 

Ores or Cinders.—One gram of the finely pulverized ore or cinder (or large: 
amounts where the bismuth content is very low) is treated in a 400-ml. beake1 
with 5 ml. of bromine solution (Br+KBr+H,0),? followed by the cautiou: 
addition of about 15 ml. of HNO; (sp.gr. 1.42). When the violent action ha: 
ceased, which is apt to occur in sulfide ores, the mixture is taken to dryness 


2 Bromine solution is made by dissolving in water 75 grams of KBr, to which ar 
added 50 grams of liquid bromine and the mixture diluted to 500 ml. with water. 
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on the steam bath, 10 ml. of conc. HCl and 20 ml. of concentrated H.SO, added 
and the covered sample heated until SO; fumes are freely evolved. The cooled 
solution is diluted with 50 ml. of water and gently heated until only a white or 
light gray residue remains. The solution is filtered and the residue washed 
with dilute H»SO, (1 : 10), to remove any adhering bismuth. Silica, the greater 
part of the lead (also BaSO.) remain in the residue, whereas the bismuth, to- 
gether with iron, alumina, copper, antimony, etc., are in the solution. Details 
of further treatment of the solution to effect a separation of bismuth are 
given under “‘ Separations ” and in the procedures for the determination of 
bismuth. 

Alloys, Bearing Metal, etc.—One gram of the borings, placed in a small 
beaker, is dissolved by adding 20 ml. of concentrated HCl and 5 ml. of conc. 
HNO;. The alloy will usually dissolve in the cold, unless considerable lead 
is present, in which case prolonged heating on the steam bath may be neces- 
sary. (A yellow or greenish-yellow color at this stage indicates the presence of 
copper.) Lead may now be removed either as a sulfate by taking to SO; fumes 
with H.SO, or by precipitating as chloride, in the presence of alcohol, accord- 
ing to directions given under “ Separations.”?’ The bismuth is determined in 
the filtrate from lead according to one of the procedures given later. 

Lead Bullion, Refined Lead.—Ten to twenty-five grams of the lead, 
hammered or rolled out into thin sheets and cut into small pieces, are taken 
for analysis. The sample is dissolved by a mixture of 250 ml. of water and 
40 ml. of cone. nitric acid, in a large covered beaker, by warming gently, 
preferably on the steam bath. When the lead has dissolved, the beaker is 
removed from the heat and dilute ammonia (1 : 2) added to the warm solution, 
very cautiously and finally drop by drop until the free acid is neutralized and the 
liquid remains faintly opalescent, but with no visible precipitate. Now 1 ml. 
of dilute HCl (1 : 3) is added. The solution will clear for an instant and then 
a crystalline precipitate of bismuth oxychloride will form, if any considerable 
amount of bismuth is present. The beaker is now placed on the steam bath 
for an hour, during which time the bismuth oxychloride will separate out, 
together with a small amount of lead and with antimony if present in appre- 
ciable amounts. The further isolation and purification of bismuth is given 
under ‘‘ Separations.” In brief—antimony is removed by dissolving the pre- 
cipitate in a small amount of hot dilute HCl (1:3), precipitating bismuth, 
traces of lead, and the antimony by H,S, dissolving out the antimony sulfide 
with warm ammonium sulfide, dissolving the BieS; and PbS in HNO; and 
reprecipitating the bismuth according to the procedure given above. Bis- 
muth is now determined as the oxychloride. Further details of this method 
are given under the gravimetric procedures for bismuth. 


SEPARATIONS 


The following procedures are given in the order that would be followed in the 
complete analysis of an ore in which all the constituents are sought. This general 
scheme, however, is not required for the majority of bismuth-bearing samples com- 
monly met with in the commercial laboratory, direct precipitations of bismuth fre- 
quently being possible. 
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Separation of Bismuth from Members of Subsequent Groups, Fe, Cr, 
Al, Mn, Co, Ni, Zn, Mg, the Alkaline Earths and Alkalies, Together with 
Rare Elements of these Groups.—The solution should contain 5 to 7 ml. of 
concentrated hydrochloric acid (sp.gr. 1.19) for every 100 ml. of the sample. 
The elements of the hydrogen sulfide group are precipitated by saturating 
the solution with H.S (Hg, Pb, Bi, Cu, Cd, As, Sb, Sn, Mo, Se, Te, Au, Pt). 
The members of subsequent groups remain in solution and pass into the filtrate. 

Separation of Bismuth from Arsenic, Antimony, Tin, Molybdenum, 
Tellurium, Selenium.—In presence of mercury, the soluble members of the 
hydrogen sulfide group are separated from the insoluble sulfides by digest- 
ing the precipitate above obtained with ammonium sulfide. Arsenic, antimony 
and tin sulfides dissolve. Bismuth sulfide remains insoluble (as do Hg, Pb, Cu, 
Cd). 

Separation of Bismuth from Mercury.—The insoluble sulfides, remain- 
ing from the above treatment with ammonium sulfide after being washed 
free of the soluble members of this group, are placed in a porcelain dish and 
boiled with dilute nitric acid (sp.gr. 1.2 to 1.3). The solution thus obtained 
is filtered, upon dilution, from the insoluble sulfide of mercury. A little 
of the lead may remain as PbSOu,, the solution may contain lead, bismuth, 
copper, and cadmium. 

Separation of Bismuth from Lead.—This is the most important procedure 
in the determination of bismuth as the separation is almost invariably necessary, 
since these elements commonly occur together. 

Oxy-Bromide Method for Separating Bismuth.—The usual procedure for a 
preliminary separation of lead as PbSOx, does not effect a complete separation 
from bismuth as this will in part be carried down with the lead sulfate. The 
method recommended by L. Moser and W. Maxymowicz (Z. anal. Chem., 67, 
248, 1925-26) is the Oxy-Bromide Method, which also effects a separation of 
bismuth from copper, cadmium, zine as well as the lead.’ 

The nitric acid solution containing the elements in question (free from 
chlorides and ammonium salts) is carefully neutralized by addition of small 
portions at a time of sodium carbonate solution until the precipitate that forms 
dissolves tardily. The solution diluted to about 300 ml. is treated with 2-3 g. 
of potassium or sodium bromate (KBrO; or NaBrO;) and heated to boiling. 
If the solution becomes cloudy it is cleared with a few drops of HNO3. To the 
hot solution is now added a 10% solution of KBr or NaBr dropwise from a 
pipette until the solution becomes turbid, the solution being colored brown by 
free bromine. It is now boiled until a clear yellow color is obtained. More 
bromide is added and the solution is again boiled as before. This is repeated as 
long as a precipitation occurs with the addition of the bromide. Additional 
bromate at this stage will cause no further precipitation. The bromine is 
expelled by boiling and the precipitate filtered off. It is advisable to dissolve 
the precipitate in HNO, and repeat the precipitation to completely eliminate 
lead ete. The precipitate is BiOBr. 

Separation of Bismuth as the Oxy-Chloride.—See under Methods. 

Separation of Bismuth from Copper and Cadmium. This separation is 
accomplished by precipitating bismuth as the oxychloride by hydrolysis, 
or as the carbonate by adding a slight excess of ammonium carbonate to 


Ammonium salts retard precipitation. 
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the solution nearly neutralized by ammonia, or as the hydroxide by adding an 
excess of ammonia. Details of these procedures are given under the gravi- 
metric methods for determining bismuth. 


GRAVIMETRIC METHODS FOR THE DETERMINATION OF BISMUTH 


DETERMINING SMALL AMOUNTS OF BISMUTH BY PRECIPI- 
TATION AND WEIGHING AS THE BASIC CHLORIDE, BiOCl ! 


The determination depends upon the formation of the insoluble oxychloride, 
BiOCl, when a hydrochloric acid solution of bismuth is sufficiently diluted 
with water, the following reaction taking place, BiCl;+H.0 = BiOCI+ 2HCl. 

The procedure is recommended for the determination of bismuth in refined 
lead, bearing metal, and bismuth alloys. Copper, cadmium, and lead do not 
interfere; appreciable amounts of antimony and tin, however, should be re- 
moved by H.S precipitation and subsequent treatment with (NH,).S and the 
residual sulfides dissolved in hot dilute nitric acid, according to directions given 
under ‘‘ Separations.” Silver, mercurous mercury, thallium, zirconium should 
be absent. 

Properties.—BiOCl, mol.wt., 260.46; sp.gr., 7.717%°°; m.p., red heat; insol. 
im H2O and in H2C4H.0¢, soluble in acids; white quadratic crystals. 

Procedure.—The solution of bismuth, freed from appreciable amounts of 
tin and antimony, is warmed gently and treated with sufficient ammonia to 
neutralize the greater part of the free acid. At this stage a precipitate 
is formed which dissolves with difficulty; the last portion of the dilute 
ammonia (1:2) is added drop by drop, the solution is diluted to about 
300 ml., and the remainder of the free acid neutralized with dilute ammonia 
added cautiously until a faint opalescence appears, but not enough to form an 
appreciable precipitate. One to 3 ml. of dilute hydrochloric acid (1 part HCl 
sp.gr. 1.19 to 3 parts H2O) are now added, the mixture stirred and the bismuth 
oxychloride allowed to settle for an hour or so on the steam bath, then filtered 
hot by decanting off the clear solution through a weighed Gooch crucible. The 
precipitate is washed by decantation twice with hot water and finally washed 
into the Gooch, then dried at 100° C. and weighed as BiOCI. 


BiOCl! X0.8024= Bi. 


Notr.—Three ml. of dilute hydrochloric acid (or 1 ml. cone, HCl, sp.gr. 1.19) 
are sufficient to precipitate completely 1 gram of bismuth from solution. 


4 The method is best suited to amounts of bismuth below 10 mg. 


154 BISMUTH 


DETERMINATION OF LARGE AMOUNTS OF BISMUTH AS THE 
OXIDE, Bi.03° 


Preliminary Considerations.—The determination of bismuth as the oxide 
requires the absence of hydrochloric acid or sulfuric acid from the solution 
of the element, since either of these acids invariably contaminates the final 
product. In presence of these acids, which is frequently the case, determination 
of bismuth by precipitation as Bi.S; or by reduction to the metal and so weigh- 
ing is generally recommended; a brief outline of the methods is given later. 
A solution of bismuth free from hydrochloric acid and practically free of 
sulfuric acid may be obtained by precipitating Bi.S;, together with CuS, CdS, 
and Pb§, and dissolving the sulfides in nitric acid, the amount of sulfuric acid 
formed by the reaction being negligible. 

Two general conditions will be considered: 1. Solutions containing lead. 
Copper and cadmium may also be present. 2. Solutions free from lead. 
Copper and cadmium may be present. 

1. Separation from Lead, Copper, and Cadmium, by Precipitdtiar as 
Basic Nitrate.“-—Hither the suitun or hydrochloric acid methods may be 
employed for effecting the separation of lead by precipitation. Furthermore 
advantage may be taken of the fact that bismuth nitrate is changed by the 
action of water into an insoluble basic salt, while lead, copper, and cadmium do 
not undergo such a transformation. 

Procedure.—The bismuth nitrate solution is evaporated to syrupy con- 
sistency and hot water added with constant stirring with a glass rod. The 
solution is again evaporated to dryness, and the hot-water treatment repeated. 
Four such evaporations are generally sufficient to convert the bismuth nitrate 
completely into the basic salt; when this stage is reached the addition of water 
will fail to produce a turbidity. The solution is finally evaporated to dryness 
and, when free from nitric acid, is extracted with cold ammonium nitrate solu- 
tion (1 NH,NO;: 500 HO) to dissolve out the lead and other impurities. 
After allowing to stand some time with frequent stirring, the solution is filtered 
and the residue washed with ammonium nitrate solution, then dried. 

Ignition to Bismuth Oxide.—As much of the precipitate as possible is 
transferred to a weighed porcelain crucible, the filter is burned and the ash 
added to the main precipitate. This is now gently ignited over a Bunsen 
burner. Too high heating will cause the oxide to fuse and attack the glaze 
of the crucible. 

Properties.—Bi(OH).NO3, mol.wt., 305.02; sp.gr., 4.928!°°; decomp., 260°; 
insol. in H2O; sol. in acids; hexagonal plates. 

BizO3, mol. wt., 466.0; sp.gr., 8.8 to 9.0; m.p., 820 to 860°; insoluble in cold 
water and in alkalies, but soluble in acids; yellow tetragonal crystals. 


Bi.O3 X 0.8970 = Bi. 


2. Precipitation of Bismuth as the’ Subcarbonate or Hydroxide, Lead 
being Absent.—Hither of these procedures effects a separation of bismuth from 
copper and cadmium. 


5 Amounts over 10 mg 
6 J. Lowe, J. prak. Ghent (1), 74, 344, 1858. 
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A. Procedure. Precipitation of the Subcarbonate.—The solution is diluted 
to about 300 ml. and dilute ammonia added cautiously until a faint turbidity* 
is obtained and then an excess of ammonium carbonate. The solution is 
heated to boiling, the precipitate filtered off, washed with hot water, dried 

and ignited according to directions given in the bismuth subnitrate method. 
The residue is weighed as Bi2O3. 

B. Procedure. Isolation of Bismuth by Precipitation as the Hydroxide.’7— 
The solution is taken to dryness and the residue treated with 5 ml. of nitric 
acid (1 : 4) and 25 ml. of water added. The resulting solution is poured, with 
constant stirring, into 25 ml. of concentrated ammonia and 50 ml. of 4% 
hydrogen peroxide. Upon settling of the bismuth hydroxide, the clear solution 
is filtered off and the residue is treated with more ammonia and peroxide. It 
is then filtered onto a filter paper, washed with hot, dilute ammonium hydroxide, 
(1 : 8), followed by hot water and washed free of any adhering copper or cad- 
mium (no residue when a drop is evaporated on platinum foil). Re-solution 
in hot dilute nitric acid and reprecipitation may sometimes be necessary to 
obtain the pure product. The hydroxide may be dried, ignited and weighed 
as Bi.O; according to directions already given on page 154. 

Properties.— Bi.O3;- CO;- H.O, mol.wt., 544.03; sp.gr., 6.86; decomp. by heat; 
insoluble in water, soluble in acids, insoluble in Na2COs3; white precipitate. 

Bi(OH);, mol.wt., 260.02; loses 15 H2O at 150°; insol. in cold water and in 
alkalies; soluble in acids; white precipitate. 


DETERMINATION OF BISMUTH AS THE SULFIDE, Bi.§; 


The procedure is applicable to the determination of bismuth in a hydro- 
chloric or sulfuric acid solution, freed from other members of this group. 


Cold Water _ 


sea Da get) 


Fig. 16.—Purification of Carbon Disulfide. 


_ Procedure.—Bismuth sulfide is precipitated by passing H.S into the slightly 
‘acid solution, preferably under pressure. When the precipitation is complete, 


7P, Jannasch, Z. anorg. Chem., 8, 302, 1895. 


156 BISMUTH 


the bismuth sulfide, Bi.S3, is filtered off into a weighed Gooch crucible, the 
*precipitate washed with H.S water, then with alcohol to remove the water, 
followed by carbon disulfide to dissolve out the precipitated sulfur, then alcohol 
to remove the disulfide, and finally with ether. After drying for fifteen to 
twenty minutes, the residue is weighed as-Bi.S;. This weight multiplied by 
0.8130= Bi. 


Notr.—The carbon disulfide used should be freshly distilled. This may be accom- 
plished by placing the carbon disulfide in a small flask (A, Fig. 16) connected by means 
of a glass tube (C) to a second flask (B), cork stoppers being used. ‘The vessels are 
immersed in beakers of water, the container with the reagent being placed in hot water 
(60-80° C.) and the empty flask in cold water. The reagent quickly distills into the 
empty flask in pure form. 


Properties of Bismuth Sulfide.—Bi.S;, mol.wt., 514.18; sp.gr., 7—7.81; 
decomposed by heat, solubility=0.000018¢. per 100 ml. cold H20; soluble in nitric 
acid; brown rhombic crystals. 


DETERMINATION OF BISMUTH AS THE METAL 


Reduction with Potassium Cyanide.*—Bismuth precipitated as the car- 
bonate and ignited to the oxide according to the procedure given, is fused in 
a weighed porcelain crucible with 5 times its weight of potassium cyanide over 
a low flame. The cooled melt is extracted with water, pouring the extracts 
through a filter that has been dried and weighed with the crucible. Bismuth 
is left undissolved as metallic bismuth. After washing with water, alcohol, 
and ether, the filter, with the metal and loosened pieces of porcelain glaze, is 
dried at 100° C. together with the crucible. These are then weighed and the 
increased weight taken as the amount of bismuth present in the sample. 


HLECTROLYTIC DEPOSITION OF BISMUTH 


With samples containing less than 0.03 gram bismuth, the metal may be 
satisfactorily deposited by electrolysis of its sulfuric acid solution, lead having 
been removed previously by sulfuric acid by the standard procedure. The 
solution should contain about 6 ml. of cone. sulfuric acid per 100 ml. This is 
electrolyzed with a current of 0.6 to 0.7 ampere and about 2.7 to 3 volts. 

Other Methods.—Bismuth may be precipitated quantitatively by adding a 
solution of K;Cr(CNS). (blue-violet) to a solution that is 0.3 to 1 N in HNO;. 
The precipitate is brick-red and has the formula BiCr(CNS)., after drying at 
120-130° C.° The method is best applied with amounts of bismuth ranging 
from 50-125 mg. It serves to separate bismuth from Cr, Mo, Al, Fe!!, Zn, 
Mn, Ni, Co, the alkaline earths, Mg, and the alkalies. 


5 Method by H. Rose, Pogg. Ann., 110, p. 425. 

Vanino and Treubert (Ber., 31, 1303, 1898) reduce bismuth by adding formaldehyde 
to its slightly acid solution and then making strongly alkaline with 10% NaOH solution 
and warming. 

9C. Mahr, Z. anorg. allgem. Chem., 208, 313 (1932); Montequi and Carrero, C. A., 
27, 2903 (1933). 
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Bismuth may be converted into complex iodide or bromide ions like Bil,-, 
BiBr,=, and the latter may be precipitated with suitable cobalt or chromium 
ammines, or with certain basic organic substances.!° 

Numerous organic precipitants and color tests for bismuth have been 
proposed. 


VOLUMETRIC DETERMINATION OF BISMUTH 


DETERMINATION OF BISMUTH BY PRECIPITATION AS OXALATE 
AND TITRATION BY POTASSIUM PERMANGANATE # 


Normal bismuth oxalate, produced by addition of oxalic acid to a nitric 
acid solution of the element, boiled with successive portions of water, is trans- 
formed to the basic oxalate. This may be titrated with potassium perman- 
ganate in presence of sulfuric acid. 

Procedure. Preparation of the Sample. Eine eram of the finely ground 
sample is treated with 5 to 10 ml. of concentrated nitric acid and digested on 
the steam bath and finally evaporated to dryness, the residue is taken up with 
5 ml. of nitric acid (sp.gr. 1.42)-+25 ml. of water, and diluted to 100 ml. 

Precipitation of the Oxalate.—About 5 grams of ammonium oxalate or 
oxalic acid are added and the liquid boiled for about five minutes, the pre- 
cipitate allowed to settle and the supernatant solution filtered off. The 
precipitate is boiled twice with 50-ml. portions of water and the washings poured 
through the same filter. If the filtrate still passes through acid, the washing 
is continued until the acid is removed and the washings passing through the 
filter is neutral. The bulk of the basic oxalate precipitate is placed in a beaker 
and that remaining on the filter paper is dissolved by adding 2 to 5 ml. of hydro- 
chloric acid, 1:1, the solution being added to the bulk of the precipitate. 
This is now warmed until it goes into solution and the liquid is diluted to 250 
ml. with hot water. Dilute ammonia is now added until the free acid is 
neutralized; the resulting precipitate is taken up with dilute sulfuric acid, 1 : 4, 
added in slight excess. The resulting solution, warmed to 70° C., is titrated 
with standard potassium permanganate. 


One ml. KMn0, N/10=0.01045 gram Bi. 


10 Berg and Wurm, Ber., 60, 1664 (1927); Mahr, Z. anal. Chem., 93, 433 (1933); 
Spacu et al. ibid., 79, 196 (1930); 93, 260 (1933). 
] 4 The method is rapid and is sufficiently accurate for commercial work. Warwick 
‘and Kyle, Chem. ae TOS 

Muir and Robbs, J - Chem. Soc., 41, 1. 
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Norr.—Lead, copper, arsenic, iron, zinc, and tellurium do not interfere. Hy- 
drochloric acid should not be used to dissolve the sample, as it interferes with the oxalate 
precipitation. 


CINCHONINE POTASSIUM IODIDE, COLORIMETRIC METHOD # 


This method is applicable for the determination of small amounts of 
bismuth, 0.00003 to 0.00015 gram, in ores and alloys. The procedure depends 
upon the fact that bismuth nitrate produces a crimson or orange color when its 
solution is added to a solution of cinchonine potassium iodide, the intensity 
of the color depending upon the amount of bismuth in the resulting product. 

Special Reagents. Cinchonine Potassium Iodide Solution.—Ten grams of 
cinchonine are dissolved by treating with the least amount of nitric acid that 
is necessary to form a viscous mass and taking up with about 100 ml. of water. 
The acid is added a drop at a time, as an excess must be avoided. Twenty 
grams of potassium iodide are dissolved separately and cinchonine solution 
added. The resulting mixture is diluted with water to 1000 ml. After allowing 
the reagent to stand forty-eight hours, any precipitate formed is filtered off and 
the clear product is ready for use. The reagent preserved in a glass-stoppered 
bottle keeps indefinitely. It should be filtered free of suspended matter before 
use. 
Standard Bismuth Solution.—One gram of metallic bismuth is dissolved 
in the least amount of dilute nitric acid (1 : 1) that is necessary to keep it in 
solution and diluted to 1000 ml. in a graduated flask. One hundred ml. of this 
solution is diluted to 1000 ml. One ml. of this diluted solution contains 0.0001 
gram bismuth. 

Procedure. Isolation of Bismuth.—The solution is freed from lead by 
H.SO.4, and from arsenic, antimony, and tin by precipitation of the sulfides 
and extraction with Na.S solution. The residual sulfides are dissolved in hot 
dilute nitric acid, according to the standard methods of procedure. The free 
nitric acid is nearly neutralized by the cautious addition of dilute ammonia, 
the last portion being added drop by drop, until a faint cloudiness is evident, 
and then 10 to 15 ml. of 10% ammonium carbonate are added with constant 
stirring. The mixture is digested for about three hours on the steam bath, 
the clear solution decanted through a small filter, the residue washed by 
decantation once or twice with hot water containing ammonium carbonate and 
then on the filter twice with pure hot water. 


COLORIMETRIC COMPARISON 


The residue of bismuth basic carbonate is dissolved in the least amount of 
dilute nitric acid necessary to effect solution and the filter washed free of 
bismuth with a little water containing a few drops of nitric acid. The solution 
is made up to a definite volume, 50 ml. or 100 ml. according to the bulk of 
precipitate dissolved. Two small beakers placed side by side may be used 
for the color comparison, a sheet of white paper or tile being placed under the 
beakers. Two 50-ml. Nessler tubes, however, are preferred. Three ml. of 
cinchonine solution are added to each container. From a burette the bismuth 
nitrate sample is run into one of these containers in just sufficient quantity to 


2 Method of W. C. Ferguson. 
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color the reagent a crimson or orange tint. The exact volume required to do 
this is noted and the equivalent amount of sample used calculated. (If no 
color is produced bismuth is absent.) The reagent in the adjacent beaker or 
Nessler tube is diluted to 5 to 7 ml., and into this is run, from a burette, the 
standard bismuth nitrate solution until the color exactly matches the sample. 
From the ml. of the standard required the amount of bismuth in the sample 
can readily be calculated. 
Reaction.—3KI + Cy9H22N2OKI-+ Bi( NOs); = Cig Ho2NoOKIBiI;+-3KNOs. 


Precautions.—The sensitiveness of the method is lost if the depth of color is too 
great. Itisnecessary, then, to add the sample to the cinchonine reagent in such quantity 
only as will produce a light crimson or orange color. 

Solutions in the comparison tubes or beakers must not be overdiluted, since the 
bismuth salt formed by the reaction of the cinchonine reagent is soluble in water with 
the disappearance of color in too dilute solutions. 

Comparison must be expeditiously made, as a precipitate is apt to form upon stand- 
ing, and iodine will sometimes separate. 

The order of addition must be observed; e.g., the bismuth solution is added to the 
cinchonine reagent, never the reverse. 


COLORIMETRIC DETERMINATION OF BISMUTH. BISMUTH 
IODIDE METHOD * 


Bismuth iodide gives an intense yellow, orange, or red color to its solution. 
The color is not destroyed by SOs, as is that of free iodine. The intensity 
of the color varies as follows: 


1 part of bismuthin 10,000 parts of water produces an orange-colored solution. 
1 part of bismuthin 40,000 parts of water produces a light orange color. 
1 part of bismuth in 100,000 parts of water produces a faint yellow color. 


Reagents. Standard Bismuth Solution.—One gram of bismuth is dissolved 
in 3 ml. of cone. nitric acid and with 2.8 ml. of water and made up to 100 ml. 
with glycerine. Glycerine is added to keep the Bil; in solution. Glycerine 
is not necessary for amounts of bismuth below 0.0075 gram per ml. 

Potassium Iodide Solution.—Five grams of potassinm iodide dissolved in 
5 ml. of water is diluted to 100 ml. with glycerine. 

Procedure.—The sample is dissolved with just sufficient nitric acid and 
water necessary to cause solution, 10 ml. of glycerine and 10 ml. of potassium 
iodide solution added and the sample diluted to 50 ml. Comparison is now 
made with 10 ml. of the standard bismuth solution to which has been added 10 
ml. of potassium iodide and 30 ml. of water. It is advisable to have the 
standard stronger in bismuth than the sample and to draw out the standard 
from the comparison cylinder until the two colors match. 


BISMUTH DETERMINATION IN LEAD BULLION " 


Ten to twenty-five grams of the lead, hammered or rolled out and cut into 
small pieces, are taken for analysis. The sample is dissolved in a mixture of 
200 ml. water and 50 ml. nitric acid (sp.gr. 1.4) in a large covered beaker, and 
warmed gently on water or steam bath. When lead has dissolved, the beaker 


13 T. C. Thresh, Pharm. Jour., 641, 1880. Copper and ferric iron interfere. 
“J. J. Mulligan. 
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is removed and placed on cool surface and enough sulfuric acid (1-1) added 
to precipitate lead. 

The lead sulfate is allowed to settle and the clear supernatant liquid is 
decanted into another beaker and held. To the residue of lead sulfate 10-20 
ml. concentrated sulfuric acid is added arid brought down to strong fumes 
on hot plate. After strong fuming, the portion containing lead sulfate is 
diluted with water. To the first clear decanted portion, 10 ml. sulfuric acid 
is added and this also evaporated down to fumes of sulfuric acid. Both 
portions are removed from hot plate and when cool add 50 ml. water and 3 to 5 
grams of tartaric acid to each. Heat to dissolve tartaric acid and filter over 
asbestos pad, the clear portion first, and then follow with the one containing 
bulk of lead sulfate. The bulk of lead sulfate is washed by decantation 
three or four times with warm water before transferring to asbestos pad. 
When bismuth is higher than .30% in the bullion, the sulfate residue may be 
retreated with sulfuric acid, fumed and washed. The clear solution is allowed 
to stand for one hour and refiltered to ensure removal of all lead sulfate. 
The filtrate is then warmed and hydrogen sulfide gas passed; filtered on a 
paper and washed with cold H.S water. The sulfides are washed from filter 
back to precipitating beaker. The sulfides of Sb, Sn, Te, ete., are leached out 
with a 10% KS solution, which has been saturated with hydrogen sulfide, 
and allowed to stand in warm place and filtered over the original sulfide paper. 
After washing with warm water containing a few drops of K2S solution, the 
precipitate is dissolved in nitric acid and a few drops of bromine to ensure 
solution of all sulfur. It is all important to remove Sb, Sn and Te from 
sulfide precipitate before going any further by repeating hydrogen sulfide 
precipitation. 

The nitric acid solution of Bi, Cu, etc. is made faintly alkaline with am- 
monia and | gram ammonium carbonate added and the solution boiled for 
five to ten minutes when the bismuth is precipitated as basic salt. To ensure 
solution of the copper, a few drops of free ammonia are added with stirring 
before filtering. The bismuth precipitate is filtered on a tared Gooch, washed 
with water, dried and ignited to Bi.O3 over Bunsen flame. 


Bi,O3 X.8970 = Bi. 


If the bismuth precipitate is dark after precipitation with ammonia and 
ammonium carbonate, it may be due to tellurium. If so, the filtered precipi- 
tate is dried, ignited and fused with caustic potash and sulfur to put the 
tellurium in a soluble form and thus remove tellurium from insoluble bismuth 
sulfide; or redissolving in acid and reprecipitating as sulfides and washing 
the sulfides with K.S solution as before mentioned. 

This method is applicable to refined lead when larger portions are taken. 


BISMUTH IN ALLOYS * 


The alloy is dissolved in nitric acid, as little hydrochloric as possible, and 
10 ml. sulfuric, and run down to strong SO; fumes. Then proceed as for ores. 


1 A portion of this chapter was contributed by J. J. Mulligan, Superintendent, U. 8S. 
S. Lead Refinery, Inc. 
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Where bismuth is present with considerable tin, the cementation of the 
bismuth with pure iron wire to free it from tin and then treatment of the residue 
as for ores and mattes, seems to be the best means for obtaining a bismuth prep- 
aration free of tin for control analyses. 

In the presence of considerable copper, the bismuth can be precipitated 
as basic carbonate, filtered, and the impure basic precipitate treated with 
nitric acid and evaporated to fumes of sulfuric, the procedure then being 
the same as for ores and matte. 


DETERMINATION OF BISMUTH IN ORES, MATTES 


A qualitative test for lead and insoluble bismuth compounds on all products 
to be analyzed for bismuth is an important step with the removal of lead as 
sulfate as soon as perfect solution of the sample is insured. 

For products containing from $% to 25% bismuth, one gram portions are 
taken; for 50% or higher $ gram portions are weighed up. 

The weighed portion is transferred to a 250-ml. beaker and 25 ml. H.O and 
10 ml. concentrated nitric acid added, and where sulfur is present a few drops 
of bromine are added cautiously after acid has been allowed to act for a suf- 
ficient time. After all sulfur has gone in solution, boil down to dryness on 
water bath or hot plate, 2 ml. of nitric acid and 1 ml. hydrochloric acid are 
added, then 10 ml. of sulfuric acid cautiously added, and the covered sample 
taken down on hot plate to strong fumes of SO;. The cooled solution is diluted 
with 50 ml. water and 2 to 3 grams tartaric acid are added and the mixture 
brought to a boil. The residue containing insoluble lead sulfate, silica and 
other insolubles is filtered and washed with 2% solution of sulfuric acid to free 
residue of soluble bismuth. 

The filtrate contains Bi, Cu, Sb, As, Te, and a small amount of Pb may be 
in the solution. After standing for one-half hour or more, the solution is 
refiltered to remove any lead that may have gone through on first filtration. 

The clear solution containing bismuth is saturated with hydrogen sulfide 
gas for one-half hour. 

Filter sulfides on filter paper and wash with H.S water. If much iron 
is present the sulfides are redissolved in nitric and sulfuric acids, taken to fumes, 
and the sulfide precipitation repeated. 

The sulfides are leached with a 10% solution of K.S saturated with H.S 
gas to remove As, Sb, Sn, Te and Se. The remaining sulfides containing 
Cu, Cd, Bi are dissolved in nitric acid and a little bromine water, bromine 
boiled off and solution made slightly alkaline with ammonia water and 1 gram 
of ammonium carbonate added. The solution is boiled for five to ten minutes 
and 1 ml. of ammonia is added and the basic carbonate filtered on a tared Gooch, 
ignited and weighed as Bi.O;. 


BizO; X.8970 = Bi. 


BORON 


.{amorp. sp.gr. 2.45; m.p. 2200°; b.p. sublimes. 
B, at.wt. 10.825) Cryst. sp.gr. 2.55; m.p. 2500°; b.p. 3500° C.; oxide, B:O; 


Boron occurs combined in nature as boric acid, and the combination of 
this acid with certain bases. It is frequently associated with calcium and 
aluminum in siliceous rocks in such minerals as datolite, a calcium boro- 
silicate; axinite, a calcium aluminum boro-silicate; tourmaline, a complex 
boro-silicate. The commercial sources of boron are borax, Na2B,O7- 10H2O0 
(36.6% B2O3); tinealeconite (tincal) (Na2,O:2B.0;:-5H.O) found in great 
quantities in the Mojave desert in southern California; kernite, Na2B,07-4H:20; 
ulexite, NaCaB;O 9-8H:O (48% BzO;3); colemanite, CazB.0u-5H20 (50.9% 
B.O3); boracite, Mg7CloBisO30 (62.5% B2O3;) and kramerite (Na2O-2Ca0- - 
5B.03-10H2O) (49.5% B2O;). The demand for boron in the past twenty 
years has increased three fold. 


DETECTION 


Flame Test.—Boric acid is displaced from its salts by nearly all acids, 
including even carbonic acid. Upon ignition, however, it in turn drives out 
other acids which are volatile at lower temperatures. A powdered borate, 
mixed with potassium sulfate and calcium fluoride, placed on the loop of a 
platinum wire, is held in the colorless flame of a Bunsen burner, a green color 
will be imparted to the flame by boron. Copper salts should be removed with 
H.S and barium as BaSO, if present, as these also color the flame green. 

The flame test may be conveniently made by treating the powdered sample 
in a test-tube with sulfuric acid and alcohol (preferably methyl alcohol). A 
cork carrying a glass tube is inserted and the test-tube gently warmed. The 
escaping gas will burn with a green flame. 

The test may be made by igniting the mixture of powder, alcohol, and 
sulfuric acid in an open porcelain dish. The green color will be seen in presence 
of a borate. The test is not as delicate as the one with the test-tube. 

Borax Bead.—Na»B,0;- 10H,O fused in a platinum loop, swells to several 
times its original volume as the water of crystallization is being driven out, 
then contracts to a clear molten bead. If the bead is dipped into a weak 
solution of cobalt and plunged into the flame, until it again becomes molten, the 
bead upon cooling will be colored blue. 
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Turmeric Test.—A few drops of acetic acid are added together with 2 
or 3 drops of an alcoholic turmeric solution to an alcoholic extract of the 
sample, placed in a porcelain dish. The solution is diluted with water and then 
_ evaporated to dryness on the water bath. 1/1000 milligram of boric acid will 
produce a distinct color, 2/100 milligram will give a strong reddish-brown 
colored residue, which becomes bluish-black when treated with a drop of 
sodium hydroxide solution.1 

Boron was isolated by Gay-Lussac and L. Thenard (1808) by reduction of 
the trioxide with potassium. Sir Humphrey Davy obtained it about the same 
time by reduction of boric acid. 

Borax is an important constituent of enamels. It is employed in glass, 
which is used for making chimneys and incandescent lights and other heat 
resisting glassware. It is used to protect the citrous fruit from ‘“ blue mold.” 
Compounds of boron have a marked effect on plant growth. 


ESTIMATION 


The determination of boron (generally reported as B,O3) may be required in 
a variety of substances, boron bearing ores, borax, alkaline brines, soils, 
commercial boric acid and borate concentrates, ceramic materials, paint 
pigments, food preservatives etc. 

During an analysis boron may be left in part with the silica residue causing 
high results for silica, as it volatilizes with silicon tetrafluoride during the 
treatment of SiO, with HF and H.SO,. A portion may be carried down with 
the ammonium hydroxide precipitate giving high results for aluminum. 

In the decomposition of the substance for the determination of boron care 
must be exercised to avoid the loss of boron, as boric acid is easily liberated 
from its combinations by acids and volatilizes with steam. Digestions carried 
out in covered beakers practically eliminates the loss provided the heating is 
done cautiously avoiding vigorous boiling. Loss occurs if the digestion is 
conducted in uncovered beakers. 

The reagents used in the determination should be free from boron as well 
as the glass vessels in which the reactions are conducted. 


PREPARATION AND SOLUTION OF THE SAMPLE 


Crystalline boron is scarcely attacked by acids or alkaline solutions; the 
_amorphous form, however, is soluble in concentrated nitric and sulfuric acids. 
Both forms fused with potassium hydroxide are converted to potassium meta- 


7 Turmeric test—G. Bertrand and H. Agulhon, Compt. rend., 157, 1433, 1913. 
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borate. Boric acid is more readily soluble in pure water than in hydrochloric, 
nitric, sulfuric or acetic acids, but is more soluble in tartaric acid. Borax is 
insoluble in alcohol. The addition of an acid to borax liberates boric acid, 
forming at the same time the salt of the added acid. 

Boronatrocalcite, Ulexite, Colemanite, Water-Insoluble Borates.—A five 
to ten gram sample of the material is digested in a flask with reflux condenser 
with sufficient hydrochloric acid to combine with the bases with which boric 
acid is united. Following the digestion (an half hour is generally sufficient) the 
sample is filtered, and the filtrate and washings of the residue and apparatus 
transferred to a volumetric flask and diluted to definite volume. If preferred 
the material may be transferred to a volumetric flask, made to volume and 
allowed to settle, and aliquot portions filtered for analysis, using dry filters. 
Allowance is made for the residue in the flask. 

Borax, Borax Concentrates, Tincal, Rasorite, Water-Soluble Borates.— 
Details for evaluation will be found in a later section of this chapter. 

Boric Acid in Mineral Water.—Water containing more than 0.1 gram 
boric acid per liter, about 200 ml. are evaporated to small volume, the precipi- 
tated salts are filtered off and washed. Boric acid passes into the filtrate and 
may be determined by the distillation method of Gooch given on p. 166. 

With water containing traces of boric acid, 5 liters or more are evaporated to 
about one-tenth the original volume the precipitate filtered off and washed with 
hot water. The filtrate is evaporated down to a moist residue. If the residue 
is small, it is acidified with acetic acid and the boric acid determined by distil- 
lation, as stated on p. 166. If considerable residue is present, hydrochloric acid 
is added to acid reaction, and then the mixture digested with absolute alcohol in 
a corked flask for ten to fifteen hours, with occasional shaking. The solution is 
filtered, the residue washed with 95% alcohol, the filtrate diluted with water, 10 
ml. of 10% sodium hydroxide solution added and the alcohol distilled off. A 
second alcoholic extraction is generally recommended. The final alkaline 
solution is taken to dryness and gently ignited. The residue is extracted with 
water, made acid with acetic acid and B,O; determined by distillation. ' 

Carbonates.—The material is treated with sufficient acid (M. O. indicator) 
to liberate all the CO. and react with the combined alkali of boric and carbonic 
acid; it is boiled in a flask with reflux condenser to expel COs, ten to fifteen 
minutes, the solution exactly neutralized with sodium hydroxide (M. O.), and 
the liberated boric acid titrated in presence of glycerol and phenolphthalein as 
usual, 

If cautiously conducted the expulsion of CO. may be effected in a covered 
beaker without loss of boric acid. 

Boric Oxide in Silicates, Enamel, etc.—About 0.5 gram of the finely ground 
material is fused with five times its weight of sodium carbonate, the melt 
extracted with water and the extracts, containing the sodium salt of borie acid, 
evaporated to small volume. The greater part of the excess sodium carbonate 
is neutralized with hydrochloric acid and finally made acid with acetic acid 
(litmus paper test=red). Boric oxide is now determined by the distillation 
process according to the procedure given later in the chapter. 

Acid Insoluble Boron Minerals.—Minerals in which boron is not completely 
liberated by acid treatment must be fused with sodium carbonate in a platinum 
crucible, the flux being weighed. The fusion is dissolved by adding the 
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necessary amount of standard acid to neutralize the base and then a slight 
excess. During the neutralization heating is avoided. Should the volumetric 
titration method be followed in the subsequent analysis it is necessary to 
expel the carbon dioxide in solution, but considerable care should be exercised 
to avoid loss of boric acid, which is volatile with steam. A reflux condenser will 
prevent loss, if boiling the solution is necessary to effect expulsion of COs, or 
the expulsion may be accomplished in a covered beaker, heating at “ sim- 
mering ” temperature for 10-15 minutes. 
Boron Carbide.—See p. 181. 


SEPARATIONS 


Boron may be separated from other interfering elements by distillation in 
presence of acid and methyl alcohol according to the procedure given under the 
methods that follow. See Distillation Method as modified by Chapin. 


Boric Actp in MiLx, Burrer, Mnat anp OTHER Foops 


Milk.?—One hundred ml. of milk is treated with 1 to 2 grams of sodium 
hydroxide, and evaporated to dryness in a platinum dish. The residue is 
thoroughly charred * by gently heating; at this stage care must be exercised or 
loss of boric acid will result; 20 ml. of water are added, the sample heated and 
hydrochloric acid added drop by drop until all but the carbon has dissolved. 
The mixture is washed into a 100-ml. flask with as little water as possible, 0.5 
gram calcium chloride added, then a few drops of phenolphthalein indicator, 
then a 10% sodium hydroxide solution until a slight permanent pink color 
is obtained and finally 25 ml. of lime water. (All P.O; is precipitated as calcium 
phosphate.) The liquid is made to 100 ml., mixed thoroughly, and then filtered 
through a dry filter. To 50 ml. of the filtrate, equivalent to 50 ml. of the milk 
taken, normal sulfuric acid is added until the pink color disappears, then 
methyl orange indicator is added, followed by more of the standard acid until 
the yellow color changes to a faint pink. Carbon dioxide is expelled and the 
liberated boric acid titrated in presence of glycerine, according to the procedure 
given for evaluation of borax and boric acid, under ‘‘ Volumetric Determination 
of Boron.” 

Butter.t—Twenty-five grams of butter are weighed out in a beaker and 25 
ml. of a sugar sulfuric acid mixture added. (Mix=6 grams sugar of milk, 
4 ml. normal sulfuric acid per 100 ml. of solution.) The beaker is placed in the 
oven (100° C.) until the fat is melted and the mixture is thoroughly stirred. 
When the aqueous solution has settled, 20 ml. are pipetted out, phenolphthalein 
added, the solution brought to boiling and half-normal sodium hydroxide added 
until a faint pink color is obtained. Ten ml. of neutral glycerine are added 
and the titration carried on until a permanent pink color appears. The 
difference between the two titrations multiplied by the factor for equivalent 
boric acid gives the weight of boric acid in the portion taken. 

The determination is not affected by the phosphoric or butyric acid or by 
the sugar of milk in the butter. 

2K. T. Thomson, Glasgow City Anal. Soc. Repts., 1895, p. 3. 


’ The milk residue thoroughly charred will give a colorless solution upon extraction. 
4H. Droop Richmond and J. B. P. Harrison, Analyst, 27, 197. 
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Meat.’—Ten grams of the chopped meat are mixed in a mortar with 40 to 
80 grams of anhydrous sodium sulfate, and dried in the water oven. The 
mass is powdered, then placed in a flask and 100 ml. of methyl alcohol added 
and allowed to stand for about twelve hours. The alcohol is distilled into a 
flask and saved. Fifty ml. more of alcohol are added to the residue and this 
again distilled into the first distillate. The distillates are made up to 150 ml., a 
50-ml. portion diluted with 50 ml. of water and 50 ml. of neutral glycerine added 
with phenolphthalein indicator, and the boric acid titrated with twentieth- 
normal sodium hydroxide. 


One ml. N/20 NaOH =0.003092 gram boric acid, H3BO3. 


Boric acid in canned goods, sauces, cereals, etc., may be determined by 
evaporation of the substance with sodium hydroxide and incineration as in 
case of milk. The sodium hydroxide is neutralized and boric acid titrated as 
usual. 


GRAVIMETRIC DETERMINATION OF BORON 


The solubility of boron compounds prevents complete precipitation by any 
of the known reagents, hence most of the gravimetric methods are indirect. 


DISTILLATION AS METHYL BORATE AND FIXATION BY LIME ® 


This excellent method, originally worked out by F. A. Gooch,® and later 
modified by Gooch and Jones,’ depends upon the fact that the borates of 
alkaline earths and alkalies give up their boron in the form of the volatile 
methyl borate (b.p., 65° C.), when they are distilled with absolute methyl 
alcohol (acetone-free). ‘The methyl borate passed over lime in presence of 
water is completely saponified, the liberated boric acid combining with the lime 
to form calcium borate, which may be dried, ignited, and weighed. The 
increase of the weight of the lime represents the B2O; in the sample. 


2B (OCHs3) 3 + CaO + 6H.O => 6CH;0H + Ca(BOs,) 2 +3H.0O. 


Procedure.—About 1 gram of pure calcium oxide is ignited to constant 
weight over a blast lamp and then transferred to the dry, Erlenmeyer receiving 
flask (Fig. 17). The crucible in which the lime was heated and weighed is set 
aside in a desiccator for later use. 

> C. Fresenius and G. Popp, Chem. Centr., 2, 69, 1897. 

6 Proc. Am. Acad. of Arts and Sciences, 22, 167-176, 1886. Anal. Chem., Treadwell- 


Hall, Vol. 2. 
7 See note on p. 168. 
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0.2 gram or less of the alkali borates, obtained in solution by a procedure 
given under “ Preparation of the Sample,” is treated with a few drops of litmus 
(or lacmoid), solution and the free alkali neutralized with dilute HCl solution 
added drop by drop. A drop of dilute sodium hydroxide solution is added and 
_ then a few drops of acetic acid. The slightly acid solution is transferred to the 
pipette-shaped retort R, Fig. 17, by 
means of the attached funnel F, wash- 
ing out the beaker and funnel with 
three 2- to 3-ml. portions of water. 
The stopcock of the funnel is closed, 
the apparatus is connected up as shown 
in the illustration, the paraffin bath, 
heated to not over 140° C., placed in 
position § and the liquid in the retort 
distilled into the receiver containing 
the known amount of lime. When all 
the liquid has distilled over, the par- 
affin bath is lowered, the retort allowed 
to cool for a few minutes, 10 ml. of 
methyl alcohol (acetone-free) added to 
the residue in R& and the contents 
again distilled by replacing the par- 
affin bath. The process is repeated 
three times with methyl alcohol. The 
contents of the retort (which are now 
alkaline), are made distinctly acid by 
addition of acetic acid, and three more 
distillations made with 100-ml. por- 
tions of methyl alcohol, as before. Fic. 17.—Distillation of Methyl Borate. 

The paraffin bath is now removed, the 

receiving flask is stoppered, the contents thoroughly mixed by shaking, and set 
aside for an hour or more for complete saponification of the methyl borate. The 
contents are now poured into a large platinum dish and evaporated on the water 
bath at a temperature below the boiling-point of the alcohol. (Loss of boric 
acid will occur if the alcohol boils.) The adhering lime in the receiving flask 
is dissolved by wetting its entire surface with a few drops of dilute nitric acid 
(the flask being inclined and revolved to flow the acid over its sides). The 
contents are transferred to the dish with a little water and the evaporation 
repeated. No loss of boric acid will take place at this stage, the alcohol having 
been removed during the first evaporation. The residue is gently heated to 
destroy any calcium acetate that may have formed, the cooled borate and 
‘lime are taken up with a little water and transferred to the crucible in which 
the lime was heated and weighed. The material clinging to the dish is dis- 
solved with a little nitric acid (or acetic acid), and washed into the crucible. 
The contents of the crucible are evaporated to dryness on the water bath, then 
heated very gently over a flame (the crucible being covered) and finally more 
strongly. The heating is continued until a constant weight is obtained. The 
increase of weight of the lime represents the amount of B.O 3 in the sample. 


8 Submerge the retort in the paraffin bath gradually to prevent too violent a reaction. 
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Notes.—Gooch and Jones worked out a procedure which utilizes sodium tungstate 
as a retainer of the methyl borate, in place of the lime. This substance is definite in 
weight, not hydroscopic, soluble in water, and recoverable in its original weight after 
evaporation and ignition. ‘‘ Methods in Chem. Anal.,”’ p. 204, Ist Ed. By F. A. 
Gooch, John Wiley & Sons, Publishers. 

The receiving flask has a cork stopper with a hole to accommodate the tube of 
the condenser and a slit to permit the escape of air from the flask. 

Gooch recommends cooling of the receiving flask. 


VOLUMETRIC DETERMINATION OF BORON 


Introductory.—The boron bearing material is brought into solution by an 
appropriate method and the solution freed from carbon dioxide, aluminum, 
iron and any substance other than boric acid which reacts with sodium hy- 
droxide. If the solution is alkaline it is made slightly acid and heated to expel 
carbon dioxide (covered beaker). Boric acid is liberated by the acid treatment. 
The free mineral acid is very carefully neutralized in presence of a suitable 
indicator, which is unaffected by free boric acid, such as methyl orange, methyl 
red, or Sofnol Red No. 1. With the indicators mentioned the end-point is the 
first definite yellow color. A polyhydric alcohol is added (mannitol or glycerol 
are generally used, glucose has been found to be satisfactory) and the titration 
of boric acid by means of standard alkali, is conducted in presence of a suitable 
indicator, such as phenolphthalein. In the presence of glycerol the following 
reaction has been suggested: 


C3H;OH: HBO, +Na0H= C3H;OH: NaBO;+ H,0. 
1 ml. of 1 N NaOH is equivalent to 0.03482 g. BOs. 


Removal of Carbon Dioxide.—This is accomplished by slightly acidifying 
the solution and heating gently for ten to fifteen minutes in a covered beaker. 
Vigorous boiling must be avoided as loss will occur with the resulting steam. 
Loss also occurs if the beaker is uncovered during the expulsion of the COs. If 
carbon dioxide is not completely expelled the results will be too high for boric 
acid. 

Removal of Iron and Aluminum.—The precipitation of the hydroxides of 
these elements by addition of an alkali hydroxide to the ferric or aluminum 
salts would lead to high results for boric acid, hence iron and aluminum should 
be removed from the solution titrated. Various methods have been suggested 
for the removal of iron and aluminum, by precipitation with magnesium oxide 
or by addition of barium or sodium carbonates, or sodium hydroxide in pres- 
ence of boric acid with a suitable indicator which would avoid an excess of the 
alkali (aluminate will form with an excess). Since the hydroxides occlude boric 
acid, provision is made for determining the occluded acid. Ammonium hydrox- 
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ide should not be used for precipitation of iron and aluminum as it leads to high 
results for boric acid, the ammonium chloride formed reacting with the alkali 
hydroxide. Details of analysis for the commercial evaluation of borates follow. 


EVALUATION OF CRUDE BORATES 


The procedures below are applicable for the determination of water soluble 
and total borates in borax, kernite, tincalconite, ulexite, colemanite, boracite 
ete. Should boro-silicates be present, conversion to the soluble sodium salt 
may be effected by fusion with sodium carbonate. It is very necessary that the 
analysis be conducted on representative samples. Borate concentrates rapidly 
pick up moisture so that the samples must be kept sealed from the air to obtain 
concordant results. 


DETERMINATION OF WATER SOLUBLE BORATES 


Crude borates generally contain shale, which must be separated from the 
water soluble borates. This is accomplished by extraction with sufficient water 
to dissolve the soluble borates; which, in crude borax, tincalconite, kernite and 
other sodium borates, constitute practically all of the available borates. In 
presence of iron and aluminum, which is left entirely with the residue from the 
water extraction, some boric acid invariably is occluded in the residue and must 
be recovered, should total boric acid be desired. Details for the estimation of 
borate in the residue are given. 

Reagents.—Normal or half normal hydrochloric acid. Normal or half 
normal sodium hydroxide (CO: free). Approximately sixth normal hydro- 
chloric acid. Mannitol or glycerol (neutral). Indicators. Carbonate free 
water. 


PREPARATION AND EXTRACTION OF THE SAMPLE 


A five gram sample is taken from the representative, finely ground material 
and is placed in a 250-ml.—300-ml. beaker, 200 ml. of pure water are added, the 
beaker covered and placed on a hot plate and brought to gentle simmering. 
After 15-20 minutes of heating, with occasional stirring, 2-3 ml. of sodium 
chloride crystals are added and the residue allowed to settle clear (10-15 
minutes of settling is generally sufficient). The clear solution is carefully 
decanted through a rapid filter into a 500-ml. graduated flask, taking care to 
avoid transferring any residue to the filter as this would seriously retard 
filtration. The extraction of the residue is repeated three times more with 75 
ml. portions of pure water, settling each time with addition of 1 ml. of solid 
sodium chloride crystals, and cautiously decanting the solution through the 
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filter into the flask. The extractions are best made by gently heating, and 
stirring, for a few minutes with each 75 ml. portion. Practically all of the 
soluble borates are extracted with the first two portions. Finally the residue is 
transferred to the filter by a 1% solution of NaCl and the filter allowed to drain. 
If much shale is present with iron and aluminum hydroxides this last step is 
slow. (If the residue is not to be examined for occluded and insoluble borates, - 
the procedure may be greatly hastened by transferring the extracts and the final 
residue directly to the flask without filtration. An allowance of 0.5 ml. for the 
residue is generally more than sufficient for the space occupied by this.) The 
500-ml. flask is now filled to the mark with distilled water and thoroughly 
mixed. Aliquot portions are taken for analysis, usually 100 ml. (1 g.) when 
half normal reagents are to be used, or 200 ml. (2 g.) when normal reagents 
are used. 

Titration of Boric Acid.—To the solution in a 250-ml. beaker are added 2-3 
drops of Sofnol Red No. 1, methyl red, or methyl orange indicator and just 
sufficient 6 N HCl to give a red color and about 0.3-0.5 ml. excess. The beaker 
is covered and the solution gently heated to simmering temperature, avoiding 
vigorous boiling. Ten minutes is sufficient to expel carbon dioxide. (CO, if 
present would cause high results.) The solution is cooled by placing the beaker 
in a container of cold water. The solution and cover rinsings are carefully 
neutralized by addition of just sufficient standard alkali to give a yellow color. 
(A drop of the reagent will give this color at the end-point.) The free boric 
acid is now titrated, after the addition of 25-50 ml. of glycerol (or 4-8 grams of 
mannitol) and 1 ml. of phenolphthalein indicator. The standard alkali is 
added until a faint pink color is obtained, and then a drop or more additional, 
until the color is a definite reddish pink, the true end-point. 


1 ml. 1 N NaOH is equivalent to 0.03482 g. B:O3. 
1 ml. 0.56 N NaOH is equivalent to 0.01741 g. B.Os. 


DETERMINATION OF Boric Actip IN THE WATER INSOLUBLE RESIDUE 


The residue on the filter from the water extraction is washed into a tall 
250-ml. beaker, 10 ml. of 6 N HCl added, the beaker covered and the mixture 
heated gently on a hot plate, just below boiling, for 15-20 minutes. (No loss of 
boric acid results under these conditions. With vigorous boiling a loss will 
occur.) The solution is cooled, filtered, and powdered sodium carbonate added 
to the filtrate until the free HCl is neutralized (avoiding an appreciable excess), 
the solution reacting blue to litmus paper. The iron, aluminum, and silica are 
filtered off. Boric acid is determined in the filtrate and washings of the 
residue, according to the procedure for titration of boric acid, as described :— 
acidification with acid, expulsion of COs, neutralization to Sofnol Red or methyl 
orange as indicator, and titration of boric acid in presence of glycerol and 
phenolphthalein. 


Norrs.—If much residue is present a second treatment may be necessary. If 
silico-borates are present the residue should be fused with sodium carbonate and the 
borate determined in the fusion. 

A 5 gram sample is ample, larger amounts are difficult to handle and are unnecessary. 

The finely divided clay remains in suspension for hours and would be difficult to 
filter. The addition of sodium chloride flocculates this suspended matter, causing it 
to settle rapidly. The added salt does not affect results, 


BORON 71 


It is important to wash by decantation, otherwise the finely divided clay will clog 
the filter and greatly lengthen the time of filtration and washing. 

Carbonates must be expelled from the solution that is titrated for boric acid, as 
CO, leads to high results. In covered beakers no loss of boric acid occurs during this 
expulsion of CO. By experiment it was found that at simmering temperature no loss 


- occurred during 45 minutes of heating in a covered beaker, while there was a loss of 


8.7 milligrams from a total of 491 milligrams during the same period of time in an 
uncovered beaker. 

Glycerol is apt to contain free fatty acids. Should these be present, prepare the 
glycerol as follows:—To a liter of glycerol add 100 ml. of distilled water and 10 ml. of 
phenolphthalein indicator. Now cautiously add standard sodium hydroxide until a 
faint pink color is obtained. 

ere doubt exists regarding the end-point in the boric acid titration, add 6 N HCl 
until the red color of methyl orange or methyl red is obtained. Neutralize with NaOH 
and repeat the titration of boric acid with NaOH. 

The reagents should be carbonate free. 

All analysis should be conducted on the sample that is representative. The calcined 
borate concentrate rapidly picks up moisture so that the sample should be kept in an 
air tight container. 

Tron and aluminum carry out boric acid in direct proportion to the amount of these 
hydroxides present. Recovery of the occluded or adsorbed boric acid must be accom- 
plished if total boric acid is desired. A double precipitation is seldom necessary of the 
iron and aluminum from which a recovery is made, since the amount generally present 
in the reprecipitation is inappreciable, unless the precipitate is large. 

Precipitation of iron and aluminum by addition of ammonium hydroxide has been 
suggested. This is highly undesirable as the presence of ammonium salts lead to a 
serious error in the titration of boric acid and the end-point is uncertain. Ammonium 
salts are difficult to expel from the solution. 


EVALUATION OF BORON BEARING ORES— 
ACID EXTRACTION METHOD 


The method is applicable for the determination of total boric acid in borates 
of sodium, calcium, and magnesium in materials such as crude borax, tin- 
calconite, kernite, boracite, ulexite, colemanite etc. Silicoborates require a 
preliminary fusion with sodium carbonate. The acid residue should be ex- 
amined for these. Jron and aluminum, ammonium salts and substances other 
than boric acid, should be absent from the solution if they react with sodium 
hydroxide. 19s 

Reagents.—1 N or 0.5 N HCl and NaOH (carbonate free). 6 N HCl 
(acid of constant boiling point is satisfactory). Saturated solution of sodium 
hydroxide (carbonate free). Water (carbon dioxide free). Indicators—Sofnol 
Red No.1. Para-nitro-phenol saturated water solution; Phenolphthalein 1.0% 


- in a 50% alcohol solution. Mannitol or Glycerol. : 


i 


Procedure Acid Extraction.—A five gram sample, finely ground, is placed in 
a 250-ml. volumetric flask, 15-20 ml. of 6 N HCl are added, together with an 
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equal volume of water and the flask connected to a reflex condenser. The 
mixture is heated to boiling and boiled for 20-25 minutes. After allowing to 
cool slightly, 75 ml. of water are poured into the flask through the condenser 
tube, the solution mixed, and then the heating and boiling repeated for 10-15 
aut, The flask is again allowed to cool slightly and about 50 ml. of water 
poured through the condenser tube into the flask. The condenser is discon- 
nected, the flask placed in a cold water bath and cooled. Water is now added 
to the 250 ml. mark, and if necessary an additional amount to allow for the 
volume occupied by the residue. One gram of the residue occupies a volume 
slightly less than 0.5 ml. Generally the amount is so small that this additional 
water is unnecessary. After the residue has settled, the clear solution, in the 
quantity desired, is decanted through a dry filter into a dry, clean beaker, and 
portions of this filtrate taken for analysis. Fifty ml. are equivalent to 1 gram 
of the original sample. 

Volumetric Determination of Boric Acid.—Fifty ml. of the filtrate or 100 ml. 
are taken, according to the strength of the reagents used. The work is con- 
veniently carried out in 400-ml. beakers. 

Removal of Iron and Aluminum.—Salts of iron and aluminum react quan- 
titatively with sodium hydroxide when the solutions of the compounds are 
combined. Iron is completely precipitated as hydroxide when its combined 
acid is neutralized by the NaOH, and an excess of the alkali has no further 
action except to make it more flocculent. Aluminum is precipitated at a pH 
of 6 to 7.5, but an excess of the alkali forms the soluble sodium aluminate, 
causing the aluminum compound to redissolve. Aluminum may be quantita- 
tively precipitated by sodium hydroxide in boric acid solutions, in the absence 
of polyhydric alcohols, when using p-Nitrophenol indicator which gives a 
yellow color at the proper pH for the precipitation of the aluminum. The 
indicator shows the end-point when all of the combined acid of iron and 
aluminum are neutralized. Advantage is taken of this action in the removal 
of iron and aluminum from boric acid solutions. This avoids the introduction 
of an ammonium salt, which would interfere in the boric acid determination if 
ammonium hydroxide were used to precipitate aluminum and iron. It avoids 
introduction of a carbonate. When sodium carbonate is employed in this 
precipitation, the carbonate interferes with the boric acid titration, and must 
be removed by boiling the solution, slightly acidified, keeping the beaker 
covered, otherwise loss of boric acid occurs. 

Procedure.—To the boric acid solution in a beaker are added 3-4 drops of 
Sofnol Red, or p-Nitrophenol indicator. Standard sodium hydroxide is added 
cautiously until the yellow color of the indicator remains. All the iron and the 
aluminum will be precipitated at this point. The solution is heated gently, 
then allowed to stand for several minutes. The iron and aluminum hydroxide 
is filtered off and washed with hot water, and the filtrate and washings titrated 
for boric acid according to the procedure given under titration of boric acid. 

Recovery of Occluded Boric Acid.—The iron and aluminum hydroxide carry 
out very appreciable quantities of boric acid, when precipitated in the presence 
of a large excess of this acid. If the amount of these hydroxides is appreciable, 
the recovery of boric acid is essential for accurate results. The hydroxides are 
dissolved in the filter by addition of 6 N HCl, added in sufficient excess. The 
acid solution is caught in a beaker together with hot washings of the filter. 
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Three to four drops of Sofnol Red or p-Nitrophenol are added to the solution, 
and sodium hydroxide (50% solution) is now added dropwise until about 
neutral, then 0.56 N NaOH until the yellow color of the indicator remains. 
The solution is gently heated and allowed to stand for several minutes and the 
iron and aluminum hydroxides filtered off. The filter is washed with warm 
water. The filtrate is now acidified with 0.5 N HCl. The solution is neutral- 
ized to Sofnol Red or p-Nitrophenol by addition of NaOH dropwise, and the 
boric acid determined by titration with NaOH in the presence of mannitol or 
glycerol (about 5 ml.) and phenolphthalein indicator. Time is saved by 
carrying this titration separately from the main solution. 

Titration of Boric Acid.—The solution from the precipitation of iron and 
aluminum is acidified again with HCl and then just neutralized cautiously 
with NaOH to yellow color of Sofnol Red or p-Nitrophenol. Now about 10 
drops of phenolphthalein indicator are added and 25-50 ml. of neutral glycerol, 
or solid mannitol (according to the amount of boric acid titrated) and then the 
standard alkali until a distinct reddish pink color appears, the true end-point 
for boric acid (pH 11). 


Notr.—tThe boric acid in the solution recovered from the iron and aluminum 
precipitate is determined also as directed above, and the amount added for total per- 
centage of BOs. 

One ml. 1 N NaOH is equivalent to 0.03482 g. B2O;; or 0.09536 g. Na2B,.O;. 10H,0; 
or 0.06184 g. H;BOs. 

One ml. 0.5 N NaOH is equivalent to half the above amounts. 


Norrs on THE Acip Extraction Mrtuop ror Toran AcID 


The acid extraction generally effects complete solution of the borates that are 
available in crude borate minerals. Should silico-borates be present a fusion of the 
sa residue should be made with sodium carbonate flux, and the fusion examined for 

orates. 

The reflux condenser is used to avoid loss of the boric acid by volatilization. (The 
6 N HCl is approximately acid of constant boiling point.) 

The removal of iron and aluminum is necessary from the extract, as these, especially 
the aluminum salt, lead to high results for boric acid by the action of their combined 
acid with the standard base. 

Definite amounts of borate are invariably carried out by the iron and aluminum 
hydroxides, so that a recovery must be effected if the precipitates are present in appre- 
ciable amounts. 

The isoelectric point of aluminum is between pH 6-7.5, and it is at this point where 
the aluminum compounds are least soluble. Some aluminum hydroxide will go into 
solution if too much NaOH is added to precipitate the aluminum. 

The end-point is a combination of the two colors yellow and pink, and is a distinct 
reddish pink color. The Sofnol Red or p-Nitrophenol gives a distinct yellow color in 
alkaline solutions. Both indicators are colorless in acid solutions. 

A concentrated solution of NaOH is used to neutralize the 6 N HCl so as to not 
increase the volume for filtering. 

Neutral glycerol is prepared as follows—To 1000 ml. of glycerol add 4-5 ml. of 
‘phenolphthalein and neutralize with regular NaOH reagent. ‘The color will fade due 
to the formation of acid, so add more NaOH reagent as needed to keep it colored pink. 
A sharper end-point is obtained with mannitol. 

In cases where less than .1 g. of B.O; are found, greater accuracy may be obtained 
by use of .1 N NaOH. 

If end-points are run over, back titrations are possible with either indicator. 
Precipitation of iron and aluminum with NaOH in place of Na»COs, avoids the 
_ necessity of expulsion of CO, which would cause high results for boric acid. If the 
latter is used, the solution should be acidified, the beaker covered and CO: expelled by 
heating gently at simmering temperature for 10-15 minutes. 
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It has been found, that in place of attempting to recover the boric acid in the 
iron and aluminum precipitate, a close result may be obtained by taking the 
average boric acid titrations of two equal solutions, one from which the iron and 
aluminum have been removed and the other in which they remain. This 
procedure is more rapid and will check the 3 lower methods within 0.2 to 0.3%. 
By actual test on a borate we obtained the B2O3, long method 44.04%, short 
method 43.87%. 

Settlement Basis.—Since the borate concentrates will pick up moisture on 
shipment,® especially over seas, it is necessary that the analysis be conducted by 
shipper and purchaser on the same basis of moisture content. The material as 
shipped is spoken of as “‘ dry’ and that as received as “ wet.” This can be 
accomplished by sampling the material at the dock of shipment, and enclosing a 
sealed sample to the customer. Should separate samples ‘‘ dry ” and “ wet ” 
be examined, the settlement should be made on the average of analysis on 
“dry” and “‘ wet’ basis and the average of weights. For example, if 100 
tons of concentrate is shipped and there is a gain of 5 tons of moisture, making a 
total of 105 tons received, and the analysis of the sample on the “ dry ”’ basis is 
47.25% BO; and on the “ wet ” basis 45% B2O3; settlement should be made for 
102.5 tons of concentrate with the average analysis of 46.12% B2Os. 


DETERMINATION OF BORIC ACID IN CRUDE BORATES—METHOD 
OF THE PACIFIC COAST BORAX COMPANY ” 


In the determination of B,O; in crude borates such as rasorite, colemanite, or 
ulexite, many elements may interfere with the direct titration. Iron, alumina, 
soluble silica, and manganese are common interfering substances. 

To remove these substances a procedure called the “‘ Barium Carbonate 
Method ” is used. 

The determination is based upon the fact that barium borate, formed by the 
addition of barium carbonate to boric acid, is quite soluble. It acts as a buffer 
solution of such hydrogen-ion concentration as to cause the precipitation of the 
hydroxides of the heavy metals. Insoluble barium compounds of the acidic 
compounds present sucli as silica, are also formed. 

The method is as follows: 

One gram of the finely ground borate is stirred with 50 ml. of water in a 
250-ml. beaker and enough concentrated hydrochloric acid then added to 

9 By actual test on a dry concentrate a gain of over one per cent, due to moisture 
absorbed from the air, took place during a 2} hour exposure of the sample to the air. 

10 Developed by G. A. Connell and K. Jacoby. Submitted by W. F. Dingley, 
Technical Department, Pacific Coast Borax Company. 


The method in general follows the standard procedures for the determination of 
boric acid. Certain modifications are of interest. 
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decompose all the borate present. About 15 drops (1.5 ml.) are usually re- 
quired. This is boiled until the borate is decomposed and dissolved, and if long 
boiling is found necessary it should be done under a reflux condenser. If a 
large excess of acid is present after the reaction is complete, it should be nearly 
neutralized with sodium hydroxide or sodium carbonate. Care should be 
taken, however, that the solution is slightly acid to methyl] red before the next 
step is taken. A few drops of bromine water are added, enough to oxidize all 
the ferrous iron, and the excess of bromine boiled off. To this slightly acid 
solution of borate about 2 grams of finely powdered barium carbonate are 
added, and the solution boiled for at least two minutes. At this point the 
volume of the solution should be at least 100 ml. for each .5 gram B.O3; present, 
in order to avoid precipitation of B.O; as barium borate. There should be a 
little undissolved barium carbonate left in the beaker after boiling, otherwise an 
insufficient quantity of barium carbonate has been used. More barium 
carbonate can be added at this point, if needed. 

Completion of the reaction is indicated by no further evolution of carbon 
dioxide, and care should be taken that a sufficient application of heat has been 
given. After boiling, the contents of the beaker are allowed to stand for at 
least an hour or, if convenient, for several hours. The solution is filtered and 
residue washed with water. The filtrate is acidified with hydrochloric acid, 
boiled to remove carbon dioxide, and neutralized with N/2 sodium hydroxide 
solution, using methyl red as an indicator, and titrated in the same manner as 
given for the determination of BO; in sodium borate. When analyzing 
borates which have a tendency to loose moisture during preparation of the 
sample, or borate samples which contain associated materials which yield a 
precipitate difficult to filter, it is desirable to use a larger sample, say five to ten 
grams, conducting the preliminary treatment in a larger volumetric flask, and 
using an aliquot proportion for the final titration. 


Norrs.—Practically all heavy metals with the exception of ferrous iron are precipi- 
tated by barium carbonate. Ferrous iron is oxidized to the ferric state and bromine 
water is used for this purpose, since the excess of bromine is easily removed by boiling. 
If excess of bromine is not removed it will decolorize the methyl red used as an indicator. 

Methyl red is used as an indicator for several reasons: Its color change occurs at a 
hydrogen-ion concentration very close to that of boric acid solution of the strength 
used in the determination. Its color changes are suitable since the yellow tint does 
not interfere with the pink color of the phenolphthalein. Its color change is not greatly 
affected by temperature and fairly hot solutions may be titrated if haste is necessary. 
The end-points in both titrations can be sharpened by addition of 1 drop of 3% water 
solution of methylene blue at the time of addition of the methyl red. 

When glycerine or mannitol is added to boric acid and methyl red is present, the 
solution will turn pink or red in color. This color should not be confused with the 
pink of phenolphthalein. During titration with sodium hydroxide the pink or red of 
methyl red will turn to yellow and remain this shade until the pink end-point of phenol- 
phthalein is reached. ~~ % 
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EVALUATION OF BORIC ACID 


One hundred ml. of the solution, prepared as directed under “‘ Preparation 
of the Sample,” equivalent to 2 grams of the original material, is treated with 
50 ml. of glycerol or 1 gram of mannitol, and the acid titrated with standard 
caustic, in presence of phenolphthalein indicator according to the procedure 
given under ‘‘ Evaluation of Borax.”’ 

One ml. normal acid contains 0.062 gram H;BOs, hence the ml. of caustic 
required multiplied by 0.062= grams boric acid. 

Examples.—Two grams H;BO3; by actual test required 32.1 ml. N. NaOH 
= 32.1 X.062=1.99 grams H;BO3. 


MODIFIED CHAPIN’S DISTILLATION METHOD # 


The method takes advantage of the volatility of methyl borate, B(OCHs)s, 
when alkaline earth or alkali borates are acidified, methyl alcohol added and the 
solution boiled. The method serves for the separation of boron from other 
substances and may be used as a check determination where doubt may exist 
regarding the accuracy of the more rapid methods described, occasioned by 
disagreements in evaluations of commercial boron bearing materials. 

Reagents.!2—1. Sofnol Red No. 1 Indicator—0.4% in 95% ethanol, or 
methyl red indicator, 1% in 50% ethanol, is recommended ™ in place of the 
paranitrophenol indicator originally used in the Chapin method. 

2. Phenolphthalein—One gram dissolved in 100 ml. of ethyl alcohol and 
made up to 200 ml. with water. 

3. Hydrochloric Acid, 0.1 Normal.—The water should be boiled to remove 
carbonic acid. 

4. Hydrochloric Acid, 1:1 Strength.—A dropping bulb should be filled with 
this acid when it is needed in accurate small amounts. 

5. Sodium Hydroxide, 0.5 and 0.1 Normal.—These should be standardized 
as follows: Fuse pure boric acid in a platinum dish. While still warm break 
the melt up and place the fragments quickly in a weighing tube. Dissolve 
1.75 grams in 250 ml. of hot, recently boiled water, cool, and dilute the solution 
to 500 ml. This solution is 0.1 normal—that is, in presence of mannite or 
glycerol 1 ml.¥ is neutralized to the phenolphthalein end-point by 1 ml. of 
0.1 normal sodium hydroxide. 

In standardizing the sodium hydroxide against this solution both indicators 
should be used, so that the end may be the same as that seen in actual titration. 
Follow exactly the directions given under 6, below, for the final titration, only 
assuming that the boric acid solution is exactly neutral to paranitrophenol— 
that is, free from mineral acid. When sodium hydroxide is standardized in 
this way the small amount of carbonate present does no harm. 

6. Mannitol.—This is preferable to glycerol, for it requires no special 
preparation, does not materially increase the bulk of the solution to be titrated, 

11“ Determination of Boron in Natural Mase and Plant Materials,” by L. V. 
Wilcox, Ind. Eng. Chem., Anal. Ed. 2, 358, Oct. 1 

12 Bulletin 700, ‘ The Analysis of "Silicate ee Coa Rocks,” by W. F. Hille- 


brand. Department of the Interior, U. S. Geological Survey. 
13 Am. Jour. Sci., 4th Ser., Vol. 14, p. 195, 1903. 
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and gives an equally sharp end-point. Glucose may be substituted for man- 
nitol. See p. 180. 

7. Methanol.—This should be distilled over lime after it has been heated for 
some hours in contact with the lime under a reflux condenser. The more 
nearly anhydrous, the methanol (methyl alcohol) is the better. 

8. Calcium Chloride.—This should be granular, anhydrous, and free from 
boron. 


PREPARATION OF THE SAMPLE 


For Minerals.—Chapin used not more than half a gram of mineral powder 
for even very small amounts of boron, and not less unless the percentage 
exceeded 10. When the percentage is high it is best to so limit the weight of 
the sample that the B.O; shall not exceed 0.1 gram. If a flux is used it 
should be weighed to within a milligram or two; then the amount of acid re- 
quired to take up the melt can be measured out at once and there is no danger of 
using too great an excess. 

If the mineral is soluble in hydrochloric acid, transfer 1 gram of it to the 
flask B, without letting any adhere to the neck, and treat with not more than 
5 ml. of 1: 1 hydrochloric acid. Heat gently on a water bath until solution 
is complete. 

If the mineral is not soluble, add to it exactly six times its weight of sodium 
carbonate or of an equi-molecular mixture of sodium and potassium carbonates, 
mix, and fuse in the usual manner. Without removing from the crucible, 
decompose the melt with 1:1 hydrochloric acid in calculated amount added 
by degrees. While this is being done the crucible should rest in a casserole, 
and the lid should be kept in place as much as possible. Toward the end it 
may be necessary to heat a little, but care should be taken not to boil, for 
boric acid would be lost with the steam. Pour the solution into the flask B 
and rinse the crucible with a very little water. 

Then add pure anhydrous calcium chloride, using about 1 gram for each 
milliliter of solution and running it through a paper funnel to keep the neck 
of the flask clean. Twirl the flask a little to allow the chloride to take up 
the water, connect it with the rest of the apparatus, raise the casserole be- 
neath it until the flask rests in the water but does not touch the bottom, and 
then begin the distillation of the alcohol from the flask A, taking care that the 
open end of the capillary “ boiling tube” is free from alcohol and that the 
U tube attached to the receiver is trapped with water. 

For Water.—Evaporate 2500 ml. to a moist residue in a 1-liter copper 
beaker, keeping it alkaline to phenolphthalein with saturated sodium hy- 
droxide. Transfer to a 250-ml. Kavalier glass flask, washing the copper beaker 
finally with 0.1 N hydrochloric acid. This acid may acidify the solution in the 
flask; if so, make alkaline as before and evaporate to a solid residue. It is not 
necessary to dehydrate completely. Acidify with concentrated hydrochloric 
acid; 5 ml. are usually sufficient. Heat to boiling, but avoid evaporation as 
boron will be lost. Test with indicator to make sure that the contents of the 
flask are acid. Add one ml. in excess. Add 10 grams of CaCl. and 50 ml. of 
methanol (synthetic) and distill as described under ‘ Distillation.” 

For Plant Materials.—Dry at 70-80 degrees C., grind to a fine powder, and 
composite. Weigh 10 grams of the material and transfer to a decomposition 
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flask (Kavalier glass). Add 80 ml. of methanol, 5 to 8 ml. of HCl and 10 
grams of CaCl, (free from boron). Distill as described below. The operations 
following the distillation are the same for plant material as for waters and will 
be described in the following paragraphs. 

Distillation.—Connect flask D containing the sample as shown in Fig. 17A. 
Flask S should contain 10 ml. of 0.6 N NaOH to prevent escape of methyl 
borate. Start methanol distilling from reservoir R. When the contents 
of D are hot, light a small flame under the flask. Try to regulate the heat so 
that the volume in the flask D does not change. Distillation is carried along 
until 150 to 200 ml. are collected in the receiver S. Rinse the contents of the 
trap tube into S and treat the distillate as detailed below. 


Fie. 17a.—Modified Chapin Apparatus. 


Treatment of Distillate-—Make the solution alkaline to phenolphthalein, 
then add 10 ml. of 0.6 N NaOH inexcess. Transfer the liquid to a 1-liter copper 
Kjeldahl flask, not shown in diagram of apparatus, and distill off the methanol. 
This methanol can be fractionated and used again. Transfer the liquid left in 
the Kjeldahl flask to a 250-ml. copper beaker, evaporate to dryness, and ignite 
at ared heat. Add about 10 ml. of water, heat to boiling and, with the aid of a 
stirring rod having a rubber tip, transfer to a volumetric flask. Then add 7 
drops of Sofnol indicator. Make distinctly acid with 2 N HCl. Shake to expel 
CO, and then make distinctly alkaline to phenolphthalein with 0.5 N NaOH. 
Make up to 110 ml. and filter into another of the 100-ml. flasks. Take an 
aliquot of 100 ml. of the filtrate, transfer to a 250-ml. Kavalier flask, and 
proceed with titration as described below. 

Titration of Boric Acid.—Make the alkaline filtrate acid to Sofnol with 2 N 
HCl and then add 5 drops in excess. Boil 3 minutes, shaking the flask oc- 
casionally to aid in the expulsion of CO». Cool. Titrate as follows: Add 
CO.-free 0.5 N NaOH until a slight yellow color of Sofnol shows. Add 1 or 2 
drops of 0.1 N HCl. The solution should become pink. Add the standard 
0.046 N sodium hydroxide drop by drop until the pink just disappears. The 
color will be orange not unlike the orange of neutral methyl orange. (If 
methyl red is used, the neutral color is also orange.) This is the neutral point 
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for Sofnol and the initial point for titration. Read the burette. Add 1 drop of 
standard alkali. The indicator should change to a clear lemon yellow. If it 
does not, one would suspect that carbon dioxide was not completely removed. 
Continue adding the standard alkali until a reddish color appears, showing 
phenolphthalein alkalinity. Add about one gram of mannite. The red color 
will be discharged if boric acid is present. If the red color is discharged, con- 
tinue adding standard alkali until the red of phenolphthalein reappears. Add 
another gram of mannite. The color will remain but, if it does not, add more 
alkali and another gram of mannite until a permanent end point is obtained. 
This first red color that is permanent in the presence of mannite is the end- 
point of the titration. 

The blank is determined exactly as described above, all of the reagents 
being used. The author’s blanks ranged from 0.45 to 0.60 ml. standard N 
NaOH. 

Calculations.—Milliliters of standard 0.046 N NaOH used between the 
initial point and the end-point less a blank equals the net titration, which 
multiplied by 0.5 gives the mg. of boron in the aliquot. In this titration 
boric acid acts as a monobasic acid. The author used an aliquot of 100/110 of 
the original sample, so after making this correction the following factors apply: 

For 2500-ml. aliquot of water, 1 ml. 0.046 N NaOH equals 0.2 p.p.m. 

For a 10-gram aliquot of leaves, 1 ml. 0.046 N NaOH equals 50 p.p.m. 

Discussion on the Above Method.—This method for the determination of 
boron differs from the Chapin method chiefly in the employment of copper 
flasks and beakers and of Kavalier Bohemian glass flasks for the hot alkaline 
solutions. Copper beakers are used for the first concentration of the water 
sample, which must be kept alkaline to prevent the loss of boron by vola- 
tilization. Copper Kjeldahl flasks are used when separating the methanol 
from the alkaline distillate, and finally copper beakers are used in drying and 
igniting the alkaline residues from the Kjeldahls. 

Regarding the Accuracy of the Method.—(a) The method seems to be 
practically quantitative when dealing with pure compounds of boron in amounts 
not exceeding 5 mg. 

(6) Where boron is added to a natural water, it is possible to recover from 
90 to 95% of the total boron present. 


Notrs.—E. T. Allen and E. G. Ziez 14 tested the Chapin method very fully in its 
application to the determination of boron in glasses and regard it as far superior to 
other methods, even though it is subject to a slight but very uniform correction of 
1 milligram or less, to be determined by a blank run. The correction seems to be due 
always in part to a boron content of the reagents used and in part to a titration error. 
The fact that such correction is unavoidable makes the method of uncertain value for 
determining the very small amounts of boron that rocks may be presumed to carry, 
but the constancy of results is so great that a consistent excess found over what the 
blank affords is strong evidence that boron is actually present. 

Allen and Ziez found the method to be affected appreciably by relatively large 
amounts of arsenious acid but not by arsenic acid. The effect of the former can be 
eliminated by converting it to arsenic acid by oxidizing with hydrogen peroxide after 
making the solution distinctly alkaline with sodium hydroxide. 


4“ Analysis of Silicate and Carbonate Rocks,” by W. F. Hillebrand, Bull. 700, 
U.S. Geol, Survey, 1919. 
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Allen and Ziez also found that relatively large amounts of fluorides effect the accuracy 
of the method but do not seriously impair its usefulness for ordinary work. 

Glucose may be used in place of mannite in titrations of borax as shown by LeRoy 
S. Weatherby and H. H. Chesney (Ind. Eng. Chem., 18, 820, Aug., 1926). Though a 
larger quantity of glucose (about 10 times) is required than of mannitol, this is of no 
disadvantage, as a large background of white material is helpful in distinguishing the 
end-point. As commercial glucose (cerelose) may be obtained at a cost of a few cents 
a pound, while the price of mannitol is about 200 times as great, the advantage of 
glucose is seen. (Glucose $3.14 per 100 lbs., mannitol $5.07 per lb., Aug., 1932, 
quotation.) 


The distillation is usually complete when the vapor reaches a temperature 
of 95° C. 

Boron in Plant Materials.—Dry at 70-80° C. Grind to a fine powder. 
Take 10 grams and treat according to the method described above. 


ANALYSIS OF ORGANIC PLANT MATERIALS FOR BORON CONTENT ® 


This procedure,!® which is a further modification of the Chapin distillation 
method, may be profitably adapted to the determination of boron in organic 
material. Boron-free apparatus is used throughout the work, The results, 
which agree remarkably well, give most favorable returns for boron content, 
being especially adapted to 1.0-500 mgs. of B2,O3. With the aid of H»SO, and 
MeOH it is possible to remove all B2O; by distilling off the Me ester. A 10 
gram sample is taken and placed in a liter Kavalier flask and digested with 
concentrated H.SO., water then added; methanol and the methyl borate 
distilled according to Chapin’s method. Two distillations suffice for the 
complete removal of all boric oxide. Contacting CO2-free NaOH in the 
receiving flask the distillate is carefully evaporated in a silver dish which 
serves to oxidize any SO, that may have been evolved. The residue is then 
fused to destroy formates or other organic matter. Titration completes the 
process, using HCl and CO>.-free NaOH with Sofnol Red No. 1 as a preliminary 
indicator and employing glucose ” or mannitol and phenolphthalein as final 
indicators. 

Note.—(by W. W. Scott)—Methods appearing in this chapter have been 
checked in the laboratory. The Editor acknowledges assistance and contribu- 
tions from Messers Russell G. Dressler, Arthur Zeismer, Howard W. Olson, 


1 Modification of the Schulck and Vastagh boric acid adaptation as developed by 
Lester K. Gates and W. W. Scott at the University of Southern California. 

16 Schulck and Vastagh, ‘Zeitschrift Anal. Chim.,” 84, 167, 1931. 

1” Glucose (cerelose) can be accurately substituted for mannitol here. Though 
pene ten times as much glucose as mannitol, the cost of the latter is 200 times 
as great. 
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Lester K. Gates, Glen E. Cline and certain Industrial Laboratories. Dr. W. 
H. Chapin examined the manuscript before publication and made several 
valuable suggestions. 


ANALYSIS OF BORON CARBIDE !8 


BORON 


Preparation of Standard Solutions.—.2 N and .10 N solutions of NaOH are 
needed. They must be carbonate free. To prepare them proceed as follows: 

Dissolve 75 grams of c.p. NaOH in 75 ml. of water. Pour into a large test 
tube or similar tall vessel and allow to stand several days or until all solid 
matter settles. Of the clear solution use 12 ml. per liter for the .2 N NaOH 
and 6 ml. per liter for the .10 N NaOH. Dilute with water that has been 
boiled and cooled to rid it of COs. 

Titrate a 25 ml. portion of each solution with a standard acid and methyl 
red indicator, calculate and make the necessary dilutions with CO» free water 
to bring the solutions to their respectively desired normalities, and standardize 
them accurately against pure, anhydrous B.O3; glass. 

Standardization of the Solutions.—Fuse c.p. boric acid thoroughly and store 
the resulting B,O; glass in a well stoppered bottle. If the boric acid at hand 
is not considered pure enough, recrystallize it twice from hot water before 
fusing. 

For standardizing the .2 N solution use approximately .3000 gram of the 
glass. For the .10 N solution use .1500 gram. 

Weigh the sample roughly into a clean, ignited and weighed platinum 
crucible. Cover the crucible tightly, ignite for five minutes at a good red heat, 
cool and weigh again to get the weight of the sample. Dissolve the sample 
from the crucible with 50 ml. of CO: free water, add 4 drops of paranitrophenol, 
1 ml. phenolphthalein and titrate with the alkali being standardized, using 
mannite to obtain the end point. One gram of mannite is added at the start 
of the titration and further one gram additions are made as needed while 
approaching the end point. 

_ Four samples should be treated in-the eons manner for each solution. 
Divide the weight of each sample by the number of ml. used for its titration 
and if the four results show satisfactory agreement, average them and take the 
result as the B2O; value per ml. of the solution. The B2O; value multiplied by 
.31074 gives the B value per ml. of the solution. 
__Indicators.—Paranitrophenol: Dissolve one gram in 100 ml. denatured 
alcohol. 


18 Method used by the Norton Company, Worcester, Mass. supplied by the courtesy 
of M. O. Lamar. 
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Phenolphthalein: Dissolve one gram in 200 ml. denatured alcohol. 

Blanks.— Weigh and treat four B.O; glass samples as in standardizing up to 
the point where they are dissolved in water. Wash off the crucibles thoroughly, 
keeping the volumes of the solutions at approximately 100 ml. Acidify the 
solutions distinctly with 1-1 HCl and treat them as in the method next to be 
described, up to and through the main titration with .2 N NaOH. 

The main titrations with the .2 N NaOH will show amounts of BO; slightly 
larger than the weights of the samples. Average these slight excesses, calculate 
their value in terms of ml. of the standard solution, and subtract this value from 
all main titrations when analyzing samples. 

This blank might be taken care of by taking the original samples through 
the method, but the above procedure gives such very satisfactory results that 
it is adhered to. 

For the blank on the small recovery titration with the .10 N NaOH a new 
solution is made up and titrated exactly as in the recovery part of the method. 
This blank is large when compared with the small amounts of B.O3 obtained 
in the recoveries but it is very consistent. 

The Method.—Weigh .12 gram of the sample into a platinum crucible. 
Mix thoroughly with NazCO; and cover with a layer of the carbonate, using 1 
gram in all. Cover the crucible tightly and fuse slowly with gradually in- 
creasing temperature, finishing with a temperature as low as is consistent with 
complete fusion. Remember that during fusion there is always danger of 
volatilizing boric acid, and care must be used in performing the operation. 
When fusion is complete spread the melt on the inside of the crucible walls, 
allow to cool and place the crucible and cover in a 250 ml. beaker. Add 50 ml. 
of water and allow the melt to dissolve. Heat may be used to hasten solution 
but it should be used sparingly with the beaker well covered. Do not boil. 

When solution is complete wash off the crucible and cover keeping the 
solution in the beaker down to 100 ml. Acidify with 7 to 8 ml. of 1-1 HCl and 
add four drops of paranitrophenol. Dilute one volume of the strong NaOH 
stock solution used in making the standard solutions with one volume of water 
and by means of it and a medicine dropper bring the solution in the beaker 
nearly to the neutral point. Complete the neutralization to the paranitro- 
phenol end point with the .2 N standard NaOH. 

When the iron in the solution amounts to about two milligrams or over its 
color appears and deepens as neutralization is approached and may be mistaken 
for the indicator end point. This must be guarded against as under neu- 
tralization ruins the analysis. Several drops over the end point do no harm, 
so make sure that neutralization is complete. 

Cover the beaker and heat, do not boil, just until the precipitate coagulates. 
Stir in one quarter of a Whatman 7 cm. 41 filter paper macerated to pulp. 
Filter through a 7 cm. 41 Whatman filter paper, wash the beaker three times 
and give the precipitate six thorough washings on the paper. Catch the filtrate 
in a suitable pressure flask. If the precipitate is small hot water is satisfactory 
for washing, but if it amounts to four or five milligrams or more a hot 1% 
solution of sodium chloride must be used to prevent hydrolysis. Set this main 
filtrate aside for titration. 

Place the original beaker under the funnel and dissolve the precipitate 
through the paper by dropping hot 1-1 HCl on it. It does not take much of 
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the acid to do this but make sure no undissolved precipitate remains mixed 
with the pulp. Wash the filter and pulp six times with hot water or 1% NaCl 
solution, add four drops of paranitrophenol, and repeat exactly the first pre- 
cipitation and filtration, this time catching the filtrate in a 500 ml. Erlenmeyer 
flask. This filtrate contains the recovery titration. Before starting the 
filtration the small wad of pulp in the filter is carefully removed and stirred 
into the precipitate in the beaker. 

Acidify the main filtrate in the pressure flask with 1-1 HCl adding about 
three drops in excess. Warm the flask on a pan of sand until the solution is 
about 40° C., transfer the flask still on the sand bath to a suction pump and 
boil under reduced pressure until bubbles cease to come from the solution. 
Perform this operation carefully to avoid loss by splashing. Disconnect the 
flask, cool it in running water and thoroughly wash down che stopper and 
inside of the flask with CO, free water. Nearly neutralize the solution with 
strong carbonate free NaOH and finish the neutralization with the .10 N NaOH 
standard solution. In the solution as here prepared this end point is very sharp 
and one drop of the .10 N solution will give it distinctly, especially if the flask 
is examined at eye level toward a window between the additions of the last 
few drops. 

When the solution has been adjusted to the neutral point add one ml. of 
phenolphthalein indicator and a gram of mannite. Begin the titration with 
the .2 N NaOH and continue until the pink color of the phenolphthalein indi- 
cator develops. Add another gram of mannite and again develop the pink color. 
Continue these additions of mannite until the last one has no effect on the fully 
developed pink color. As this end point is properly obtained only through 
familiarity with it, an attempt is made to describe its approach. As the end 
of the titration nears, the pink color persists more and more when mannite is 
added. First a pink tinge will persist even though the yellow is greatly re- 
stored. After the next addition the pink will remain decidedly, mixed with 
the yellow color. Finally a stage will be reached where the pink color only 
lightens upon the addition of mannite. No yellow being discernible. When 
this stage is reached one or two drops of the .2N solution will give a sudden, 
definite, fully developed pink color that will remain for hours after the addition 
of another gram of mannite. This is the end point. 

Now make the recovery titration on the solution in the Erlenmeyer flask 
in the same manner, except that the .10 N NaOH solution is used, and as no 
CO, is present the solution is not boiled under reduced pressure. This end 
point is not difficult to obtain. 

Subtract the respective blanks from each titration. Multiply each titration 
by the B value per ml. of the solution used. Add the B values together, divide 
by the weight of the sample and multiply by 100 to obtain the percentage of B 
in the sample. 3 A 


SILICA 


Weigh .5 gram of the sample and 8 grams of Na,CO;. Mix the sample 
thoroughly in a platinum crucible with most of the carbonate and cover the 
mixture with the remainder. Fuse with gradually increasing temperature. 
Use the highest heat of the burner only if the last bits of the sample do not fuse 
at a moderate heat. 
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Run the melt up on the walls of the crucible and cool. Place the crucible 
and cover in a casserole and leach the melt with water. Acidify the solution 
with 25 ml. strong HCl, wash off the crucible and cover, add 25 ml. methyl 
alcohol and evaporate slowly to dryness with the casserole uncovered. Eva- 
porate twice more with 5 ml. of HCl and 25 ml. of methyl alcohol. If boric 
acid remains condensed on the sides of the casserole, evaporate a third time. 

When boric acid is no longer evident, cool the casserole, moisten the residue 
with 10 ml. 1-1 HCl, add 50 ml. hot water and warm until all soluble salts are 
in solution. Filter, wash the precipitate with hot 2% HCl five times, then 
five times with hot water. Return the filtrate to the casserole and repeat the 
dehydration and filtration. 

Burn off both papers in a platinum crucible, ignite intensely for 20 minutes, 
cool and weigh. Add a few drops of water, two drops of strong H,SO,, and 
5-10 ml. of HF. Evaporate until both acids are gone, ignite the crucible and 
residue for five minutes, cool and weigh. The loss in weight represents the 
silica. This weight divided by the weight of the sample and multiplied by 
100 gives the percentage of silica in the sample. 

We do not encounter high silica in boron carbide samples, but if silica should 
be encountered much over 5% there is danger of it being contaminated with 
boric acid in spite of the evaporations with alcohol. In such a case, after the 
first ignition of the silica, fuse it with one to two grams of sodium carbonate, 
make two dehydrations with intervening filtration as above, then ignite, weigh, 
and finish as directed. No alcohol is necessary in these dehydrations. 


OTHER CONSTITUENTS 


Iron, aluminum, calcium, and magnesium are determined in the filtrate 
from the silica determination. Carbon is determined by combustion with a 
red lead flux. Refer to the analysis of silicon carbide, where instructions for 
making these determinations are given in great detail. 


Norrs.—This is a very exacting analysis; especially the determination of boron. 
In this determination the analyst is placed in a disadvantageous position. The sample 
operated upon is small and the percentage determined is large. This multiplies any 
errors greatly, so that errors must be held to an absolute minimum. 

The B.O; used for standardizing must be pure, completely anhydrous, and properly 
weighed. The operations of standardizing solutions and obtaining blanks must be 
performed with the utmost care. All titration end points must be obtained with pre- 
cision, and last but far from least absolutely clean glassware must be used, especially 
burettes. ‘‘Ordinarily” clean glassware will not do. 
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DETERMINATION OF MINUTE AMOUNTS OF BORON ” 


This excellent colorimetric method, comparable with the Gutzeit method 
for arsenic, is specially adapted to the determination of boron present in 
minute amounts in soils, without the necessity of using exceedingly large 
samples, which are required by the Chapin, Gooch and Jones and similar 
methods involving gravimetric or volumetric procedures. The reagents’ that 
are required can be rapidly prepared and the apparatus necessary easily pro- 
curable from ordinary laboratory stock. The procedure is suitable for quanti- 
ties of BO; ranging from 0.1 to 0.005 mg. Larger amounts may be determined 
by using larger vials and longer strips of turmeric paper. The method depends 
upon the length of stain produced by the action of boracic acid on turmeric 
paper, comparison being made with standard stains produced by known 
amounts of boron under similar conditions. 

Reagents. 1. Hydrochloric Acid, Sp. Gr. 1.162. 

2. Phosphoric Acid. 

3. Sodium Carbonate, 1 Normal. 

4, Methyl Alcohol (Methanol), Absolute, C. P. 

5. Turmeric Solution—Add an excess of turmeric powder to 95% alcohol 
and filter. 

6. Turmeric Paper.—A good grade of filter paper was soaked in a solution of 
turmeric, the excess of solution squeezed out, and the papers dried. The 
saturation must be as uniform as possible. 

7. Standard Borate Solution.—Dissolve 0.2739 g. of NaoB.O7-10H2O in 
water to make a liter of solution. One ml. of this solution contains 0.1 mg. 
of B2Oz. 

Apparatus.— A. A distilling flask of 250 ml. capacity, supported on a water 
bath, with a one-holed stopper carrying a long-stemmed funnel of 50 ml. 
capacity. 

B. Water-cooled condenser 40 cm. long. 

C. Platinum dish of 60 ml. capacity. 

D. Platinum crucible of 25 ml. capacity. 

#, Glass vials 30 mm. high and 6 mm. in diameter. 

F. Glass vials 60 mm. high and 12 mm. in diameter (for larger quantities of 
boron). 

Procedure.—Leach 100 g. of soil with 200 ml. of distilled water and eva- 
porate the leachate to dryness in a platinum dish on a water bath. Add a 
small amount of sodium carbonate and ignite the mixture to remove organic 
matter. (The dish must be covered to prevent loss of material.) To the cool 
residue add 10 ml. of phosphoric acid and transfer the solution to the distilling 
flask. Rinse the platinum dish with 20 ml. of methyl alcohol used in two or 
three portions and add these washings to the distilling flask. Distill from a 
water bath and collect the distillate in a platinum dish of not less than 60 ml. 
capacity (this size is necessary to prevent mechanical loss in the subsequent 
evaporation of the alcohol) which contains four to six drops of normal sodium 
carbonate solution. 


19 Modification and adaptation of the Bertrand and Agulhon method as developed by 
(Mrs.) Sondheim Keaton Webb and W. W. Scott at U.S.C. 
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After about twenty minutes when the distillation has practically ceased, 
remove the flame, and add 10 ml. of alcohol through the dropping funnel. 
(The use of the dropping funnel saves time as it precludes the necessity of 
cooling the mixture in the distilling flask before the alcohol can be added.) 
Proceed with the second distillation until distillate stops coming over. If the 
directions have been carefully followed and the proper precautions taken to 
assure the absence of water, all the boron will be recovered in these two opera- 
tions. To test for complete recovery of the boron, a drop of the distillate may 
be collected on a piece of turmeric paper, a drop of dilute hydrochloric acid 
added and the paper dried on a watch glass over a water bath. A pink color- 
ation indicates the presence of boron. If boron is present, add 10 ml. of methy] 
alcohol and distill again. 

The combined distillates are evaporated to dryness on a water bath. 
Keep the bath below boiling. After the distillates have evaporated down to 
about 5 ml., transfer the remaining liquid to the 25-ml. platinum crucible, 
washing out the first dish with a few milliliters of methyl alcohol, and evaporate 
the whole to dryness. This transfer to the smaller dish is essential because 
the quantity of solvent subsequently used is not sufficient to remove the residue 
quantitatively from the larger dish. 

To the cool residue add four drops of hydrochloric acid, sp.gr. 1.162, and 
0.5 ml. of distilled water. Transfer to a vial 30 mm. high, rinsing several times 
with water, and dilute to 2 ml. as shown by a mark on the vial. Immerse a 
piece of turmeric paper (45 by 3 mm.) in the liquid to a depth of 15 mm. and 
allow it to soak three hours at a temperature of 35° C. or 24 hours at room 
temperature. (The former is preferred as it gives a more clearly defined 
coloration.) The height in millimeters of the red color thus produced is 
compared against a series of standard papers prepared by soaking strips of 
turmeric paper in solutions containing known amounts of boron treated in the 
same manner. 


DETERMINATION OF TRACES OF BORON IN IRRIGATION WATERS 


Samples of water must be gathered in containers that are absolutely boron 
free. Most glass ware is unsatisfactory because of the recent extensive use of 
borax in its manufacture. Tin or copper containers are satisfactory. The 
amount of the sample required for each analysis depends upon the amount of 
boron present. 500 ml. will give a measurable amount of boron for most 
irrigation waters. The size of the sample may be regulated by preliminary 
runs. 

The sample is evaporated almost to dryness over a water bath in a silica 
dish. The moist residue is transferred to a platinum crucible, a few drops of 
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sodium carbonate are added and the whole evaporated to dryness. The 
residue is then ignited to destroy organic matter. From this point, the 
procedure for the determination of minute amounts of boron in soils may be 
followed, as stated in the preceding method. 


Norrs.—In the evaporation of the methyl alcohol distillate, G. E. Cline found the 
evaporation proceeds at a satisfactory rate if the crucible is placed on the outer edge 
of the water bath, on the metal cover, and the water in the bath allowed to boil. 

The first evaporation may be hurried by evaporating at a higher temperature, 
if sodium carbonate is added to keep the solution basic, and the container covered to 
avoid loss by spattering. 

; 

Estimation of Borate in Natural Waters.—The method is based on the color 
produced by a borate on turmeric. The following details are taken from the 
method outlined by Margaret D. Foster.?° 

Reagents. Standard Borate Solution.—(1) 0.16 g. borax in 1 liter of pure 
water (1 ml. contains 0.1 mg. BO;). (2) twenty-five ml. diluted to 250 ml. 
(1 ml. contains 0.01 mg. BOs). 

Turmeric Solution.—Five grams of thoroughly washed turmeric are 
dissolved in 500 ml. of alcohol and filtered before use. 

Hydrochloric Acid Solution.—Four ml. HCl (sp.gr. 1.178-1.183) added to 
96 ml. of pure water. 

Salt Solution.—Twenty-five grams of NaCl and 25 grams Na2SOy, (anhyd.) 
in 1 liter of pure water. 

Procedure.—Ten ml. of the sample is placed in a small white evaporating 
dish and 1 ml. of the HCl solution and 1 ml. of the turmeric reagent added. 
The dish is placed on a steam bath and the solution evaporated to dryness. 
A golden colored residue indicates the absence of a borate; a faint pink or rose 
tint shows the presence of a borate. The intensity of color increases with the 
amount of borate and a quantitative estimation can be made by comparing 
with a series of standards made by taking known amounts of standard borate 
solution, adding the reagents above and taking to dryness in evaporating 
dishes. The standards may range from 0 to 0.5 mg. BO;. The suggested 
standards contain 0.0025, 0.005, 0.0075, 0.01, 0.08, 0.1, 0.25, 0.5 mg. BOs; 
respectively. If the color is too intense 0.5 ml. of turmeric solution is added to 
both standard and sample. 

Norrs.—See also ‘‘ Determination of Boron in Natural Waters and Plant Materials ” 
by L. V. Wilcox, Ind. Eng. Chem., Anal. Ed. 2, 358, 1930. The water (alkaline to 
phe 


nolphthalein) is evaporated and the boron converted to methyl borate and deter- 
mined by the Chapin method. 


20U. 8. Geological Survey. Ind. Eng. Chem., Anal. Ed. 1, 27, 1929. 


BROMINE 
Br, at.wt. 79.916; sp.gr. 3.1883°; m.p. — 7.3°; b.p. 58.7° C.; acids, HBr, HBrO, HBrO; 


Bromine occurs only in combination, generally associated with the alkaline 
earths and the alkalies and is accordingly found in salt deposits, mineral 
springs and sea water and is a by-product of the salt industry. It is found in 
marine plants; traces occur in coal, hence it is found in gas liquors. 


DETECTION 


Silver Nitrate solution precipitates silver bromide, AgBr, light yellow, 
from solutions containing the bromine anion. The precipitate is insoluble 
in dilute nitric acid, but dissolves with difficulty in ammonium hydroxide 
and is practically insoluble in ammonium carbonate solution (distinction from 
AgCl). 

Carbon Disulfide or Carbon Tetrachloride shaken with free bromine 
solution, or with a bromide to which a little chlorine water has been added, 
(a large excess of chlorine must be avoided, as this forms BrCl compound), will 
absorb the bromine and become a reddish-yellow color, or if much bromine 
is present, a brown to brownish-black. In the latter case a smaller sample 
should be taken to distinguish it from iodine. 

Bromates are first reduced by a suitable reducing agent such as cold oxalic 
acid, sodium nitrite, hydrochloric acid, etc., and the liberated bromine tested 
as directed above. Silver nitrate added to bromates in solution precipitates 
AgBrO3, which is decomposed by hydrochloric acid to bromine gas. 

Magneta Test for Bromine.'—The test reagent is made by adding 10 ml. of 
0.1% solution of magenta to 100 ml. of 5% solution of sulfurous acid and 
allowing to stand until colorless. This is the stock solution. Twenty-five ml. 
of this reagent is mixed with 25 ml. of glacial acetic acid and 1 ml. of sulfuric 
acid. Five ml. of this is used in the test. 
ans G. Denigés and L. Chelle. Ann. chim. anal., 18, 11-15, 1913; Analyst, 38, 119, 

Norre.—Bromine was first isolated from the salts of the waters of the Mediterranean 
by Balard in 1826. The element is a valuable laboratory reagent used for oxidation pur- 


poses. Its silver salt is used in photography. The bromides find application in 
medicine. 
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Test.—Five ml. of the magenta reagent is mixed with 1 ml. of the solution 
tested. Chlorine produces a yellow color. Bromine gives a reddish-violet 
coloration. The colored compound in each case may be taken up with chloro- 
form or carbon tetrachloride and a colorimetric comparison made with a 
standard. 

In halogen mixtures, iodine is first eliminated by heating with a ferric salt. 
Bromine is now liberated by adding sulfuric acid and potassium chromate. 
A glass rod with a pendant drop of sodium hydroxide is held in the vapor to 
absorb bromine, and the drop then tested with the magenta reagent. After 
iodine and bromine are eliminated, chlorine may be tested by heating the 
substance with potassium permanganate, which liberates this halogen. 


ESTIMATION 


In the preparation of the sample for analysis it should be recalled that 
silver bromide is but slightly soluble so that, in presence of silver, bromine will 
be left with the silica residue. The preparation of the sample and the methods 
of estimation are very similar to those of chlorine. 


PREPARATION AND SOLUTION OF THE SAMPLE 


The following facts regarding solubility should be remembered: The ele- 
ment bromine is very soluble in alcohol, ether, chloroform, carbon disulfide, 
carbon tetrachloride, concentrated hydrochloric acid and in potassium bromide 
solution. One hundred ml. of water at 0° C. is saturated with 4.17 grams of 
bromine, and at 50° C. with 3.49 grams. The presence of a number of salts 
increases its solubility in water, e.g., BaCl:, SrCl., ete. 


Notn.—The element is a dark, brownish-red, volatile liquid, giving off a dark reddish 
vapor with suffocating odor, irritating the mucous membrane (antidote dil. NH.OH, 
ether), very corrosive. Acts violently on hydrogen, sulfur, phosphorus, arsenic, anti- 
mony, tin, the heavy metals, and on potassium, but has no action on sodium, even at 
200° C. Bleaches indigo, litmus, and most organic coloring matter. It is a strong 
oxidizing agent. Bromine displaces iodine from its salts, but is displaced by chlorine 
from its combinations. 


Bromides are soluble in water, with the exception of silver, mercury, lead, 
and cuprous bromides. 

Bromates are soluble in water with the exception of barium and silver 
bromates and some basic bromates. 

Decomposition of Organic Matter for Determination of Bromine.—The 
substance is decomposed with nitric acid in presence of silver nitrate in a bomb 
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combustion tube by the Carius method described in the chapter on Chlorine, 
under “ Preparation and Solution of the Sample.’”’ The residue, containing 
the halides, is dissolved in warm ammonia water, and filtered, as stated. The 
filtrate and washings are acidified with nitric acid, heated to boiling and the 
silver bromide settled in the dark, then filtered through a weighed Gooch 
crucible, the washed precipitate dried at 130° C. and weighed as AgBr. 

In presence of two or three halogens the lime method is recommended, as 
given in the chapter on chlorine. 

Salts of Bromine.—The ready solubility of bromides and bromates has been 
mentioned. A water extract is generally sufficient. Insoluble salts are decom- 
posed by acidifying with dilute sulfuric acid and adding metallic zinc. The 
filtrate contains the halogens. 


SEPARATIONS 


Separation of Bromine from the Heavy Metals.—Bromides of the heavy 
metals are transposed by boiling with sodium carbonate, the metals being pre- 
cipitated as carbonates and sodium bromide remaining in solution. 

Separation of Bromine from Silver (AgBr) and from Cyanides (AgCN).— 
The silver salts are heated to fusion. The mass is now treated with an excess 
of zinc and sulfuric acid, the metallic silver and the paracyanogen filtered 
off and the bromine determined in the filtrate. 

Separation of Bromine from Chlorine or from Iodine.—Details of the 
procedure for determining the halogens in presence of one another is given in 
the chapter on Chlorine, page 276. Free bromine is liberated when the solu- 
tion of its salt is treated with chlorine. 

Separation of Bromine from Iodine.2—The neutral solution containing 
the bromide and iodide is diluted to about 700 ml. and 2 to 3 ml. of dilute 
sulfuric acid, 1: 1, added, together with about 10 ml. of 10% sodium nitrite, 
NaNOz, solution. (Nitrous acid gas may be passed through the solution in 
place of adding sodium nitrite, if desired.) ? The solution containing the halides 
is boiled until colorless and about twenty minutes longer, keeping the volume 
of solution above 600 ml. 0.5 gram KI may be decomposed and the iodine 
expelled from the bromide in half an hour. The bromine is precipitated from 
the residue remaining in the flask by addition of an excess of silver nitrate and 
determined as silver bromide. 

The procedure for determining iodine is given in the chapter on this subject. 

?F. A. Gooch and J. R. Ensign, Am. Jour. Sci., (8), xl, 145. 


3 Nitrous acid gas is generated by dropping dilute H.SO,, by means of a separatory 
funnel onto sodium nitrite in a flask. 
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GRAVIMETRIC METHODS 
PRECIPITATION AS SILVER BROMIDE 


The general directions for determination of hydrochloric acid and chlorides 
apply for determining hydrobromic acid and bromides. 


I. Hydrobromic Acid and Bromides of the Alkalies and Alkaline Earths. 

Procedure.—The bromide in cold solution is made slightly acid with nitric 
acid and then silver nitrate added slowly with constant stirring until a slight 
excess is present. The mixture is now heated to boiling and the precipitate 
settled in the dark, then filtered through a weighed Gooch crucible, and washed 
with water containing a little nitric acid and finally with pure water to remove 
the nitric acid. After ignition the silver bromide is cooled and weighed as AgBr. 


AgBr X0.4256= Br, or 0.6337 = KBr. 


Il. Heavy Metals Present. 

If heavy metals are present it is not always possible to precipitate silver 
bromide directly. The heavy metals may be removed by precipitation with 
ammonia, sodium hydroxide or carbonate and the bromide then determined 
in the filtrate as usual. 


VOLUMETRIC METHODS 


Free hydrobromic acid may be titrated with standard alkali exactly as is 
described for the determination of hydrochloric acid in the chapter on Acids. 
One ml. normal caustic solution is equivalent to 0.08092 gram HBr. 


DETERMINATION OF FREE BROMINE. POTASSIUM 
IODIDE METHOD 


The method depends upon the reaction KI+Br= KBr-+I. 

Procedure.—A measured amount of the sample is added to an excess of 
potassium iodide, in a glass-stoppered bottle, holding the point of the delivering 
burette just above the potassium iodide solution. The stoppered bottle is 
then well shaken, and the liberated iodine titrated with standard thiosulfate 
solution. 


One ml. of N/10 thiosulfate, Na2S20;= 0.007992 gram Br. 
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DETERMINATION OF BROMINE IN SOLUBLE BROMIDES. LIBER- 
ATION OF BROMINE BY ADDITION OF FREE CHLORINE 


When chlorine is added to a colorless solution of a soluble bromide, bromine 
is liberated, coloring the solution yellow. At boiling temperature the bromine is 
volatilized, the liquid becoming again colorless. When the bromide is com- 
pletely decomposed and bromine expelled, further addition of chlorine produces 
no color reaction. KBr+Cl=KCI+Br. 

Procedure.—The solution containing the bromide is heated to boiling and 
standard chlorine water added from a burette (protected from the light by 
being covered with black paper), the tip of the burette being held just above 
the surface of the hot bromide solution to prevent loss of chlorine. The reagent 
is added in small portions until finally no yellow coloration is produced. From 
the value per ml. of the chlorine reagent the bromine content is readily caleu- 
lated. 

Standard Chlorine Water.—The reagent is made by diluting 100 ml. of 
water saturated with chlorine to 500 ml. This solution is standardized against 
a known amount of pure potassium bromide (dried at 170° C.), the same 
amount of bromide being taken as is supposed to be present in the solution 
examined. The value per ml. of the reagent is thus established. 


SILVER THIOCYANATE-FERRIC ALUM METHOD (VOLHARD) 


The procedure is the same as that used for the determination of chlorine. 
The bromide solution is treated with an excess of tenth-normal silver nitrate 
solution, and the excess of this reagent determined by titration with ammonium 
thiocyanate, using ferric alum indicator. One ml. of the thiocyanate should be 
equivalent to 1 ml. of silver nitrate solution. The formation of the red ferric 
thiocyanate indicates the completed reaction. (Consult the procedure in the 
chapter on Chlorine, page 271.) 


One ml. of N/10 AgNO3=0.007992 gram Br. 


Notr. Eosin Adsorption Indicator in Halide Titrations.—Titration of bromide 
with silver nitrate in presence of the adsorption indicator, eosin, is of interest. The 
dyestuff is adsorbed by the silver bromide with formation of a dark-red colored sub- 
stance. The titration may be made in feebly acid solution as 0.1 N nitric acid solution 
or in acetic acid solution, using 2-5 drops of a 0.5 eosin (sodium) in water solution per 
10 ml. of 0.1 N halide solution. More dilute solutions may be titrated—i.e., 1-2 drops 
of the indicator per 25 ml. of 0.01 N halide solution. The color of the indicator changes 
to a bluish hue and the silver halide separates out with an intense rose-red color. In 
0.001 N solutions the color changes from rose to a purplish red. 


DETERMINATION OF TRACES OF BROMINE 


(1) By means of the magenta reagent, described under “‘ Detection,” small 
amounts of bromine may be determined colorimetrically. 

To 5 ml. of the solution is added 0.2 ml. of conc. hydrochloric acid, 1 ml. 
of concentrated sulfuric acid, 1 ml. of the stock magenta reagent and 0.2 ml. 
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of a 10% solution of potassium chromate, shaking the mixture with addition 
of each reagent, and without cooling, 1 ml. of chloroform is added. Comparison 
is made with a standard sample containing a known amount of bromide.‘ 


Notre.—A solution containing 0.001 gram bromine per liter has a violet to reddish- 
violet color. 


(2) Bromination of Phenol Red.° Procedure.—(a) 0-4 gamma range. 
To 1 ml. of neutral sample add 0.05 ml. of phenol red (1 mg. per 10 ml.) and 
0.2 ml. of saturated borax solution. Add 0.2 ml. of 0.01 N calcium hypochlorite 
(H. T. H.; solution filtered), and let stand exactly four minutes with occasional 
shaking; then add 0.05 ml. of 0.1 N sodium arsenite, followed by 0.20 ml. of 
acetate buffer (30 ml. glacial acetic acid and 68 g. of sodium acetate per liter). 
The color will be yellow with less than 1 gamma Br, reddish with 1.5—-2 and blue 
violet above 2.5 gamma. 

(b) Range 3-18 gamma Br. The same procedure (a) is used with the 
following quantities: 10 ml. sample; 0.2 ml. phenol red, 2 ml. borax, 0.2 ml. 
0.1 N hypochlorite, 0.5 ml. arsenite and 1.5 ml. of acetate buffer. Compare 
with fresh standards prepared in the same manner. 


Norrts.—Ammonium salts and other reducing agents interfere with the action of the 
hypochlorite and are to be removed or oxidized. Iodide is removed by oxidation with 
nitrous acid: Treat 10-15 ml. of solution containing 60 mg. of iodide or less with 2 ml. 
of n H,SO, and 1 ml. 0.5 M NaNO». Boil to expel iodine and replace the water lost by 
evaporation. i 

Chlorides in any amount do not interfere. 


DETERMINATION OF BROMATES BY REDUCTION WITH 
ARSENIOUS ACID AND TITRATION OF THE EXCESS ® 


Bromic acid may be reduced by arsenious acid in accordance with the reac- 
tion 3H;AsO3;+ HBrO;=3H;AsO.+HBr. In the process a considerable excess 
of arsenious acid is added, the excess titrated with iodine and the bromate 
calculated. 

Procedure.—The sample of bromate, dissolved in water, is treated with a 
considerable excess of N/10 arsenious oxide (dissolved in alkali hydrogen car- 
bonate) reagent, the solution then acidified with 3 ml. to 7 ml. of dilute sulfuric 
acid (1:1) and diluted to a volume not exceeding 200 ml. After boiling 
for ten minutes, the free acid is neutralized with alkali hydrogen carbonate 
(NaHCO; or KHCO;) and the excess of arsenite titrated with N/10 iodine. 


4G. Denigés and L. Chelle, Ann. chem. anal., 18, 11-15, 1913; Analyst, 38, 119, 1913. 

By means of the magenta reagent it is possible to detect bromine in the ash of 
plants, beet root, spinach, etc. The organic substance may be decomposed by heating 
in a combustion tube. Filter paper moistened with the reagent and held in the fumes 
of the organic substances gives the characteristic test if bromine is present. 

5 Stenger and Kolthoff, J. Am. Chem. Soc. 57, 831 (1935). 

§ Method of F. A. Gooch and J. C. Blake, Am. Jour. Sci., 14, Oct., 1902. 
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Let x ml. equal the difference between the two titrations with N/10 iodine 
(i.e. of total arsenite minus excess arsenite) and w equal the weight of bromate 
desired, then 

us (: ml. Xmol. wt. RBrO; 


6X10X1000 ) mitigeams, 


ANALYSIS OF CRUDE POTASSIUM BROMIDE AND 
COMMERCIAL BROMINE 


DETERMINATION OF CHLORINE, COMBINED OR FREE 


This is the principal impurity present and its estimation is concerned here. 
Andrews’ modification of Bugarszk’s method 7 is as follows: 

Procedure.—The following amount of sample and reagents should be 
taken. 


Approx. Percent Impur- | Amount Substance to Todate Solution 1/5 N 2N HNOs heared, 
ml. 


ity if KCl Present is be Taken, Gram Required: ml. 
Over 5 0.6 36 20 
1.5:to 5 1.8 96 26 
0.2 to 1.5 3.6 186 35 


The mixture is gently heated to boiling in a long necked Kjeldahl flask, 
inclined at an angle of 30°, potassium iodate solution added, then nitric acid 
and sufficient water to make the volume about 250 ml. ‘The boiling is con- 
tinued until bromine is expelled (test steam with 2% KI solution rendered 
faintly acid with hydrochloric acid). The mixture is boiled down to not below 
90 ml. Now 1 to 1.5 ml. of 25% phosphorus acid are added and the mixture 
boiled for five minutes after all the iodine has been expelled. The colorless 
liquid is cooled, mixed with a slight excess of 1/20 or 1/50 normal silver nitrate 
solution (according to the proportion of chloride), the excess of silver nitrate 
then determined by titration with standard thiocyanate with ferric nitrate 
as indicator. (See procedure for silver thiocyanate-ferric alum method of 
Volhard for determination of chlorine, page 271.) 


DETERMINATION OF CHLORINE IN CRUDE BROMINE 


Three grams of bromine (or more if less than 0.5% chlorine is present) in 
50 ml. of 4% potassium iodide solution in a glass-stoppered flask (cooled in ice 


7J. Am. Chem. Soc., 29, 275-283, 1907; Z. anorg. Chem., 10, 387, 1895. 
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during hot weather) are shaken and then transferred to a Kjeldahl flask. Sixty 
ml. of 1/5 N KIO; solution and 24 ml. 2N HNO, introduced, the solution 
diluted to 250 ml. and chlorine determined as directed above. 

All commercial bromine contains chlorine. The U.S. Bureau of Standards 
determines the composition from the specific gravity of the two. 


DETERMINATION OF BROMINE IN MINERAL WATERS IN 
PRESENCE OF IODINE. SEPARATION FROM IODINE 


The method of Baughman and Skinner (U. 8. Bureau of Chemistry) is as 
follows: 

The neutral or slightly acid sample, which should contain not more than 
0.1 g. bromine, or 10 g. total salts, is introduced into the distillation flask and 
adjusted to a volume of approximately 75 ml. One and a half to 2 grams of 
ferric sulfate are added, the liberated iodine distilled with steam into 100 ml. 
of potassium iodide solution (10 g. KI per 100 ml.). The potassium iodide 
solution may be titrated with sodium thiosulfate solution to determine the 
iodine. The bromine is determined in the liquid remaining in the distillation 
flask. 


DETERMINATION OF BROMIDE IN MINERAL WATERS 
AND BRINES ® 


Bromine occurs combined as bromide in natural and artificial brines, asso- 
ciated frequently with small amounts of iodide. Bromine may be obtained in 
the mother liquor or “ bittern,” a by-product in the manufacture of common 
salt. The following procedure for evaluation of these brines for their bromine 
content was developed by W. F. Baughman and W. W. Skinner, U. 8. Bureau 
of Chemistry. 

Apparatus.—Three tall form, 250-ml. glass stoppered Dreschsel gas washing 
bottles or cylinders are joined together in series, the first two being joined by 
welding together the outlet tube of the first and the intake tube of the second, 
and the second and third by rubber tubing, bringing the ends of the glass 
tubing in contact with each other. The drawing Fig. 18 shows the details 
of the apparatus. 

Procedure.—‘‘ Evaporate the sample of water or brine, which should not 
be acid (if necessary add a small amount of sodium carbonate), to dryness or 
nearly so. Charge the reaction cylinder by introducing first glass beads to a 
depth of about 1 in., then as much of the sample as can be scraped in, and finally 
enough glass beads to fill the cylinder half full. Make a solution of sodium 
sulfite and sodium carbonate of such a concentration that 25 ml. will contain 1 
g. of sulfite and 0.2 g. of carbonate. Add 20 ml. of this solution to the first 
absorption cylinder, 5 ml. to the’second, and dilute each to approximately 200 
ml. Connect the three cylinders and draw through a slow current of air. 
Add 15 g. of chromic anhydride dissolved in 10 to 12 ml. of water to the reaction 
cylinder, followed by washings from the evaporating dish which contained the 
sample, sufficient to bring the total volume added to about 25 ml. Aspirate 


8 J. Ind. Eng. Chem., 11, 954-959 (1919). 
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until the contents of the reaction cylinder are in solution and thoroughly 
mixed, then discontinue, close the inlet tube with a small piece of rubber tubing 
and a clamp, and reduce the pressure in the apparatus slightly by sucking out 
some air in order to guard against any possible escape of bromine at the ground 
glass stopper. Allow to stand overnight, then aspirate with a rather strong 


Reaction Absorption Absorpti 
Cylinder Cylinder Cylinder” 
Fie. 18. 


current of air (about 4 to 21. per min.) for three hours, adding four 2 ml. 
portions of 3 per cent hydrogen peroxide at thirty minute intervals. Stop the 
aspiration and evaporate the contents of the two absorption cylinders nearly to 
dryness. Clean out the reaction cylinder and freshly charge with glass beads 
and 15 g. chromic anhydride. Into the first absorption cylinder, put 10 g. 
potassium iodide, dissolved in 200 ml. of water, and into the second 3 or 4 g. 
in a like amount of water. Connect the apparatus, draw through a slow 
current of air, and transfer the contents of the evaporating dish to the reaction 
cylinder by means of a small funnel, using 25 ml. of water. Aspirate with a 
rather strong current of air until all the bromine is evolved (about 1 hour) and 
titrate the potassium iodide solution with thiosulfate.” 

Chromic acid in concentrated solution liberates bromine from bromides 
quantitatively at room temperature. 

Todides should be removed if present in appreciable amount. 


CADMIUM! 
Cd, at.wt. 112.41 sp.gr. 8.65; m.p. 320.9°; b.p. 767° C.; oxide CdO 


Cadmium occurs in small quantities in practically all zine ores. It is found 
in most slab zine and zinc materials, sheet zinc, zinc oxide, etc. In ores it 
occurs usually as sulfide, the rare mineral greenockite being CdS. The metal 
cadmium is largely obtained as a by-product from zine smelting. 

Cadmium is used in alloys. Its alloy with gold is green colored, a popular 
metal in jewelry; its alloy with silver resists tarnishing. The metal coating is 
used for rust proofing articles. Added to copper it increases the tensile strength 
of this metal. It is used in certain alloys as trial plates for silver coinage, and 
more recently as substitutes for tin base bearing metals. It is used as a paint 
pigment as the yellow sulfide. It is contained in some dental amalgams. 

Cadmium was discovered in zine carbonate by Stromeyer and simultane- 
ously it was discovered by Hermann in zinc oxide (1817). 


- DETECTION 


The sample is dissolved in aqua regia followed by sulfuric acid, heating 
putil the fumes of H2SO, are strongly evident. The cooled residue is extracted 
with water and tests made on the extract. 

Hydrogen Sulfide Test.—Cadmium is detected in the wet way by precipi- 
tation as the yellow sulfide by hydrogen sulfide from an acid solution. It is 
distinguished from arsenic, antimony and tin (stannic) by the insolubility of its 
sulfide in ammonium hydroxide or colorless ammonium sulfide; from tin 
(stannous) by its insolubility in yellow ammonium sulfide; and from mercury 
by its solubility in warm dilute nitric acid. The separation of cadmium may be 
made from lead since cadmium sulfate is soluble in dilute sulfuric acid while lead 
sulfate is not; from bismuth since ammonium hydroxide precipitates bismuth 
hydroxide but holds cadmium in solution, and from copper by passing hydrogen 
sulfide into the solution containing potassium cyanide which prevents the 
precipitation of copper sulfide but not cadmium sulfide. 

Blowpipe Tests, Dry Methods.—The detection of cadmium may be made in 
the dry way through the tube test. This test is carried out in the following 
1 Original Chapter by L. S. Holstein and L. A. Wilson. Revised for the 5th Edition 

by L. A. Wilson. 
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manner. A piece of hard glass tubing of about 5 mm. bore is sealed at one end. 
From 200-400 milligrams of the fine dried ore is mixed with a reducing agent as 
dry powdered charcoal and introduced into the tube.2 The tube is heated just 
above the mixture of ore and reducing agent and drawn out to a capillary of 
about 1 mm. diameter. The end of the tube containing the mixture is now 
heated in the blast lamp and the cadmium together with zinc, arsenic, antimony, 
etc., is volatilized and condensed in the capillary in the form of separated rings. 
The cadmium ring is detected from .the others by introducing a little powdered 
sulfur into the tube and heating so that the sulfur vapor passes over the rings. 
The cadmium is converted to sulfide and appears red while hot and yellow 
while cold. Very small amounts of cadmium may be detected in this way and it 
is possible with experience to estimate, from the appearance of the ring, either 
metallic or sulfide the amount of cadmium present. See Fig. 19. 
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Fig. 19. 


Heated on charcoal in the reducing flame, cadmium gives a brown incrusta- 
tion which is volatile. 

Spectrum.—The characteristic lines of cadmium are a red line (6438.49A), 
a green line (5085.92A) and a blue line (4799.96A) in the visible portion of the 
spectral range. 

2 All metals present in the ore must be in the oxidized state. Sulfide ores must be 


carefully roasted before using in this test. In the case of metallic substances, however, 
no reducing agent is necessary. 
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ESTIMATION 


The determination of cadmium is required in slab zine sold under specified 
rejection limits, and in ores to be smelted for slab zinc. It is determined in 
zinciferous materials where cadmium is deleterious to the finished product. 

It is determined in ores, especially zinc bearing in which it commonly occurs, 
in alloys, paint pigments, and amalgams. 


PREPARATION AND SOLUTION OF THE SAMPLE 


Samples of metals, as slab zinc, cadmium metal, brass, etc., should be in 
the form of drillings, sawings or pourings, taken in a proper manner to be 
representative of the lot and of sufficient fineness to preclude a nonrepre- 
sentative sample being weighed for analysis. The samples of ore or fine 
material should be ground to pass a 100-mesh screen. Metallics, if also present, 
are kept separate from the fine material which passes through the screen, and 
in weighing out the sample, proportional amounts of each are taken. 

Metallic cadmium is slowly soluble in hot, moderately dilute hydrochloric 
acid and in hot dilute sulfuric acid. It is readily soluble in nitric acid. The 
oxide of cadmium is soluble in mineral acids. 

Ores.—Decomposition is best effected by the action of hydrochloric acid, 
followed later by nitric acid, or by the immediate treatment with aqua regia. 
When the action has subsided sulfuric acid is added and the solution taken to 
fumes. The cooled solution is now extracted with water and filtered from 
the silica and lead sulfate residue. 

Carbonates are best decomposed with hydrochloric acid. 

Alloys, Slab Zinc, Amalgams.—These are decomposed by action of hydro- 
chloric acid, aqua regia, followed by sulfuric acid and expulsion of HNOs; 
(and HCl) by taking to strong white fumes of H2SOx. 

Paint Pigments.—See chapter on Paint. 


SEPARATIONS 


Cadmium may be determined after separation from other elements by 
weighing the CdS8, the accuracy of which has been questioned; * by converting 
the sulfide to sulfate and weighing; as the metal following electrolysis or 
volumetrically by titration with iodine of the H.2S liberated from CdS. 

Removal of Silica.—Evaporate with hydrochloric acid or sulfuric acid 
and filter off the dehydrated silica, using suction. 

Removal of Lead.—Evaporate to fumes with sulfuric acid, cool, take up 
‘with water, warm until all soluble salts are dissolved and allow to stand until 
all lead sulfate settles. By using sulfuric acid to dehydrate the silica, lead and 
silica may be separated together. 

Separation from Ammonium Sulfide Group (Except Zn), Alkaline Earths 
and Alkalies.—The solution from lead and silica separation containing 12 ml. 
sulfuric acid (1:1) per 100 ml. of solution is saturated cold with hydrogen 
sulfide, passing a steady stream for twenty to thirty minutes, and after the first 


3 See p. 201. 
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five minutes adding a drop of ammonium hydroxide and continuing until zine 
sulfide precipitates in quantity. It is necessary to add ammonium hydroxide 
to bring down zine in order to assure the complete precipitation of cadmium. 
The precipitate of sulfides is filtered off and washed with cold water. 

Removal of Arsenic, Antimony and Tin.—The precipitate on the filter is 
washed with ammonium hydroxide or colorless ammonium sulfide, dissolving 
out the arsenic, antimony and tin (stannic). If tin in the stannous condition 
is found to be present, yellow ammonium sulfide must be used. This treatment 
is not always necessary since arsenious sulfide is practically insoluble in the 
hydrochloric acid of the concentration (1:2) used in dissolving the cadmium 
sulfide. Antimonious sulfide is also only slightly soluble, so that these sulfides 
remain behind in carrying out the analysis. 

Tin may be removed with the bismuth by precipitation with ammonium 
hydroxide as described in the following. 

Removal of Bismuth, Copper and Mercury.—Bismuth is not removed in 
the course of analysis as its sulfide is soluble in hydrochloric acid and hence 
it must be removed by precipitating with ammonium hydroxide before the 
final precipitation of cadmium is made. Copper sulfide is, however, prac- 
tically insoluble in the hydrochloric acid used and remains behind when dis- 
solving the first precipitates of cadmium sulfide. Mercuric sulfide is practically 
insoluble in cold hydrochloric acid (1 : 2) and is left behind in carrying out the 
analysis. 

Separation from Zinc.—Cadmium is separated from the accompanying zinc 
by successive precipitations with hydrogen sulfide, each time bringing down 
less zine, until finally only cadmium is precipitated. In the presence of a 
large quantity of zinc it is not possible to precipitate all cadmium with the 
acidity required to prevent the precipitation of any zinc sulfide. 

See further details for the separation of cadmium under Gravimetric 
Methods. 


GRAVIMETRIC METHODS 
SEPARATION OF CADMIUM AS CADMIUM SULFIDE 


A 10 gram sample of the finely pulverized ore is weighed out into a 400-ml. 
beaker, moistened with water and 50 ml. of aqua regia carefully added. When 
violent action has stopped, the beaker is placed on a warm plate to complete 
decomposition. The cover glass and sides of beaker are washed down with 

‘This procedure is also applicable for slab zinc, alloys, ete. A 10-gram sample is 
suitable for materials containing about 0.1% to 1.0% Cd. It is necessary when other 


amounts of samples are taken to vary the quantity of sulfuric acid so that approximately 
7% of free acid is present before precipitating. 
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water, 25 ml. of sulfuric acid (1 : 1) added and evaporation carried to fumes. 
Water (100 ml.) is added, boiled until all soluble salts are dissolved, and the 
residue filtered off, and washed, using suction. 

A steady stream of hydrogen sulfide is passed through the filtrate, which 
should have a volume of approximately 300 ml., for thirty to forty minutes. 
After all iron in solution has been reduced, ammonium hydroxide is added 1 ml. 
at a time until a heavy precipitation of zine sulfide has taken place.® The pre- 
cipitate is allowed to settle, the clear solution decanted and finally the bulk 
of the precipitate transferred to a 15-cm. paper, and washed with cold water. 
The sulfides on the paper are dissolved with hydrochloric acid (1 : 2) catching 
the solution in a clean beaker. Any precipitate adhering to the sides of the 
original beaker is also dissolved off and poured into the filter. After all zinc 
sulfide has been dissolved, the paper is washed three more times with the 
hydrochloric acid. To the solution 15 ml. of sulfuric acid (1 : 1) is added and 
evaporation carried just to fumes. Water is added (200 ml.) and hydrogen 
sulfide passed through as before. Ammonium hydroxide should be added 
one drop at a time, only to start the precipitation of cadmium sulfide. This 
precipitate is filtered off, redissolved as previously and a third precipitation 
made.’ Before making the final precipitation, the solution should be allowed 
to stand, and any lead sulfate filtered off. The final precipitate of cadmium 
sulfide is filtered on a weighed Gooch crucible. After drying at 110° C. for one 
hour, the crucible is cooled, reweighed and the cadmium calculated from the 
difference in weights ® 


Cd8 X .778 = Cd. 


The cadmium sulfide need only be washed once or twice, as it usually 
receives sufficient washing in the transfer to the filter, and in the scrubbing and 
washing out of the beaker. 


Norrs.—It is seldom that bismuth and tin will be encountered in making a deter- 
mination for cadmium so that the procedure for removing these elements need rarely be 
used. Cadmium sulfide precipitated from sulfuric acid is bright yellow to orange. If 
the precipitate is brown in color, bismuth and tin should be looked for and removed. 


DETERMINATION OF CADMIUM AS CADMIUM SULFATE 


Cadmium separated from other elements as CdS may now be converted to 
CdSO, and so determined. 


> The solution should always be sufficiently acid so that no iron, etc., precipitates. 
§ This strength of acid will leave on the paper as an insoluble residue all the As, Cu, 
and Hg, most of the Sb, and some of the Biand Sn. The second precipitation of CdS 

should free the Cd of the rest of the Sb, but not the Bi or Sn. 

Tt is necessary to make three or even four precipitations of cadmium sulfide in order 
to free it completely of zinc. The filtrates may be readily tested for zinc by adding a 
few drops of a 10% solution of potassium ferrocyanide. Not more than a slight tur- 
bidity should be present in the filtrate from the final precipitation. 

8 Results will be slightly high—approximately 3%—because the composition of the 
precipitate is not exactly CdS. Where greater accuracy is desired weighing the cadmium 
as cadmium sulfate or an electrolytic determination of the cadmium is recommended. 
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The final precipitate of cadmium sulfide is dissolved with hydrochloric 
acid, and evaporated to dryness in a weighed platinum crucible or dish. A 
slight excess of dilute sulfuric acid is poured over the residue and evaporated 
over a steam bath or warm plate. The excess of sulfuric acid is driven off by 
heating in an air bath, or in a muffle heated below a dull red heat. For an air 
bath, the crucible or dish may be placed in a larger vessel, and this outer vessel 
heated to redness. CdSO.X0.5392= Cd. 


ELECTROLYTIC DETERMINATION OF CADMIUM 


The final precipitate of CdS is dissolved and the cadmium determined 
electrolytically as given under cadmium in slab zinc, Chapter on Zine, or if the 
amount of cadmium is large the electrolytic determination is best carried out 
with a potassium cyanide electrolyte. The hydrochloric acid solution of 
cadmium, after separation of interfering elements is taken to fumes with 
sulfuric acid, a drop of phenolphthalein added for indicator, and a pure so- 
lution of sodium hydroxide added until a permanent red color is obtained. 
A strong solution of potassium cyanide is added drop by drop until the cad- 
mium hydroxide just dissolves, avoiding any excess. The solution is diluted 
to 100 ml. with water, electrolyzed cold using a gauze electrode with a current 
of 0.5-0.7 ampere and voltage of 4.8-5.0. At the end of five to six hours the 
current is increased to 1-1.2 amperes and electrolysis continued for an hour more. 
The electrode is removed from the solution the instant the current is broken 
and immediately washed with water, followed by alcohol and ether. After 
drying at 100° C., the electrode is cooled and weighed. Prolonged heating 
of the deposit should be avoided. 

Rapid deposition can be effected by means of the rotating anode (600 
revolutions per minute). The solution of cadmium sulfate containing 3 ml. of 
H.SO, (1:10) per 150 ml., heated to boiling, is electrolyzed with a current 
of N.D.io0=5 amperes, E.M.F.=8-9 volts. Fifteen minutes is sufficient for 
the deposition of .5 gram of cadmium.? 


Norres.—Before washing and discontinuing the current, it is advisable to add a little 
water to raise the level of the liquid and continue the electrolysis to ascertain whether 
the deposition is complete. 

Traces of cadmium may be estimated in the above solution by saturating this with 
HS and comparing the yellow-colored colloidal cadmium sulfide solution with a known 
quantity of cadmium and the same amounts of potassium hydroxide and cyanide as in 
the solution tested. 


® Wlectro Analysis, EH. F. Smith. P. Blakiston’s Son & Co. Phila. Pa. 
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VOLUMETRIC DETERMINATION OF CADMIUM 


TITRATION OF CADMIUM SULFIDE WITH IODINE” 


The method is applicable to the determination of from 10 mg. to 200 mg. or 
more, and depends upon the following reaction: 


CdS8+2HC1+2I =CdCl.+2HI-+8. 


Low results are apt to be obtained—as much as 8% for 0.2 g. Cd and 4% for 
0.05 g.—because the precipitate is not pure CdS but contains some of the 
cadmium in the form of the sulfate. 

Procedure.—The amount of the sample taken should be such that the 
cadmium content is between 10 mg. to 200 mg. and the material is treated as 
outlined in the gravimetric method, p. 200. 

The precipitate of CdS is washed and allowed to drain on the filter. The 
filter, together with the sulfide, is placed in a beaker or an Erlenmeyer flask, 
water added, and the whole shaken to break up the precipitate. A moderate 
quantity of hydrochloric acid is added and the solution titrated with standard 
N/5 or N/10 iodine solution. Towards the end a little starch solution is added 
and the titration continued until the excess of iodine colors the solution blue. 
If preferred, an excess of iodine solution may be added and the excess deter- 
mined by a back-titration with standard thiosulfate solution. 

One ml. N/10 iodine= 0.00562 gram cadmium. 

Other Volumetric Methods.—Cadmium is precipitated quantitatively by 
sodium anthranilate from a neutral solution. Zinc, nickel, copper and cobalt 
form similar precipitates under the same conditions, but the alkali and alkaline 
earth ions are not precipitated." The precipitate may be weighed, or it may 
be dissolved and titrated by the bromate-bromide excess method.” 

Cadmium pyridine thiocyanate may be precipitated, filtered and the excess 
of thiocyanate titrated with standard silver nitrate. 


DETERMINATION OF CADMIUM IN METALLIC CADMIUM 


Details of the method are essentially those given by Robert Keefer, Late 
Chief Chemist, Anaconda Copper Company, in his work, Methods in Non- 
Ferrous Metallurgical Analysis. 

Solution of the Metal.—One gram of the metal is dissolved in a 400-ml. 
beaker, after addition of a few ml. of water, by 10 to 15 ml. of HNO; and warm- 
ing gently. Ten ml. of H.SO, are now added and the solution evaporated to 
strong fumes, using care to prevent splattering. After cooling, 100 ml. of 


10 P. yon Berg (Z. anal. Chem., 26, 23 (1887)) transfers the precipitate and filter to a 
stoppered flask, expels the air with CO: and by boiling and then titrates in an hydro- 
chloric acid solution. Experiments by the author have shown this caution to be 
unnecessary. 

1 Funk and Ditt, Z. anal. Chem., 91, 332 (1933). 

2 Shennan, Smith and Ward, Analyst, 61, 395 (1936). 

13 Spacu and Kuras, Z. anal. Chem., 99, 26 (1934). 
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water are added and the solution heated to boiling, then cooled and filtered if a 
precipitate (PbSOx,) is present. 

The filtrate is carefully neutralized by addition of dilute NH,OH (litmus 
indicator) and diluted to 250 ml. Five ml. of concentrated H2SO, are added 
and the solution saturated with H.S (30 minutes). The sulfide is filtered off 
and the filtrate tested for zinc by addition of NH,OH. If much zinc is evident 
by the cloudy precipitate forming (Zn§) it is advisable to repeat the precipi- 
tation of CdS to eliminate the ZnS occluded. The precipitate on the filter is 
dissolved in warm HCl (1 : 1) and the precipitation of CdS repeated according 
to the directions above. 

The purified sulfide is dissolved in hot HCl (1 : 1) in the original beaker in 
which the precipitation was made. Twenty to 25 ml. of concentrated H.SO, 
are added and the solution evaporated to small bulk on the steam bath, then on 
a hot plate to near dryness. After cooling 20 ml. of water are added, the sulfate 
brought into solution by warming and the solution transferred to a weighed 
porcelain crucible. The rinsings of the beaker are placed in a second weighed 
crucible. The solutions in both crucibles are evaporated to dryness on a steam 
plate. 

The residues are heated to expel free sulfuric acid and then ignited in a 
muffle below a red heat and the sulfates weighed. The results are excellent, a 
high degree of accuracy being obtained. 


CALCIUM 
Ca, at.wt. 40.08; sp.gr. 1.5446”° ; m.p. 810° C.; oxide, CaO 


This exceedingly important and widely distributed element occurs in 
nature only in combined state. It is estimated that calcium forms 3.5 per cent 
of the earth’s crust. It occurs combined as carbonate, sulfate, phosphate, 
fluoride, silicate and in a large number of complex compounds associated with a 
number of elements, among which are silicon, iron, aluminum, boron, titanium, 
sodium and potassium. Among the better known minerals are calcite, lime- 
stone, iceland spar, carbonates of calcium; dolomite, calcium and magnesium 
earbonate; anhydrite and gypsum, calcium sulfate; fluorite or fluor spar, 
calcium fluoride; apatite, a complex compound of calcium fluoride and phos- 
phate. Calcium is found in nearly all mineral springs, artesian and river 
water, principally as bicarbonate. As oxalate it occurs in plants; as phosphate 
in bones of animals. It is an essential constituent of many rock forming 
minerals. 


DETECTION 


In the usual course of qualitative and quantitative analysis calcium passes 
into the filtrates from the elements precipitated by hydrogen sulfide in acid 
and alkaline solutions (Ag, Hg’, Hg’, Pb, Cu, Cd, As, Sb, Sn, Fe, Cr, Al, Mn, 
Ni, Co, Zn, ete.), and is precipitated from an ammoniacal solution by am- 
monium carbonate as calcium carbonate, along with the carbonates of barium 
and strontium. The separation of calcium from barium and strontium is con- 
sidered under Separations. The oxalate of calcium is the least soluble of 
the alkaline-earth group. All, however, are soluble in mineral acids. Calcium 
oxalate may be precipitated from weak acetic acid solution by ammonium 
‘oxalate, or from neutral solutions by oxalic acid, as a colorless crystalline 
compound, CaC.0,- H.0. 

Flame Test.—The flame of a Bunsen burner is colored yellowish red when 
a platinum wire containing calcium salt moistened with concentrated hydro- 
chloric acid is held in the flame. 

Spectrum.—An intense orange and green line with a less distinct violet 
line. Note chart of the spectra of the alkaline earths. Plate II. 

See also the chapter on Barium under Separations—Preliminary Tests. 
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Calcium oxide or lime has been known for many centuries. It was for a long period 
considered to be an elementary substance. Davy believed the substance to be made up 
of an oxide and a metal, but was not successful in his attempt to obtain the pure element, 
but paved the way to its isolation by electrolysis of the chloride. 

Although the element calcium has not found any commercial use its compounds are 
exceedingly important. Lime is an important constituent of cement, lime stucco, 
and plaster. Its numerous uses in the industries in building materials, in pharmaceutical 
preparations, in insecticides, in the beet sugar industry, in tanning, in the dairy in butter- 
making, in the paper industry, etc. are well known. 


ESTIMATION 


In practically all complete analyses of rocks, minerals, soils, water the 
determination of calcium is necessary. Its estimation is required in the 
analysis of mortar, cement, bleaching powder, plaster of Paris, certain paint 
pigments, phosphorescent paint (CaS), plant ash, certain fertilizers, ete. 

In analytical procedures of separations it should be kept in mind that the 
sulfates of the alkaline earths are difficultly soluble, so that in presence of 
sulfates, combined barium, calcium and strontium are apt to remain, wholly or 
in part with the silica residue, and must be recovered here. If fluorine has 
not been expelled in the preliminary treatment, calcium will precipitate with 
iron aad aluminum when ammonia is added, CaF, being insoluble in ammoni- 
acal solutions. If phosphates are present and iron is not present in sufficient 
amount to take care of PO,, calcium will precipitate with the ammonium sulfide 
group when the solution is made ammoniacal, causing an error in the aluminum 
determination as well as that of calcium. 

The alkaline earths are best converted to chlorides by the action of HCl on 
their ores. The silica residue remaining from the acid extraction is fused with 
Na.COs;, extracted with water to remove sodium silicate and the carbonate 
residue dissolved in HCl. Calcium will be found in the hydrochloric acid 
solutions. 


PREPARATION AND SOLUTION OF THE SAMPLE 


The oxide, hydroxide, carbonate, phosphate, and fluoride of calcium are 
soluble in hydrochloric or nitric acids. The sulfates (gypsum, anhydrite, etc.), 
certain silicates and complex compounds require fusion with Na2COs; followed 
by solution in water and hydrochloric acid. Characteristic substances will be 
considered. Special products will receive attention later. 

Decomposition of Material.—Though carbonates are easily dissalaed in 
hydrochloric acid, sulfates and fluorides of calcium require fusion with sodium 
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and potassium carbonate to effect decomposition. In case calcium fluoride 
is being decomposed, the addition of an equal weight or more of silica is neces- 
sary, and sodium or potassium hydroxide may be substituted for potassium 
carbonate. The fusion is leached with water to remove the mineral acids, 
and the residue, containing all of the calcium, is dissolved in hydrochloric 
acid. Calcium is now determined in the hydrochloric acid solution. If 
phosphate is present in the sample, it is not completely removed by the water 
leaching as sodium phosphate, as this reacts in the solution with calcium 
carbonate causing a partial conversion to calcium phosphate, which remains 
in the residue. In this case it is advisable to precipitate calcium oxalate by 
addition of ammonium oxalate from a slightly acid solution, in which calcium 
phosphate will not precipitate, as it would if the solution was made ammoniacal. 

Solution of Limestones, Dolomites, Magnesites, Cements, Lime, etc.— 
One gram of the powdered material is digested in a 250-ml. beaker with 20 
ml of water, 5 ml. of concentrated hydrochloric acid, and 2 or 3 drops of 
nitric acid (sp.gr. 1.42). The beaker is covered to prevent loss by effervescence. 
When the violent action has subsided, the sample is placed on a hot plate and 
boiled for a few minutes. The watch-glass is rinsed into the beaker and the 
solution filtered. The residue is washed, dried and ignited in a platinum cruci- 
ble, and then fused with a little sodium carbonate or bicarbonate. The cooled 
fusion is dissolved in hot dilute hydrochloric acid, the liquid added to the main 
solution and calcium determined by precipitation as calcium oxalate, after 
removal of silica, iron, alumina, etc. 

In presence of sulfates it may be advisable to leach out the silica before 
dissolving the water insoluble carbonates containing the alkaline earths. 

Silicates.—Solution of silicates is best obtained by direct fusion of 1 gram 
of the powdered material with 4 to 5 grams of sodium carbonate, in a plati- 
num crucible. The cooled melt is now covered with water and dissolved with 
hydrochloric acid according to the standard procedure for carbonate fusions. 
The hydrochloric acid solutions are taken to dryness and the silica dehydrated 
in an oven at 110° C. for an hour and then the residue is extracted with dilute 
hydrochloric acid and filtered. The filtrate contains iron, alumina, magnesium, 
lime, ete. 

In presence of sulfates and the alkaline earths it will be necessary to remove 
sodium silicate by extraction with water, before treating the water insoluble 
carbonates of this group with acid. This must be born in mind in all separa- 
tions of silica from this group. 

Solution of Gypsum, Plaster of Paris, and Sulfates of Lime, etc.—The 
treatment of the sample is similar to the one given above with the exception 
that it is advisable te add a larger amount of concentrated hydrochloric acid, 
e.g., about 20 to 25 ml. If barium sulfate is present it is indicated by the 
clouding of the solution upon acidifying the water extract of the carbonate 
fusion. 

Chlorides, Nitrates, and Other Water-soluble Salts.—These are dissolved 
in water slightly acidified with hydrochloric acid. 

Sulfides, Pyrites Ore, etc.—The ore should be oxidized with bromine or 
by roasting, previous to the acid treatment. 
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SEPARATIONS 


The solution for calcium determination should be free from silica, sulfur, 
phosphates, fluorides and carbonates and from the hydrogen sulfide and 
ammonium sulfide group elements. 

Removal of Silica.—The acid solution obtained by the decomposition of the 
ore is evaporated to dryness and baked at 110° C. to dehydrate SiO». The res- 
idue is moistened with HCl and water added. After heating to near boiling the 
solution is filtered from the impure SiO». ‘The residue is washed with water con- 
taining HCl (1: 100). The filtrate is set aside for the calcium determination.' \ 

In presence of sulfate calcium is apt to be left in part with the silica. It 
may be recovered by fusion of the residue with Na2CO; leaching out the sodium 
silicate (and sulfate), dissolving the water insoluble carbonate with HCl and 
again evaporating to separate any occluded silica. The residue is again 
extracted with HCl and water and filtered. The combined filtrates and 
washings containing calcium are further treated to remove substances inter- 
fering with the calcium determination. 

Removal of Copper, Nickel, Cobalt, Manganese, Zinc and Other Elements 
Precipitated by H.S in Acid and Alkaline Solutions.—This separation is 
seldom required in lime-bearing ores. In the analysis of pyrites, and ores 
commonly containing the above elements this separation should be made. 

The solution obtained after separation of silica is made slightly ammoniacal 
(See notes below) and saturated with H.§S, and filtered. If arsenic, antimony 
and tin are present, precipitation is first carried out in acid solution and 
filtered and the filtrate made alkaline and again saturated with H.S and 
filtered. The details are carried out according to the well known standard 
procedures used in removing the H.S and (NH,).S groups. Calcium is in the 
filtrate. 


Notrs.—Should phosphates be present in excess of the amount that would be 
removed by iron and alumina, calcium will precipitate as phosphate when the solution 
is made ammoniacal. Provision should be made for its recovery, if this is the case. 

Fluoride should be absent for in their presence Cal’, precipitates here also. 

The ammonium hydroxide should be free from carbonate, whose presence would 
cause the precipitation of CaCO. 


Removal of Fluoride.—The presence of the fluoride ion will cause the 
precipitation of CaF, during the procedure for removal of iron and aluminum, 
since CaF, is insoluble in ammoniacal solution. Fluorine is removed in the 
initial decomposition of the ore. Sufficient silica should be present to form 
silicon fluoride which is expelled by taking to fumes with H.SOy. It may be 
necessary to add a few milligrams of fine, pure silica (A. A. Noyes, Tech. 
Quarterly, 16, 101, 1903). 

Removal of Phosphate.—If phosphate ion is present in excess of that which 
the iron in the solution will precipitate, it may be removed by adding an excess 
of iron,? or by precipitation with ammonium molybdate (free from calcium). 
Molybdenum does not interfere in the precipitation of calcium as oxalate. 
Consult the chapter on Phosphorus. 

1The perchloric acid procedure is excellent for the separation of the silica. See 
Chapter on Silicon. 


? For example in presence of 0.005 g. PO; and 0.05 g. CaO, a tenfold excess of iron 
or aluminum, i.e. 0.03 g. Fe or Al, is used. 
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Removal of Iron and Aluminum.—The removal of iron and aluminum is 
generally necessary in the analysis of natural substances carrying calcium. In 
absence of fluoride, phosphate and carbonate ions the iron and aluminum may 
be precipitated with ammonium hydroxide added in amount sufficient to turn 
methyl orange indicator yellow, avoiding an excess that would dissolve alumi- 
num hydroxide. (Consult the chapter on Aluminum.) The precipitate is 
filtered off, saving the filtrate for calcium. The hydroxides are dissolved in 
HCl and the filtrate, diluted with the washings of the filter, again treated with 
NH,OH, added drop by drop to complete precipitation of iron and aluminum. 
The precipitate is again filtered and the two filtrates combined for the determi- 
nation of calcium. 

Notr.—Good results have been obtained by precipitation of calcium oxalate from 
an acid solution in presence of iron and aluminum. Separation may be effected from 


iron, aluminum, titanium, zirconium, phosphate ion, barium and magnesium. The 
outline of the procedure is as follows: 


Precipitation of Calcium Oxalate in Presence of Iron and Aluminum, etc.— 
The solution containing the phosphates freed from silica is oxidized by boiling 
with nitric acid as usual. Ammonia water is added to the cooled solution 
until a slight precipitate forms, and then citric acid is added in sufficient 
quantity to just dissolve the precipitate. If this does not readily occur, 
additional ammonia is added, followed by citric acid until the solution clears, 
then about 15 ml. of citric acid in excess. The solution is diluted to 200 ml. 
and heated to boiling. Calcium oxalate is now precipitated by addition of 
ammonium oxalate. Iron and alumina remain in solution. 

Citric acid is made by dissolving 70 grams of the acid, H;CsH;O7- H.O, in a 
liter of water. 

Wagner’s Solution.—Jn place of citric acid, the following solution may be 
used. Twenty-five grams of citric acid and 1 gram of salicylic acid are dissolved 
in water and made to 1000 ml. Twenty-five to 50 ml. of this reagent is effective 
in preventing precipitation of iron and alumina. 

An excellent separation of calcium from iron, aluminum, titanium, zirconium 
and large amounts of phosphorus may be made by precipitation of calcium 
oxalate from neutral solution by means of oxalic acid followed by ammonium 
oxalate. In a double precipitation, barium and magnesium do not interfere. 
Details are given under the gravimetric methods for determining calcium. 

Separation of Calcium from the Alkaline Earths, Barium and Strontium and 
from Magnesium.—The separations have been discussed in the chapter on 
Barium. A brief outline follows: 

Separation of Calcium from Barium and from Strontium.—The alkaline 
earths are converted to nitrates, all moisture expelled by heat, and calcium 
nitrate extracted from the insoluble nitrates of barium and strontium by a 
mixture of anhydrous ether and absolute alcohol, in equal parts, or by boiling 
the dry nitrates in amyl alcohol (b.p., 137.8° C.). Details of the procedure are 
given under Separations of the Alkaline Earths in the chapter on Barium.’ 

Separation of Calcium from Magnesium and the Alkalies.—In the pres- 
ence of considerable amounts of calcium and comparatively small quantities 
of magnesium the oxalate method of precipitating calcium, in presence of 
ammonium chloride, is generally sufficient for precipitating calcium free from 


3100 ml. dissolves 37 grams of Ca (NOs): and only 0.001 g. Sr (NOs)2. 
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magnesium and the alkalies. In analysis of dolomite, MgCO;-:CaCOs, and of 
samples containing comparatively large amounts of magnesium, a double pre- 
cipitation of calcium is generally necessary for removal of occluded magnesium. 


GRAVIMETRIC DETERMINATION OF CALCIUM 


PRECIPITATION OF CALCIUM OXALATE AND IGNITION TO 
CALCIUM OXIDE 


The solution of calcium free from interfering elements is treated as follows:— 
Calcium oxalate is precipitated from feebly ammoniacal solutions or from 
solutions acidified with acetic, oxalic, citric, salicylic or o-phthalie acids, by 
means of ammonium oxalate. The presence of ammonium chloride hinders pre- 
cipitation of magnesium and does not interfere with that of calcium. If, how- 
ever, much magnesium (or sodium) is present it will contaminate the calcium 
precipitate so that a second precipitation is necessary to obtain a pure product. 
The compound formed from hot solutions is crystalline or granular and filters 
readily, whereas the flocculent precipitate formed in cold solutions does not. 
Calcium oxalate, CaC2O4- H.0,* decomposes at red heat to CaO, in which form 
it is weighed. 

Procedure.—If the calcium determined is in the filtrate from previous 
groups, hydrogen sulfide is expelled by boiling and the precipitated sulfur 
filtered off, the solution having been concentrated to about 100 ml. The 
filtrate should contain sufficient ammonium chloride to hold magnesium in solu- 
tion in presence of ammonium oxalate (i.e., about 10 grams NH,Cl per 0.0015 
gram MgO per 100 ml. of solution). If not already present, the chloride is 
added in sufficient amount, and the solution diluted to about 150 ml. Generally 
sufficient NH,Cl is obtained by adding 10 ml. HCl (sp.gr. 1.2) and neutralizing 
with NH,OH. The solution is now acidified with a weak organic acid, oxalic 
acid preferred, and 10 ml. added in excess (10% soln.) to the hot solution, 
stirring vigorously. Now about 150 ml. of a saturated solution of ammonium 
oxalate (4% soln.) are added in a fine stream with vigorous stirring. The 
precipitate is settled on a steam bath for an hour or more and is filtered. The 
calcium oxalate is washed with water containing oxalic acid and ammonium 
oxalate (1 g. oxalic acid or 2 g. ammonium oxalate per liter).> 

“Calcium oxalate dried at 100° C.=CaC,0,.H.O. Heated to 200° C.=CaC.0.. 
At 550° C. the oxalate begins to decompose, free carbon is liberated, and calcium 
carbonate begins to form. At bright red heat'carbon burns off and the carbonate is 
completely decomposed to the oxide and COs. 

5 Acidity should not exceed pH 4, according to A. T. School (J. Biol. Chem., 50, 
527-36, 1922. 

H. D. Chapman (Soil Sci., 26, 479-86, 1928) recommends a pH of 4 for Ca in soils. 
Fe, Al, Ti, Mn, Mg, P.O; do not interfere. CaC.O, precipitates at this acidity. 
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If considerable magnesium is present a double precipitation should be 
made. The washed precipitate is dissolved in about 50 ml. of dilute HCl 
(1 : 4) and calcium oxalate reprecipitated as in the first procedure, by neutral- 
izing HCl with NH,OH and adding a small amount of oxalic acid and ammo- 
nium oxalate and again filtering and washing. 

The filter is placed in a weighed crucible and gently heated, the crucible 
being covered, until the water is expelled and the paper charred. The heat is 
increased to the full temperature of the burner (1200° C.) and the heating 
continued for 5 to 10 minutes. It is well to remove the cover for an instant to 
assist escape of the CO: during the blasting. The covered crucible and its 
contents are cooled in a desiccator containing conc. sulfuric acid. The cooled 
CaO is weighed and the ignition repeated until the weight is constant. If a 
platinum crucible is used constant weight is rapidly attained. A longer period 
is required when porcelain is used. The Tirrill, Meker or Teclu burners give 
satisfactory results. 

Weighing should be done quickly as CaO absorbs moisture from the air. 

Factors. CaO X0.7147=Ca, or X1.7847= CaCOs, or X2.8908= Ca(HCOs)», 
or X2.4276 =CaSO.. 


WEIGHING OF CALCIUM AS CALCIUM CARBONATE & 


The recommended procedure for the determination of calcium (in solutions 
of its pure salts) is asfollows. Precipitate the oxalate by adding to the hot acid 
solution twice the theoretical amount of ammonium oxalate (or oxalic acid), and 
slowly neutralize with 1: 5 ammonium hydroxide, using methyl red as indi- 
eator. Let the solution stand on the hot-plate for two hours, filter through a 
filtering crucible (or a Gooch), dry at 110° for thirty minutes and ignite in an 
electric muffle for one hour at a temperature between 475 and 500°. For the 
separation of calcium from other elements the usual methods are applicable, 
followed by ignition to carbonate as above. 


VOLUMETRIC DETERMINATION. OF CALCIUM 
TITRATION OF THE OXALATE WITH PERMANGANATE 


This procedure may be applied successfully in a great variety of instances 
on account of the readiness with which calcium oxalate may be separated. 
In the presence of iron, alumina, manganese, magnesia, etc., it is advisable to 
make a reprecipitation of calcium oxalate to free it from adhering contami- 
nations. 


6 Willard and Boldyreff, J. Am. Chem. Soc. 52, 1888 (1930). 
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The following reaction takes place when potassium permanganate is added 

to calcium oxalate in acid solution: 
5CaC2,01.+2KMn0,+8H.SO; = 5CaSO1+ K2SO1.+2MnS01+10C0,+8H;0. 

Procedure.*—Calcium oxalate, obtained pure, by precipitation and washing 
according to directions given under the gravimetric determination of calcium, 
is washed into a flask through a perforation made in the filter paper, the filter 
is treated with a little warm, dilute sulfuric acid and the adhering oxalate 
dissolved and washed into the flask. About 25 ml. of dilute sulfuric acid, 
1:1, is added and the solution diluted to 250 to 300 ml. 

When the precipitate has dissolved, the solution is titrated with standard 
potassium permanganate under the conditions described in the Chapter on 
Standard Solutions. 

One ml. N/10 KMn0O,=0.002004 gram Ca, or 0.002804 = CaO. 

Factors. Ca X1.38992=CaO or X2.4970=CaCO; or 3.3967 =CaSO, or 
X 2.5805 = Cas(PO.)2. 


Nores. Precipitation from Acetic Acid Solution.—This is recommended if the 
material contained phosphates. The solution should contain about 1 ml. free glacial 
acetic acid per two hundred ml. of solution. In presence of phosphate, iron and alumi- 
num cannot be removed by addition of ammonia as calcium would also precipitate as 
phosphate. Citric or oxalic acid may also be used to prevent precipitation of iron. 

Procedure.—To a volume of about 75 ml. of solution containing 0.1 to 0.15 g. Ca 
add 10 ml. acetic acid (glacial), heat to boiling and add slowly 10 ml. of a saturated 
solution of ammonium oxalate. Now add a slight excess of ammonia and make slightly 
acid with acetic acid (about 0.5 ml. per 100 ml. solution). If phosphate is present this 
last acidification is necessary, likewise in presence of aluminum. 

““ Micro-photographs indicate that better crystals are formed by precipitation from 
acetic acid solutions than from NH,OH solutions. The following procedure is recom- 
mended. Toa water solution of .1-1.5 g. Cain 75 ml. add 10 ml. concentrated acetic 
acid, heat to boiling and add slowly from a burrette 7-10 ml. of a cold saturated solution 
of (NH4)2C.0,4 at the rate of 1 drop in 5 seconds. Finally add a slight excess of NH,OH.” 
A. H. Erdenbrecher, Mikrocosmos, 16, 201-2, 1923 (C. A., 17, 3462). 

Phosphate ion should be absent or taken care of in the precipitation of calcium. 
Manganese may be removed by treating the solution with NH,OH, bromine chlorides 
being absent. See chapter on Manganese. 


AVAILABLE LIME 


This is the usual method followed in cyanide mills for determining the per cent 
which will dissolve the lime added to the mill solution, and therefore the amount to 
add to maintain the desired protective alkalinity. 

Procedure.—One gram of the finely ground sample is placed in a glass stoppered 
bottle which has been previously marked to hold 500 ml. Thirty grams of sugar and 
about 300 ml. of water are added and the bottle shaken vigorously. The solution is 
diluted to 500 ml. and shaken at ten minute intervals for 13 to 2 hours. Then the 
insoluble material is allowed to settle, part of the solution filtered through a coarse 
filter paper, 50 ml. of the filtrate drawn out with a pipette into an Erlenmeyer flask, 
two drops of phenolphthalein indicator added, and the solution titrated with N/10 
oxalic acid solution till the pink color disappears. The lime is reported as per cent 


available CaO, 
1 ml. N/10 Oxalic Acid =.0028 grams CaO. 


Standard N/10 Oxalic Acid Solution.—Dissolve 6.303 grams H,C.O,4.2H:0 in dis- 
tilled water and dilute to 1000 ml. The solution ordinarily need not be standardized 
as the weight of the oxalic acid is constant. 

To standardize, take 30 ml. of the solution, add 100 ml. of water and 5 ml. of conc. 
H280O,, heat to 70° C. and titrate to a permanent pink with N/10 KMnO,. 


*The calcium oxalate must be washed free of ammonium oxalate, using distilled 
water in the final washing. 


CALCIUM 213 


RAPID IODINE METHOD FOR CALCIUM OXIDE IN PRESENCE OF 
CALCIUM CARBONATE 


The method worked out by John C. Bailar, Great Western Sugar Company, 
is based on the fact that a solution of iodine reacts with calcium hydroxide, 
but does not react with calcium carbonate. The method is used in the eval- 
uation of lime. 

Reagents. Jodine Solution.—A standard solution is made by dissolving 
90 grams of potassium iodide and 45.27 grams of iodine in the least quantity 
of water necessary to effect solution, and diluting with water to one liter. 
1 ml. is equivalent to 0.01 g. CaO. 

Thiosulfate Solution——The reagent is made by dissolving 44.27 grams of 
thiosulfate of sodium in water and diluting to one liter. Two ml. of this 
solution is equivalent to one ml. of the iodine solution. ; 

Standardization.—A definite weight of 0.5 to 1.0 gram of pure arsenious 
oxide (As2O3) is dissolved in 10% sodium hydroxide solution and the resulting 
product acidified with hydrochloric or sulfuric acid. This solution is now 
neutralized with sodium bicarbonate and 4 to 5 grams added in excess. Starch 
indicator is now added and the arsenite titrated with the standard iodine solu- 
tion. Since one gram of As.O3; is equivalent to 0.5670 gram of CaO, the weight 
of the arsenic taken multiplied by 0.5670, divided by the ml. of iodine required, 
gives the equivalent lime per ml. of the standard iodine reagent. Use this 
factor in the iodine titrations of lime. 

The thiosulfate may be standardized against a definite volume of the 
iodine reagent and its equivalent value established in terms of the standard 
iodine solution. See Notes below. 

Procedure.—The sample of lime (one gram is recommended) is slacked by 
adding boiling water (5 to 10 minutes is ample to accomplish this). An 
excess of iodine is added (see Notes) and the mixture stirred occasionally 
until the lime is all in solution. Insoluble silica is generally present but can 
easily be distinguished from the milky appearing lime. When the solution of 
the lime is complete (1 to 10 minutes will accomplish this), the excess of iodine 
is titrated with the standard thiosulfate. The excess thus determined is 
subtracted from the total iodine added and the equivalent CaO, to the com- 
bined iodine, calculated from the CaO factor of iodine. 


Norrs.—Any substance which liberates iodine quantitatively from a solution of 
potassium iodide can be used for the standardization of sodium thiosulfate. Among 
such substances are potassium permanganate, potassium dichromate, potassium iodate, 
potassium bi-iodate, metallic copper oxidized to a cupric salt, etc. In using any of the 
above reagents first acidify the solution of an excess of potassium iodide with hydro- 
chloric acid (strongly acid if dichromate is used, end point in this case is green in place 
of colorless) and then add the permanganate or dichromate or other reagent desired 
and titrate the liberated iodine in presence of starch indicator. 

An excess of 5 ml. of iodine is recommended in the lime determination. To the 
same amount of water used in the analysis add 5 ml. of the iodine and use this as a 
standard for color comparison in running in the necessary excess of iodine in the sample. 
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STANDARD METHODS OF TESTING GYPSUM AND 
GYPSUM PRODUCTS 


ADOPTED BY A. S. T. M. IN AMENDED FORM, 
REVISED 1927, 1930, 1933 


Free Water.—Not less than 1 lb. of the entire sample as received shall be 
weighed, spread out in a thin layer in suitable vessel, placed in a drying oven, 
and dried at 45° C. for 2 hours. It shall then be cooled in an atmosphere free 
from moisture, and weighed again. The loss of weight corresponds to the 
' free water, and shall be calculated to percentage of sample as received. 

The dried sample shall be stored in an air-tight container until used. 

Preparation of Sample.—Dry sample as in Section on Free Water, and re- , 
duce about 10 g. until it all passes a 100-mesh sieve, using extreme care not to 
unduly expose the material to the action of moisture or to overheating. ‘The 
sample shall be kept in an air-tight container until ready for use. 

Combined Water.—Place 1 g. of the sample in a covered crucible and dry 
at 215 to 230° C. to constant weight. Calculate the loss of weight to percentage 
of sample as received and report as combined water. 

Carbon Dioxide.—Place the residue obtained after drying, as described 
above, in a suitable flask and dissolve it in dilute HCl (not stronger than 1 : 4) 
in such a way that the gas evolved, after being freed from H2O vapor by 
calcium chloride or sulfuric acid, can be collected in either soda lime or caustic 
potash and weighed. The solution should be boiled for one minute, and a 
current of CO-.-free air kept passing through the apparatus for 30 minutes. The 
increase of weight of the soda lime or caustic potash corresponds to the weight of 
carbon dioxide, which is to be calculated to percentage of sample as received.. 

Silica and Insoluble.—Place 0.5 g. of the sample prepared as described 
above in a porcelain casserole. Add about 25 ml. of 1 : 5 HCl, and evaporate 
to apparent dryness on a hot plate. Cool and add enough concentrated HCl 
to wet thoroughly. Add about 10 ml. of water, boil, filter, and wash. Put 
the filtrate back in the same casserole. Evaporate it to dryness and heat to 
about 120° C. for one hour. Cool. Add enough concentrated HCl to wet 
thoroughly. Add about 25 ml. of water, boil, filter, and wash. Transfer the 
two papers containing the two precipitates to the same crucible, ignite, and 
weigh. Calculate this weight to percentage of sample as received. 

Iron and Alumina.—To the filtrate obtained above, add a few drops of 
HNO; and boil to insure oxidation of the iron. Add 2 g. of NH,Cl previously 
dissolved in water. Make alkaline with NH,OH. Digest hot for a few 
minutes until the precipitate coagulates. Filter, wash, ignite the precipitate 
and weigh as Fe,0;+Al.0;. Calculate this weight to percentage of sample 
as received. This precipitate may be further treated to separate the two 
oxides, but this is generally unnecessary. (N. B. precautions if PO, or F are 
present under Estimation.) 

Lime.—(a) To the filtrate obtained above, add 5 g. of (NH4)2C20, dissolved 
in water. Digest hot for } hour, making sure that the solution is always 
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alkaline with NH,OH. Filter, wash and ignite in a platinum crucible over a 
strong blast to constant weight. Calculate this weight to percentage of 
sample as received. See under Estimation for precautions. 

(b) Alternative Method.—To the filtrate obtained from the iron and 
alurnina precipitates, add 5 g. of (NH4)2C.2O, dissolved in water. Digest hot 
for $ hour, making sure that the solution is always alkaline with NH,OH. 
Filter and wash. Transfer the precipitate to a beaker, and wash the filter 
paper with hot dilute H.SO., catching the washings in the same beaker. 
Heat gently to complete solution, adding more H.SO, if necessary. While 
still warm titrate with a solution of KMnO, containing 5.6339 g. per liter, 
until the pink color is permanent. The number of milliliters of KMnO, used 
gives directly the percentage of lime in the dried sample. Recalculate to 
percentage of sample as received. 

Magnesia.—To the filtrate obtained from calcium precipitate, add enough 
water to give a total volume of about 600 ml. Cool. Add 10 ml. of NH,OH 
and 5 g. NaNH,sHPO, dissolved in water. Stir until precipitate begins to 
form. Let stand over night. Filter, wash with a 2.5 per cent by weight 
solution of NH4sNO;. Ignite and weigh. Multiply this weight by 0.36207 
to find the weight of MgO. Then calculate to percentage of sample as received. 

Sulfur Trioxide.—Dissolve 0.5 g. of the sample prepared as described in 

Section on Combined Water in 50 ml. of 1: 5 HCl. Boil. Add 100 ml. of boil- 
ing water, and continue boiling for 5 minutes. Filter immediately and. wash 
thoroughly with hot water. Boil, and while boiling, add slowly 20 ml. of a 
boiling 10 per cent solution of BaCl,. Digest hot for one hour, or until precipi- 
tate settles. Filter and wash. Dry carefully. Ignite over Bunsen burner at 
lowest heat possible until filter paper is burned off. Ignite at bright red heat for 
15 minutes, and weigh. Multiply this weight by 0.34297 to determine the 
weight of SO;. Then calculate to percentage of sample as received. 
{ Sodium Chloride.—Dissolve in boiling water a 1l-g. sample (prepared as 
described in Section on Combined Water), put on the filter and wash with 250 
ml. of boiling water, then titrate the filtrate. Add two or three drops of potas- 
sium chromate solution and titrate with an N/20 solution of silver nitrate. 
Each milliliter of silver nitrate solution = 0.002923 g. of sodium chloride. 
Calculate to percentage of sample tested. 

Calculation of Results.—By the methods given above, the results are 
obtained and reported in the following form: 


Per Cent 
TEVUEES: WPEIIGGIE 6 3) go tin laoreet CER ORE OIRO ORD RON Cee Re oRL ea 
POTION He sian tla. as Sto cmitharlng odiis-) rastsiqeibiels aca 
Samcaranemmsoibles SiOss\s -ccisticeed stesa case ya wd ewes > 
Himeaicratumna aOs 6 oo. cts s teas weeks saa ype veka eos 
lite ORO) 25 Sree eee 5c HA CRM ROR TERE Ree 
Pr TeecIamm Mae Onna ees a haya coe see ecks we atele W Gaye vunsesnilayeeceia tube 
Sulfur Trioxide, SO;..... Br cart ic bt A ae at acy a eR 
‘Chonleyord, 1D oneto eal Ol rea iis ra ev re no 
odie nlonide NaCl iy o.25, 6c. deem 6 arse slaps eas aa idles 
100.00+ 


Norn.—Since it is frequently advisable to recalculate these results, that. they may 
be more enlightening, the following method is submitted for consideration: 
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(a) Multiply percentage of MgO by 2.0912 to find percentage of MgCOs. 

(b) Multiply the percentage of MgO by 1.0914 to find the percentage of CO: as 
MgCoO3. 

(c) Deduct CO» as MgCoO; from the CO2 determined. 

(d) Multiply the CO, remaining by 2.2742 to find percentage of CaCOs. 

(e) Add together the percentage of SiOz, R2O;, MgCOs, and CaCOs, and report in 
the aggregate. 

G). Multiply the percentage of CaCO; by 0.56031 to find the percentage of CaO 
as CaCOQs. 

(g) From the total percentage of CaO deduct the percentage of CaO as CaCOs. 
The remainder may be called “‘ available CaO.”’ 

(h) The ‘‘ available CaO ” should bear to the SO; a ratio of 0.6991 to 1. Determine 
which (if either) is in excess. 

(i) If the CaO is in excess, multiply the SO; by 0. 6991, and subtract the result from 
the “ available CaO.’’ The remainder is reported as “‘ excess CaO.” 

(j) If the SO; is in excess, multiply the “available CaO” by 1. 4304 and subtract 
the result from the SO;._ The remainder is reported as ‘‘ excess SO 

(k) Add together the “ available CaO” and the SO:, and subtree the “ excess 

” or “ excess SO;.”” The remainder is CaSO.. 

(l) If the CaSO, is present as CaSO,4-}H.2O, the percentage of CaSO, should bear 
to the percentage of combined water a ratio of 15.12 to 1. Determine which (if either) 
is in excess. 

(m) If the CaSO, is in excess, some of it is present in the anhydrous form. Mul- 
tiply the Paes of combined water by 15.12 to find the percentage of CaSO, as 
CaSO,-43H;,O. The difference between the total CaSO, and the percentage of CaSO, 
as CaSO,- +H.0 is the CaSO.u in the anhydrous form. 

(n) If the water is in excess, some of the CaSO, is present as gypsum. Let 2=per- 
centage of CaSO,-3H,O, and y=percentage of CaSO.-2H.0. Then «+y=percent- 
age of CaSO, (as found in k)+percentage of water. 


0.06206x-++0.2093y = percentage of combined water. 


Solve these equations for x and y. Report x as percentage of “ calcined gypsum,” 
CaSO,4-3H.O. Report y as percentage of gypsum, CaSO.-2H.0. 
Having made these calculations, the result may be reported as follows: 


Per Cent 
Gypsum, CaSOs-- 2H Oeste ose iaen ne ee een 
Calcined eypsum, CaSO7--FH.Ol ni. ates 
Anhydrite, CaSO ain 2. cabicns «eee ieee tine Ae aa eee ene 
Excess CaO 


or 
Excess SO; 
Sodium: chlorides NaG@ls sas acre sere ae eee ee eee 
Other ingredients. jcivAc nics aea. Ree ea eee 


100.00 + 


The presence of the different forms of CaSO, may be corroborated by a microscopic 
examination. 


OTHER GRAVIMETRIC METHODS 


Calcium may be converted to carbonate, sulfate, fluoride, tungstate and so 
weighed. The oxide, obtained by ignition of the oxalate may be converted to 
sulfate by moistening with a few drops of H,SO,, then adding an excess of 
NH.OH8 and igniting to expel excess of sulfate and NH3. 

Calcium sulfate may be precipitated by adding an excess of H.SO, and then 
95% alcohol (two to four times the total volume of the solution). The precipi- 
tate is washed with alcohol and then ignited to constant weight. (Fresenius.) 

Calcium tungstate by Saint Sernin’s method is precipitated by adding 
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ammonia until the solution is alkaline and then an excess of 20% solution of 
sodium tungstate. The precipitate is best filtered into a weighed Gooch cruci- 
ble and washed with ammonia (1 : 10 soln.) then dried at 100° C. and weighed 
as CaWO.. 


DETERMINATION OF CALCIUM IN WATER. VOLUMETRIC 
PERMANGANATE METHOD 


The hardness of water is due largely to the presence of calcium and mag- 
nesium carbonates or bicarbonates. Calcium may be determined volu- 
metrically by precipitation as oxalate and titration in an acid solution by 
standard potassium permanganate, according to the reaction: 


5CaC.04+2KMn0O, +8H.SO.= 5CaSO.4+ K280.4+2Mn8S0;,+8H:;0 + 10COs.. 


In the gravimetric method it is necessary to remove SiO», FeO; and Al,O; 
before precipitating CaC:O,. Ferrous iron alone titrates so that it is necessary 
only to make provision for iron in case it is present in appreciable amount. 

Procedure.—Measure a 250 ml. portion of ‘the water to be examined by 
means of a 250-ml. graduated flask into a 400-ml. beaker. Add 1 ml. of HCl 
(sp. gr. 1.2) and evaporate to half its volume if the water is considerably hard or 
to about one-fifth its volume if it is moderately hard. By means of a dropper 
add 4-5 drops of methyl red and then ammonium hydroxide drop by drop 
until a reddish-yellow color appears. If a precipitate appears just dissolve in a 
drop or so of HCl. [If iron is indicated add 2-3 small crystals of citric acid. 
(This should be ample. A large excess is not desired.) The solution will now 
be faintly acid. Heat to boiling and add slowly about 25-30 ml. of a saturated 
solution of oxalic acid. Boil for a few minutes, make alkaline with NH,OH and 
allow to settle. 

Filter and wash the filter free of the oxalate reagent. (Twenty ml. of the 
wash water should not decolorize 1 drop of N/10 KMn0, reagent.) Open out 
the filter on a beaker cover, and hold slanting over a beaker. By means of a 
stream of 10% H.SO, dissolve off the precipitate into the beaker, using about 
50 ml. of the dilute acid. Now rinse off into the beaker by means of about 50 
ml. of water, the acid clinging to the filter. 

Heat the solution in the beaker to boiling and titrate with N/10 KMnO, 
until a faint pink color appears. 

One ml. N/10 KMn0, is equivalent to 0.002 g. Ca. Report results in 
parts per million, first as Ca and also as CaCO. 


Nors.—In water containing considerable magnesium it may be necessary to dissolve 
the precipitate in HCl and reprecipitate as CaC,O, to purify the precipitate from 
occluded magnesium as in the gravimetric method. 

Conversion factors. CaX2.5=CaCO;; 1 liter=0.264 gallon. 1 gram=15.43 
grains. Convert above results to grains per gallon. 
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C, at.wt. 12.01; sp.gr. amorp. 1.'75-2.10; cryst.: graphite, 2.25; diamond, 3.47-3.5585; 
m.p. sublime at 3500° C.; oxides, CO and CO, 


Carbon occurs free in nature in the forms—diamond, graphite, and amor- 
phous carbon. It occurs combined widely distributed in organic compounds in 
the animal and vegetable kingdoms in combination with hydrogen, oxygen, 
nitrogen and other elements. As hydrocarbons it occurs in natural gas, 
petroleum and bitumen. As carbon dioxide in the air and confined under 
pressure in pockets in the earth. It occurs as carbonate in rocks combined 
principally with calcium, magnesium and iron. 


DETECTION 


Element.—Carbon is recognized by its appearance and by its inertness 
towards general reagents. It is seen in the charring of organic matter when 
heated or when acted upon by hot concentrated sulfuric acid. 

Upon combustion with oxygen or by oxidation with chromic and sulfuric 
acids, carbon dioxide is formed. The gas passed into lime water forms a white 
precipitate, CaCO3. Penfield fuses the substance with precipitated and 
washed PbCrOQ, in a hard glass tube closed at one end. The COs is tested at 
the mouth of the tube. 

Carbon Dioxide. Carbonates. CO, in Gas.—A white precipitate with 
lime water, baryta water, ammoniacal solutions of calcium, or barium chlorides, 
or lead acetate (basic), carbonates of the metals are formed. 

Carbonates.—Action of mineral acids causes effervescence, COs being 
evolved. The gas is odorless (distinction from SO, H.S, and N.O3) and is 
colorless (distinction from N.O3). See test for COs above. 

Distinction between Soluble Carbonates and Bicarbonates.—The solution 
of the former is alkaline to phenolphthalein indicator (pink). Bicarbonate 
solutions remain colorless with this indicator. Normal carbonates precipitate 
magnesium carbonate when added to magnesium sulfate solution; bicarbon- 
ates cause no precipitation. 

Free Carbonic Acid in Water in Presence of Bicarbonates.—0.5 ml. of 
rosolic acid (1 part acid in 500 parts of 80% alcohol), produces a red color with 


218 


CARBON 219 
| 
bicarbonates in absence of free COs, and a colorless or faintly yellow solution 
when free CO, is present. 

Carbon Monoxide.—The gas burns with a pale blue flame and is not 
absorbed by potassium hydroxide or lime water (distinction from CO,.). It is 
oxidized to CO: and so detected. With hot, concentrated potassium hydroxide, 
potassium formate is produced. 

The gas is detected in the blood by means of the absorption spectrum. 

The gas colors a mixture of I,0; and fuming sulfuric acid (on a support of 
pumice) a transient green (Hoover and Lamb. “‘ Hoolamite detector ’’). 


ESTIMATION 


Among the substances in which the determination of carbon is commonly 
made are the following:—organic compounds, carbonate rocks and minerals— 
such as calcite, marble, limestone, dolomite, magnesite, witherite, spathic iron 
ore; commercial products such as cement, soda and baking soda; alloys including 
carbon in steel; carbon dioxide in gases including air. A special chapter is 
devoted to gas analysis. 


PREPARATION OF THE SAMPLE 


Iron, Steel, and Alloys.—The subject is discussed in the chapter on Iron 
and Steel, Volume II. 

Organic Matter.—It is advisable to fuse this in a nickel or iron crucible 
with sodium peroxide. The carbonate thus formed may be determined as 
usual. The organic substance may be oxidized directly in the combustion 
furnace. 

Carbonates. Limestone, Dolomite, Cement, Alkali Carbonates and 
Bicarbonates.—The powdered material is decomposed by addition of an acid 
as directed in the methods given later. _ 


SEPARATIONS OF CARBON FROM OTHER SUBSTANCES 


The element is generally determined as carbon dioxide, in which form it is 
liberated from most of the combinations in which it occurs, free from other 
substances by ignition in a current of oxygen, or by oxidation with chromic 
acid as directed later. 
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Separation of Carbon in Iron and Steel. Cupric Potassium Chloride 
Method.—0.5 to 2 grams of the drillings are treated with 100 to 200 ml. of 
cupric potassium chloride solution and 10 ml. of hydrochloric acid (Sp. Gr. 1.19). 
This mixture dissolves the iron according to the reaction, 


Fe+CuCl,= FeClo.+Cu and Cu+CuCl.= CuoCle.+carbon as a residue. 


The solution should be stirred frequently to hasten the solution of the iron. 
It is advisable to keep the temperature of the solution at about 50° C. When 
the iron and copper have dissolved the carbon is filtered off into a perforated 
platinum boat or crucible, as directed under the methods. It is now oxidized 
to COs and so determined. 


Nors.—tThe cupric potassium chloride solution is prepared by dissolving 150 parts 
of potassium chloride and 170 parts of crystallized cupric chloride in water and erystal- 
lizing out the double salt. Three hundred grams of this salt are dissolved in 1000 ml. 
The solution may be used several times by chlorinating the dirty brown filtrate from 
the carbonaceous residue. The cuprous chloride formed during the solution of the steel 
is converted again to cupric chloride, and the chlorinated double salt is even more 
energetic in its solvent action than the freshly made reagent. (Blair.) 


In Presence of Sulfur.—SO: is oxidized to SO; by passing the hot gases 
from the carbon combustion through ignited lead chromate with the resulting 
formation of the non-volatile lead sulfate. The SO. may also be removed by 
passing the gases (CO» and SO.) through a concentrated solution of chromic 
and sulfuric acids; SO2 oxidized to SO; remains in the solution, while CO: is 
not absorbed and passes through. 


GRAVIMETRIC METHODS FOR DETERMINATION OF CARBON 


The determination of carbon gravimetrically depends on conversion to 
carbon dioxide and weighing the gas. This is accomplished by absorption of 
the CO, in a suitable reagent. Carbon is converted to the dioxide by oxidation 
either by means of a fluid oxidizing reagent or by combustion in presence 
of air or oxygen. Details for carbon in steel and alloys and in organic matter 
follow. Carbon combined in carbonates is generally determined by decompo- 
sition with an acid and determining the CO, by absorption—direct method—or 
by the loss of weight in the substance due to evolved CO,-indirect method or 
loss of weight method—details follow later. 
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DETERMINATION OF CARBON BY COMBUSTION 


Apparatus. Combustion Furnace.—Although the gas furnace has been 
used more commonly on account of gas being more available than electricity, 
the extension of generating electric plants makes it possible to use electric 
furnaces, and these are displacing those heated by gas, as they are more 
compact, easily manipulated and comparatively simple in structure. 


Fig. 20.—Geissler Bulb. Fia. 21.—Liebig Bulb. 


A simple electric furnace may be made by wrapping a silica tube with a 
thin covering of asbestos paper, which has been moistened with water. On 
drying the paper will cling to the tube. A spiral coil of nichrome wire (Driver 
and Harris) is wound around this core. On a 2-foot length of tube two 45-foot 
lengths of No. 18 wire, connected in parallel, will heat the tube to bright redness, 


¥ig. 22.—Gerhardt Bulb. Fig. 23.—Vanier Bottle. 


if 110 volts A.C. are applied. The coils should be covered with }-in. coating 
of alundum cement. For appearance’ sake as well as for protection, the tube 
is placed in a large cylinder of sheet iron, packed around with asbestos, and is 
held in position by circular asbestos boards placed at the ends of the large 
cylinder. The cylinder is mounted on a stand. 

Absorption Apparatus.—A large number of forms may be obtained. The 
Geissler and Liebig bulbs have been popular (Figs. 20 and 21), but are now being 
displaced by forms that have less surface exposed, that are more easily cleaned 
and less fragile, such as Gerhardt’s, Vanier’s, using solutions of NaOH or KOH, 
or Fleming’s and Stetser’s type of apparatus, using solids. (Figs. 22-24). 
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Details of the Absorption Apparatus.— Figure 24, is Fleming’s modification 
of Mr. Martin’s apparatus. When properly filled this tube will serve for at 
N least 70 combustions when operating on 1.5 
grams of sample containing 1.03% carbon. 

The anhydride in the upper chamber serves 
for at least 300 combustions. Soda lime, 
placed in the lower tube in alternate layers 
($ in.) of the different meshes, has proven a 
very convenient and desirable reagent. The 
12-mesh soda lime for nitrogen can also be used 
with excellent results. If this is employed, part - 
of it should be ground to about 60-mesh and 
alternate layers of fine and coarse used. 

Purification and Absorption Trains.— Details 
of these are given in the portion of this chapter 
under the Determination of Carbon in Steel. 


Asbestos. 


Asbestos 


DETERMINATION OF CARBON IN 
ORGANIC SUBSTANCES 


COMBUSTION OF ORGANIC  SUBS-. 
TANCES FREE OF NITROGEN, HALO- 
GENS, SULFUR, AND THE METALS 


Carbon is determined by combustion to COs, 
the gas absorbed in a suitable reagent, such as 
caustic soda, soda lime, soda asbestos (ascarite), 
contained in a convenient form of apparatus. 
The combustion is made in a tube (a form is 
shown below) heated to redness, by passing pure 

\ oxygen or air (free from moisture and CO») over 
the material. A description of the purification 
and absorption train is given under the section 
devoted to carbon determination in steel, in the 
following portion of thischapter. Usually hydro- 
gen is determined at the same time as carbon, 
as it is necessary under any circumstance to 
take care of the moisture formed and pre- 
vent it from entering the absorption chamber. 

The same moisture absorbent for drying the gas entering the combustion 

chamber is used as for absorbing the moisture formed by combustion. This 


Fia. 24.—Fleming Absorption Apparatus. 


Asbestos ae is 


High Press. 
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rying agent should not absorb CO». The following agents are satisfactory :— 
oncentrated sulfuric acid, magnesium perchlorate trihydrate, phosphorus 
entoxide. It is advisable to have the moisture absorbent preceded by an 
mpty tube in which most of the water can be condensed to prolong the effec- 
iveness of the reagent. 


Copper 
Platinum Boat, Platinum Oxide - Platinum 


‘ Details of the Combustion Tube for Determining Carbon and Hydrogen in Organic 
atter. 

The combustion tube (Fig. 25) is about 95 cm. in length with an internal diameter of 
pout 12-15 mm. Three copper gauze rolls, copper oxide with lengths of columns 
ppear in the figure above. Substances that contain halogens, nitrogen or sulfur require 
pecial reagents (not shown) in the combustion tube. For example lead chromate is 
ibstituted for copper oxide, when halogens and sulfur are present; a reduced copper 
ll is used at the exit end of the tube when nitrogenous compounds are present. The 
xit end of the tube is cooled by wrapping a strip of absorbent material about the tube 
nd dipping the free ends in a beaker of water. 


PROCEDURE 


The apparatus is first swept out with pure oxygen to remove any moisture 
r CO. The water absorption bulbs and the CO: absorption bulbs are 
reighed. To take care of the error caused by air buoyancy similar apparatus 
; placed on the opposite pan as a counter balance, this apparatus being slightly 
ghter than the absorption apparatus. For example if a Fleming’s apparatus 
used for absorption of COs, a slightly lighter Fleming’s apparatus is used as a 
ounter balance. 

It is often advisable to mix intimately the material that is being examined 
ith about ten times its weight of powdered lead chromate and an equal 
mount of potassium chromate when the material contains much inert sub- 
tance,’ for example in determining organic matter in rocks and minerals. 
‘his is generally not required by pure organic substances. 

Solids are placed directly in the combustion boat, weighing being conducted, 
desired, in the previously weighed boat. Liquids are weighed in glass bulbs. 
‘he glass bulb may be blown, a capillary end drawn out and the weighing 
onducted during the sweeping out of the furnace. It is filled by heating the 
ulb, placing the capillary tip in the liquid and then cooling. The tip is wiped 
ff and sealed in the flame and the bulb and contents again weighed. Just 
efore placing in the boat and inserting in the combustion tube the tip of the 
apillary is filed off. Substances burning with difficulty can be burned by 
uixing with powdered CuO, which has been previously ignited. 

The combustion tube, swept free of CO, and moisture, is prepared for the 
ombustion run by heating the section of the tube containing the copper oxide 
o redness, at the same time keeping the portion zoned for the combustion boat 
ool, the 12 cm. gauze plug (Fig. 27) being removed. The sample, placed in the 


1 Caution.—PbCrO, melts and decomposes at 600° C., K,CrO, fuses at 971° C. 
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boat, is now inserted in the combustion tube, the capillary tip pointing towards 
the open end of the tube, the 12 cm. copper gauze plug replaced and the tube 
quickly closed. The current of oxygen is immediately turned on and the run 
started, all the apparatus being connected and free of leaks. (See Determi- 
uation of Carbon in Steel.) After a few minutes the portion of the tube 
containing the sample is gradually heated to redness (600—800° C.) and the run 
continued until the combustion is complete. Some experience and skill is 
necessary for correct results. The combustion of solids should be conducted 
slowly, liquids require a slightly more rapid flow of gas to furnish sufficient 
oxygen before any vapor escapes from the oxidizing zone. The tube is allowed 
to cool with the oxygen flowing through the apparatus. If hydrogen is also 
being determined, it may be necessary to sweep forward any condensed 
moisture in the apparatus previous to the moisture absorption tubes by heating 
with a naked flame, starting near the exit end of the combustion tube and 
carrying the heat cautiously towards the absorption tubes. 

The absorption bulbs are weighed with the tare weights as recommended. 
Increase of weight is due to H.O and COs, in the respective apparatus. 


H.O X0.1119=H. 
CO» X0.2729 =C. 


Carbon in Soils —One to 3 grams of 60-mesh sample is treated with a solu- 
tion of 3.38 grams CrO;+10 ml. H.O and 50 ml. conc. HoSO, (Sp. Gr. 1.84). 
The evolved COs is absorbed in standard caustic and titrated with acid, phenol- 
phthalein and methy! orange being used as indicators. (J. Ind. Eng. Chem., 6, 
843-846, 1914.) 

Carbon in Minerals—Fusion in the combustion tube with granulated lead 
chromate is recommended for oxidation of the carbon. (10 parts PbCrO.+1 
part K,CrQO,.) 


Notre.—The oxygen gas should be free from hydrogen. A preheater, placed before 
the purifying tubes of the train, causes the combustion of the hydrogen and the absorp- 
tion of the water formed before the gas enters the combustion tube. 


DETERMINATION OF CARBON AND HYDROGEN IN 
NITROGENOUS SUBSTANCES 


A modification of the first procedure described for determinations of carbon 
and hydrogen in organic substances must be made, since from substances 
containing nitrogen, nitroso and nitro compounds, oxides of nitrogen are formed 
which would be absorbed in the calcium chloride and potash bulbs, giving high 
results for hydrogen and carbon. ‘To overcome this difficulty, a copper spiral, 
that has been reduced (See note below) is placed in the front end of the com- 
bustion tube (to the right in Fig. 25) to reduce the oxides of nitrogen to nitrogen. 


Norr.—Reduction of copper spiral may be accomplished as follows: The copper 
spiral is prepared by rolling together a piece of copper gauze about 10 centimeters wide, 
making it as large as will conveniently pass into the combustion tube. The spiral is 
heated till it glows by holding it in a large gas flame, and while still hot it is dropped into 
a test-tube containing 1 or 2 ml. of methyl alcohol or ether. This quickly boils away, 
igniting at the end of the tube. The copper is completely reduced to bright metallic 
copper. The spiral is taken out with a pair of crucible tongs and dried by quickly 
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assing it through a flame a few times, and while it is still warm it is introduced into the 
ont of the combustion tube. 


The substance is introduced into the tube and the connections made. The 
copper oxide spiral, that was pushed after the boat, is heated, and then the 
reduced spiral (right end of tube). The oxide near the boat, and finally 
the entire tube is heated to a red heat. When the bubbles cease to show in 
the potash bulb, the stopcock is opened to the oxygen-purifying train and a 
slow flow of oxygen turned on, the gas allowed to pass through the tube until 
it can be detected with a glowing splinter at the exit of the absorption end of 
the apparatus. 

If the substance is difficult to burn, it is mixed with freshly eee (cold) 
copper oxide, which assists combustion. 

The remainder of the operation is the same as has been described. 


ORGANIC SUBSTANCES CONTAINING HALOGENS 


The procedure is the same as that described for nitrogenous substances 
with the exception that a silver spiral is used in place of the reduced copper 
spiral. The heating of this spiral should be between 180 and 200° C. (not 
over 200°). 


ORGANIC SUBSTANCES CONTAINING SULFUR 


These are best ignited with sodium peroxide and the carbonate formed is 
determined by the procedure given for carbon dioxide in carbonates. 

To oxidize the SO, that forms, lead chromate is used in place of copper oxide 
in the combustion tube, a lower temperature being necessary to prevent fusion 
of the chromate. The SO: is oxidized to SO;3, which reacts with the lead 
forming the non-volatile PbSOu., while COs is not acted upon and passes on. 
See also separations under Estimation. 

Micro Methods for the determination of the elements in organic compounds 
are described in detail in a chapter on this subject in Vol. II. 

Semi-Micro Method for Carbon and Hydrogen.—A systematic development 
of methods for the ultimate analysis of 20-50 mg. samples has been given by 
H. Ter Meulen, J. Heslinga and other investigators.2. This field of work has 


2H. Ter Meulen, Estimation of Oxygen in Organic Compounds, Rec. Trav. Chim. 
41, 509 (1922). 
H. Ter Meulen and J. Hesslinga, Halogens, ibid. 42, 1093 (1923); 43, 181 (1924). 
Je ‘Hesslinga, Estimation of C, H and N, ibid. 43, BI (1924). 
H. Ter Meulen, Estimation of N by Hydrogenation, ibid. 43, 643 (1924). Estimation 
of O by Hydrogenation, ibid. 43, 899 (1924). See also, ibid. 44, 271 (1925); 45, 365 
(1923). 45, 368 (1926), for Determination of N, As and He respectively. 
P. Maes, Determination of Nitrogen, Chem. Abs. 29, 2474 (1985). 
nee ois and Sun, C. H., J. Chinese Chem. Soe. 2, 129 (1934); Chem. Abs. 29, 76 
E. P. Clark, Semi-Micro Technique, J. Assoc. Off. Agr. Chem. 16, 255 (1938). 
H. Ter Meulen, Analysis by Hydrogenation and some Oxidation Methods, Ree. 
Trav. Chim. 53, 118 (1984). 
R., Roger and W. MacKay, J. Soc. Chem. Ind. 54, 46T (1935). 
W. W. Russell and J, W. Fulton, Determination of Oxygen, Ind. Eng. Chem., Anal. 
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been noteworthy because of the application of active catalysts for oxidation 
or hydrogenation. 

Method.—The whole apparatus is very small and compact; suitable dimen- 
sions are indicated below, Fig. 26. The catalytic MnO: is prepared by mixing 
MnSO, and KMnO, in nitric acid solution in the ratio 2 mols : 3 mols. The 
MnO, is washed by decantation, with distilled water, collected, compressed 
and cut into pellets about 0.2—-0.5 cm. in diameter, dried in an air bath at 100° 
and finally heated for 30 minutes at 300° C. The fine material is screened out. 
If oxygen rather than air is used for the combustion of the organic compound, 
an active catalyst may be used for many successive determinations; if air is 
used then a catalyst filling lasts for about five determinations. In any event 
the filling should be renewed when 24 of it has turned yellowish brown indicating 
loss of available oxygen. 


DETAILS OF FILLINGS FOR THE COMBUSTION TUBE 


The Compound Catalyst for Temp. of 
contains: Oxidation: Catalyst Notes 

(ll) C; Hi, O. MnO, 6 cm. long 400° Must not be heated 

above 450°. 

(2) C,H,O, Halogen MnO. & PbO, 1:1 400° Active life longer 
6 em. length than for (1). 

(3)8C28; 03'S MnO; 8 em. long 6 cm. at 400° Part of the catalyst 

(PbOs is added if halo- 2 cm. at 150-180° projects beyond 
gen is present) the furnace to 
cool it. 

(4) C,H, 0, N MnO, 6 cm.; PbO22 cm. MnO, at 400° The PbO, layer is 
(PbO: is mixed with outside of the 
the MnO> if the com- heated zone and 
pound contains halo- its temperature 
gen.) is below that at 

which is _ loses 
oxygen. 


After the apparatus has been assembled and tested for blank correction, 
which should be practically negligible, with a 4 bubble per second stream of 
oxygen, the weighed substance is introduced in a platinum boat, and very slowly 
distilled to the catalyst by gentle heating with a micro burner. The combustion 
requires 15-25 minutes for 0.05 g. of material. The heating unit is moved to 
the left and any unburned carbon near the catalyst is heated by a suitable 
burner, and finally care is taken to drive any condensed moisture into the first 
U-tube. 


THE WET COMBUSTION PROCESS FOR DETERMINATION 
OF CARBON 


The method depends upon the oxidation of carbon to carbon dioxide when 
the powdered material is digested with a mixture of concentrated sulfuric 
acid and chromic acid, or potassium dichromate, or permanganate. The pro- 


Ed. 5, 384 (1933); Also Russell and M. E. Marks, ibid. 6, 381 (1934); 8, 453 (1936); 
M. E. Marks, ibid. 7, 102 (1935). 

E. P. Griffing and C. L. Alsberg, Nitrogen, J. Am. Chem. Soe. 53, 1037 (1931). 

H. Ter Meulen and J. Heslinga, Neue Methoden der Organisch-Chemischen Analyse, 
Akademische Verlagsgesellschaft, Leipzig, 1927. Nouvelles Methodes d’Analyse 
Organique, Dunod, Paris, 1932. 


227 


CARBON 


"6 GN} UT Pash ST Sv FUBOOISEp UTES OF UHM Pay Oqn4 paren “TT 
*G 9C/N} UL posn yUBODISOp oLES OY} YIM PTY £ qy Bid pUB O}LAwoSE YIM poT[Yy ¢ OL UPA oqnd-/) OL 
‘posn oq ABUT syUBOOISEP 
BATPVYO OLOUL IO opHOTYyO UMPTR "% 9qN} UL pos SUA ge quede dutdap oures oy} YIM poly qny-() “6 
"(9x07 098) U9AO OU} JO quate 
ay} 4B st ysdpeyRo oY} JO Os IO “WO Z YY} OS PoAouT oq ABUL g 9AB{S PUB g UOAO OT], “4y9A[BYB) q- 
*§ OU 10}BM PosuapUOo JUTALIP UL PTE OF “6 qN4-/) Jo WE apis ut poowd oar uunUuTye[d soyvorpul 4d, 
") .O8T-OST OF PoyBoY [BIdoPVUT Sutdeoy UL pre 07 BAIS [BOY “8 
‘g]CnodoULIOY} LO LoyOULOUL.LOY} poy[y-uosor}yIN *L 
‘ : _ *g ‘oqny ay} Jo 
pue oy} 03 Aprwou ZuoTE poaout oq Avut wodo oyy, “wep ‘uo g Aq Buoy “Wd ZT (sed 10 o11z9]0) WOAD “9 
‘qyvoq Whulye[d “¢ 
‘JOJOULEIP AOUUT “WO BQ PUB Buoy “WO ZE oqn} WoRSNq UO ZALVNC) “F-F 
‘sud oy ButAtp LJ oGN}F-() “SG 
‘uaBhxo 10 He poytand OJ Yo[UT “T 


UOTPBUTULIOJaCT UaBoApATZ-WOGICL) LOJ snqyuasddy vdurssoy{-uopneyy 10.[— 9S “OWL 


228 CARBON 


cedure is applicable to oxidation of free carbon, carbon combined in organic 
substances and in certain instances to carbon combined with metals, where 
the substance may be decomposed by the action of the acids.? It is of value 
in determination of carbonates in presence of sulfides, sulfites, thiosulfates 
and nitrites, which would vitiate results were-they not oxidized to more stable 
forms, before passing into the potash bulb with the carbon dioxide. 

Apparatus.—The apparatus is identical with that used for determining 
carbon dioxide in carbonates, Fig. 34, with the exception that in place of the 
acid bulb nearest the decomposition flask two bulbs are placed. ‘The first of 
these contains a strong solution of chromic and sulfuric acids, the second 
is filled with glass beads moistened with chromic acid solution. Following this 
is the drying bulb containing concentrated sulfuric acid and finally the ab-— 
sorption apparatus, as shown in the illustration. 

Procedure.—0.2 to 1 gram of the powdered material, fine drillings, free 
carbon, or organic substance is placed in the decomposition flask. If the 
material is apt to pack it is advisable to mix with it pure ignited sea-sand to 
prevent this. Five to 10 grams of granular potassium dichromate are added 
and the apparatus swept free of carbon dioxide by passing purified air through 
it before attaching the absorption apparatus. The potash bulb is now weighed, 
using a counterbalance bulb and following the precautions given in the dry- 
combustion method. The bulb is attached to the train. 

Oxidation.—Concentrated sulfuric acid placed in the acid funnel, attached 
to the decomposition flask, is allowed to flow down on the sample until the 
funnel is almost empty; the stop-cock is then closed. A flame is placed under 
the flask, when the vigorous action has ceased, and the material gently heated 
until the reaction is complete and the organic matter or carbon completely 
oxidized. 

The apparatus is now swept free of residual CO2 by applying suction, the gas 
being completely absorbed by the potash, or the soda lime reagent. 

The increase of weight of the absorption bulb is due to carbon dioxide. 


CO. X0.2729 =C. 


Norr.—tThe following additional purifiers are frequently advisable: (a) an absorption 
bulb containing silver sulfate to absorb chlorine and vapors from sulfur compounds; 
(b) a capillary tube of silica or platinum heated to a dull redness to oxidize any hydro- 
een ok monoxide, etc., that may be evolved and imperfectly oxidized by the 
chromic acid. 


’ Not applicable for determining carbon in ferro-silicon, ferro-chrome or tungsten. 
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DETERMINATION OF CARBON IN STEEL 


STETSER AND NORTON COMBUSTION TRAIN FOR 
CARBON DETERMINATIONS 


Carbon is added to steel to increase its hardness. With over 1 per cent cf 
carbon the steel becomes brittle. 


{3 =e Oxygen 


Fig. 27. Stetser and Norton Combustion Train for Carbon Determinations. 


3 BRUWO 


Aspirator Bottle, 8 liters capacity, graduation interval 250 ml., with one hole 
rubber stopper. 

Bottle, narrow mouth, of green glass, 2 gallons capacity, with two hole rubber 
stopper. 

Glass Tubing, 6 mm. outside diameter, for connections. 

Glass T-tube, 3 mm. bore. 

Glass Stopcock, 2 mm. bore; used to prevent the gas from flowing through the 
train when turned on at the reguiator. 

Bottle, wide mouth, 8 oz. capacity, with two hole rubber stopper; to be used 
empty as a safety. 

Ditto; to be filled soe-thind full with concentrated sulfuric acid. 

Ditto; to be filled with ascarite with a layer of anhydrone or P,O;, to absorb 
the water set free on absorption of CO, by ascarite. 

Combustion Tube, of Silica, glazed, 30 inches long by } inch diameter. 

Combustion Tube Furnace. 

Rheostat, for controlling the temperature. 

Vanier Zinc Drying Tube; to be filled with 30 mesh zine. 

Vanier Sulfuric Acid Bulb; to be half filled with sulfuric acid. 

Stetser and Norton Modification of the Midvale Absorption Bulb. 


4 By courtesy of Arthur H. Thomas Co. 
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COMBUSTION METHOD 


The train illustrated in Fig. 27 was described by J. B. Stetser and R. H. 
Norton in ‘f Combustion Train for Carbon Determinations,” The Iron Age, 
Vol. 102, No. 8. The special features of this outfit are rapidity with which 
combustions can be made, simplicity of the absorption bulb, and the use of 
ascarite, a special sodium hydrate asbestos absorbent mixture according to 
the formula of Mr. J. B. Stetser. It is a dryer as well as an absorber. 

The absorption bulb is a modification of the Midvale Absorption Bulb 
designed by Mr. H. L. Fevert, of the Midvale Steel Company, and with one 
filling can be used for at least 400 determinations using one-half factor weight 
with carbon 0.50%. The bulb measures 45 mm. in diameter at its widest - 
portion at the bottom, and 120 mm. high over all. It is provided with a 
capillary tube and rubber stopper at top, or with ground glass stopper. 

The usual procedure is to allow three or four minutes for combustion. 
Results are often reported in six minutes after the sample enters the laboratory: 
this includes time for drilling, weighing sample, running test, weighing bulb 
and reporting result. 

The oxygen is delivered from a high pressure cylinder through the gas 
pressure regulator, and the authors also recommend that bottles as shown in 
the illustration be used to measure the amount of gas consumed and to supply 
rapidly the extra quantity of oxygen required during the burning of the 
drillings, in addition to equalizing the pressure. 

Method of Operation.—The train is set up free from leaks, and the stop- 
cocks are opened with the exception of the one on the Sulfuric Acid Bulb K. 
This is opened sufficient to allow gas to flow at the rate of 200 to 250 ml. per 
minute when the Absorption Bulb is attached. 

The stopcock C is then closed, the remaining stopcocks being left as 
adjusted. The train is now ready for operation. Bottle B is filled with water. 
The gas regulator is opened, allowing oxygen to displace the water in bottle B, 
which water is driven into bottle A. When bottle A is filled, the regulator is 
closed and the train is ready for combustion. The exit end of the combustion 
tube, the usual glazed silica tube being recommended, is packed with some 
asbestos burned in a current of oxygen prior to using. 

A sample of one-half factor weight properly prepared and weighed is 
placed in the alundum boat, RR Alundum protection being used, and then 
inserted in the furnace. The stopcock C is opened, and if the furnace is at 
950°-1100° C. or over, and the sample of drillings fine and uncovered, it should 
begin to burn in 20 seconds. The burning should take 40 to 60 seconds 
additional, consuming 500 ml. of oxygen. An additional 500 ml. of oxygen is 
turned on to wash out all CO», and the bulb is then ready to be weighed. 

If the sample is covered by a lid or RR Alundum, or if the drillings are 
coarse, or the furnace is below 950°-1100° C., the combustion may be delayed as 
much as two minutes. The actual burning will, as before, take from 40 to 60 
seconds. In any event, 500 ml. of gas must be passed through the apparatus 
after the steel has ceased burning. The point at which the burning of the 
sample begins may be determined by the increased rate at which gas passes 
through the liquid in bottle E, due to the rapid absorption of oxygen by the 
burning steel. A similar decrease marks the end of the burning period. 
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Standardization of the Stetser and Norton Absorption Bulb.—A freshly 
filled bulb should be run on the train for half an hour and then weighed. When 
the bulb has reached a constant weight, the train is checked by running a 
government standard. By passing the gases from a sample of ignited steel 
through the bulb, constant weight is more quickly obtained. 

A bulb once filled and standardized will last for several weeks and is 
sufficient for from three to four hundred determinations. On account of the 
difference in color between the used and unused portions of the absorbent, it 
is possible to determine the moment a bulb can be discarded. 


Nortres.—In chromium, tungsten and titanium steels a temperature of 1500° C. 
is necessary to oxidize the carbon by direct combustion for thirty minutes. (J. R. 
Cain and H. E. Cleaves, J. Wash. Acad. Sci., 194, 4, 393-397.) 

In the illustration, Fig. 27, the CO» passes into the top of the absorption bulb M. 
It is advisable to have the gas enter at the side arm and pass up through the ascarite 
and finally through a top layer of anhydrone. 


THE SHIMER COMBUSTION APPARATUS 4 


The apparatus, Fig. 28, designed for the rapid determination of iron and 
steel, is in general applicable to the same class of chemical operations as is the 
combustion tube of platinum, silica, or porcelain. It offers the advantage of 
neatness, reduction in the number of parts to be 
handled, diminished consumption of gas, and 
increased ease of manipulation. The simplified 
form, shown in the cut, Fig. 28, enables the use 
of the standard form of platinum crucible, A, 
with its inner wall ground to fit a tapered nickel, 
water-jacketed stopper, B. The rubber jacket 
of the original type is eliminated and a detach- 
able nickel reinforcing ring, C, at the top of the 
crucible serves the double purpose of completing 
the security of the seal and as a support for the 
apparatus. 

Water is circulated through the stopper 

through the tubes c and d. The current of 
oxygen passes through a into the crucible, oxi- Fra. 28.—Shimer Combustion 
dizing the material within the crucible, which is | Apparatus, Simplified Form. 
heated to red heat with a burner placed below it. 
The carbon dioxide formed passes through 6 to the absorption train. The 
remainder of the apparatus for the determination is the same as is used with 
the combustion tube. An asbestos shield protects the upper portion of the 
outfit, the crucible fitting snugly in a hole in the asbestos board. 


COMBINED CARBON 


Indirect Method.—The excess of carbon remaining when the graphitic 
carbon is subtracted from total carbon (in iron and steel), is calculated as com- 
bined carbon. This difference method is generally accepted as being the most 
accurate for estimation of combined carbon. 


4 Courtesy of Baker Platinum Works. 
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GRAPHITIC CARBON 


In Iron and Steel.—The sample of 1 gram of pig iron or 10 grams of steel 
is treated with 15 ml. of nitric acid (sp.gr. 1.2), per gram of sample taken. 
When all the iron. has dissolved, the graphite is 
allowed to settle and the supernatant liquid de- 
canted onto an ignited asbestos filter, using either 
a perforated boat, Fig. 29, or a filtering tube. 
The residue is transferred to the filter, and 
washed thoroughly with hot water. It is treated 
with hot caustic solution (sp.gr., 1.1), washed — 
thoroughly again with hot water, then with a 
little dilute hydrochloric acid, and finally with 
hot water. The carbon is now burned by one 
of the procedures outlined. 


Fig. 29.—Boat and Holder 
for Carbon Determination. 


DIRECT COLORIMETRIC METHOD FOR DETERMINATION OF 
COMBINED CARBON 


The procedure is of value to the steel laboratory where a large number of 
daily determinations of combined carbon are required. By this method over a 
hundred determinations a day may be made by an experienced manipulator. 
The method depends upon the color produced by combined carbon dissolved 
in nitric acid, the depth of color increasing with the combined carbon content 
of the material. Comparison is made with a standard sample of iron or steel, 
which is of the same kind and in the same physical condition as the material 
tested. That is to say, a Bessemer steel should be compared with a Bessemer 
standard, open hearth with open hearth, crucible steel with crucible steel, the 
standards containing approximately the same amounts of carbon, and as 
nearly as possible the same chemical composition. The samples should be 
taken from the original bar which has not been reheated, hammered, or rolled. 
Copper, cobalt, and chromium will interfere with the test; the other elements 
have very little effect. 

Procedure.—One standard sample of 0.2 gram to 1 gram, depending on the 
carbon content of the steel, and the same amount of sample drillings are taken 
for analysis. The weighings are conveniently made in brass or aluminum pans, 
boat-shaped to enable the drillings to be dumped into test-tubes. A counter- 
poise, weighing the same as the boat, is placed on the opposite pan, together 
with the 0.2 gram weight. A magnetized knife will assist in removing the 
excess of material. The weighed sample is brushed into a test-tube 6 in. long 
(150 mm.) 2 in. (16 mm.) in diameter. (Each test-tube has a label near the 
open end to distinguish the sample.) A rack or a 600-ml. beaker may be 
employed for holding the test-tubes during the weighing. After the batch is 
ready the tubes are transferred to a perforated rack (Figs. 30 or 31) and this 
then stood in the water bath filled with cold water. 


5 Blair, “‘ The Chemical Analysis of Iron.” 
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The proper amount of nitric acid (sp.gr. 1.2; e.g., 1 conc. HNO; : 1 H.0), 
from a burette, is now added to each test-tube. 


3 ml. HNO; for 0.8% C. 6 ml. HNO; for 0.8 to 1% C. 
4 ml. HNO; for 0.3 to 0.5% C. 7 ml. HNO; for over 1% C. steel. 
5 ml. HNO; for 0.5 to 0.8% C. 


The depth of color produced by the acid will give an idea of the amount 
required. One ml. of acid is added at a time until the depth of color is correct. 
This requires experience gained from observation of the color produced by 
standard samples. The acid is added slowly to the coarse drillings. Insuffi- 
cient acid gives a darker tinted solution than it properly should be. The nitric 
acid should be free from chlorine and hydrochloric acid, since these produce a 
yellow color. (Cl and FeCl; are yellow.) 


Fig. 30.—Hot Water Racks for Fi1g. 31.—Color Carbon 
Test Tubes. Determination. 


A glass bulb or a small funnel is placed in each test-tube and the water in 
the bath then heated to boiling and boiled until all the carbonaceous matter 
has dissolved, the tubes being shaken from time to time to prevent formation 
of a film of oxide. Low-carbon steels require about twenty minutes, whereas 
steels of over 1% carbon require about forty-five minutes. (Blair.) As soon 
as the bubbles cease and the brownish flocculent matter disappears, the rack 
is removed from the bath and placed in a casserole of cold water. (Prolonged 
heating and strong light each causes fading of the color due to combined carbon.) 

Color Comparison.—This is made in graduated, clear, colorless, glass 
cylinders called carbon tubes. The form shown in Fig. 32 was found by W. 
W. Scott to be the most satisfactory type for a steel-works laboratory where 
rapidity of manipulation was essential. The bend at the upper portion of the 
tube facilitates mixing of the solution upon dilution with water, the tube being 
tilted back and forth until the solution is homogeneous, the bend preventing the 
liquid from spilling. The dilution should be at least twice that of the amount 
of nitric acid used, as this amount of water is necessary to destroy the color 
due to ferric nitrate. 

The standard is poured into the carbon tube and the rinsings from the test- 
tube added. The solution is diluted to a convenient multiple in ml. of the 
carbon content. For example, 0.45% carbon sample may be diluted to 9 ml., 
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then each ml. will represent 0.05% carbon. The sample is placed in a second ~ 
tube of exactly the same diameter, wall thickness, and form. [If the solution 
of the sample is darker than the standard, water is added little by little, 
followed by mixing, until the shade matches the standard. If the standard, 
on the other hand, is darker than the sample, a greater dilution of the standard 
is necessary, the ml. again representing a multiple of the carbon content. For 
example dilution of the .45% carbon sample to 15 ml. makes each ml. to repre- 
sent 0.03 carbon. (It is frequently advisable to take a standard of lower carbon 
content in place of greater dilution of the standard.) 


Fig. 32.—Carbon Tubes. Fig. 33.—Color Comparator or Camera. 


Example.—Suppose in the first case the dilution of the sample was 15 ml. 
in order to match the standard, then 15 X0.05=0.75% carbon. Six ml. dilution 
case 2=6 X0.03= 0.18% carbon. 

The color comparison can be best made in a “‘ camera,” a long box with one 
end closed by a ground-glass screen, Fig. 33. Parallel to the screen and near 
it, two holes through the top of the box admit the test-tubes. The inner walls 
of the camera are blackened to prevent reflection of light. If a camera is not 
available, the tubes may be held side by side and compared against a sheet 
of white paper held as a background. 


BENEKER’S MODIFICATION OF EGGERTZ’S METHOD FOR DE- 
TERMINING CARBON IN STEEL 


By this procedure interference of the color due to iron is eliminated. 

.2 g. of the sample and standard (which does not need to be very similar 
in carbon content to the sample) are weighed into two test tubes, treated 
with .7 ml. — 10 ml. of nitric acid of the usual dilution, say 3 parts water to 
2 parts acid, and warmed until dissolved and perfectly clear. When cold, 
z ml. of 85% phosphoric acid is added to each tube, transferred to the com- 
parison tubes and read. When this method is used on low carbon steel the 
bleaching action is very pronounced, because in that case the iron color bleached 
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out represents the major part of the original color. Dilution of standard or 
sample introduces no error, because of the absence of the interfering iron color. 


ANALYSIS OF GRAPHITE 
DETERMINATION OF CARBON 


The procedure for determining carbon in graphite is the same as that de- 
scribed for determination of carbon in difficultly combustible organic substances. 

The material is broken down in a steel mortar and powdered in an agate 
mortar. About 0.2 gram is taken for the determination and mixed with copper 
oxide to assist the combustion, then placed in the boat and the combustion 
of the carbon carried on according to the standard method in the combustion 
tube. 

CO2X0.2729 =C, 


DETERMINATION OF CARBON DIOXIDE IN CARBONATES 


The method is applicable for determination of carbon dioxide in limestone, 

dolomite, magnesite, strontianite, witherite, spathic iron ore, carbonates of 
sodium, and potassium, bicarbonates in baking powder, carbon in materials 
readily oxidized to CO» by chromic sulfuric acid mixture. The procedure de- 
pends upon the evolution of carbon dioxide by a less volatile acid, or the 
oxidation of carbon. The CO, is absorbed in caustic and weighed. 
_ Apparatus.—The illustration shows the apparatus found suitable for this 
determination. It is Knorr’s apparatus slightly modified. The absorption 
bulb or bottle should be one that will effectively absorb carbon dioxide entering 
at a rapid rate. The Vanier or the Fleming forms are satisfactory for this 
purpose. Magnesium perchlorate trihydrate may be used in place of P2O; and 
CaCl. for drying agent, and soda asbestos in place of soda lime for absorbing 
COs. , 

Procedure.—A sample weighing 0.5 to 2 grams, according to the carbon 
dioxide content, is placed in the dry decomposition flask (C). The flask is 
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closed by inserting the funnel tube (B) fitted with the soda lime tube (A), and 
connected by means of a condenser to the train for removing impurities from 
carbon dioxide, leading to the absorption bulb, as shown in Fig. 34. 

The apparatus is swept out with a current of dry, purified air before at- 
taching the weighed absorption bottle. This is accomplished by applying 
gentle suction at the end of the purifying train. The absorption apparatus is 
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Fic. 34.—Apparatus for Determining Carbon Dioxide. 


now attached (Fleming absorption apparatus is shown in the illustration). The 
tube (B) is nearly filled with dilute sulfuric acid (1:3), the stop-cock (B’) 
being closed. The soda lime tube is now inserted into place as shown in the cut. 
The acid in (B) is now allowed to run slowly down on the sample at a rate that 
avolves gas not too rapidly to be absorbed; 1 to 2 ml. of acid being retained in 
(B) to act as a seal, the stop-cock (B’) being then closed. 
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When the violent action has ceased, the solution in (C) is heated to boiling 
and boiled for about three minutes. If the sample is baking powder, or con- 
tains organic matter, the decomposition flask is protected from excessive heat by 
placing a casserole of hot water under it. This prevents charring of the starch 
or organic matter, which would be apt to occur if the direct flame was used. 
Gentle suction is now applied to the absorption end of the apparatus and the 
stop-cock (B’) opened, allowing the remainder of the acid to flow into the flask 
(C) and admitting a current of air, purified by passing through the soda lime in 
(A). The suction should be gentle at first, and then the speed of the flow 
increased to the full capacity of the absorption bottle. A fairly rapid current 
is preferred to the old-time procedure of bubbling the gas through the apparatus 
at a snail-like pace, but discretion should be used in avoiding a too rapid flow. 

In the analysis of baking powders, where foaming is apt to occur, the decom- 
position flask should be of sufficient capacity to prevent foaming over. A small 
flask is generally to be preferred for obvious reasons. By gently heating to 
boiling during the passage of the air, steam assists in expelling any residual 
CO, in the flask. When the passage of air is rapid, this boiling should be dis- 
continued. 

The increase of weight of the absorption bottle is due to the carbon dioxide 
of the sample. This procedure gives total CO». 


RESIDUAL CARBON DIOXIDE 


This is the CO2 remaining after baking powder has been treated with water 
and the evolved CO: expelled by warming. ; 

The procedure recommended by the U. 8. Department of Agriculture is as 
follows: ° 

Weigh 2 grams of baking powder into a flask suitable for the subsequent 
determination of carbonic acid, add 20 ml. of cold water, and allow to stand 
twenty minutes. Place the flask in a metal drying cell surrounded by boiling 
water and heat, with occasional shaking, for twenty minutes. 

To complete the reaction and drive off the last traces of gas from the semi- 
solid mass, heat quickly to boiling and boil for one minute. Aspirate until the 
air in the flask is thoroughly changed, and determine the residual carbon dioxide 
by absorption, as described under total carbonic acid. 

The process described, based on the methods of McGill and Catlin, imitate, 
as far as practicable, the conditions encountered in baking, but in such a manner 
that concordant results may be readily obtained on the same sample, and com- 
parable results on different samples. 


AVAILABLE CARBON DIOXIDE 


The residual is subtracted from the total, and the difference taken as avail- 
able CO.. 


DETERMINATION OF CARBON DIOXIDE BY LOSS OF WEIGHT 


An approximate estimation of the carbon dioxide in carbonates—baking 
powders, bicarbonate of soda, limestone, etc., may be obtained by the loss of 
weight of the material when treated with a known weight of acid. 


6 Bureau of Chem. Bulletin No. 107. 
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Various forms of apparatus are used for this determination. The Schroetter 
and Mohr types are shown, Figs. 35 and 36. 

About 0.5 to 1.0 gram of sample is taken and placed in the bottom of the 
flask, dilute hydrochloric and cone. sulfuric acids then placed in the bulbs 
as indicated in the illustrations. The apparatus is weighed as it is thus charged. 
The hydrochloric acid is now allowed to flow down on the carbonate and the 


Fie. 35.—Schroetter’s Alkalimeter. Fig. 36.—Mohr’s Alkalimeter. 


stopper closed. The evolved gas passes through the cone. sulfuric acid, 
which absorbs the moisture. After the vigorous action has subsided the appa- 
ratus is placed over a low flame and the solution heated to boiling and boiled 
very gently for about three minutes. CO>-free air is aspirated through the 
solution to expel the last traces of COs, by applying gentle suction at a and 
opening b, the air being purified by passing through soda lime. The apparatus 
is again weighed and the loss of weight taken as the CO, of the material. 

Available CO, in baking powder may be determined by substituting water 
in place of hydrochloric acid. 


LOSS OF WEIGHT METHOD FOR CARBON DIOXIDE DETERML- ~ 
NATION IN CARBONATES? 


Apparatus.—An Erlenmeyer flask of 50 ml. capacity, Fig. 36A, is fitted with 
a two hole rubber stopper bearing a short calcium chloride tube, filled with 
calcium chloride of about 16 mesh granules. The tube is best prepared by 
cutting down a regular sized tube so that its length over all will be not over 3”. 
The upper end of the calcium chloride tube is fitted with a one hole rubber 
stopper through which passes a short glass tube, bent at right angles as shown in 
the drawing. This tube is closed with a rubber tip of a policeman rod. The 
other hole of the two hole stopper is fitted with a glass tube passing through the 


7 Wilfred W. Scott and Paul W. Jewell, Ind. Eng. Chem., Anal. Ed. 2, 76 (1930). 
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topper to the bottom of the flask, the lower end drawn to a capillary point. 
[he upper end is bent as shown in the drawing. ‘The upper end is also closed 
vith a rubber policeman tip. 

The purification train consists of a fairly large ‘“‘ U”’ tube, the arm next to 
he apparatus is filled with calcium chloride, and the other is filled with soda 


ime. The air as it enters the apparatus 

s drawn through this train and is thus j 

reed from moisture and carbon dioxide. | ralGuction 
Determination.—When the apparatus | A 

s assembled, a volume of about 15 ml. of | 

lilute hydrochloric acid, 1 : 1, is placed in | CaCl, i} 

he flask and the apparatus weighed. | x 

\bout 0.5 g. sample is placed in a weighed | | 

lass thimble, consisting of a two dram | 

\omeopathic vial, the upper part cut off | a eleigd 

o that one inch remains, the edge being __| seh 

ire dressed. The sample is now weighed. #& 

Weight of vial and sample minus weight | To Purification 

f vial.) The thimble and sample are Train 

arefully introduced in the flask by 

neans of tweezers, being careful not to 55-60 ml 

ipset the vial. The weight of the entire Capacity 

pparatus, thimble and sample are now Capillary en 

nown. The apparatus is closed by re- uy for Satninie 


lacing the stopper. The rubber police- 
nan tip from the exit calcium chloride 
ube is removed. The thimble is over- 
urned by agitating the apparatus. When 
he action has subsided the apparatus is 
ttached to the purification train (the 
nlet policeman tip having been removed). 


2 ml Capacity 


x \ HCl 1:1 


Fria. 36A.—Apparatus for Determining 
Carbon Dioxide by loss in weight. 


suction is applied so that the bubbles pass through the apparatus at the rate of 
‘bout two per second. At this rate the aspiration is continued for fifteen 


ninutes. 


The purification train is now detached, the policeman tips replaced 


nm the apparatus, and the entire apparatus weighed. 


The loss of weight is due to the escape of carbon dioxide. 


Loss of Weight x 100 
Weight of Sample 


Notres.—The method is accurate to 0.1%. 


The calcium chloride should be replaced after about ten determinations. 


Dehydrite 


vill Jast longer (about 25 determinations) but should this be used in place of calcium 
hloride, it must also be used in the purification train. 
It is well to start with a sample of pure CaCO; to become familiar with the pro- 


edure. COs, in CaCO; is 44%. 


Run an ‘‘ unknown ”’ following the ‘‘ known.” 


In cutting the vial or the calcium chloride tube make a short sharp scratch on the 


ube where the cut is to be made using a file. 


Now heat the edge of the file to redness and 


old against the scratch. ‘The tube will generally break off squarely at the cut. 
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DETERMINATION OF CARBON DIOXIDE BY MEASUREMENT 
OF THE GAS & 


Determine carbon dioxide on a 0.2 gram sample of the limestone, using the 
apparatus and procedure described below Fig. 36B. 
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Fig. 36B.—Determination of Carbon Dioxide by measurement of the volume. 


8 Standard Method for Determining CO, in Limestone of the Solvay Process 
Company. By courtesy of this Company. 
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Apparatus.—The various parts of the apparatus are designated on the 
liagram as follows: 


B=100 ml. gas burette, modified at top as shown. 

C=Compensator tube, made conveniently from a 20-ml. pipette. The 
chamber contains Hg as indicated in the light section. This tube is small 
but not a capillary. 

WV = Water jacket enclosing ‘ B”’ and “ C.” 

J, Jui, Jo, Jz=Strong rubber connections. The glass tubes from J to J; and Jy 
to J. are capillary. The tube from J» to receptacle is 5 mm. glass tubing. 

K, Ky, Ke, and K3;=Stop cocks. K; is a three-way cock. 

L= Leveling bottle for the burette (connected by rubber tubing). 

R=Condenser. Usually this needs only to be filled with water, not to have 
water running through it. 

F= Funnel for introducing acid. 

P=Caustic potash pipette, which contains beads to expedite the CO», ab- 
sorption. 

T= Receptacle for sample. A test tube when sample is 20 ml. or under, a 
small flask when sample is larger. 


Operation.—In T place a small piece of iron wire (larger than a pin head), 
. drop of methyl orange and the sample to be tested. If the sample is solid, add 
nough water to make the volume at least 10 ml. 

Level the Hg columns, close cock K,, fill the burette with water and close 
sock K. Connect T and close cock Ky. Pour,an excess of concentrated HCl 
nto F. 

Now open cock K fully and Kz, sufficiently to let the acid drop slowly into T 
intil very slightly in excess. Close Ko, fill F nearly full with water, heat the 
ontents of T to boiling and continue boiling very gently for at least 2 minutes. 
Remove the burner, open Ky immediately and lower L (if necessary) until the 
vater from F fills T and the connecting tube up to Jz. Give three-way cock K; 
yne-quarter turn to cut off all openings. Raise L until its water is approxi- 
nately at the same level as the water in the burette, open Ky, and raise or 
ower L until the two mercury columns are level; then close K and Ki, set L 
lown and read burette. 

Next turn K; to connect with potash pipette P and run gas over into the 
jipette and back again repeatedly until CO2 is absorbed (three times should 
suffice), After finally returning the gas to the burette, close Ks;, level the 
mercury columns and read the burette in the same manner as before. 

Calculation.—The difference between the two burette readings, multiplied 
vy a definite factor (for the determination of which see the following paragraph), 
rives the weight of carbon dioxide (CO2) present in the sample. 


MI. of CO. xfactor X 100 


Wi, of Sample used in Evolution 7° CO 


Determination of Factor.—The factor may be determined theoretically, but 
nore conveniently by a series of actual tests on a sample of known CO; content. 
it is recommended that the C.P. sodium carbonate for acidimetric standard be 
ised. Weigh accurately exactly 2 grams of the sodium carbonate, dissolve in 
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25 ml. of distilled water free from carbon dioxide, and transfer to a standard 100 
ml. measuring flask. Cool to 20° C., dilute to the mark with distilled water free 
from carbon dioxide, and mix thoroughly. Use 10 ml. aliquot portions of this, 
measured by means of a standard pipette, in determining the amount of 
carbon dioxide (COz) it contains by the evolution method. The factor is 
calculated by substitution in the following formula: 


7o:NasC0; inthe 


Factor = MI. of carbon dioxide < 240.91 


Remarks.—The time required for a test is 
from 5 to 10 minutes after the sample is intro- 
duced into T. 

In the original adjustment of the mercury 
columns in the compensator it is preferable to 
manipulate so that the columns are about level 
under the ordinary atmospheric pressure and 
temperature of the laboratory. 

The use of a conc. NaCl or CaCl, solution in 
place of water in the burette is perhaps advisable 
for accurate work, though water has been found 
very satisfactory. 


q 


s 
© 
ieee 1+ DETERMINATION OF CO, IN CARBO- 
weight ‘ NATES—HYDROMETER METHOD 
i OF BARKER ® 
i} 
B { No mechanical balance or scale is required by 
the following procedure. 
Acid | H The method depends upon the principle of 
ean Hl | the hydrometer, following the law that when an 
5 i object is immersed in a liquid it is buoyed up 
Reaction!) | by a force equal to the weight of the liquid dis- 
! placed by the object. The carbon dioxide set free 
| from the sample decreases the weight; and the 
| rise of the graduation scale tube above the water 
\ records the percentage of carbonates from which 
Ballast—— | the gas was released. The procedure is suitable 
| for determining the comparative strengths of 
pes Wi 


baking powders, for rapid tests of the quality of 
¥ia.37.—Barker’s Hydrometer. limestone and for estimation of carbon dioxide of 
carbonates in general. 

Procedure.—To analyze a sample for carbonates measure out 40 ml. of 
hydrochloric acid (sp.gr. 1.15), using a small graduate; pour this into the 
acid reservoir through the opening A. With graduated stem disconnected 
hang a 10 gram weight at B. The hydrometer should then float in a cylinder 
of water and be immersed to some point at C. Remove the 10 gram weight and 
introduce pulverized limestone, or other substance that is being tested, until the 


9J. F. Barker, J. Ind. Eng. Chem., 9, 786-787, 1917. 
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instrument is immersed to exactly the same point that it occupied with the 
suspended weight. The reservoir will now contain 10 grams of sample. Con- 
nect up the graduated stem and add water, a drop at a time, through the 
‘unnel-shaped top, until immersed to the zero point. Raise the hydrometer out 
of the water and open the stopcock D until the acid drops slowly into the 
reaction chamber, decomposing the carbonate. As the reaction proceeds the 
instrument rises slowly and at the conclusion the point on stem at the surface of 
the water gives the per cent of calcium carbonate equivalent to the carbon 
dioxide in the sample. This figure is the calcium carbonate equivalent so often 
mentioned in connection with limestone analyses. 

A Fahrenheit thermometer accompanies each instrument and is hung inside 
the floating cylinder. Its reading is taken before and after each determination 
to allow for any error due to change in temperature. To the figure for calcium 
carbonate equivalent add 0.5 for each degree rise, or subtract 0.5 for each 
legree fall in temperature between the two readings. This temperature change 
need seldom amount to more than a fraction of a degree. 


Notrs.—The limestone may be weighed to an accuracy of 0.02 gram. The weight 
of COx remaining in the apparatus tends to offset the loss due to moisture escaping with 
the gas, but the difference, together with any other sources of error has been accounted 
or in the graduation of the reading stem. 


DETERMINATION OF PERCARBONATES 


Percarbonates are decomposed by dilute sulfuric acid according to the reac- 
Lion K.C.05.+2H804= 2K HS0,4+ 2C02.+H202. 

Procedure.—Two-tenths of a gram of the salt is added to about 300 ml. of 
sold dilute sulfuric acid (1: 30). The liberated hydrogen peroxide is titrated 
with potassium permanganate. 


1 ml. N/10 KMn0,=0.00991 g. KeC20¢. 


VOLUMETRIC METHODS FOR THE DETERMINATION OF CARBON 


TOTAL CARBON. ABSORPTION OF CARBON DIOXIDE IN 
BARIUM HYDROXIDE 


The carbon dioxide evolved by oxidation of the material by dry combustion 
with oxygen or by oxidation with chromic sulfuric acid mixture is absorbed 
n barium hydroxide, free from carbonate, and the precipitated barium car- 
onate titrated with standard hydrochloric acid. 

Procedure.—The essential difference in this method from those already 
lescribed under the gravimetric methods is in the fact that a perfectly clear 
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saturated solution of barium hydroxide is used for absorption of the carbon 
dioxide in place of caustic potash. Considerable care must be exercised to 
prevent contaminating the reagent with carbonate. The solution is drawn 
by suction through a siphon, dipping below the surface of the reagent, into the 
absorption tube, which should be of such construction that the material may 
readily be poured out. Details of the procedure are given in the chapter on 
Iron and Steel, Volume II, under carbon determination. The precipitate, 
barium carbonate, is filtered off and washed Dyes a special procedure, and then 
titrated with standard hydrochloric acid. 


1 ml. 0.1 N HCl1=0.0006 g. carbon 


DETERMINATION OF CARBON BY MEASUREMENT OF THE 
VOLUME OF CARBON DIOXIDE EVOLVED BY OXIDATION 
OF CARBON, OR BY THE DECOMPOSITION OF 
CARBONATES WITH ACID 


Description of the Scheibler and Dietrich Process and that of Lunge and 
Marchlewski are given in Mellor’s work on “Inorganic Analysis,”’ pp. 555-559, 
ist Ed. A modification of Wiborg’s method is described in Blair, ‘‘ Chemical 
Analysis of Iron,” pp. 146-149, 7th Ed. 


DETERMINATION OF CARBON DIOXIDE IN A GAS MIXTURE 
See Gas Analysis. 


CERIUM AND THE RARE-EARTH ELEMENTS ! 


The rare-earth group of elements is commonly taken to mean those elements 
ying between, and including, lanthanum, of atomic number 57, and lutecium, 
f atomic number 71, as well as the element yttrium, of atomic number 39. 
‘or the sake of convenience the elements are divided into three sub-groups: 


Cerium Group Terbium Group Yttrium Group 
At. At. At. At. At. At. 
Noo Wt. No. Wt. No.| Wt. 
anthanum (La) ..| 57 | 188.92|Furopium (Eu)| 63 | 152.0 |Dysprosium 
erium (Ce)...... -| 58 | 140.13|Gadolinium (Dy): 66 | 162.46 
raseodymium (Pr) 59 | 140.92} (Gd)....... 64 | 156.9 ae (Ho).} 67 | 163.5 
leodymium (Nd) .| 60 | 144.27/Terbium (Tb).| 65 | 159.2 |Yttrium (Y) ..| 392} 88.92 
intuumn CH) .2. - . «.: 61| Not Erbium (Er)... .| 68 | 167.64 
det. Thullium (Tm)} 69 | 169.4 
amarium (Sm) ...} 62 | 150.43 Ytterbium (Yb)} 70 | 173.04 
Lutecium (Lu) | 71 | 175.0 


This division is somewhat arbitrary, and the lines of demarcation are not 
harp. The most definite indication of a distinct difference is found in the 
latinocyanides, RePt(CN)12, those of the cerium group being yellow monoclinic 
rystals with 18 H.O, while those of the terbium and yttrium groups form red 
hombic crystals with 21 H,O. The members of the cerium and terbium 
roups differ from those of the yttrium group by forming double nitrates with 
aany uni- and di-valent elements. A difference of importance from the 
nalytical standpoint is the variation in the solubilities of the double potassium 
r sodium rare-earth sulfates in concentrated solutions of potassium or sodium 
ulfate, those of the cerium group being very difficultly soluble and those of the 
ttrium group being rather readily soluble, while the members of the terbium 
roup occupy an intermediate position. But even this difference in solubility 
hould be considered as a variation from element to element rather than as a 
efinite variation from group to group. The order of increasing atomic num- 
ers is often spoken of as the ‘‘ Serial Order ” of the rare-earth elements, for 
he basic strengths of these elements become progressively weaker in "this 
rder, and the solubilities of most salts vary in the same order, either directly 
r inversely. These variations in solubility, very slight as they are, are of 
remenduous importance, for the chemical reactions of all the rare-earth 
lements are so strikingly similar that, with the exception of cerium and euro- 
ium, no rare-earth element can be separated from the others by the use of any 
pecific precipitant so far discovered, and in general it is only by tedious 

1 Paul H. M.-P. Brinton, Ph.D. po onsalting Chemist, Visiting Professor University of 
outhern California, Los Angeles, Calif. 


2'The inclusion of the apparent “ outsider,” yttrium, in this Peon cannot be 
iscussed here. See Brinton and James, J. Am. Chem. Soc., 43, 1446, 1921 
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processes of fractional crystallization or fractional precipitation that one of 
these elements can be obtained in a state of even approximate purity. 

The distribution of the rare-earth elements in the earth’s crust is reasonably 
wide, and small amounts may be found in many rocks. The most important ‘ 
minerals containing notable amounts of them may be classified in three groups. 

(a) Silicates.—Gadolinite contains iron, beryllium and members of the 
yttrium group, with small amounts of the cerium and terbium groups. Cerite 
consists mainly of the silicates of the cerium group. Allanite, of which there 
are several varieties carrying special names, contains principally calcium, iron, 
aluminum and the cerium earths. 

(b) Phosphates.—Monazite sand, the most important commercial source 
of cerium, is essentially an orthophosphate of the cerium earths, but carries 
small amounts of the other earths, and is likewise the source of most of the 
thorium that comes into the market. Monazite occurs largely in Brazil, 
India and South Carolina. Xenotime is an orthophosphate of the yttrium 
earths. 

(c) Tantalates and Columbates.—Fergusonite is a tantalate and columbate 
of the yttrium earths, with varying amounts (often reasonably large) of cerium 
and terbium group members. Euxenite is a columbo-titanate of the yttrium 
group, with small amounts of the cerium group, and considerable uranium. 
Samarskite, a columbotantalate of yttrium, iron and calcium, is also rich in 
uranium, and forms one of the best sources of the terbium group. 

The industrial applications of the rare-earth elements are quite limited, 
although cerium is really of some commercial importance. Incandescent gas 
mantles contains about 1% of cerium dioxide (the rest being mainly thorium 
dioxide). The pyrophoric alloy used in lighters is essentially an alloy of iron 
and cerium, and the so-called ‘‘ mischmetall ” used in metallurgical reductions is 
a mixture of the metals of the cerium group. In ceramics the use of the rare- 
earth elements is increasing, and the members of the cerium group are used in 
optical glass to give protection to the eyes from the ultraviolet rays, which are 
largely absorbed by the transparent solutions of these elements. Ceric sulfate 
is now widely used as a standard volumetric solution in oxidimetric analyses. 
See the Chapter on Reagents, Section III. Various other uses for rare-earths 
have been suggested, but the importance of these applications scarcely justi- 
fies detailed description. 

The quantitative determination of the total rare-earths in a sample is ar 
analytical problem of no very great difficulty, whereas the qualitative detectior 
of the individuals which make up the total is a task which presents great 
difficulties. Since the procedure for the detection of the presence of rare 
earths is essentially the same as for their quantitative estimation as a group, it 
seems scarcely worth while going through the process without weighing the 
initial sample and the final product.4 Moreover, success in the qualitative 

3 For a fuller discussion of rare-earth minerals and occurrences see H. F. V. Littl 
in vol. IV of Friend’s Textbook of Inorganic Chemistry; vol. V of Mellor’s Treatise or 
Inorganic and Theoretical Chemistry; and vol. VI, Part 1, of Gmelin-Kraut’s Handbucl 
der anorganischen Chemie. 

4 Of course, if we have an ammonium hydroxide group precipitate in which we ar 
certain that all the rare-earths of the original sample are contained, and if the absence 
of phosphates, thorium and scandium are assured, the detection of rare-earths is easily 


accomplished by solution in acid and precipitation by oxalic acid. Unfortunately 
however, such simplifying assumptions are rarely justified. 
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letection of these elements is dependent in no small degree upon the decompo- 
ition of the original sample, especially if it be a mineral, and the subject of 
lecomposition must be somewhat fully treated in connection with the quanti- 
ative determination, so it seems best to vary a little for this chapter the order of 
rocedure followed in the rest of the book, and to discuss first the simpler 
roblem of the quantitative determination of total rare-earth oxides, and then 
o proceed to the more intricate problem of trying to find out which elements 
o to make up that total.° In a few instances a fair idea of the approximate 
mounts of the various constituents can be obtained, but this cannot be done in 
ll cases without an expenditure of time and effort which is not usually com- 
nensurate with the benefits to be derived from such information. 


QUANTITATIVE DETERMINATION OF TOTAL RARE-EARTHS 


Decomposition of the Sample.—The silicates, such as gadolinite and 
erite, if very finely ground, can be fully decomposed by concentrated hydro- 
hloric acid by long digestion in a covered vessel, more acid being from time to 
ime added if it seems necessary. If hard, non-gelatinous particles persist, 
he residue should be fused with sodium or potassium pyrosulfate, taken up 
vith dilute acid, and added to the main portion. Silica is then to be removed 
y evaporation in the regular way. Concentrated sulfuric acid is also a 
ood solvent for the rare-earths in these silicates, and if the decomposition 
equires a somewhat longer treatment than is needed with hydrochloric acid, 
his is perhaps offset by not having to evaporate to render the silica insoluble. 

Phosphates, such as monazite, are best decomposed by long treatment with 
oncentrated sulfuric acid at a temperature which keeps fumes of sulfur trioxide 
1 gentle evolution. For details see the decomposition of monazite in the 
hapter on Thorium, and note that sufficient acid must be present at the end of 
he digestion to prevent the separation of rare-earth phosphates on dilution. 

Tantalates, columbates and titanates, such as fergusonite, euxenite and 
amarskite are not as a rule sufficiently fully decomposed by treatment with 
ydrochloric or sulfuric acid for exact analytical procedures, though such 
reatment may frequently serve for the larger scale extraction of rare-earths for 
reparative purposes. Fusion with sodium ® pyrosulfate will decompose these 

5 Simple qualitative tests for the presence or absence of the rare-earth group as a 
hole, without respect to individuals, are indicated in foot-notes to the quantitative 
rocedure for total rare-earths. 

6 Potassium pyrosulfate may be used, though it is less advisable, since the cerium 
roup double potassium sulfates are less soluble in the presence of potassium sulfate 
aan are the corresponding sodium salts in the presence of sodium sulfate. If the 
oat salt is used greater care must be taken to insure the complete extraction of 
e melt. 
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minerals if they are finely ground and fused for about an hour with six times _ 
their weight of flux, occasionally cooling sufficiently to allow the addition of a 
few drops of sulfuric acid. On treatment with cold water—care being taken to 
prevent undue rise in temperature, which diminishes the solubility of the 
rare-earth sulfates—silica, tantalic and columbic acids remain, while the rare- 
earth sulfates pass into solution. Samarskite, fergusonite, and similar minerals 
ean also be conveniently brought into solution by hydrofluoric acid. The 
finely divided sample is covered with hydrofluoric acid 7 in a platinum dish and 
heated very gently, occasionally stirring with a stout platinum wire, until all 
dark particles have been brought into solution. The mixture is evaporated 
until only a few ml. of liquid remain, and it is then diluted with 50 ml. of water 
and allowed to stand several hours. The rare-earth fluorides, together with the 
fluorides of scandium, thorium and any quadrivalent uranium, are almost 
quantitatively insoluble, while the fluorides of the other elements, including 
tantalum and columbium, remain in solution. Alkaline earth fluorides will, 
however, be divided between the precipitate and the solution. The precipitate 
is filtered on paper in a hard rubber funnel and washed with dilute hydrofluoric 
acid. The fluoride precipitate is rinsed into a platinum dish and the paper is 
ignited and added to the contents of the dish. The fluorides are evaporated 
with sulfuric acid to copious fumes of sulfur trioxide, and, after cooling, the 
residue is taken up in water. Any small amounts of tantalic and columbic acids 
would be insoluble, and are to be filtered off. Precipitation by ammonium 
hydroxide will free the tri- and quadrivalent elements from alkaline earths. If 
the highest accuracy is desired the fluoride solution, containing the bulk of the 
tantalum and columbium must be evaporated with sulfuric acid, filtered, and in 
the filtrate the minute quantity of rare-earths which was soluble in hydrofluoric 
acid is precipitated with oxalic acid, ignited to oxide, dissolved in acid and added 
to the main portion. 

Separation of the Rare-Earths from Phosphoric Acid.—The rare-earth 
solution, which should contain about 5% of its volume of nitrie or hydrochloric 
acid, and which has been freed from heavy metals by hydrogen sulfide in the 
conventional manner, is poured into a hot solution of 10 g. of oxalic acid, and 
well stirred. After standing some hours the oxalates are filtered,’ washed with 
water containing a little hydrochloric and oxalic acids, ignited to oxide, dissolved 
in dilute hydrochloric acid, and the precipitation as oxalate is repeated just as 
before. Two precipitations as oxalate suffice to remove practically all the 
phosphates, but if the very highest accuracy is desired a third precipitation with 
oxalate would be advisable. The final oxalate precipitate contains only 
rare-earths, scandium and thorium.” 

7Tn the case of silicates, or samples high in silica, it is well to add a little water to 
the powder, and then only a few ml. of hydrofluoric acid. After the vigorous action is 
over the rest of the acid may be added. 

5 Failure to get a precipitate here is, of course, proof of the absence of rare-earths 
in the sample. 

9 Tf one is interested in knowing just whether any rare-earths are present in the 
sample, qualitative proof of their presence can usually be obtained from this solution, 
for it is almost certain that any naturally occurring mixture of rare-earths will include 
some which will give absorption spectra. (See the section on spectroscopic examination 
of the rare-earths.) 


10 It has been stated by Hauser, Z. anal. Chem., 47, 677, 1908, and Canneri and 
Fernandes, Gazz. chim. ital., 54, 770, 1924, that in presence of uranium the precipitation 


CERIUM AND THE RARE-EARTH ELEMENTS 249 


Separation of the Rare-Earths from Scandium and Thorium.—The oxalate 
recipitate is ignited and then dissolved in as little 1 : 1 hydrochloric acid as 
ossible, warming and allowing sufficient time to insure complete solution. If 
he percentage of cerium in the mixture is high it may be necessary to use 
oncentrated hydrochloric acid and a few grains of potassium iodide to effect 
he solution of the oxides. The solution must then be well boiled to expel the 
ree iodine. The solution is largely diluted and treated with ammonium 
ydroxide until a very faint precipitate persists in spite of vigorous stirring. 
“his turbidity is cleared by the dropwise addition of hydrochloric acid, finally 
dding just a few drops in excess. The solution, in volume not less than 400 
al., is heated to boiling, and 15 g. of sodium thiosulfate dissolved in 50 ml. of 
ot water are added and the mixture is gently boiled for an hour. The basic 
hiosulfates of thorium and scandium are filtered and washed with hot water. 
“he filtrate contains the rare-earths, but the basic thiosulfate still retains 
ppreciable amounts of these elements. So itis redissolved in 1 : 1 hydrochloric 
cid and the precipitation by sodium thiosulfate is repeated a second and a 
hird time just as before. The combined filtrates contain all the rare-earths, 
nd if the conditions here given (note the absence of nitric acid) are followed not 
nore than traces of thorium, and no scandium, will be in the filtrate. If the 
hiosulfate precipitation is carried out in a solution not sufficiently diluted, 
ome rare-earths, especially the members of the yttrium group, will be retained 
ith the thorium even after several reprecipitations. 

The combined filtrates are evaporated to about half their volume, and any 
eparated sulfur is filtered off, burned in a porcelain crucible, and the slight 
esidue of rare-earths which had been mechanically carried down with the 
ulfur is dissolved in hydrochloric acid and added to the solution. Ammonium 
ydroxide is added to the solution in slight excess, and the rare-earth hydroxides 
re filtered off, washed, and dissolved from the paper in dilute hydrochloric 
eid. In this solution, which should be hot and contain 3 or 4 ml. of concen- 
rated hydrochloric acid per 100 ml., the rare-earth oxalates are precipitated 
y adding a hot solution of oxalic acid in generous excess. After standing 
everal hours the oxalates are filtered, washed, and ignited to constant weight 
ver a large Meeker burner in platinum, or over the blast in porcelain. The 
esults are reported in terms of total rare-earth oxides. It must be realized 
hat this represents R.O; for all the earths except cerium, which is CeO,, 
raseodymium, Pr.Ou, and terbium, probably Tb:O7. Consequently, since 
hese elements all seem to occur in nature in the trivalent form, one would not, 


f rare-earths as oxalate is incomplete, and that a part of the uranium is retained in the 
xalate precipitate. R. C. Wells, J. Am. Chem. Soc., 50, 1017, 1928, states that at 
ilutions proper to analytical work no abnormality in the presence of uranium is ob- 
served. Preliminary experiments in the writer’s laboratory indicate that bright sunlight 
; best avoided during the separation of rare-earths from uranium as oxalate. Further 
ork is in progress. 

i There is some uncertainty about the ignition of these oxides in air, as even in the 
snition of individuals other than cerium, praseodymium and terbium a tendency of the 
eight to reach a minimum and then gradually to increase has been noted. (Sarver 
nd Brinton, J. Am. Chem. Soc., 49, 948-950, 1927.) Yet Pagel and Brinton, zbid., 51, 
2, 1929, seem to have shown conclusively that the rare-earth elements, with the three 
xceptions noted, do not tend to form higher oxides. The matter is under further inves- 
gation. If this tendency toward increasing weight is found the minimum weight 
hould be taken as the correct one. 
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of course, expect to reach a summation of 100% in a complete analysis of < 
mineral if the total rare-earths were reported as here found. It is impossibl. 
to reduce the whole to the sesquioxide form by heating in hydrogen, sine 
cerium dioxide is only very slightly reduced by this procedure. The highe 
oxides of praseodymium and terbium are readily reduced by hydrogen wher 
unaccompanied by cerium, but what would be their behavior when in intimat 
mixture with much cerium is problematical. If the actual weight of the tota 
rare-earth sesquioxides is desired, the cerium must be separated from the othe: 
rare-earths by the iodate method later described, weighed as CeO and calcu 
lated to Ce2O3. In the filtrate from the basic ceric iodate the other earths ar 
precipitated by sodium hydroxide, dissolved in hydrochloric acid, precipitatec 
as oxalates, and ignited in a Rose crucible until all carbon is burned off. Th 
ignition is then finished by heating over the blast in a current of hydrogen t« 
constant weight. This gives the sesquioxides of all the earths other than cerium 


THE APPROXIMATE DETERMINATION OF THE CERIUM ANI 
YTTRIUM GROUPS 


Having obtained the total rare-earth oxides by the procedure just outlined 
it is possible to get an approximate determination of the percentage of thi 
total cerium group oxides and of the total yttrium group oxides, based on th« 
difference in the solubilities of the double alkali sulfates of the two groups 
saturated solutions of the respective alkali sulfate. The sodium salt in solic 
form is widely recommended, but the writer prefers to work with the saturatec 
solution of potassium sulfate, which tends less to precipitate the yttrium group 
and, if anything, tends to retain neodymium and samarium more completel; 
with the cerium group. 

It is well to have as large a sample as possible for this separation, and witl 
less than 0.5 g. of oxides the results are not very trustworthy.!2 Only a smal 
quantity of acid should be present, so if in the form of a chloride or nitrate th 
solution should be evaporated to approximate dryness, moistened with a dro} 

2 Rather than take the total oxides obtained according to the preceding section a 
the starting point for the potassium sulfate precipitation, it is often better, if the amoun 
of the original material is sufficient, to take a larger sample and make the separatior 
on the oxides obtained from the oxalate precipitation which is made just before th 
separation from thorium and scandium. Both thorium and scandium will go practicall 
quantitatively into the potassium sulfate. (This is not true of scandium if sodiun 
sulfate is used.) The percentage of thorium oxide will usually have been separatel 
determined by one of the methods given in the chapter on that element, so the weigh 
of ThO, can be deducted from the weight of the cerium group oxides. The amount o 
scandium in any mineral likely to be met is so small that its effect could hardly be sig 
nificant in a separation no more exact than the one under consideration. 
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1 two of the respective acid, and taken into solution with as little water as 
yossible. If a sulfuric acid solution be present it is more convenient to precipi- 
ate with ammonium hydroxide and redissolve in hydrochloric acid than to 
arry out the tedious expulsion of the excess sulfuric acid at an elevated 
emperature. 

To the cold, concentrated chloride or nitrate solution about 200 ml. of a 
aturated solution of potassium sulfate are added, and then a few grams of 
inely powdered potassium sulfate are sifted in, the mixture being vigorously 
tirred in the meantime, and for some minutes afterwards. After not less than 
2 hours the precipitate is filtered and washed twice with saturated potassium 
ulfate solution, no attempt being made to thoroughly clean the beaker. The 
ter with the double sulfates is dropped back into the original beaker. The 
iquid adhering to the funnel is rinsed into the filtrate, and this solution, 
ontaining the bulk of the yttrium earths, is temporarily set aside. The first 
recipitate and paper are boiled with about 100 ml. of 10% sodium hydroxide 
olution, diluted to about 250 ml., again boiled, filtered and washed. The 
ydroxides are dissolved in hydrochloric acid, freed from filter paper by 
tration, evaporated to approximate dryness, moistened with a drop or two of 
rydrochloric acid, taken up with a little water, and the sulfate precipitation is 
epeated just as before. This second precipitate is again treated with sodium 
yydroxide and hydrochloric acid just as described before. In the resulting 
hloride solution the cerium earths are precipitated as oxalates and weighed as 
nixed oxides just as outlined in the method for total rare-earth oxides. The 
ombined filtrates from the double sulfate precipitations are treated with 
mmonium hydroxide, the resulting yttrium earth hydroxides are dissolved in 
ydrochloric acid, precipitated as oxalates, ignited to oxides and weighed. In 
he case of the yttrium earths the use of hydrogen for the ignition would never 
necessary in the analysis of any naturally occurring group of earths, for 
raseodymium is absent, and not more than traces of terbium could be present, 
wing to the searcity of this element. It is evident that if no further investi- 
ation is to be carried out, the weighing of either the cerium group or the 
ttrium group would suffice, since the other group could be determined by 
ifference from the percentage of the total oxides already determined. 

Under the conditions here outlined the members of the terbium group will be 
aostly with the cerium earths, and a small amount of the yttrium earths will 
Iso be here. On the other hand the yttrium group contains slight amounts of 
he cerium group, particularly samarium and neodymium. On the whole, 
owever, a fair idea can be had from this separation as to the relative pro- 
ortions of the two main groups present, and as long as working conditions are 
naintained reasonably constant, and the amounts worked upon are not te2 
mall, fair checks can be obtained in duplicate analyses. 
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DETERMINATION OF CERIUM 


The individual determination of cerium is one of the few processes in thi 
chemistry of the rare-earths which is reasonably exact. It can be separate: 
from all other rare-earths by gravimetric methods, and it can also be accuratel: 
determined by volumetric processes without having to separate it from it 
neighbors. 

Gravimetric Determination.—Cerium may be separated from other rare 
earths by several processes which accomplish two things, (a) the oxidation o 
cerium to the quadrivalent stage, and (b) the promotion of the quantitativ 
hydrolysis of the ceric compound, which is very weakly basic in compariso1 
with the trivalent earths. Hydrogen peroxide and ammonia,™“ chlorine o 
bromine and sodium hydroxide,!® potassium permanganate and sodiun 
carbonate,!® potassium bromate and marble ” or sodium carbonate,'* and 
finally, trinitratotriamminecobalt 19 as both oxidizer and hydrolytic agent 
are among the most satisfactory combinations proposed for the complet 
separation of cerium from its associated earths. In practice it is difficult t« 
accomplish the complete hydrolysis of cerium without contamination wit! 
other earths, and numerous repetitions are generally necessary before complet 
separation is attained. The trinitratotriamminecobalt method is said t 
accomplish the separation in one operation, even though that operation is : 
somewhat long one. Nevertheless, since it requires a reagent which is no 
always readily available it must suffice here to cite the reference. 

Potassium iodate ”° is the only specific precipitant which has been propose 
that is not dependent upon hydrolysis, and it offers a ready means of separatin; 
cerium quantitatively from even large amounts of other rare-earths. Thorium 
if not previously removed, would be quantitatively precipitated along with th 
cerium. Moreover it is entirely justifiable to make a separate determination o 
the thorium by one of the specific methods given for that element in th 
chapter on Thorium, and then deduct the weight of ThO. from the combine 
weight of the cerium and thorium oxides found. 

To the solution containing the rare-earth nitrates (thorium having beet 
previously removed) is added enough concentrated nitric acid so that th 
latter will make up 4 the volume of the solution. The volume of the solutio1 
at this point should not greatly exceed 75 ml. It is also better that the amoun 
of ceria present should not exceed about 0.15 g., since the precipitate is bulky 
and the washing is rendered more difficult by the very large precipitate. Abou 
0.5 g. of solid potassium bromate is added, and when it has dissolved, a: 


3 Cerium is qualitatively detected in a mixture of earths by adding ammonium hy 
droxide to the acid solution until there is the faintest suggestion of a permanent pre 
cipitate. Upon the addition of a few drops of hydrogen peroxide the solution become 
reddish-orange if only a little cerium is present, while in the presence of much cerium 
precipitate of the same color separates. 

“4 Wyrobouff and Verneuil, Bull. Soc. Chim. [3], 19, 219, 1898. 

1 Browning and Roberts, Am. J. Sci. [4], 29, 45, 1910. 

16H. J. Roberts, Chem. News, 103, 393, 1911. 

17 James and Pratt, J. Am. Chem. Soc., 33, 1326, 1911. 

8 Prandtl and Lésch, Z. anorg. allgem. Chem., 127 209, 1923. 

19 Prandtl and Lésch, zbid., 122, 159, 1922. 

°° Brinton and James, J. Am. Chem. Soc., 41, 1080, 1919. 
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imount of potassium iodate which is not less than 50 times the weight of the 
stimated cerium dioxide present is added in form of a solution containing 100 g. 
yf potassium iodate and 333 ml. of concentrated nitric acid per liter. The 
eagent is slowly added with constant stirring. The precipitate of ceric iodate 
s allowed to settle in the cold until the supernatant liquid is practically clear, 
nd it is then filtered on a paper of close texture, such as Whatman No. 42, or 8. 
nd §. blue ribbon. In filtering the precipitate is brought as completely as 
ossible onto the paper with the mother liquor, and the beaker is rinsed just 
mee with a small amount of a solution of 8 g. of potassium iodate and 50 ml. of 
oncentrated nitric acid per liter. After draining, but not standing longer than 
s necessary, the precipitate is rinsed from the paper back into the beaker with 
nore of the washing solution. Any clots should be broken up with a rod and the 
nixture well churned. The precipitate is again brought on the filter paper in 
he same way, and allowed to drain. It is then rinsed back into the beaker 
vith hot water, heated to boiling, with constant stirring, and concentrated 
tric acid is dropped in until the precipitate is completely dissolved. Any 
necessary excess of nitric acid is to be avoided. To the solution 0.25 g. of 
otassium bromate and about the same amount of potassium iodate solution 
riginally used are added. If the use of the iodate solution would unduly 
nerease the volume, the correct amount of the salt can be dissolved by heating 
n a small volume of 1 : 2 nitric acid and added in that form. The precipitate 
s allowed to settle as before, and the perfectly cold mixture is filtered through 
he origénal paper, given one very small washing with the nitric acid—potassium 
odate washing solution, rinsed back into the beaker with, the same solution, 
vell churned, and finally brought onto the paper and washed with 3 small 
yortions of the washing solution. Every trace of ceric iodate need not be 
emoved from the beaker. The paper and precipitate are dropped into the 
riginal beaker, any trace of precipitate removed from the funnel with a frag- 
nent of ‘‘ ashless”’ paper. About 5-8 g. of oxalic acid crystals are now added, 
md then 50 ml. of water. The covered beaker is heated gently, and the 
ontents are finally boiled until iodine vapors are no longer given off, and all 
ublimed iodine is vaporized from the cover glass and upper edges of the 
yeaker. After standing several hours the cerous oxalate and filter pulp are 
tered, washed with cold water, and ignited to constant weight over the blast. 
The weight of CeO: is obtained by deducting the weight of the two paper ashes. 

The sum of the other rare-earths can be determined in the combined filtrates 
rom the ceric iodate by precipitation with sodium hydroxide, solution in 
ydrochloric acid, precipitation as oxalates and ignition to oxide, finishing in 
iydrogen if the weight of the sesquioxides is desired. 

Volumetric Determination.—Two volumetric methods for the determination 
f cerium in the presence of other rare-earths give accurate results if attention 
s paid to certain details. The methods are alike in principle. 

1. The Persulfate Method of von Knorre-Willard and Young.**A—The 
ample, usually mixed oxides obtained from the ignition of oxalates, is moistened 
vith water and:then digested with concentrated hydrochloric acid until solution 
scomplete. Ten ml. of concentrated sulfuric acid are added and the mixture is 


*t von Knorre, Z. f. angew. Chem., 10, 685, 717, 1897; Ber., 33, 1924, 1900. Willard 
nd Young, J. Am. Chem. Soce., 50, 1397, 1928. 
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evaporated to copious fumes to expel all hydrochloric acid.?* After cooling, tl 
sulfates are dissolved in cold water and diluted to about 200 ml. Five ml. of 
solution of 2.5 g. of silver nitrate per liter are added as catalyst, and then 5 
of solid ammonium persulfate. The solution is boiled 10 minutes, cooled : 
room temperature and titrated electrometrically with ferrous sulfate solutic 
(about 0.05 normal) which has been standardized against a ceric sulfa 
solution of known strength.* 

2. The Sodium Bismuthate Method of Metzger.*—Fully as accurate, ar 
more convenient for an occasional determination, is the bismuthate metho 
The sample is brought into solution just as has been described for the persulfa 
method, except that 20 ml. of concentrated sulfuric acid are to be used instez 
of 10 ml. The sulfate mass is cooled, about 2 g. of ammonium sulfate erysta 
are added, and then, carefully, 80 ml. of cold water. About 1 g. of sodiu 
bismuthate is introduced and the solution is heated slowly to the boiling poin 
After cooling somewhat, 50 ml. of 2% sulfuric acid are added and the solution 
filtered from excess bismuth salt by gentle suction through asbestos. While 
Gooch crucible will serve, the most convenient filter is a glass funnel with a we 
fitting perforated porcelain plate (Witte plate) which has been covered ar 
sealed in place with a reasonably thick felt of asbestos fibre, which has bee 
heated with nitric acid and well washed. After passing the ceric sulfa 
solution through the filter the latter is washed with 100 to 150 ml. of 2‘ 
sulfuric acid. The ceric solution is treated with a measured excess of ferrot 
ammonium sulfate solution (10 g. of the crystallized salt and 50 ml. of conce: 
trated sulfuric acid per liter) as shown by the disappearance of the yellow cer 
color, and the excess of ferrous solution is then titrated back with 0.025 norm 
potassium permanganate to a pink end-point that will persist for half a minut 

The permanganate is standardized against sodium oxalate in the approve 
manner. To establish the relationship between the permanganate and tl 
ferrous solution, which should be checked daily, a mixture of 80 ml. of water, ‘ 
ml. of concentrated sulfuric acid, 2 g. of ammonium sulfate and 1 g. of sodiu 
bismuthate are heated to boiling, filtered through the asbestos and washe 
with 100 ml. of 2% sulfuric acid. To this solution 25 ml. of the ferrous solutic 
are added from a pipette and tirated with the permanganate. From this blar 
the volume of permanganate solution equivalent to the volume of ferrot 
ammonium sulfate added to the ceric solution is calculated. The differen 
between this calculated volume and that used in the back titration of tl 
excess of ferrous solution in the analysis of the cerium sample gives the volun 
of permanganate equivalent to the cerium in the sample. Since the chan; 
undergone by the cerium is from trivalency to quadrivalency, 1 ml. of norm 
KMn0, is equivalent to 0.14013 g. of Ce, or to 0.17213 g. of CeO. 


While the sample may be dissolved directly in sulfuric acid by long digestion, a1 
must be so dissolved if the ceria in the sample amounts to more than about 50%, 
since such mixtures are very difficultly soluble in hydrochloric acid,—yet for most samp! 
the method here given is more rapid, has the advantage of allowing one to see whi 
solution is complete (which cannot readily be done in the syrup of sulfates in sulfur 
acid), and the resulting sulfates seem more readily soluble in water than when tl 
sample has been treated with sulfuric acid from the start. 

3 Willard and Young, J. Am. Chem. Soc., 51, 149, 1929. 

4 J. Am. Chem. Soc., 31, 523, 1909. Cf. Furman, ibid., 50, 755 (1928). 
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Different lots of sodium bismuthate vary considerably in purity. If a 
reagent of high purity is at hand the establishment of the ratio between ferrous 
and permanganate solutions may be carried out by simply titrating in dilute 
sulfuric acid solution. Someya ”* states, moreover, that filtration of the excess 
bismuth salt,—presumably all in the quinquivalent state after the boiling,— 
is unnecessary. 

With the best samples of sodium bismuthate which the writer has been 
able to purchase, the omission of the filtration has made a difference of the 
order of a few tenths of one per cent in the reported figures for cerium. This 
may not be of consequence for many routine analyses, but for unknown lots of 
bismuthate the procedure detailed above is safer, and it really takes very little 
longer, once the asbestos filter has been prepared, since it may be used for a 
great number of determinations. 


DETERMINATION OF EUROPIUM 


Trivalent salts of europium can be reduced to the divalent stage in a number 
of ways.* On the basis of reduction by zinc, McCoy has developed an iodo- 
metric method for the determination of europium in the presence of other rare- 
earths. The mixture of oxides, free from phosphate, sulfate and iron, is dis- 
solved in hydrochloric acid, and diluted to give an acidity of 0.1-0.2N. The 
solution is poured through a Jones reductor (charged with 20-30 mesh amal- 
gamated zinc in the conventional way), the tip of which dips into an excess of 
approximately 0.04 N iodine solution. The excess of iodine is titrated with 
standard sodium thiosulfate solution. The transfer of one electron per ion is 
involved, so the milliequivalent of europium (Eu) is 0.152, while that of the 
‘sesquioxide (Hu,O3) is 0.352. 


» 7. anorg. allgzem. Chem., 168, 56, 1927. 
* L. F. Yntema, J. Am. Chem. Soc., 52, 2782, 1930; P. W. Selwood, ibid., 57, 1145, 
1935; H. N. McCoy, ibid., 57, 1756, 1935; 58, 1577, 2279, 1936. 
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JUDGMENT OF THE COMPOSITIONS OF THE GROUPS 


In the preceding sections methods have been given whereby one may tell 
accurately the percentage of the total rare-earths in a sample, and the pro- 
portion of cerium in that total. The sum of the remaining earths may further 
be approximately divided into the “ cerium group ” and the “ yttrium group ” 
by the double sulfate precipitation. The further problem of telling just what 
elements are in the two groups is one that is usually considered unneccessary 
by most chemists who are not pursuing research in this particular field. By 
very long processes of fractional crystallization the most complex mixture of 
rare-earths can be separated into a number of portions in which the qualitative 
composition can be determined, and the relative amount of each element 
judged approximately, but such a procedure would require months of work and 
a very large amount of material. The description of such a process is without 
the scope of this chapter, and it must suffice to cite the reference to the most 
reliable and comprehensive scheme” that has yet been worked out. Quali- 
tatively, however, valuable information can be obtained by methods that will 
now be described. 

Absorption Spectra.—Praseodymium, neodymium, samarium, dysprosium, 
holmium, erbium, and thullium solutions give absorption spectra in the visible 
region which can be readily seen with any ordinary glass prism spectroscope of 
reasonably good grade. A small direct vision spectroscope will serve an 
experienced observer. 

The material to be examined is brought into solution in nitric acid, and this 
solution in a glass vessel (an ordinary beaker serves for qualitative observation) 
is placed closely up in front of the slit of the spectroscope, and a bright electric 
light bulb is set directly behind the solution. The absorption bands can then 
be seen as dark vertical lines of varying breadth against the bright background 
of the colored continuous spectrum given by the light. The sun, a bright 
cloudy sky, or a sheet of white paper in sunlight may also serve as sources of 
illumination. The breadth and intensity of the bands naturally increase with 
increasing concentration of the solution and with increasing thickness of the 
layer of the solution. Moreover, the nature of the solvent and the degree of 
acidity affect somewhat the intensity and the exact position of the bands, but 
for rough qualitative examination these variations have no great significance. 
It is customary to make the examination in a nitrate solution that is only 
slightly acid. If the solution is too rich in neodymium the whole field may be 
obscured to the point where observation of the bands of other earths is practi- 
cally impossible, since neodymium has bands of great width and intensity. In 
such cases the solution must be diluted, but it will be understood that if very 
much neodymium and comparatively little of the other colored earths are in the 
solution the dilution might have to be carried to a point where the minor 
constituents were no longer detectable. 

If a spectroscope is available which gives readings in direct wave-lengths the 
identification of the lines is not difficult, and the table by Harris and Hopkins, 
J. Am. Chem. Soc., 48, 1593, 1926, showing all the most prominent absorption 
bands and their relations to each other is shown below. 


27 C. James, J. Am. Chem. Soc., 34, 757, 1912. 
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Many of the lines shown there in groups will, when observed through a small 
spectroscope, appear as single lines. 

If the spectroscope has only an arbitrary scale the latter can be made to 
serve quite well by determining upon the scale the positions of well known 
flame spectrum lines. Thus the three main absorption bands of praseo- 
dymium ” will be a heavy line (444 yy) in the blue falling on the violet side of 
the shortest wave-length cesium twin, a fainter line (468 wu) falling about 
equally far on the red side of the other cesium blue line, and a third line 
(482 wu), yet fainter, found still farther to the red side. The relative distance 
from the second line may be roughly judged by the approximate wave-lengths 
here given. In the case of neodymium the broadest line (572-578 up) will be . 
found in the yellow just a shade to the violet side of the well known sodium 
line. The two next most important lines of neodymium (521 wy and 510 py) 
are found in the green in the neighborhood of the most intense (a) line of 
barium. Samarium is readily recognized by very wide, diffuse lines which 
cause a blur in the blue not far from the violet side of the visible region, around 
the Frauenhofer F line of the sun spectrum. The single line of europium 
(525 pu), in examination with a small spectroscope, is almost coincidental with 
the 521 line of neodymium, but it can be distinguished as falling a little farther 
to the red side. This line and the terbium line (488 uu) can never be seen in any 
naturally occurring mixture of earths owing to the scarcity of these earths and 
the faintness of their lines. (After a short period of fractional crystallization 
of the double magnesium nitrates of the monazite earths the europium line can 
be seen in the most soluble fractions.) The absorption lines of dysprosium are 
easily confused with those of samarium, though with good Jenses and prisms, 
and intense illumination, the line at about 428 uy at the edge of the blue, not far 
from the Frauenhofer G line, can be seen, and it is quite characteristic in the 
absence of too much neodymium. (Neodymium can always be removed by 
potassium sulfate.) Holmium is rich in lines, several in the green and many in 
the blue. A line in the red (657 yu), coming between the red lithium and the 
orange calcium lines, can be confused only with a line of thulium at about the 
same place, but the stronger lines of thulium at 684 uy, to the red side of the 
lithium line, and at 465 wy, slightly to the red side of the blue strontium line, 
will help to decide between holmium and thulium. Erbium is easily detected, 
and it is very prevalent in almost all yttrium group mixtures occurring in 
nature, by its characteristic lines at about 667 uu, just to the violet side of the 
red lithium line, and at 648 uu, coming in the red between two holmium lines. 
Erbium is also rich in lines in the blue, and some in the green, but the ones 
cited will serve for identification. 

If only a direct vision spectroscope, with no scale, is at hand, the wave- 
lengths can be judged approximately for the identification of praseodymium, 
neodymium, samarium and erbium by the position of the Frauenhofer lines, 
observed by looking through the instrument at the sun or bright sky. 

Arc and Spark Spectra.—Only certain of the rare-earths give absorption 
spectra, but all of them give arc spectra. The most characteristic lines are apt 
to lie in the ultra-violet region, so one must work with a quartz spectrograph and 

*8 The data given in this section are intended entirely for practical application, and 


the wave-lengths are only approximate. Only the most important lines of the rare- 
earths that are visible in moderate concentrations are mentioned. 
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the lines must be photographed. A small amount of the solid, or a drop or 
two of the concentrated solution, is brought into the cavity of the lower pole 
(purified carbon or copper) and a direct current are of about 6 amperes at 110 
volts is passed. The light is focussed upon the slit of the spectrograph by 
means of a quartz condensing lens. To complete the observation it is neces- 
sary to throw upon the photographic plate an image of the iron arc directly 
above, and of the blank electrodes directly below the image of the sample. 
The wave-lengths of the lines in the iron arc are well known, and they serve as 
points of reference for the identification of the lines of the various earths. The 
are spectra serve especially to test the purity of given samples.2° The wave- 
lengths of the various elements are given in several larger works, and these 
must be consulted for data and details of manipulation.*® Once the apparatus 
is assembled and adjusted the are spectrum method is very rapid and con- 
venient. The only drawback is that it entails a slight loss of (frequently very 
valuable) material. 

The method of photographing spark spectra is not very different from that 
for arc spectra. The light is produced, however, by passing a condensed spark 
between platinum electrodes, the negative of which is moistened with the 
solution under investigation. The arc and spark spectra for a given element 
are not identical, but each is characteristic. Details of practice for spark 
spectra will be found in the works referred to for are spectra. 

Determination of Average Atomic Weight.—Since yttrium has an atomic 
weight that is very low compared with the others, a determination of the 
average atomic weight of the elements in a sample of the yttrium earths will 
give considerable information as to the presence and probable amount of the 
other, and rarer, members of the group. The method presupposes the absence 
of cerium and praseodymium; and terbium, if in appreciable amount, must have 
been brought to the sesquioxide by ignition in hydrogen. A weighed amount of 
the oxides (0.1 to 0.15 g.) is dissolved by heating in exactly 50 ml. of accurately 
standardized sulfuric acid (about 0.1 normal). About 8 ml. of potassium 
oxalate solution (approximately 0.2 normal) is added, and the mixture is boiled. 
After cooling, phenolphthalein is added, and the excess sulfuric acid is titrated 
back with 0.1 normal sodium hydroxide. The precipitated rare-earth oxalates 
do not interfere. From the weight of the oxide and that of the sulfuric acid 
which reacted with it the average atomic weight of the elements concerned can 
be calculated by the methods of elementary chemistry. 

In the preceding paragraphs of this section methods have been given for 
telling something about the qualitative composition of a given sample, but so 
far we have only succeeded in dividing our group into three minor groups: (a) 
pure ceria, (b) the remainder of the ceria group, and (c) the yttria group. 
Without attempting long processes of fractionation can we accomplish more in 

‘the separation of items (b) and (c)? Unfortunately it is not practicable. The 


29 P. W. Selwood, Ind. Eng. Chem., Anal. Ed., 2, 93, 1980. 

30H. Kayser, Handbuch der Spectroscopie, 7 vols., Leipzig (1900-1924), and the 
same author’s Tabelle der Hauptlinien der Linienspektren aller Elemente (1926); 
Bardet, Atlas of Are Spectra, Paris; International Critical Tables. Anyone planning 
work along this line should write to Adam Hilger, Ltd., 24 Rochester Place, London, 
N.W. 1, England, for description of apparatus, and books on wave-lengths and tech- 
nique; and to the U. S. Bureau of Standards, Washington, D. C., for a list of their 
pamphlets dealing with the subject. 
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best that can be done with the yttrium elements in a reasonable amount of 
time is to determine the average atomic weight, and thus decide whether the 
mixture is made up preponderantly of yttrium or of the rarer elements, and 
then to identify as many of the elements as possible spectroscopically. For the 
cerium group, after having removed cerium, various modifications of the 
method ef heating the nitrates have been proposed, whereby a separation could 
be effected in a few operations. These aim at reaching a temperature at 
which the less basic members are decomposed more or less into difficultly 
soluble basic nitrates, while the more strongly basic lanthanum remains in the 
nitrate form and is completely soluble in water. However useful this may be as 
a gradual fractionation method, it seems that to attain anything approaching a 
sharp separation the conditions must be varied for each individual mixture, and 
the adjustment needed is so delicate that most chemists who have tried the 
separation have not been really successful. The spectroscope and spectrograph 
still give the most reliable information. 

Knowledge of the colors of the solutions of the earths is often helpful. 
Those of lanthanum, cerous cerium, gadolinium, terbium, yttrium, ytterbium 
and lutecium are colorless. Europium solutions are very light pink, erbium 
deeper pink and neodymium reddish violet. Samarium and holmium give 
yellow solutions, while those of ceric salts are deep reddish orange. .The 
solutions of praseodymium, dysprosium and thulium are green. The color of 
illinium solutions is not known. 

Cerium, lanthanum, neodymium, yttrium, praseodymium, samarium and 
erbium may be met in large to fair amounts, decreasing perhaps roughly in the 
order given. The other rare-earths are usually present in such small quantities 
that until they have been specially concentrated in the laboratory their amounts 
are unimportant. 


CHLORINE! 


Cl, at.wi. 35.457; D. (air), 2.491; m.p. —101.6°C.; b.p.—34 .6° C.; oxides, Cl,O, C102, 
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Chlorine occurs combined in nature generally with sodium, potassium and 
magnesium. It is a component of rock forming minerals such as sodalite. It 
occurs in the minerals rock salt, halite, NaCl; sylvine, KCl; carnallite, 
KCl- MgCl,-6H2O; and combined in minerals of copper, lead, silver, ete. It 
occurs more commonly in rocks high in sodium and low in silica, but is also 
found in quartz bearing ores. It occurs in sea water, mineral springs and 
ground waters. It is widely distributed in nature. 


DETECTION 


Free Chlorine.—The yellow gas is recognized by its characteristic odor. 
It liberates iodine from iodides; it bleaches Jitmus, indigo, and many organic 
coloring substances. 

Chlorides. Silver Nitrate Test.—In absence of bromides and iodides, 
which also form insoluble silver salts, silver nitrate precipitates from solutions 
containing chlorides white, curdy, silver chloride, AgCl (opalescent with traces), 
soluble in NH,OH (AgBr siowly soluble, AgI difficultly soluble), also soluble 
in concentrated ammonium carbonate (AgBr is very slightly soluble; AgI is 
insoluble). Silver chloride turns dark upon exposure to light. 

Free Hydrochloric Acid. Manganese Dioxide, Potassium Permanganate, 
and certain oxidizing agents liberate free chlorine gas when added to solutions 
containing free hydrochloric acid. The gas passed into potassium iodide liber- 
ates free iodine, which produces a blue solution with starch. 

Concentrated Sulfuric Acid added to chlorides and heated liberates HCl 
gas, which produces a white fume in presence of ammonium hydroxide. 

Detection in Presence of Cyanate, Cyanide, Thiocyanate.—An excess 
of silver nitrate is added to the solution, the precipitate filtered off and boiled 
with concentrated nitric acid to oxidize the cyanogen compounds and the white 

1The element, first obtained by Scheele by the action of pyrolusite, MnOz, on 
hydrochloric acid (“ marine acid’) in 1774, finds extended uses, bleaching, germicide, 


extraction of gold from its ores, chemical industries, ete. Among the compounds— 
table salt, NaCl, chlorides, chlorates, perchlorates, hypochlorites are well known. 
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precipitate, silver chloride, subjected to the tests under chlorides to confirm 
the compound. 

If Chlorates are Present.—The halogens are precipitated with silver nitrate, 
the precipitate dissolved with zine and sulfuric acid and the solution treated 
as directed in the preceding paragraph. 

Test for Hypochlorite.—Potassium hypochlorite, KCIO, shaken with 
mercury forms the yellowish-red compound Hg,OCl.,? which does not form 
with the other potassium salts of chlorine, 1.e., KCl, KC]O2, KClO;, KClO,. 

Hypochlorites decolorize indigo, but do not decolorize potassium perman- 
ganate solutions. If arsenious acid is present, indigo is not decolorized until 
all of the arsenious acid has been oxidized to the arsenic form. 

Tests for Chlorite.—Potassium permanganate solution is decolorized by 
chlorites. (The solution should be dilute.) 

A solution of indigo is decolorized, even in presence of arsenious acid (dis- 
tinction from hypochlorites). 

Detection of Chlorate.—The dry salt heated with concentrated sulfuric 
acid detonates and evolves yellow fumes. 

Chlorates liberate chlorine from hydrochloric acid. 

Perchlorate.—The solution is boiled with hydrochloric acid to decompose 
hypochlorites, chlorites and chlorates. Chlorides are removed by precipitation 
with silver nitrate, the filtrate evaporated to dryness, the residue fused with 
sodium carbonate to decompose the perchlorate to form the chloride, which may 
now be tested as usual. 

Detection in Presence of Bromide and Iodide.—About 10 ml. of the 
solution is neutralized in a casserole with acetic acid, adding about 1 to 2 ml. 
in excess, and then diluting to about 6 volumes with water. About half a 
gram of potassium persulfate, K2S.Os, is added and the solution heated. 
Jodine is liberated and may be detected by shaking the solution with carbon 
disulfide, which is colored violet by this element. Iodine is expelled by boiling, 
the potassium persulfate being repeatedly added until the solution is dalamless, 
Bromine is liberated by adding 2 or 3 ml. of dilute sulfuric acid and additional 
persulfate. A yellowish-red color is produced by this element. Carbon 
disulfide absorbs bromine, becoming colored yellowish red. Bromine is expelled 
with additional persulfate and by boiling. The volume of the solution should 
be kept to about 60 ml., distilled water being added to replace that which is 
expelled by boiling. When bromine is driven out of the solution, the silver 
nitrate test for chlorides is made. A white, curdy precipitate, soluble in 
ammonium hydroxide and reprecipitated upon acidifying with nitric acid, is 
produced, if chlorides are present. 


2 Prescott and Johnson, Qual. Chem. Anal. D. Van Nostrand Co. 
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ESTIMATION 


The determination of chlorine is required in a large number of substances. 
It occurs combined as a chloride mainly with sodium, potassium and mag- 
nesium. Rock salt, NaCl, sylvine, KCl, carnallite, KCl-MgCl.-6H.O, 
matlockite, PbCl,- PbO, horn silver, AgCl, atacamite, CuCl.:3Cu(OH)», are 
forms in which it is found in nature. Chlorine is determined in the evaluation 
of bleaching powder. It is estimated in the analysis of water. 

Many of the chlorides are easily soluble in water. Chlorides of insoluble 
compounds such as lead and silver may be readily decomposed by fusion with so- 
dium or potassium carbonate; the mercurous chloride by digestion with sodium 
or potassium hydroxide. 


PREPARATION AND SOLUTION OF THE SAMPLE 


In dissolving the sample the following facts should be borne in mind: 
Although chlorides are nearly all soluble in water, silver chloride is practically 
insoluble (100 ml. dissolve 0.000152 gram at 20° C.); mercurous chloride is 
nearly as insoluble as silver chloride (0.00031 gram); lead chloride requires heat 
to bring it into solution (in cold water only 0.673 gram soluble per 100 ml. of 
water). Chlorides of antimony, tin, and bismuth require free acid to keep 
them in solution. Hydrochloric acid increases the solubility of silver, mercury, 
lead, antimony, bismuth, copper (Cu’), gold and platinum, but decreases the 
solubility of cadmium, copper (Cu’’), nickel, cobalt, manganese, barium, 
calcium, strontium, magnesium, thorium, sodium, potassium and ammonium 
chlorides. 

Chlorine gas is most readily dissolved in water at 10° C. (1 vol. H2O dissolves 
3.095 vols. Cl). Boiling completely removes chlorine from water. 

Hypochlorites, chlorites, chlorates, and perchlorates are soluble in water. 

The chlorine may be present either combined or free. In the combined 
state it may be present as free hydrochloric acid or as a water-soluble or insol- 
uble salt. 

Water-soluble Chlorides.—Chlorides of the alkali or alkaline earth groups 

may be treated directly with silver nitrate upon making slightly acid with 
nitric acid, the chlorine being determined either gravimetrically or volu- 
metrically according to one of the procedures given later. It is convenient to 
work with samples containing 0.01 gram to 1 gram of Cl. The sample is 
dissolved in about 150 ml. of water, made acid with nitric acid with about 5 to 
10 ml. in excess of the point of neutralization, should the sample be alkaline. 
Then the chlorine combined as chloride is determined as directed later. 

If the water solution contains a chloride of a heavy metal which forms 
basic salts (e.g., stannic, ferric, etc., solutions), or which may tend to reduce 
the silver solution, it is necessary to remove these by precipitation with ammo- 
nium hydroxide, or by sodium hydroxide, or potassium carbonate solution. 
The salt is dissolved in water and acidified with HNO;, adding about 10 ml. in 
excess, for about 150 ml. of solution. (This excess HNO; should be sufficient 
to oxidize substances which would tend to reduce the silver reagent; e.g., FeSOu, 
etc.) Ammonia solution (free from chloride) is added in sufficient quantity 
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to precipitate the heavy metals iron, manganese, aluminum, etc. The mixture 
is filtered and the residue washed several times with distilled water. Chlorine 
is determined in the filtrate by acidifying with HNO; as directed above. 

Water-insoluble Chlorides.—The chloride may frequently be decomposed 
by boiling with sodium carbonate solution. “Many of the minerals, however, 
require fusion with sodium carbonate to prepare them for solution; e.g., apatite, 
sodalite, etc. Silver chloride may also be decomposed by fusion. 

Silver Chloride.—The sample is mixed with about three times its weight of 
Na»CO; and fused in a porcelain crucible until the mass has sintered together. 
The soluble chloride, NaCl, is leached out with water, leaving the water-in- 
soluble carbonate of silver, which may be filtered off. The filtrate is acidified © 
with HNO; and chlorine determined as usual. 

Chlorine in Rocks.—The finely ground material is fused with about five 
times its weight of potassium carbonate. The melt is extracted with hot water, 
cooled and the solution acidified with nitric acid (methyl orange indicator), and 
the solution allowed to stand several hours (preferably over night). If silicic 
acid precipitates, the solution is treated with ammonia and boiled, filtered and 
the filter washed with hot water. The cooled filtrate is acidified with nitric acid 
and chlorine determined as usual. If silicic acid does not separate, the addition 
of ammonia may be omitted and chlorine determined in the solution. 

Free Chlorine.—Free chlorine may be determined volumetrically according 
to the procedure given under this section. If it is desired to determine this 
gravimetrically, a definite amount of the chlorine water is transferred by means 
of a pipette to a flask containing ammonia solution and the mixture heated 
to boiling. The cooled solution is acidified with nitric acid and the chloride 
precipitated with silver nitrate according to the standard procedure given 
on page 269. 


Norr.—Free chlorine cannot be precipitated directly, as the following reaction 
takes place: 6C1+6AgNO;+3H.0 =5AgCl+ ApClO;+6HNOs3. 

Reaction of chlorine with ammonia: 2C]+2NH,O0H =NH,Cl+NH.OCI+H;0. 
When the solution is boiled, NHsOCl breaks down, e.g., 3NHsOCI1+2NH;=3NH,Cl 
+N.2+3H,0. 


Chlorine in Ores and Cinders.—One hundred grams of the finely ground 
ore or cinder are placed in a 500-ml. flask, containing 300 ml. of cone. sulfuric 
acid (Cl-free). The flask is shaken to mix the sample with the acid and then 
connected with an absorption apparatus, containing distilled water or dilute 
caustic solution. The sample is gradually heated, the distillation flask resting 
upon a sand bath. After two hours, which is sufficient to expel all the chlorine 
as hydrochloric acid, the contents of the absorption tubes are filtered, if free 
sulfur is present (sulfide ores), nitric acid added and the filtrate brought to 
boiling to oxidize any SO. that may be present. Chlorine is precipitated 
according to the standard procedure on page 269. 

During the run the distilling flask should be shaken occasionally to prevent 
caking. Suction applied at the absorption end of the apparatus and a current 
of air swept through the system aids in carrying over the HCl into the water 
or NaOH. 
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DETERMINATION OF HALOGENS IN ORGANIC CompouNnDs. Mertruop or Cartus? 


Organic compounds may be decomposed by heating with cone. nitric acid 
at high temperatures under pressure. If this heating is conducted in the 
presence of silver nitrate, the halogen hydride, formed by the action of nitric 
acid on the organic compound, is converted to the silver halide. This is 
weighed, or the excess AgNO; titrated (p. 271). Arsenic, phosphorus, and 
sulfur are oxidized to arsenic, phosphoric, and sulfuric acids, the metals present’ 
being converted to nitrates. 

Procedure.—About 0.5 to 1 gram of powdered silver nitrate is introduced, 
by means of a glazed paper funnel, into a heavy-walled, bomb-glass tube, which 
is sealed at one end and is 50 cm. long, 2 cm. in diameter and about 2 mm. thick- 
ness of wall. About 3 ml. of fuming nitric acid (96%), free from chlorine, are 
introduced by means of a long-stemmed funnel, to avoid wetting the upper 
portion of the tubing. About 0.1 gram of the organic substance, contained in a 
small bore, thin wall, glass tube closed at one end (4-5 em. long), is introduced 
into the bomb tube, inclined to one side. The small tube should float in the 
nitric acid, as it is important that the material should not come in contact with 
nitric acid until the bomb has been sealed, as loss of halogen is apt to occur with 
open tubes. The upper end of the bomb is softened in the blast-lamp flame, 
drawn out to a thick-walled capillary tube and fused. 

When cold, the bomb is wrapped in asbestos paper, shoved into an iron tube 
of a bomb furnace and the heat turned on. The heating is so regulated that the 
temperature is raised to 200° C. in three hours. If a higher temperature is 
necessary, the heating should be such as to cause a rise of 50° C. in three hours. 
Substances of the aromatic series require eight to ten hours heating at 250 to 
300° C., while aliphatic substances may be decomposed at 200° C. in about four 
hours. Occasionally it is necessary to relieve the pressure in a tube after 
heating to 200° C., before taking to a higher temperature, by softening the tip of 
the cooled bomb in a flame, allowing the accumulated gas to blow out, resealing 
and again heating to the desired temperature. Evidence of crystals or drops of 
oil in the glass tube indicates incomplete decomposition. When the bomb is 
cooled, it is removed by taking out the iron sheath from the furnace and inclin- 
ing it so that the glass capillary tip slides partly out of the tube. (The eyes 
should be protected by goggles.) The point of the capillary is held in the flame 
until the tip softens and the gas pressure is released by blowing through a 
passage in the softened glass. When the gas has escaped, a scratch with a file is 
made below the capillary and the tip broken off by touching the scratch with a 
hot glassrod. The contents of the bomb are poured out into a beaker, the tube 
washed out with water and the combined solution made to about 300 ml. This 
is heated to boiling and then allowed to cool. The halide precipitate is filtered 

‘through a Gooch ‘crucible, then dried and weighed, or by titrating the excess 
AgNOs by Volhard’s method, the halide may be estimated. 


Norse.—The amount of HNO; should not exceed 4 grams per 50-ml. tube, as larger 
nictae may cause an explosion—Fresenius, Quant. Chem. Anal., 2, 118, 1915 (J. Wiley 
ons). 


3 Ann. d. Chem. u. Pharm., 136, 129, 1865. 

40. Tomicek, Chem. Ztg., 49, 281, 1925. P. C. R. Kingscott and R. 8. G. Knight, 
Methods of Quant. Org. Anal., Longmans, Green & Co. (1914). Clowes and Coleman, 
Quant. Chem. Anal., P. Blakiston’s Son & Co., 1900, 
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If pieces of glass should be present, the precipitates, AgCl or AgBr, are 
dissolved in ammonium hydroxide, filtered and reprecipitated by acidifying 
with nitric acid. AgI may be dissolved by means of dilute sulfuric acid and 
zinc. The excess zine is removed, the glass washed free of iodine, dried and 
weighed and its weight subtracted from the original impure AglI, giving the 
weight of the pure silver iodide. 


SODIUM AND ALCOHOL METHOD (STEPANOY) ® 


A solution of the organic substance in 98% alcohol is treated with a large 
excess of sodium added in small portions over a period of 30 minutes. 

Procedure.—Place the substance in a small Erlenmeyer flask, add 20—40 ml. 
of 98% alcohol, connect the flask to a vertical condenser and warm on a water 
bath. Add small pieces of sodium (25-fold excess) through the condenser, 
after the sodium has dissolved, add 20-40 ml. of water and distill off the alcohol. 
Finish the determination by any standard volumetric or gravimetric procedure. 
If a represents the weight of the sample in gram, then the relative amounts of 
alcohol and sodium should be as follows: 


MI. of 98% Sodium to be 
Alcohol used, gram 
If chloride is present 156 Xa 19.5 Xa 
If bromide is present 68 Xa 8.5 Xa 
If iodide is present 44Xa 5.5 Xa 


SODIUM AND LIQUID AMMONIA METHOD (DAINS) § 


A 0.1-0.2 g. sample, accurately weighed, of the substance is dissolved in 
30-50 ml. of liquid ammonia in a small open Dewar vessel. Small clean pieces 
of sodium are added until the blue color persists for hour. The ammonia is 
then allowed to evaporate, the process being fase with an air draft. A 
little alcohol is added to react with any sodium that remains, then water is 
added and the determination is completed by any convenient method. 

In a few cases cyanide is formed or remains after the sodium treatment, 
namely in the cases of chloroform, bromoform, carbon tetrachloride, chloral 
hydrate, bromal hydrate, ethylidene chloride, tetrachloroethylene, acetylene 
tetrachloride, methyl cyanide, benzyl cyanide and ethyl cyanoacetate. If 
cyanide is present, or in any doubtful case, transfer the solution to a 250 ml. 
beaker, dilute to 200 ml., and neutralize (Hood) with acetic acid to phenol 
phthalein, and add 1 ml. of 6 N acetic acid in excess. Boil the solution for 1 
hour, keeping the volume between 150 and 200 ml. by adding distilled water 
as may be necessary. After the HCN has been expelled, complete the deter- 
mination of the halide by a standard method. 


Lime MetrHop ror DETERMINATION OF HALOGENS IN ORGANIC MATTER 


A layer of lime (free from chloride), about 6 cm. long, is introduced into 
a difficultly fusible glass tube, closed at one end (35 cm. long and with 1 em. 


aes (93) Ber., 31, 4056 (1906); Tseng, Hu and Chiang, J. Chinese Chem. Soc., 3, 
° Dains, J. Am. Chem. Soc., 40, 936 (1918); Dains and Brewster, ibid., 42, 1574 
(1920) ; Chitra: ibid., 41, 1051 (1919 ). 
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bore), followed by 0.5 gram of the substance, and 6 cm. more of the lime. The 
substance is thoroughly mixed by means of a copper wire with aspiralend. The 
tube is nearly filled with lime and, in a horizontal position, gently tapped to 
cause the lime to settle and form a channel above the layer. The tube is placed 
in a small carbon combustion furnace. The heat is turned on, so that the front 
end of the tube is heated to dull redness and then the end containing the 
substance. When the organic matter has been decomposed, the tube is cooled 
and the contents transferred to a beaker and the lime dissolved in dilute nitric 
‘acid (Cl-free). The carbon is filtered off and the halogen determined as usual 
in the filtrate. 

Should a sulfate be present in the mixture, organic matter will reduce it to a 
sulfide, so that AgeS will be precipitated along with the halides. To prevent 
this, hydrogen peroxide is added to the solution, which should be slightly 
alkaline. The mixture is boiled to remove the excess of H2O. and is then 
acidified with nitric acid, the solution filtered and the halide determined in the 
filtrate. 

With substances rich in nitrogen, some soluble cyanide is apt to form. The 
silver precipitate containing the halides and the cyanide is heated to fusion. 
The residue is now treated with zinc and sulfuric acid, the metallic silver and the 
paracyanogen filtered off and the halides determined in the filtrate. 


Sopium PrroxiprE Merrsaop 


Organic compounds may be decomposed by sodium peroxide in an open 
crucible without recourse to a sealed tube, as is required by the Carius method. 
The following is the procedure outlined by Pringsheim.’ 

About 0.2 gram of substance in a small steel crucible is treated with a calcu- 
lated quantity of sodium peroxide.2 The crucible should be only two-thirds 
of its height full; this is put in a large porcelain crucible, in which a little cold 
water is carefully placed, so that the steel crucible stands out 1 to 2cm. This 
latter crucible is covered with its own cover, in which is a hole through which 
an iron wire heated to redness can be introduced with the object of starting 
the combustion. As soon as the combustion is completed the whole is plunged 
into the water in the larger crucible. The porcelain crucible is covered with a 
watch-glass and heated gently until the whole mass is dissolved. This point is 
recognized when no more bubbles are given off and when there are no more 
particles of carbon which have escaped combustion. The steel crucible is then 
removed and washed carefully; the solution is filtered and treated with an 
excess of sulfurous acid (to neutralize the alkaline liquid, and to reduce the 
oxidized products: bromic, iodic acids, etc.). The solution is acidulated with 


7™C.N., 91, 2372, 215, 1905. 
8 Charge of sodium peroxide is judged as follows: 


Per cent C and O in material Amount of sugar to add Amount of Na2O2 required 
Over 75 0 18 times wt. of sub. 
30 to 75 0 16 times wt. of sub. 
25 to 50 3 the wt. of sub. 16 times wt. of sub. 


Below 25 An equal weight 16 times wt. of sub. 
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nitric acid, then made to a volume of about 500 ml., and the halogens precipi- 
tated with silver nitrate and the precipitate washed, dried and weighed as 
usual. 

Chlorine and Chlorides in Gas.—The gas is bubbled through dilute sodium 
hydroxide contained in one or more cylinders, gas wash bottle type, measuring 
the gas by means of a dry meter, placed after the cylinders. The meters are 
protected from moist gas by passing this through sulfuric acid and an asbestos 
filter, loosely packed. Aliquot portions of the sodium hydroxide are now 
examined for chlorine by acidifying with nitric acid and adding silver nitrate. 
lf only traces are present the turbidity of the solution is compared with stand- 
ards made up with known amounts of sodium chloride dissolved in water. . 
The comparisons may be made conveniently in Nessler tubes. To different 
quantities of the standard made up to a convenient volume, silver nitrate 
reagent is added and the solution diluted to 50 or 100 ml. The unknown, 
placed in a Nessler tube, is treated with nitric acid and silver nitrate and 
matched with the standards, after dilution to the same volume adopted for 
the standards. 


SEPARATIONS 


The following separations may be necessary in presence of substances 
interfering with the chlorine determination. The hydrolysis of antimony and 
bismuth in solutions not sufficiently acid makes the removal of these elements 
advisable. The removal of cyanide and the halogens, bromine and iodine, on 
account of their co-precipitation with chlorine necessitates a preliminary pro- 
cedure for each as outlined below. These steps are not required in absence of 
the interfering substances. 

Removal of the Heavy Metals from the Halogens.—The solution is boiled 
with sodium carbonate. The heavy metals precipitate as carbonates while the 
halogens remain in solution as sodium salts. 

Separation of the Halogens from Silver Cyanide and Silver Ion.—The 
solution is treated with an excess of zine and sulfuric acid. The metallic silver 
and the paracyanogen are filtered off and the halogens determined in the 
filtrate. 

Separation of the Halogens. Separation of Iodine from Chlorine.— 
Iodine may be expelled from the solution by addition of sodium nitrite and 
sulfuric acid and boiling. The solution diluted to about 700 ml. with water and 
containing not over 0.25 g. of each halide is treated with about 3 grams of 
sodium nitrite, 3 ml. of dilute H,SO, (1 : 1) and boiled, the solution being kept 
to a volume of over 500 ml. The iodine will be completely expelled in about 45 
minutes. Chlorine and bromine will remain in the flask. If the determination 
of iodine is desired its vapor is caught in a 5% solution of NaOH containing 3% 
of hydrogen peroxide. 

Separation of Bromine from Chlorine.—If bromine is present the solution 
from which the iodine has been expelled as outlined above is neutralized with 
NaOH and the solution evaporated to about 50 ml. Dilute acetic acid is added 
to the cooled solution with about 65 ml. excess (glacial acetic 1 water 2). 
About 13 g. of KMnO, crystals are added and bromine expelled by steam 
distillation. If the determination of bromine is desired it is absorbed in NaOH. 
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L. W. Andrews (J. Am. Chem. Soc., 29, 275, 1907) recommends oxidation 
with potassium biiodate, KH(1O3)2, in dilute nitric acid (0.2 N iodate and 
2 N HNOs). The original article should be consulted. 

Considerable work on separation of the halogens was done by F. A. Gooch, 
“« Methods in Chemical Analysis.” 


GRAVIMETRIC 
SILVER CHLORIDE METHOD 


The procedure is based on the insolubility of silver chloride in dilute nitric 
acid solution, the following reaction taking place, M representing a monatomic 
element: 

M.Cl+AgNO;= M.NO;+AgCl. 


From the equation it is evident that 35.46 grams of chlorine require 169.9 
grams of silver nitrate. In practice it is best to add about 20% excess of 
the silver salt. 

Equivalents: 1 gram Cl, 4.79 grams AgNOs, 3.043 grams Ag. 

Reagents. Silver Nitrate Solution.—Make up a solution containing 4.8 
grams AgNO; per 100 ml. of distilled water, or dissolve 3.05 grams of silver 
foil in 10 ml. of dilute nitric acid (1 : 1.6) and make up to 100 ml. One ml. 
of this reagent will precipitate 0.01 gram of chlorine, or 0.0404+ gram AgCl. 

Dilute Nitric Acid.—One vol. HNO; to 1.6 vols. H.O (dist.). 

Procedure. Soluble Chlorides. Preparation of the Solution. 

1. Weigh 0.4 to 0.5 gram of the salt on a watch glass or in a weighing 
bottle and transfer to a beaker or an Erlenmeyer flask. 

2. Dissolve in 100 ml. of water and add 2 ml. of dilute nitric acid. 

3. Precipitation.—Calculate roughly the ml. of the silver nitrate reagent 
that are required to precipitate the chlorine in the sample. If itis an unknown, 
consider the chlorine in the material to be about 50%. Run the determination 
in duplicate. The first will be a guide to the amount of silver nitrate solution 
required. 

4. Add the silver nitrate from a burette, drop by drop, to approximately 


the quantity calculated to be necessary, stirring the solution during the addi- 


tion. Allow the precipitate to settle and add a few more drops of the reagent, 
and continue the addition as long as a precipitate forms with the reagent. 
Now add about 20% in excess. 

5. Heat to boiling, covering the beaker with a watch glass. 

6. If the solution is still cloudy, stir vigorously. If the solution is in an 
Erlenmeyer flask, the mixture may be shaken. This will cause the finely 
divided silver salt to coagulate so that the solution will settle out clear. Avoid 
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exposing the precipitate to strong light, as this will cause the exposed surface 
to decompose into the subchloride Ag.Cl and liberate chlorine. 

7. Filtration.—Two processes are commonly practiced. 

Filter Paper Method.—Decant the clear solution into a filter. Test the 
filtrate to be sure all chlorine has been precipitated by adding a drop or so of 
silver nitrate solution. Wash the precipitate in the beaker twice by decanta- 
tion and then transfer to the filter and wash until free of chlorides. The 
wash water should contain 1 ml. of nitric acid per 100 ml. of distilled water. 

8. Dry the filter with its contents at 105° C. either in the funnel in which 
the operation was conducted or on a watch glass. It is advisable to protect 
the sample from dust by placing a large filter over the material. 

9. Remove as much of the precipitate as possible from the filter, placing 
the silver chloride on a 4-inch square of glazed paper. 

10. Ignite the filter, allowing the ash to drop into a weighed porcelain 
crucible. Add a drop of nitric acid and a drop of hydrochloric acid to react 
with any reduced silver. Place the silver salt (on the glazed paper) in the 
crucible and gently heat to 130-150° C. to expel water. If the AgCl appears 
dark, moisten with HCl and again apply heat to expel the free acid. 

11. Cool in a desiccator. 

12. Weigh as silver chloride. (wt. crucible+AgCl)—wt. crucible=wt. 
AgCl. The compound contains 24.74% of chlorine. 


AgC1X0.2474= Cl. 


13. Calculate the per cent chlorine from the weight of sample taken. 

Gooch Crucible Method.—8*. Prepare a Gooch crucible filter with a 
moderately thick asbestos mat and wash thoroughly with distilled water 
containing 1 ml. nitric acid per 100 ml. of water. 

9*, Dry the crucible with mat in an oven at 100° C., then heat gently 
over 2, free blue flame. Cool in desiccator and weigh. 

10%. Wash the silver chloride, first by decantation, then transfer to the 
Gooch crucible, which has been placed in position on a suction flask. Gentle 
suction is applied and the precipitate is washed free of chloride by repeated 
additions of the wash water containing the nitric acid. 

11%. Place the crucible in an oven for 15 minutes or more and dry at 105° C. 
Now heat to about 130-150° C. to expel water. Cool in a desiccator. 

12%. Weigh. The weight in excess. of that due to the crucible is due to 
silver chloride. 

13%. Calculate per cent chlorine as stated under the “ filter paper method,” 
12 and 18. 


Nors.—Instead of a Gooch crucible a Jena glass crucible or a Koenig porcelain filter 
crucible may be used. 

The silver chloride may be removed from the crucible by adding a piece of zine and 
dilute sulfuric acid to the residue. AgCl is soluble in ammonium hydroxide solution. 
Concentrated hydriodie acid (sp. grav. 1.70) is an excellent agent for the removal of 
AgCl, AgBr, or AgI from filter crucibles (Caley and Burford, Ind. Eng. Chem., Anal, 
Ed. 8, 67, 1936). 

Owing to the slight solubility of AgCl it has been recommended to wash first with 
water containing AgNO; (0.05 g. per liter), then with 1% soln. of HNO; and finally 
twice with pure water. 
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VOLUMETRIC METHODS 


‘DETERMINATION OF CHLORINE IN ACID SOLUTION, SILVER 
THIOCYANATE-FERRIC ALUM METHOD 


The method, devised by Volhard,? is applicable to titration of chlorine in 
acid solutions, a condition frequently occurring in analysis, where the Silver- 
Chromate Method of Mohr cannot be used. The method is based on the fact 
‘that when solutions of silver and an alkali thiocyanate are mixed in presence 
of a ferric salt, the thiocyanate has a selective action towards silver, combining 
with this to form thiocyanate of silver, any excess of that required by the silver 
reacting with the ferric salt to form the reddish-brown ferric thiocyanate, which 
color serves as an indication of the completion of the reaction. An excess of 
silver nitrate is added to the nitric acid solution containing the chloride, AgCl 
filtered off, and the excess of silver titrated with the thiocyanate in presence of 
the ferric salt. 

Copper (up to 70%), arsenic, antimony, cadmium, bismuth, lead, iron, zinc, 
manganese, cobalt, and nickel do not interfere, unless the proportion of the 
latter metals is such as to interfere by intensity of the color of their ions. 

Preparation of Special Reagents. N/10 Ammonium or Potassium Thio- 
cyanate Solution.—About 8 grams of ammonium or 10 grams of potassium salt 
are dissolved in water and diluted to one liter. The solution is adjusted by 
titration against the N/10 silver nitrate solution, It is advisable to have 1 ml. 
of the thiocyanate equivalent to 1 ml. of the silver nitrate solution. Owing to 
the deliquescence of the thiocyanates the exact amount for an N/10 solution 
cannot be weighed. 

N/10 Silver Nitrate.—This solution contains 10.788 grams Ag or 16.989 
grams AgNO; per liter. The silver nitrate salt, dried at 120° C., or pure 
metallic silver may be taken, the required weight of the latter being dissolved 
in nitric acid and made to volume, or 17.1 grams of the salt dissolved in distilled 
water and made to 1000 ml. The solution is adjusted to exact decinormal 
strength by standardizing against an N/10 sodium chloride solution, containing 
5.846 grams of pure NaCl per liter. 

Ferric Indicator.—Saturated solution of ferric ammonium alum. Should 
this not be available, FeSO, may be oxidized with nitric acid, and the solution 
evaporated with an excess of H.SO, to expel the nitrousfumes. A 10% solution 
is desired. Five ml. of either of these reagents are taken for each titration. 

Pure Nitric Acid.—This should be free from the lower oxides of nitrogen. 
Pure nitric acid is diluted to contain about 50% HNOs, and boiled until per- 
feetly colorless. ‘The reagent should be kept in the dark. Dilute nitric acid 
does not interfere with the method. 

Procedure.—To the solution, containing 0.003 to 0.35 gram chlorine, in 
combination as a chloride, is added sufficient of the pure HNO; to make the solu- 
tion acid and about 5 ml. in excess. To the solution, diluted to about 150 mL., 
is added an excess of standard silver nitrate reagent. The precipitated AgCl 


® Liebig’s Ann. d. Chem., 190, 1; Sutton, ‘Volumetric Analysis”; Z. anorg. Chem., 
63, 330, 1909. 
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is filtered off and washed free of silver nitrate. The filtrate and washings are 
combined and titrated with standard thiocyanate.” 

The filtrate from the precipitated chloride is treated with 5 ml. of the ferric 
solution," and the excess silver determined by addition of the thiocyanate 
until a permanent reddish-brown color is produced. Each addition of the 
reagent will produce a temporary reddish-brown color, which immediately fades 
as long as silver uncombined as thiocyanate remains. ’The trace of excess 
produces ferric thiocyanate, the reddish-brown color of this compound being 
best seen against a white background. From this titration the amount of 
silver nitrate used by the chloride is ascertained. 


One ml. N/10 AgNO; =0.003546 gram Cl or 0.005845 gram NaCl. 


Titration without Filtering off the Silver Chloride. 

If 1 ml. of nitrobenzene is added for each 50 mg. of chloride, the solution 
may be titrated by thiocyanate without filtering off the silver chloride." The 
solution containing 48 to 260 mg. of chloride in a volume of 25-50 ml. acidified 
with 8-10 drops of conc. HNO; is treated with excess of silver nitrate and the 
amount of nitrobenzene above stated, shaken in a glass-stoppered bottle until 
spongy flakes of AgCl are obtained, and then titrated with thiocyanate after 
adding ferric alum indicator. 


VOLUMETRIC DETERMINATION OF CHLORINE IN A NEUTRAL 
SOLUTION, SILVER CHROMATE METHOD 


The method, worked out by Fr. Mohr, is applicable for determination of 
chlorine in water or in neutral solutions containing small amounts of chlorine; 
the element should be present combined as a soluble chloride. Advantage is 
taken of the fact that silver combines with chlorine in presence of a chromate, 
AgeCrO, being decomposed as follows: AgeCrO,+2NaCl= 2AgCl-+ NasCrO,. 
When all the chlorine has gone into combination as AgCl, an excess of K.CrO, 
immediately forms the red AgeCrO.,4 which shows the reaction of AgNO; with 
the chloride to be complete. 

Reagents. Tenth Normal Silver Nitrate Solution.—Theoretically 16.989 
grams AgNO; per liter are required. In practice 17.1 grams of the salt are dis- 
solved per 1000 ml. and the solution adjusted against an N/10 NaCl solution 
containing 5.846 grams NaCl per liter. 

Potassium Chromate.—Saturated solution. 

Procedure.—To the neutral solution are added 2 or 3 drops of the potassium 
chromate solution. A glass cell “ (or a 50-ml. beaker) is filled to about 1 em. 

10 Time is saved by filtering, through a dry filter paper, only a portion of the mixture 
made to a definite volume, and titrating an aliquot portion. ‘The first 10-15 ml. of the 
filtrate are rejected. 

11 Upon addition of the ferric solution no color should develop. If a reddish or yel- 
lowish color results, more nitric acid is required to destroy this. The amount of nitric 
acid does not affect results when within reasonable limits. 
sas ere of J. R. Caldwell and H. V. Moyer, Ind. Eng. Chem., Anal. Ed. 7, 38 

18 Six parts AgsCrO, dissolved in 100,000 parts H.O at 15.5° C—W. G. Young, 
Analyst, 18, 125. 

4 Depré, Analyst, 5, 123; also, Systematic Handbook of ‘Volumetric Analysis,” 
F. A. Sutton. 
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in depth with water tinted to the same color as the solution being titrated. 
The cell is placed on a clear glass plate half covering the casserole containing the 
sample. The standard silver solution is now added to the chloride solution 
from a burette until a faint blood-red tinge is produced, the red change being 
easily detected by looking through the blank, colored cell. 


One ml. N/10 AgNO3= 0.003546 gram Cl. 


Norrs.—Chlorides having an acid reaction (AICI;) are treated with an excess of 


neutral solution of sodium acetate and then titrated with silver nitrate. 


Elements whose ions form colored solution with chlorine are precipitated from the 
solution by sodium hydroxide or potassium carbonate, and the filtrate, faintly acidified 
with acetic acid, is titrated as usual. 

Free hydrochloric acid is neutralized with ammonium hydroxide and titrated. 

It is advisable to titrate the sample under the same conditions as those observed 
during standardization. The solution should be kept to small bulk and low tem- 
perature for accuracy on account of the solubility of the silver chromate. 

Free chlorine should be converted to a chloride before titration. This may be 
accomplished, as stated under preparation of the sample, by boiling with ammonium 
hydroxide. Free chlorine may be determined by sweeping the gas, by means of a 
current of air, into a solution containing potassium iodide, the liberated iodine titrated 
by N/10 thiosulfate, Na2S.O;, and the equivalent chlorine estimated. 


ADSORPTION INDICATOR METHOD (FAJANS) 


A 0.2% alcoholic solution of fluorescein, or a 0.2% aqueous solution of 
sodium fluoresceinate (Uranin) is used as indicator.!® 1.5-6 drops of the indi- 
cator are added per 10 ml. of the neutral halidé solution. Titration is made 
with standard silver nitrate until the precipitate suddenly appears reddish. 
In more dilute solutions the color change and the coagulation coincide. This 
indicator is not satisfactory for solutions of chloride content less than 0.005 N, 
as for example drinking water. With dichlorfluorescein as indicator solutions 
0.025 N in chloride may be titrated satisfactorily down to pH 4, or 0.0005 N 
solutions at pH 7,..° Not more than 2-4 drops of a 0.1% aqueous solution 
of the sodium salt of dichlorfluorescein need be used per 50 ml. of a very dilute 
chloride solution; in other cases 2 drops of indicator are added per 10 ml. of 
halide solution. In the very dilute solutions the end-point is given by a dis- 
tinct change to an orange shade. The rose or reddish tints appear beyond the 
endpoint.!” 


VOLUMETRIC DETERMINATION OF FREE CHLORINE 


The determination depends upon the reaction Cl+KI=KCI+I. The 
iodine liberated by the chlorine is titrated with Na.S.O; and the equivalent Cl 
calculated. teat 

- Procedure.—A measured amount of the chlorine water is added to a 
solution of potassium iodide in a glass-stoppered bottle by means of a pipette, 

 K. Fajans and H. Wolf, Z. anorg. allgem. Chem., 137, 221 (1924). 

1% 7. M. Kolthoff, W. M. Lauer and C. J. Sunde, J. Am. Chem. Soc., 51, 3273 (1929). 

17 For full details regarding all applications of adsorption indicators see the chapter 
by Fajans in Neuere Massanalytische Biticden: Vol. XX XIII, Die Chemische Analyse, 
Fee Bottger, F. Enke, Stuttgart, 1937. English translation published by 
D. Van Nostrand Co., New York. ara 2 
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the delivery tip of which is just above the surface of the iodide solution. The 
bottle is then closed and the contents vigorously shaken. The liberated iodine is 
titrated with tenth-normal sodium thiosulfate (2Na2S203+].=2NalI + NasS4Os¢). 
When the yellow color of the iodine has become faint, a little starch solution 
is added and the titration completed to the fading out of the blue color. 


One ml. N/10 Na2S,03;= 0.003546 gram Cl. 


DETERMINATION OF HYPOCHLOROUS ACID IN THE PRESENCE) 
OF CHLORINE 


The determination depends upon the reactions: 
2KI4+ HOCI= KCl+ KOH-+I1, and 2KI+4+Cl.=2KCI+13. 


The alkali liberated by hypochlorous acid and the total iodine are deter- 
mined and the calculations made for each of the constituents. 

Procedure.—A measured volume of N/10 HCl is added to a potassium iodide 
solution. To this the sample containing the hypochlorous acid and chlorine 
areadded. The liberated iodine is titrated with N/10 Na2S.03. (The addition 
of starch is omitted.) The colorless solution is treated with methyl orange 
indicator and the excess of hydrochloric acid is titrated with N/10 NaOH. 
The potassium hydroxide, produced by the action of the hypochlorous acid 
upon the iodide, requires half as much acid for neutralization as the volume 
of thiosulfate required by the iodine set free by the hypochlorous acid. 

Calculation.—The ml. back titration with NaOH are subtracted from the 
total ml. of HCl taken=ml. HCl required by NaOH liberated by HOCI= A. 
Then 2A ml.=ml. NaS.O3 required by the I liberated by HOCI. ML. 
A X0.005247= gram HOCI. The total Na.S.O; titration minus 2A ml. (due to 
the iodine liberated by HOCl)=ml. Na282O; that are required by the iodine 
liberated by chlorine. The ml. thus required multiplied by 0.003546= grams 
chlorine in the sample taken. 


GRAVIMETRIC DETERMINATION OF CHLORIC ACID, HCl0;, 
OR CHLORATES, BY REDUCTION TO CHLORIDE AND 
PRECIPITATION AS SILVER CHLORIDE 


Reduction of the Chlorate.—Among the methods of reduction of chlorates 
the following deserve special mention: 1. Reduction with Sulfurous Acid.}8 
2. Ferrous sulfate. 3. Zinc. 

1. About 0.2 to 0.5 gram of the salt is dissolved in 100 ml. of distilled water 
and either SO, gas passed into the solution or sulfurous acid in solution added 
in excess. The solution is now boiled to expel SO: and the chloride precipitated 
as AgCl in presence of free nitric acid. 

2. The sample in 100 ml. of distilled water is treated with 50 ml. of erys- 
tallized ferrous sulfate (10% solution), heated to boiling, with constant stirring, 
and then boiled for fifteen minutes. Nitric acid is added to the cooled solution, 
until the deposited basic ferric salt is dissolved. The chloride is now precipi- 
tated as AgCl, as usual. 


18 Blattner and Brassuer, Chem. Zeit. Rep., 24, 793, 1900. 
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3. The dilute chlorate solution is treated with acetic acid until it reacts 
distinctly acid. An excess of powdered zinc is now added and the solution 


boiled for an hour. Nitric acid is added to the cooled solution in sufficient 


quantity to dissolve the zinc remaining. ‘The solution is filtered, if necessary, 
and the chloride precipitated as usual. 
Factors. AgClX0.855= KCI1Os, or X0.2474= CL. 


Notr.—In absence of cyanides, carbonates and acids decomposed and volatilized 
by hydrochloric acid, or oxides, hydroxides and substances other than chlorates that 


,may be decomposed or acted upon by this acid, evaporation of the salt with HCl and 


ignition of the residue, or addition of an excess of ammonium chloride,!® and subsequent 
heating will give a residue of chloride, which may be determined as usual and the 
equivalent chlorate calculated. Method by L. Blangey. 

The methods may be used in determining chlorates in presence of perchlorates, 


only the former being reduced to chlorides. Outline of the procedure is given later. 


GRAVIMETRIC DETERMINATION OF PERCHLORIC ACID BY 
REDUCTION TO CHLORIDE 


A perchlorate ignited with about four times its weight of ammonium chloride 
in a platinum dish may be decomposed to chloride. A second treatment is 
usually necessary to change the salt completely. Platinum appears to act as a 
catalyser, so must be added in solution if a porcelain crucible is used. 

Procedure.—About 0.2 to 0.4 gram of potassium perchlorate is intimately 
mixed with about 2 grams of ammonium chloride in a platinum crucible, the 
latter then covered with a watch-glass and the charge ignited gently for one 
and a half to two hours, the temperature being below the fusing-point of the 
residual chloride (otherwise the platinum would be attacked). A second addi- 
tion of ammonium chloride is made and the mix again heated as before. The 
resulting chloride may now be determined as usual. 

Factors. AgClX0.9666=KCIlO., X0.2474=Cl. 


DETERMINATION OF CHLORATES AND PERCHLORATES IN 
PRESENCE OF ONE ANOTHER 


(1) A portion of the sample is treated with about twelve times its weight of 
ammonium chloride in a platinum dish (or in a porcelain dish with the addition 
of 1 ml. of hydroplatinic acid), and the mixture heated according to the pro- 
cedure given for perchloric acid. The resulting chloride is determined as 
usual. This is the total chlorine in the sample. 

., (2) In a second portion the chlorate is reduced by means of SO2 or FeSQu, 
according to directions given for determination of chloric acid, and chlorine 
determined. The chlorine of this portion is subtracted from the total chlorine, 
the difference multiplied by 3.9076=KCIlO,. The chlorine of the second por- 
tion multiplied by 3.4563 = KCI1Os, or AgCl in (2) subtracted from AgCl of (1) 
and the difference multiplied by 0.9666=KClO,. AgCl of (2) multiplied by 
0.855= KCIOs. 


19 Perchlorates are decomposed by ignition with NH,Cl in presence of platinum. 
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DETERMINATION OF HYDROCHLORIC, CHLORIC, AND PER-— 
CHLORIC ACIDS IN THE PRESENCE OF ONE ANOTHER 


(1) Total Chlorine.—If the determination is made in the valuation of niter 
a 5-gram sample is fused with about three times its weight of alkali carbonate ”° 
or calcium hydroxide,” in a platinum dish, whereby all the chlorine compounds 
are converted to chlorides. If the compounds are present as alkali salts, fusion 
with ammonium chloride in a platinum dish may be made and the total chlorides 
determined after dissolving the residue in nitric acid. 

(2) Chloride and Chlorate.—If the estimation is being made in niter, 5 
erams of the salt are treated with 10 grams of zinc dust (Cl-free) in presence 
of 150 ml. of 1% acetic acid. The solution is boiled for half an hour, filtered, 
and the chloride determined. In a mixture of alkali salts of hydrochloric, 
chloric, and perchloric acids, reduction may be accomplished by passing in SO2 
gas or by adding ferrous sulfate and boiling according to directions given for the 
determination of chlorate. The chloride now present in the residue is due to the 
reduced chlorate and to the original chloride of the sample. 

(3) The chloride of the sample is determined by acidifying the salt with 
nitric acid (cold) and precipitating as AgCl. 

Perchlorate.—The chloride and chlorate in terms of chlorine are subtracted 
from total chlorine of (1) and multiplied by the factor for the salt desired. 

Chlorate.—The chlorine of (3) is subtracted from chlorine of (2) and 
multiplied by the factor for the compound desired. 

Chloride.—The AgCl of (8) is multiplied by the appropriate factor. 

Factors. AgClX0.2474=Cl, or X0.2544=HCl, or X0.4078=NaCl, or 
0.5201 = KCl. 

AgCl X0.855 = KClOs, or X0.9666 = KC1O,. 

Cl X 3.4563 = KC10s, or X3.9076 =KC10,, or X 2.1027 = KCl, or X3.0023= 
NaClO; or X3.4535=NaClO,, or X1.6486 = NaCl. 


DETERMINATION OF CHLORINE, BROMINE, AND IODINE IN 
THE PRESENCE OF EACH OTHER 


The procedure is Bekk’s modification of Baubigny’s method.” 

Procedure.—The halogens are precipitated with an excess of silver nitrate, 
filtered onto asbestos or glass wool, washed, dried, and weighed as total halogens 
as silver salts. A second portion is precipitated and the moist, washed silver 
salts (0.3 to 0.4 gram) are treated with a solution of 2 grams of potassium 
dichromate in 30 ml. of concentrated sulfuric acid at 95° C., and digested for 
thirty minutes. By this procedure the iodine is oxidized to iodie acid (HIOs;) 
and chlorine together with bromine is liberated in form of the free halogen. 


Toward the end of the reaction a stream of air is led through the solution” 


to remove any chlorine and bromine. This is now diluted to 300 to 400 

ml., filtered, and the iodie acid reduced by adding, drop by drop, with con- 

stant stirring, a concentrated solution of sodium sulfite, NasSOs3, until a faint 

odor of SO: remains after standing ten minutes. (Under certain conditions an 
20 Mennick, Chem. Zeit. Rep., 22, 117, 1898. 


*t Blattner and Brasseur, Chem. Zeit. Rep., 24, 793, 1900. 
= Julius Bekk, Chem. Ztg., 39, 405-6, 1915. C. A., 9, 2042, 1915. 
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excess may result in a partial reduction of the silver iodide.) The precipitated 
silver salt is filtered, washed with hot, dilute nitric acid, dried and weighed as 
AgI. The filtrate containing the silver, formerly with the chlorine and 
bromine, is treated with potassium iodide in sufficient amount to completely 
precipitate the silver as AgI. This is filtered, washed and weighed. From the 
three weights the chlorine, bromine and iodine can be easily calculated. 


Notr.—Bekk claims an accuracy within less than 0.15%. 


DETERMINATION OF FREE HYDROCHLORIC ACID 


In absence of other free acids, hydrochloric acid may be accurately deter- 
mined by titration with standard alkali. Details for the volumetric analysis 
of muriatic acid in presence of commonly occurring impurities are given in 
Volume II in the chapter on Acids. 


One ml. N/1 NaOH=0.03647 g. HCI. 


DETERMINATION OF CHLORIDE AND CYANIDE IN PRESENCE 
OF ONE ANOTHER 


The cyanide is determined by Liebig’s method described on page 661. To 
the neutral solution is added sufficient N/10 silver nitrate to combine with 
all of the cyanide and chloride present and an excess. The solution is acidified 
with nitric acid and diluted to a definite volume and a portion filtered through a 
dry filter. A portion of the filtrate, an aliquot of the whole, is titrated with 
standard thiocyanate solution (page 271) using ferric alum indicator and the 
excess of the AgNO; added thus ascertained. From this the amount com- 
bined with the CN and Clis known. The equivalent required by the cyanide 
is deducted, the difference being due to the chloride present in the solution. 


1 ml. N/10 AgNO;=0.005204 g. CN, or 0.013023 g. KCN, or 0.003546 g. Cl 
or 0.005845 g. NaCl, or 0.007455 g. KCl. 


DETERMINATION OF CHLORIDE, CYANIDE AND THIOCYANATE 
IN PRESENCE OF ONE ANOTHER 


The cyanide is determined by the method of Liebig described on page 661, 
and the equivalent AgNO; required recorded= A. 

An excess of N/10 AgNO; over that required by CN, CNS and Cl is added 
~ and the solution acidified with nitric acid. After making to a definite volume, 
the solution is filtered through a dry filter, the residue being saved. A portion 
of the filtrate, an aliquot of the whole solution, is titrated with standard thio- 
cyanate solution using ferric alum indicator (see page 271), the excess of 
AgNO; is calculated. The amount combining with CN, CNS and Cl is now 
known= B. 

The silver salts on the filter paper are washed with water and transferred 
by means of cone. nitric acid to a flask and boiled for an hour. The cyanide 
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and thiocyanate are decomposed and dissolve, while the silver chloride re- 
mains unchanged. The sulfuric acid formed by oxidation of the thiocyanate 
is precipitated by barium nitrate (as BaSO,). Without removing the pre- 
cipitates AgCl and BaSO, the silver nitrate in this solution is determined 
by Volhard’s method (page 271) and the AgNO; required by thiocyanic acid 
and cyanide thus ascertained=C. 

By deducting the AgNO; of (A) from (C) the silver nitrate required by 
thiocyanic acid is determined. 

Deducting the AgNO; required by CN and CNS (C) from the total AgNO; 
required by CN, CNS and Cl (B) the amount required by chlorine is obtained. 

We now have the silver nitrate equivalent of Cl, CN, CNS. 

N/10 AgNO;=0.005204 g. CN, or 0.005808 g. CNS or 0.003546 g. Cl. 


Notrr.—In the analysis of compounds containing hypochlorites and chlorides, the 
conversion of hypochlorites to chlorides by heating with hydrogen peroxide is a great 
convenience. 

For instance in the analysis of bleach liquors, washes, etc., the (OCl) and Cl may 
be very easily and quickly determined by titrating an aliquot with AsO; and then a 
similar aliquot with AgNOs after converting all the OCI to Cl by warming with H.O.. 


EVALUATION OF BLEACHING POWDER, CHLORIDE OF LIME, FOR 
AVAILABLE CHLORINE 


When chloride of lime is treated with water, it is resolved into calcium 
hypochlorite, Ca(OCl)», and calcium chloride, CaCly. The calcium hypochlorite 
constitutes the bleaching agent. The technical analysis is confined to the 
determination of available chlorine, which is expressed as percentage by weight 
of the bleaching powder. 

Procedure.—Ten grams of the sample are washed into a mortar and ground 
with water, the residue allowed to settle and the supernatant liquor poured into 
a liter flask. The residue is repeatedly ground and extracted with water until 
the whole of the chloride is transferred to the flask. The combined extracts 
are made up to 1000 ml. 

To 50-ml. portions (0.5 gram) of the solution, 3 to 4 grams of solid potassium 
iodide and 100 ml. of water are added and the solution acidified with acetic 
acid, Iodine equivalent to the available chlorine is liberated.2* This is titrated 
with N/10 arsenious acid. 


8 This iodine is liberated, in all probability, by the oxygen present in NaOCl. 
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One ml. N/10 arsenious acid=0.003546 gram Cl. This multiplied by 
200= % Cl. 


Nore.—In France the strength is given in Gay-Lussac degrees, e.g., liters of gas 
evolved by 2 kilograms of bleaching powder, 0° C. and 760 mm. 100°=31.78% Cl. 


METHOD FOR THE ANALYSIS OF LIQUID BLEACH 
Special Reagents Required. 


Reagent 12. Barium Chloride (100 g.p.l. BaCl.- 2H20). 
Reagent 37. Methyl Orange Indicator. 

Reagent 41. Phenolphthalein Indicator. 

Reagent 62. N/10 Sodium Thiosulfate. 

Reagent 64. Starch Indicator. 

Reagent 110. N/10 Hydrochloric Acid. 


Preparation of Sample.—For strong solutions of bleach, pipette 10 ml. into 
a 250-ml. graduated flask containing about 100 ml. of distilled water, keeping 
the tip of the pipette beneath the surface of the water. Dilute to the mark and 
mix thoroughly. Use an aliquot portion for the determination of available 
chlorine. For the other determinations and for available chlorine in weak 
bleach (below 35.0 g.p.l. available chlorine), use the sample as received. 

“ Available Chlorine.””—For available chlorine the size of the sample should 
be such that it will titre about 40.0 ml. of N/10 Na,S20s. 

Dissolve 2—3 grams of potassium iodide crystals in 50 ml. of distilled water in 
a 250-ml. Erlenmeyer flask. Introduce the sample under the surface of the 
solution and acidify slightly with acetic acid. Titrate with N/10 sodium 
thiosulfate (Reagent 62) until the yellow color of iodine is nearly destroyed. 
Add 5 ml. of starch solution (Reagent 64) and titrate until the blue color entirely 
disappears. 


we ai see EPL “ available ”’ chlorine, 


wt. of sample % “ available ”’ chlorine. 


Total Na,O.—Pipette sufficient sample, so that the total titre will be at 
least 10 ml. of N/10 HCl, into a 150-ml. Erlenmeyer flask, dilute with 25 ml. 
of distilled water and add 25 ml. of conc. NH,OH. Boil until the odor of 
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NH;OH has entirely disappeared. Cool and titrate with N/10 HCl (Reagent 
110) using methyl orange (Reagent 37) as the indicator. 
ml. N/10 HC1X3.1 
ml. of sample 


ml. N/10 HC1X.31__ 

wt. of sample 

Sodium Hydroxide (NaOH).—Proceed as directed for total Na.O, using the 

same size sample, until ready to titrate. Transfer to a 400-ml. beaker, add 

50 ml. of BaCl, (Reagent 12) and 10 drops of phenolphthalein (Reagent 41), 

stir well and titrate with N/10 HCl (Reagent 110) until the pink color disap- 
pears. 


== g.p.l. Na.O, 


% Na20. 


ml. N/10 HC1X4.0__ 
ml. of sample 

ml. N/10 HClXx.4 
wt. of sample 


Sodium Carbonate (Na.CQ;). 


(N/10 HCl titre for Na.O—N/10 HCl titre for NaOH) X5.3 
ml. of sample 


(N/10 HCl titre for NasO—N/10 HCl titre for NaOH) X.53 
wt. of sample 


Norr.—1l. The NazsCO; may be determined on the COz machine (T. 8. P. method 
533) after treatment with NH,OH to destroy bypochlorites as described under NaOH. 

2. N/10 H.SO. may be used in place of N/10 HCl but the results will not be as 
accurate, due to the BaSO, precipitate present in the determination of NaOH. This 
precipitate occludes part of the NaOH, making the titration low. 


g.p.l. NaOH, 


=% NaOH. 


=g.p.l. NasCOs, 


= % NaxCOs. 


COLORIMETRIC ESTIMATION OF CHLORINE IN WATER 


The procedure makes use of the fact that when water containing free 
chlorine is treated with ortho-tolidine reagent, a definite color is obtained. 
Small amounts of free chlorine give a yellow, and larger amounts an orange color. 
The quantitative estimation is carried out by comparing this color with color 
standards representing definite amounts of free chlorine. 

The set as supplied consists of five chlorine color standards with the values 
0.1, 0.2, 0.3, 0.4 and 0.5 parts of chlorine per million, made up in sealed 25 ml. 
bottles; 1-25 ml. testing bottle; 50 ml. of ortho-tolidine reagent; and a calibrated 
0.5 ml. pipette with nipple; all compactly arranged in a portable case of sturdy 
construction, ,85 inches long, 44 inches wide and 6 inches high. 
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A determination of free chlorine is made as follows: Rinse the testing bottle 
with the water to be tested. Place about 25 ml. of the water in the bottle 
and add 0.5 ml. of ortho tolidine reagent by means of the pipette. Stopper 
tightly and shake well. Allow the solution to stand at least 5 minutes and 
compare the color developed with that of the chlorine color standards. The 
value can then be read off directly from the standards. 

Water having over 0.5 parts per million of free chlorine should be diluted 
with chlorine-free water, preferably distilled. For example, suppose a water 
contained 0.8 parts per million of free chlorine. Equal volumes of distilled 
water and the water to be tested should be thoroughly mixed and the determi- 
nation carried out as described above. The diluted sample will be found to 
contain 0.4 parts per million of free chlorine. This value would then be 
multiplied by 2 to give the actual chlorine content. Higher values would 
require further dilution and this dilution would determine the factor by which 
the actual reading is multiplied. 

In the sterilization of drinking water with chlorine, the usual dosage is from 
0.25 to 0.50 parts per million, or 2 to 4 pounds per million gallons. Sometimes 
in a polluted or suspicious water, as much as 1.0 part per million is used, but 
this may cause a very strong taste. The dosage is affected by the presence of 
organic matter or oxidizable salts and by the hydrogen ion concentration, since 
oxidation results more quickly in the presence of free carbonic acid. The 
practical method is to so regulate the chlorine dosing device that frequent 
samples, taken at a point in the distribution system that allows for a 5 minute 
contact period, show a residual chlorine value of 0.1 to 0.2 parts per million. 


Tropaolin OO adsorption indicator is useful in titration of halogens with 
AgNO;. Five drops of indicator (0.5% in water and ethanol 1:1) give a 
cream color during titration changing definitely pink at end-point. 


PARA-AMINODIMETHYL-ANILINE TEst FOR HALoGEns 


To Make the Test.—Two or three drops of the reagent should be added to 
five ml. of distilled water and the solution to be tested slowly added. Only 
enough of the solution to be tested should be added that will produce a pink 
color, or other confusing results are apt to ensue. 

For example: If a 0.01 per cent solution of bromine is added, a drop at a 
time, to five ml. of the reagent, the following colors will appear in turn: pink, 
red, purple, violet-red, green, brown, and yellow, all definite colors formed by 
the successive halogenation of the benzene nucleus and the methyl side chains in 
quite a complex manner. 

The reagent when properly used will detect: — 


1 part bromine in 1,300,000 parts. of water, 
1 part chlorine in 65,000 parts of water, 
1 part iodine in 400,000 parts of water. 


Notrr, To Prepare the Reagent.—Dissolve five grams of para-aminodimethyl- 
aniline in 100 ml. of absolute alcohol. The alcohol is used as the solvent with preference 
over water because it permits less decomposition. 


“nd. Eng. Chem., Anal. Ed. 3, 225, 1931. 


CHROMIUM ! 
Cr, at.wt. 52.01; sp.gr. 7.13 m.p. 1615° C.; b.p. 2200° C.; oxides, CrO2; Cr2O;, CrO; 


Chromium occurs in nature in combined state, more generally in rocks of 
high magnesia and low silica content. It is found associated with iron, 


aluminum, calcium, copper, magnesium. The minerals chromite, chrome | 


iron, FeO-Cr203, and crocoisite, PbCrO,, are of commercial importance. 


Chromium is used in alloys, in steel, in paint pigments, in chrome plating and has 
accordingly received much attention regarding its properties and chemical reactions 
with methods of determination. 


DETECTION 


Chromium is precipitated by ammonium hydroxide as bluish-green, Cr(OH)s, 
along with the hydroxides of iron and aluminum (members of previous groups 
having been removed). The chromic compound is oxidized to chromate by 
action of chlorine, bromine, sodium peroxide, or hydrogen peroxide added to 
the substance containing an excess of caustic alkali. The chromate dissolves 
and is thus separated from iron, which remains insoluble as Fe(OH);3. The 
alkali chromates color the solution yellow 

Barium acetate or chloride added to a neutral or slightly acetic acid solution 
of a chromate precipitates yellow barium chromate, BaCrO,. Addition of 
ammonium acetate to neutralize any free inorganic acid aids the reaction. 

Lead acetate produces a yellow precipitate with chromates, in neutral 
or acetic acid solutions. 

Mercurous nitrate or silver nitrate gives red precipitates with chromates. 

Hydrogen peroxide added to a chromate and heated with an acid, such 
as sulfuric, nitric, or hydrochloric, will form a greenish-blue-colored solution. 
Chromates are reduced by hydrogen peroxide in acid solution, the action being 
reversed in alkaline solution. 

Reducing agents, hydrogen sulfide, sulfurous acid, ferrous salts, alcohol 
form green chromic salts when added to chromates in acid solution. 

Ether shaken with a chromate to which nitric acid and hydrogen peroxide 
are added is colored a transient blue by the unstable perchromic acid, which 


1 Vauquelin discovered chromium in crocoisite in 1797. 
282 


ee a 


aT: 


ee 


Se a a 


CHROMIUM 283 


soon decomposes into chromic salt with evolution of oxygen and fading of the 
blue color. 

Diphenyl Carbazide Test.—To 5 ml. of the solution containing chromium as 
chromate, 2 drops of hydrochloric or acetic acid are added, and 1 drop of an 
acetic acid solution of diphenylcarbazide (0.2 gram CO(NH-NH-C,H;). is 
dissolved in 5 ml. glacial acetic acid and diluted to 20 ml. with ethyl alcohol). 
A violet pink color is produced in presence of a chromate. Less than 0.0000001 
gram chromium may be detected. 

Chromic salts are bluish green; chromic acid is red; chromates, yellow; 
dichromates, red; chrome alum, violet. 

The powdered mineral, containing chromium, when fused with sodium 
carbonate and nitrate, produces a yellow colored mass. 


ESTIMATION 


Among the substances in which chromium is determined are the following: 
Chrome iron or chromite, Cr2O3;- FeOMgO; crocoisite, PbCrOx.; slags; chromic 
oxide, chrome green, in pigments; chromates and dichromates; chrome steel 
and ferro-chrome. 

In analytical procedures chromium precipitates with iron and aluminum and 
causes difficulty in the determination of these two elements. In the iron 
determination by titration with KMnOu,, chromium, if present, is also reduced 
by zine from a valence of three to a valence of two and is again oxidized to the 
trivalent form by KMnO,, similar to the action with iron.t No reduction of 
trivalent chromium occurs with use of H»S, SO2 or SnCls, while iron is reduced. 

Details of getting chromium products into solution follow. The attack 
with sodium peroxide is generally satisfactory. The methods for its determi- 
nation seldom require preliminary separations. 


PREPARATION AND SOLUTION OF THE SAMPLE 


_ Although powdered metallic chromium is soluble in dilute hydrochloric or 
sulfuric acid, it is only slightly soluble in dilute or concentrated nitric acid. 
It is practically insoluble in aqua regia and in concentrated sulfuric acid. 
Chrome iron ore is difficult to dissolve. It is important to have the material 
in finely powdered form to effect a rapid and complete solution of the sample. 
An agate mortar may be used to advantage in the final pulverizing of the 
substance. 


tAt room temperature Cr! is not reduced to Cr™ at 10° or below by Zn(Hg). 
At 100° KMn0O, oxidizes CrU! to CrV!. 
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General Procedures for Decomposition of Refractory Materials Con- 
taining Chromium.—The following fluxes may be used: 

A. Fusion with KHSO, and extraction with hot dilute HCl. The residue 
fused with NasCO 3 and KCl1Osg, 3 : 1, or fusion with soda lime and KCIOs, 3 : 1. 

B. Fusion with NaHSO, and NaF, 2:1. 

C. Fusion with magnesia or lime and sodium or potassium carbonates, 
ACEN 

D. Fusion with Na2O», or NaOH and KNOs;, or NaOH and Na2O»s. Nickel, 
iron, copper, or silver crucibles should be used for D. Platinum may be used 
for A, B, or C- 

Special Procedures. Materials High in Silica.—The finely ground sample, ~ 
1 to 5 grams, is placed in a platinum dish and mixed with 2 to 5 ml. concentrated 
sulfurie acid (1.84), and 10 to 50 ml. of conc. hydrofluoric acid added. The 
solution is evaporated to small volume on the steam bath and to SO; fumes on 
the hot plate. Sodium carbonate is added in sufficient amount to react with 
the free acid, and then an excess of 5 to 10 grams added and the mixture heated 
to fusion and kept in molten condition for half an hour. From time to time a 
crystal of potassium nitrate is added to the center of the molten mass until 
1 to 2 grams are added. (Caution. Platinum is attacked by KNOs, hence 
avoid adding a large amount at any one time.) Chromium and aluminum go 
into solution in the flux, but iron is thrown out as Fe(OH);. The cooled 
fusion is extracted with hot water and filtered from the iron residue. Chro- 
mium is in solution together with aluminum. If much iron is present it should 
be dissolved in a little hydrochloric acid and the solution poured into boiling 
10% solution of potassium hydroxide, the cooled solution+ Fe(OH); precipitate 
is treated with hydrogen peroxide or sodium peroxide to oxidize any chromium 
that may have been occluded by the iron in the first precipitate. The mixture 
is again filtered and the combined filtrates examined for chromium. 

Sodium Peroxide Fusion. Chrome Iron Ores.—One gram of finely pulver- 
ized ore is mixed with 8 grams of yellow sodium peroxide. (Fresh peroxide is 
best and fused in-a nickel or iron crucible of 30 ml. capacity.) See p. 296 for 
detailed procedure. The cooled fusion is dissolved in a casserole with 100 ml. to 
150 ml. of water, more peroxide being added to this solution if it appears purple. 
The excess of peroxide is decomposed by boiling the solution, and to the caustic 
solution free from peroxide is added 10 to 15 grams of ammonium carbonate or a 
sufficient quantity of the salt to neutralize four-fifths of the sodium hydroxide 
present in the solution, as the strong caustic would otherwise dissolve the filter. 
The solution is now filtered. The insoluble matter is treated on the filter with 
dilute sulfuric acid, 1: 4. If a portion remains insoluble, it is an indication of 
incomplete decomposition of the ore, and this residue is again fused with 
peroxide and treated as above. The combined filtrates contain the chromium. 

Since chromates are reduced in presence of free acid and peroxide, the latter 
should be expelled before making the solution acid.? 

If the chromate is to be precipitated as BaCrO, or PbCrO,, the solution 
should be acidified with hydrochloric acid. If the reduced solution is to be 
titrated with potassium permanganate, it is best to use sulfuric acid in neutral- 
izing the caustic solution. Further directions will be given under the method 
chosen. 


2 See Separations. 
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Chrome ores may be readily decomposed by fusion of one part of the ore 
with 8 parts of Na2O» in a nickel, iron or porcelain crucible. Five minutes is 
ample time instead of the 25 minutes given. (See Analysis of Chrome Ores— 
Determination of Chromium, by Cunningham and McNeill.) 

Method for Solution of Iron.and Steel.—See methods at close of chapter. 


SEPARATIONS 


Chromium, Iron, and Aluminum.—If chromium has been fused with sodium 
peroxide or carbonate containing a little potassium nitrate, and the fusion 
extracted with boiling water, most of the chromium goes into solution as a 
chromate, together with alumina, but some of the chromium is occluded by 
Fe(OH);. If the amount of the iron precipitate is appreciable, and warrants 
the recovery of occluded chromium, it is dissolved in hydrochloric acid and the 
iron reprecipitated by pouring into a solution of strong sodium hydroxide. 
Before filtering off the iron hydroxide, a little HO. is added to oxidize the 
Cr.0;, if accidentally present, and the solution boiled and filtered. The 
combined filtrates will contain all of the chromium and aluminum. 

If chromium is present as a chromic salt, instead of a chromate, it is oxidized 
to the higher form by adding peroxide (H2O: or Na2O2) to the alkaline solu- 
tion. Bromine added to this solution or chlorine gas passed in will accomplish 
complete oxidation.? It must be remembered that in acid solutions hydrogen 
peroxide, sodium peroxide, or nitrites will cause reduction of chromates to 
chromic salts (exception, see method for solution of steel), so that these should 
be boiled out of the alkaline solution before making decidedly acid with hydro- 
chlorie or sulfuric acid. Since these are difficult, if not impossible, to expel 
completely from an alkaline solution, after boiling the strongly alkaline 
solution, dilute sulfuric acid is added until the solution acquires a permanent 
brown color (nearly acid), acid potassium sulfate, KHSQOu., is added, and 
the boiling continued. _ This will decompose the bromates and expel bromine, 
etc., but will not cause the reduction of the chromate, as would a strong acid 
solution. . 

Separation of Chromium from Aluminum.—This separation is necessary if 
chromium is to be precipitated as Cr(OH)3. The sodium chromate and alumi- 
nate solutions are made slightly acid with nitric acid and then faintly alkaline 
with ammonium hydroxide, Al(OH); is precipitated and chromium remains 
in solution as a chromate. 


3 Br may be added and then NaOH to oxidize Cr and precipitate Fe(OH)s. 

Chromic oxide and most of its compounds, except chrome iron stone, may be 
decomposed by conc. HNO;+ CIO; (added in small portions). M. Gréger, Z. anorg. 
Chem., 81, 233-242, 1913. 

4 KHSO, will not cause reduction of chromates. A. Kurtenacker, Z. anal. Chem., 
52, 401-407, 1913; Analyst, 38, 449, 387. 
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GRAVIMETRIC METHODS FOR THE DETERMINATION 
OF CHROMIUM 


PRECIPITATION OF CHROMIC HYDROXIDE AND IGNITION 
TO Cr2035 


Chromium present as a chromic salt in solution, free from iron and aluminum 
or elements precipitated as hydroxides, is thrown out of solution by NH,OH 
as Cr(OH)s, the precipitate ignited to the oxide, Cr2O3,° and so weighed. The 
presence of hydrochloric acid or sulfuric acid does not interfere. 

Reduction.—If the chromium is already present as the chromic salt, free 
from iron and alumina, it may be precipitated directly as the hydroxide by 
addition of ammonia; otherwise, if present as the chromate, as is the case when 
a separation from iron and alumina has been necessary, and in cases where 
the chromium has been brought into solution by fusion with an oxidizing 
reagent, reduction is necessary. This is accomplished by passing SO. or 
H.S8 into the slightly acid solution of the chromate, or by adding aleohol 
to the hydrochloric acid solution and boiling until the solution appears a 
deep grass green. Twenty ml. of alcohol for every 0.1 gram of Cr has been 
found to be ample for this reduction. The SO. or H.S should be expelled 
from solution by boiling, in case either has been used for reduction of the 
chromate. 

Precipitation. Ammonium hydroxide or ammonium sulfide is added 
in slight excess and the solution boiled for about ten minutes.—The solution 
should be slightly alkaline (litmus), otherwise a few drops of ammonia should 
be added, but not a large excess; the solution will then settle out clear. A 
cloudy solution results from prolonged boiling when the solution has become 
acid; on the other hand, a large excess of ammonia will prevent complete pre- 
cipitation of chromium and the filtrate will be colored pink or violet. The 
chromic hydroxide is filtered off on a rapid filter paper. Since the precipi- 
tate is apt to be gelatinous it is advisable to wash two or three times by decanta- 
tion and several times on the paper. The well-drained precipitate and filter is 
ignited wet in a porcelain or platinum crucible, first over a low flame until the 
paper has been charred, then over a strong flame until the carbon has been 
burned away, the oxide is finally heated strongly in a dry hydrogen atmosphere, 
using a Rose crucible cover. The flame is turned off and the precipitate is 
allowed to cool to about 100° C. in hydrogen before the crucible is placed in a 
desiccator the green residue is weighed as Cr203.7 Wt. of Cr.03X0.6843= wt. 
of chromium. 


°It is advisable to take such a weight of sample that the ignited Cr2O; does not 
exceed 0.5 gram in weight. 
§ Cr2Os, mol.wt., 152; sp.gr., 5.21; m.p., 1900° C.; insol. in H,O, slightly sol. in acids, 
dark green hexagonal. 
_ 7 Rothaug, Z. anorg. Chem., 84, 165 (1913-1914). Chromic oxide is partially oxi- 
Sie ni chromic chromate in air. Oxygen is most rapidly absorbed in the range 100- 
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DETERMINATION OF CHROMIUM AS BARIUM CHROMATE 


Chromium, present as a chromate, is precipitated from a neutral or faintly 
acetic acid solution of an alkali chromate by addition of barium acetate or 
chloride. The BaCrO, is gently ignited and weighed. The solution should be 
free from sulfuric acid or sulfates. 

Procedure.—The alkali chromate solution is neutralized with nitric acid 
or ammonia as the case may require, precautions for avoiding reduction 
having been observed as indicated under Preparation and Solution of the 
Sample. Ten ml. of } N BaCl, or Ba(C.H;02), (approx. 10% soln.) are added 
to the boiling solution for each 0.1 gram of chromium present. The reagent 
should be added in a fine stream or drop by drop to prevent occlusion of the 
reagent by the precipitate. The precipitated chromate is allowed to settle 
on the steam bath for two or three hours and then filtered into a weighed Gooch 
crucible and washed with 10% alcohol solution. The precipitate is dried for 
an hour in the oven, then placed in an asbestos ring suspended in a large 
crucible with cover and thus heated over a low flame, gradually increasing the 
heat until the outer crucible becomes a dull red. The cover is removed and 
the heating continued for five minutes, or until the precipitate appears a uniform 
yellow throughout. High heating should be avoided. The cooled residue is 
weighed as BaCrQO.. 

BaCrO.z 0.2053 = Cr. 


BaCrO, X 0.3000 = Cr203. 
BaCrO.,X0.7665 = K,CrO,,. 
BaCrO, x 0.5806 = K,Cr.O7. 


Norrs.—If the precipitate on the sides of the crucible appears green, it is ignited 
until the green color disappears. 

If sulfates are present, BaSO, will be precipitated; hence this method could not be 
used. In this case either reduction to the chromic salt and precipitation of chromium 
as Cr(OH); or a volumetric procedure should be followed. 

Oxidize chromium with an excess of hydrogen peroxide in alkaline solution, reduce 
in acid solution with ferrous sulfate and titrate with permanganate. Decomposition 
of hydrogen peroxide is accelerated by heat and by presence of sodium sulfate or ferric 
salts. Salts of nickel, cobalt, or manganese decompose H.,O, energetically and lower 
results are obtained. F'. Bourin and A. Senechal. Compt. rend., 157, 1528-31. 

Mercurous Nitrate Method.—To the chromate solution (containing 0.2-0.5 g. Cr) 
heated to boiling is added 2 grams of Na.,CO; and then a saturated solution of pure 
mercurous nitrate in 1/10 soln. conc. HNO; (free from nitrous oxides), added in slight 
excess. The mixture is boiled until the brown precipitate changes to the orange crystal- 
line form. The precipitate is filtered and washed with hot water, then ignited three 
hours over a Meeker burner until the weight is constant. 


8 Tf the filtrate appears yellow, chromate is indicated, the solution should be reduced 
and the chromium precipitated as Cr(OH);. If the filtrate is pink, it should be boiled 
until it appears green and Cr(OH); precipitates. These precipitates should be included 
in the above calculation for chromium. 

BaCrO,, mol.wt., 253.37; sp.gr., 4.498; solubility per 100 ml. H,O, 0.00038%° and 
0.0043 hot. Soluble in HCl and in HNO; yellow rhombic plates. 
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VOLUMETRIC METHODS FOR THE DETERMINATION 
OF CHROMIUM 


POTASSIUM IODIDE METHOD FOR DETERMINATION 
OF CHROMIUM 


Chromium present as a chromate is reduced in acid solution by addition 
of potassium iodide and the liberated iodine titrated by standard sodium thio- 
sulfate. The method depends upon the following reactions: 


(a) 2CrO;+6KI=Cr.03;+3K2.0+6I. 
(b) I, +2Na8203= 2Nal — NaeS4Og. 


The presence of large quantities of Ca, Ba, Sr, Mg, Zn, Cd, Al, Ni, Co, 
H.SO,, HCl, does not interfere.® 

Procedure.—The alkali chromate solution containing not over 0.17 gram 
Cr '° and free from Fe.0; is made nearly acid with H2SOx., boiled with 20 ml. of 
30% potassium acid sulfate to decompose bromates or expel Br, Cl, or HO» 
as the case may require, more KHSO, being added if necessary. If the solution 
is not acid it is made so with sulfuric acid and 5 ml. of the acid per 100 ml. of 
solution is added in excess." About 2 grams of solid potassium iodide are added 
and, after five minutes, the liberated iodine is titrated with N/10 Na2S.0; 
solution. When the green color of the reduced chromate begins to predominate 
over the free iodine color (brownish-red) a little starch solution is added and 
the titration with the thiosulfate continued until the blue color of the starch 
compound is just destroyed, care being taken not to confuse the green color of 
the reduced chromium with the blue of the starch. 


One ml. of N/10 NaS.O; ?=0.001734 gram Cr. 


DETERMINATION OF CHROMIUM BY REDUCTION OF THE 
CHROMATE WITH FERROUS SALTS 


The procedure may be used for the determination of chromium in presence 
of ferric iron and alumina. Hydrochloric or sulfuric acid does not interfere. 
If hydrochloric acid is present in solution, the K,Cr20; back titration should be 
made. In presence of H.SOx, either KMnO, or K,Cr2O, titrations may be 
made. The method depends upon the reduction of ‘soluble chromates by 
ferrous salts, the excess being determined by titration. 


Reactions. 2CrO;+6FeO = Cr2.0;+3Fe.03. r 


® Sodium peroxide is generally used for oxidation of chromium. The solution is 
now neutralized with acid, the iodide added and 10 ml. of conc. HCl. The liberated 
iodine is immediately titrated. 

10 Tf desired, stronger solutions of titration reagents may be used, and consequently 
alarger sample taken. A normal soln. of NasS,03 may be used to advantage with 1 gram 
samples of chromium salts or hydrates, where Cr exceeds 10%. 

1 Sutton recommends for every 0.5 gram K.Cr,0; present to add .5 gram KY and 1.8 
gram H.SO, per 100 ml. of solution. If more K,Cr.O; is present, increase the KI and 
H.SO,, but not the water. 

2 Tf desired, a normal solution of thiosulfate may be used with one gram sample 
of chromium salts or hydroxides, when the chromium present exceeds 10%. 
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Procedure. Heduction.—The sample, containing not over 0.17 gram 
chromium present as a chromate, is boiled to expel oxidizing reagents according 
to the method described under the potassium iodide procedure for chromium. 
The solution is made acid, if not already so, and about 5 ml. of 1:1 H.SO, 
per 100 ml. of solution added in excess. Tenth normal ferrous ammonium 
sulfate solution containing free sulfuric acid is added until the solution changes 
from yellow through olive-green to deep grass-green. For every 0.1 gram of 
chromium about 65 to 70 ml. of N/10 ferrous salt solution should be added. 
After five minutes, the excess of this reducing reagent is titrated either with 
permanganate or with dichromate as directed below. 

Potassium Permanganate Titration.—To be used in presence of free sulfuric 
acid, free hydrochloric acid being absent. 

Tenth normal potassium permanganate solution is run into the reduced 
chromate until the green color gives place to a violet tinge. At the end-point 
the solution appears to darken slightly. A little practice enables one to get this 
with accuracy. A slight excess of permanganate gives the solution a pinkish 
color, readily distinguishable in the green. Addition of 3 to 4 ml. syrupy phos- 
phoric acid gives a sharper end-point. The color should hold one minute. 

Potassium Dichromate Titration —N/10 K2Cr2O;?* is run into the solution 
until a drop of the sample placed on a white glazed surface with a drop of potas- 
sium ferricyanide reagent no longer gives a blue color. The use of diphenyl 
amine indicator is described in the Chapter on Iron. 

Calculation.—From the total ferrous ammonium sulfate added, subtract 
the ml. of back titration (the reagents being exactly N/10); the difference gives 
the ml. of ferrous salt required for chromium reduction. If reagents are not 
N/10, multiply ml. titrations by factor converting to N/10. 


MI. ferrous ammonium sulfate X0.001734=Cr. 
Cr20:+30=2CrO3. .. Cr=150 or=3H; hence § at. wt. Cr per liter=N sol. 


DETERMINATION OF SMALL AMOUNTS OF CHROMIUM * 


Advantage may be taken of the color produced by chromates in solution 
in determining small amounts, the depth of color depending upon the amount 
of chromate in solution. The method possesses the usual disadvantage of color- 
imetriec procedures in that there is always room for doubt as to whether the 
element sought is entirely responsible for the color of the solution. 


13 Tf desired, a larger sample may be taken and N/5 or N solution used in titration. 
It is advisable to titrate chromium salts, e.g., over 1.0% Cr, with normal solutions, so 
that one gram samples may be taken for analysis. 

4M. Dittrich, Z. anorg. Chem., 80, 171-174, 1913. 
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Procedure.—The solution containing the sample is nearly neutralized with 
sodium carbonate, the reagent being added until a slight cloudiness results. 
The solution is now cleared with a few drops of sulfuric acid, and then suf- 
ficient excess of a strong solution of sodium thiosulfate added to precipitate 
aluminum, chromium, manganese, etc. The precipitate is filtered off, dis- 
solved in the least amount of dilute nitric acid, then filtered from the precipi- 
tated sulfur and diluted to 300 to 400 ml. Chromium is now oxidized by adding 
10 ml. of 0.2% silver nitrate solution, about 10 grams each of ammonium nitrate 
and persulfate. After boiling for about twenty minutes, sufficient hydro- 
chloric acid is added to decompose any permanganate present and to precipi- 
tate the silver, and a few ml. added in excess. The solution is again boiled 
for about ten minutes and then filtered. The filtrate is treated with a little 
sodium phosphate to repress the color of traces of iron that may be present 
and made to a definite volume. 

The solution may now be compared with a standard solution containing 
the same amounts of acids, manganese, alumina, etc., as are present in the 
sample, tenth normal potassium dichromate being run into this standard solu- 
tion until its color matches that of the sample. The burette reading is taken 
and the chromium calculated. 


One ml. of N/10 K.Cr.0;=0.001734 gram Cr. 


Norrs.—Prolonged boiling after addition of hydrochloric acid to the solution of 
the chromate will cause its reduction. A green tint usually indicates that the chromate 
has been reduced. 

The test may be carried on in the presence of sulfuric, hydrochloric, phosphoric 
hydrofluoric, and nitric acids. Alumina, manganese, and small amounts of iron do not 
interfere. 

Organic matter should be destroyed by either calcining the sample or by oxidation 
by taking to fumes with sulfurie acid. The presence of this prevents precipitation of 
chromium. 


COLORIMETRIC ESTIMATION OF SMALL AMOUNTS OF CHRO- 
MIUM WITH DIPHENYL CARBAZIDE 


Diphenyl carbazide, CO(NH: NH- CeHs5)e, gives a violet color with chromic 
salts or chromates in acid solution, the intensity of the color being propor- 
tional to the concentration of the chromate. \ Less than 0.0001 milligram of 
chromium may be detected by this reagent. The following procedure may be 
used for determining traces of the element: 

1 to 2 grams of the substance, which has been brought into solution with 
water or acid, is treated with an excess of sodium peroxide to oxidize chromium, 
and the solution filtered. The filtrate, concentrated to 75-80 ml., is acidified 
with hydrochloric acid, so that there is present about 5 ml. of free concentrated 
acid (sp. gr. 1.19) per 100 ml. of solution. The solution, transferred to a 
Nessler tube, is treated with 1 ml. of the reagent, and the color compared with 
standards containing the same reagents as the sample examined. A color- 
imeter may be used and comparison made with a standard according to details 
given for the colorimetric comparison of traces of lead or titanium. 

Preparation of Diphenyl Carbazide Reagent.—One-tenth of a gram of the 
compound is dissolved in 10 ml. of glacial acetic acid and diluted to 100 ml. 
with ethyl alcohol. 
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Diphenyl carbazide may be made by heating a mixture of 15 grams of 
urea with 50 grams of phenyl hydrazine four hours, finishing at 155° C. The 
solid product is crystallized three times with alcohol. A light straw-colored 
product is obtained. A white product is obtained if the urea is cut down to 
5 grams; the yield, however, is only 25% of that obtained by the first method 
and the compound possesses no advantages. 


DICHROMATE-DIPHENYLAMINE METHOD FOR DETERMINING 
CHROMIUM IN IRON ORES AND ALLOYS 


The method takes advantage of Knop’s reaction with diphenylamine 
(Journal of the American Chemical Society, Feb., 1924) in titration of iron 
with potassium dichromate; here chromate is titrated with a solution of iron. 
The procedure is applicable to the determination of chromium in ores, ferro- 
chrome, chrome steels and soluble chromates. 

Reagents. Potassium Dichromate.—0.1 N solution. 

Ferrous Ammonium Sulfate or Ferrous Sulfate.—0.1 N solution. 

Phosphoric-Sulfuric Acid.—150 ml. sulfuric acid (sp. gr. 1.84) and 150 ml. 
phosphoric acid (sp. gr. 1.70) diluted to 1000 ml. with water. 

Diphenylamine Indicator.—One g. of the reagent dissolved in 100 ml. of 
sulfuric acid (sp. gr. 1.84). Use 4 drops (0.2 ml.). Deduct 0.1 ml. blank. 

Sodium Peroxide.—Fresh powder. 

Procedure.—The amount of the sample should be such as contains between 
0.002 to 0.08 g. chromium. ‘The finely powdered material is fused with ten 
times its weight of sodium peroxide in a nickel or iron crucible. (It appears 
unnecessary to heat to molten condition, provided the mass sinters.) After 
heating at dull red heat for ten minutes, the crucible is cooled and then upset in a 
400-ml. beaker containing about 100 ml. of water. (The beaker should be 
immediately covered as the reaction is violent.) The crucible is washed out and 
removed, and the solution boiled to expel the peroxide. The solution is cooled 
and dilute sulfuric acid added until the alkali is neutralized and the solution is 
slightly acid. (Iron hydroxide dissolves, but manganese dioxide remains in 
suspension.) ® Jf manganese is present, it is removed by filtration. To the 
filtrate 15 ml. of phosphoric-sulfuric acid mixture is now added and, from a 
burette, a measured excess of-standard ferrous ammonium sulfate. (With 
an excess of ferrous salt the solution turns green.) Four drops (0.2 ml.) of 
diphenylamine indicator are now added and the excess of ferrous salt titrated 
with standard potassium dichromate. The green color changes to a blue 
green and then to an intense blue or violet color. (If the end-point is overrun, 


16 The ferric hydroxide occludes chromium; hence solution of the iron with acid and 
reprecipitation is necessary to recover chromium. 
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titrate back with ferrous sulfate to a green color and repeat the dichromate 
titration. Convert the reagents to exact equivalents, i.e., terms of 0.1 N 
solution.) The difference between the ml. of ferrous solution and the dichro- 
mate reagent multiplied by the chromium equivalent represents the chromium 
in the sample. One ml. 0.1 N solution is equivalent to 0.001734 g. chromium. 


Norrs.—1. If it is desired to filter off the iron and manganese precipitates, it will 
be necessary to filter through asbestos or to neutralize the caustic with ammonium 
carbonate (1.5 times as much as peroxide used in fusion), boil and filter through paper. 

2. If the iron precipitate has been dissolved and much manganese is present, the 
precipitate may be filtered off. Manganese dioxide does not occlude an appreciable 
amount of chromium. 

3. Chrome steels may be dissolved with acid followed by treatment with perman- 
ganate to oxidize the iron. 

4. It is evident that neither ferric salt nor dichromate alone produces the blue color, 
but an excess of dichromate in presence of ferric iron. If much chromium is present, 
the end-point may be overrun owing to the depth of color, the excess of dichromate 
causing a greenish-blue color to reappear. Back titration with ferrous sulfate will 
restore the blue or violet color, and an excess will change the color to blue-green. 


By courtesy of Arthur H. Thomas Company, Philadelphia, Pa. 
Fig. 38.—Colorimeter. 


DIRECTIONS FOR THE USE OF A DUBOSCQ TYPE OF COLORIMETER 


The mirror is turned so that the two halves of the field appear to be equally illumi- 
nated with the cups clean and empty. The solutions are then poured into the cups. 
The cup containing the standard solution is then lowered to a definite thickness of the 
standard solution between the bottom of the cup and the end of the plunger. With 
this movement the half of the field corresponding to the standard solution is seen to 
darken, while the other half remains luminous and colorless. If the cup containing the 
unknown solution is now moved in its turn, the two halves of the field are brought to 
the same intensity, after which the height at which the two liquid columns display this 
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equal absorptive power is read by means of this scale. The proportion of coloring matter 
in two solutions is inversely proportional to the heights of the two columns necessary 
to obtain the same intensity of illumination; thus if the standard tube is set at 10 mm., 
and the solution under examination is the same intensity of color at 20 mm., the latter 
. a one-half the concentration of the standard. This is usually expressed by the 
ormula: 

Color of test solution __ Height of standard solution 


Color of standard solution Height of solution to be tested’ 


If, therefore, the scale reading is 20 mm. for the standard, and 15 mm. for the solution 
to be tested, the formula reads: 


If, for example, the standard solution contains 4 ml. of coloring matter in 100 ml., the 
solution under test will be found to contain 41.33 =5.32 ml. in 100 ml. 


ANALYSIS OF HIGH SPEED STEEL 
DETERMINATION OF CHROMIUM AND VANADIUM 


Two (2.000) grams of the sample are dissolved in 50 ml. of sulfuric acid (1 to 
3) in a 400-ml. beaker at a temperature of approximately 50 to 60° C. Ten (10) 
ml. of “ perhydrol ” (80% H2O2) diluted with 20 ml. of water are added and the 
solution is heated to boiling for several minutes. The solution is then diluted to 
a volume of 100 ml. with hot water, filtered on an 11 cm. paper and the residue 
washed from 12 to 15 times with warm water. The filtrate (contained in a 600- 
ml. beaker), is evaporated almost to fumes of sulfur trioxide to insure the 
removal of the excess of ‘‘ perhydrol,’” diluted with water to 100 ml., and 
reserved. 

The tungstic acid precipitate and the paper on which it was filtered are 
transferred back to the original 400-ml. beaker. Twenty-five (25) ml. of hot 
water are added and the filter is beaten to a pulp by means of a glass stirring 
rod. Ten (10) grams of NH,Cl and a slight excess of ammonium hydroxide 
(sp. gr. 0.90) are added and the solution is gently warmed for about 5 minutes. 
The liquid is filtered on an 11 cm. paper, the residue and filter paper washed 
‘from 18 to 20 times with 5% ammonium chloride solution, and ignited in 
porcelain at a dull red heat to burn off the carbon of the filter paper. The 
residue is brushed into a 30-ml. “‘ Armco ”’ iron crucible and fused with ap- 
proximately 3 grams of Na2Oo. The melt, when cool, is dissolved in 50 ml. of 
water, the solution acidified with sulfuric acid and added to the main solution 
obtained as described in the preceding paragraph. 

To the warm solution (which should have a total volume of approximately 
250 ml.) there are added from 8 to 10 ml. of a 0.5% solution of silver nitrate, 
from six to eight drops of strong potassium permanganate solution (25 grams per 
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liter), and a sufficient weight of ammonium persulfate salt (from 3 to 5 grams 
are required) to thoroughly oxidize the chromium, and the liquid is boiled for 
at least five minutes. The permanganate is consumed in the oxidation of the 
chromium but its color again appears as soon as the chromium has been 
completely oxidized by the ammonium persulfate. Its permanent reappear- 
ance is proof that all the chromium has been oxidized. Twenty (20) ml. of 10% 
sodium chloride solution are introduced and the solution is boiled until the 
permanganate or any manganese dioxide has completely disappeared. Should 
this take longer than 3 minutes’ boiling, an additional 10 ml. of 10% sodium 
chloride are added and the boiling is continued. The solution is cooled to room 
temperature, treated with 3 ml. of phosphoric acid (syrup, sp. gr. 1.725), and an 
excess of from 5 to 10 ml. of 0.1 N ferrous ammonium sulfate solution is added 
from a 100-ml. burette. This will cause the reduction of the chromium to the 
trivalent state as shown by the following equation: 


2H.CrO,+6FeSO.,+6H.S0O,= Cr2(SO4)3+3Fe.(SO4)3+8H20. 


The burette reading is noted and 0.1 N potassium permanganate is run in with 
vigorous stirring until the solution has assumed a faint pink color which 
remains permanent for at least 30 seconds. 

The excess of ferrous sulfate used, is of course, oxidized to ferric sulfate. 
Therefore, subtraction of the number of ml.of 0.1 N permanganate used from the 
number of ml. of 0.1 N ferrous ammonium sulfate taken, gives the volume of 0.1 
N ferrous ammonium sulfate required to reduce the chromic acid. One ml. of 
0.1 N ferrous ammonium sulfate is equivalent to 0.001734 gram chromium. 

Immediately after completing the titration of the chromium, the determi- 
nation of the vanadium may be conducted in the following manner: The 
solution is titrated with an approximately 0.05 N solution of potassium per- 
manganate (it is not necessary to determine the exact strength of this solution) 
with vigorous stirring, until a strong pink color has developed which remains 
permanent for 30 seconds. An approximately 0.05 N ferrous ammonium 
sulfate solution (it is unnecessary to determine the exact strength of this 
solution) is next run in with constant stirring until a drop of the solution, when 
added on a spot plate to a drop of a 0.1% solution of potassium ferricyanide, 
results in the immediate formation of a blue color, showing that an excess of 
ferrous iron has been added. An excess of 10 ml. of ferrous ammonium sulfate 
is then introduced and after the solution has been stirred for one minute, the 
excess of ferrous salt over that required to reduce the vanadium, is oxidized by 
adding 8 ml. of 15% ammonium persulfate and vigorously stirring the liquid for 
one minute longer. The ammonium persulfate oxidizes the excess of ferrous 
iron but does not affect the reduced vanadium. The reactions which take place 
are shown by the following equations: 


2H3VOi+2FeS0.4+3H.80,= V202(SO4)2+ Feo(SO1)3+6H.0, 
2FeSO, ae (N Ha) 29 203= Fe.(SO4)3+ (NH) WO4. 


(excess) 


An 0.05 N solution of potassium permanganate is then run into the solution 
with constant stirring until a faint pink color, which remains permanent for 30 
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seconds, has developed: 
5V202(SO4)2+2KMn0.,+22H20= 10H;3VO.+ K2804+2MnS80.,+7H2SO,. 


The permanganate solution is standardized against pure sodium oxalate 
obtained from the Bureau of Standards. A “ blank” is run by dissolving 2 
grams of ‘‘ American Ingot Iron” or iron drillings free from vanadium and 
chromium in 100 ml. of sulfuric acid (1 to 4) and 20 ml. of nitric acid (sp. gr. 
1.20) and putting the solution through all of the operations of a regular analysis. 
If the cast iron or steel contains an appreciable amount of chromium, a weight of 
potassium bichromate containing the amount of chromium in the sample is 
dissolved in the acids with the ingot iron, or, a sample of steel containing 
approximately the same amount of chromium but free from vanadium may be 
used. Each ml. of 0.05 N potassium permanganate is equal to 0.002548 gram 
vanadium on a one gram sample. 

Solutions Required. Silver Nitrate Solution, 0.5%.—Five (5) grams of 
silver nitrate are dissolved in 1000 ml. of distilled water. 

Sodium Chloride, 10%.—One hundred (100) grams of salt are dissolved in 
1000 ml. of distilled water. 

Standard Ferrous Ammonium Sulfate Solution. (One ml. of 0.1 normal 
solution equals 0.001734 gram of chromium).—This solution is prepared by dis- 
solving 39.25 grams of FeSO,: (NH4)2SO., 6H.O in 1 liter of distilled water 
containing 20 ml. of dilute sulfuric acid (1:1). The solution is mixed thor- 
oughly and standardized against 0.1 normal potassium permanganate, which 
has in turn been standardized against Bureau of Standards’ sodium oxalate. 
This solution should be standardized just before using, as its value may change 
from day to day. 

Standard Potassium Permanganate Solution (0.1 normal).—This solution 
should contain 3.1606 grams per liter; it is prepared by dissolving 3.18 grams of 
the purest obtainable permanganate in 300 ml. of boiling water, cooling to 
room temperature, filtering on acid washed and ignited asbestos and making up 
to 1 liter and mixing thoroughly. After a preliminary standardization against 
sodium oxalate (obtained from the Bureau of Standards), the solution is diluted 
so as to be exactly 0.1 normal and the strength verified by a second comparison 
with sodium oxalate. This solution should be kept in a dark bottle. 


DETERMINATION OF CHROMIUM IN A SOLUBLE CHROMATE 


To a concentrated solution of potassium iodide is added a known amount 
of the soluble chromate dissolved in a little water. The liberated iodine is 
now titrated with standard thiosulfate reagent. 


One ml. of N/10 NaS.0;3=0.001734 g. Cr. 


DETERMINATION OF CHROMIUM IN CHROMITE 


About 0.2 g. of the powdered ore is fused with ten times its weight of 
Na2O» in a porcelain crucible, placed inside a larger crucible. Thc melt is 
dissolved in water and the Fe(OH); filtered off. The filtrate is evaporated to 
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dryness, the residue taken up with as little water as possible and about two 
grams of KI added. The solution is now diluted to about 300 ml. and the 
liberated iodine titrated with standard thiosulfate. 


One ml. of N/10 Na2S20;=0.001734 g. Cr. 


Oxidations of Chromium.—Small amounts of chromium may be oxidized 
by fusion with NasCO; and KNOs, large amounts by fusion with Na2O2. 

In acid solution oxidation is effected by PbO2 or KClO; or K28.0, or 
(NH,4)2S207 (in presence of AgNO;). Perchloric acid is useful in oxidation.' 
Potassium bromate may be used.!” 


ANALYSIS OF CHROME ORES ® 


The exact analysis of chrome ore is a matter of some difficulty, involving the 
separation and determination of large amounts of chromium, iron, aluminum, 
and magnesium. Although chromite is one of the most stable of the common 
minerals, complete decomposition may be obtained by heating the ore with 
perchloric and sulfuric acids or by fusion with sodium peroxide or a mixture of 
sodium carbonate and borax. The methods here described for the determi- 
nation of chromium, iron, silica, alumina, lime, and magnesia offer the advan- 
tages of exceptional accuracy and simplicity of manipulation. 


DETERMINATION OF CHROMIUM 


Chromium can be determined more quickly and more accurately on a 
separate portion of the sample than on the same portion used for determining 
the other constituents. One (1.0000) gram of the 100-mesh ore, which has 
been dried for 2 hours at 105-110° C., is weighed, preferably from a weighing 
bottle, transferred to a 30-ml. Armco iron crucible, and fused over a gas flame 
with about 8 grams of dry sodium peroxide. The fusion should be made by 
revolving the crucible around the outer edge of the flame of a laboratory burner 
until the contents have melted down quietly; the temperature is then increased 
to a medium red heat for 3 to 5 minutes and a rotary motion is given to the 
fused material to prevent spraying. Suitable iron crucibles, containing only a 
trace of chromium, can be obtained from the Consolidated Manufacturing 


16 J. J. Lichtin, Ind. Eng. Chem., Anal. Ed. 2, 126, 1900. 

17 Kolthoff and Sandell, Ind. Eng. Chem., Anal. Ed. 2, 140, 1980. 

6 Thomas R. Cunningham and Thomas R. McNeill. Union Carbide & Carbon 
Research Laboratories, Inc., Long Island City, N. Y., and Electro Metallurgical Com- 
pany, Niagara Falls, N. Y. Ind. Eng. Chem., Anal. Ed. 1, 70, 1929. 
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Company, Dayton, Ohio. Ordinary iron crucibles, which may contain 
significant amounts of chromium, should be avoided. 

When the crucible has partly cooled, and while tightly covered, it is tapped 
on an iron plate to loosen the fusion in a solid cake. This is transferred to a 
600-ml. covered beaker and treated with 200 ml. of warm water. The crucible 
is also rinsed with water. The solution is treated with 60 ml. of sulfuric acid 
(1:1) and 5 ml. of nitric acid (sp. gr. 1.42) and is then boiled for several 
minutes until all iron scale from the crucible has dissolved. From 20 to 25 ml. 
of a 0.5% solution of silver nitrate, 1 or 2 drops of strong potassium per- 
manganate (25 grams per liter) and 3 to 5 grams of ammonium persulfate (to 
oxidize the chromium completely) are added and the liquid is then boiled for 5 
minutes. Twenty milliliters of a 10% solution of sodium chloride are intro- 
duced and the solution is boiled for 5 to 10 minutes after the permanganate 
or any manganese dioxide has completely disappeared, to make sure that all 
chlorine has been expelled. The solution is cooled to room temperature, 
treated with 3 ml. of phosphoric acid (syrup, sp. gr. 1.725), and an excess of 5 ml. 
of 0.1 N ferrous ammonium sulfate solution is added from a 100-ml. burette. 
This will cause the reduction of the chromium to the trivalent state, as shown 
by the following equation: 


2H2CrO4,+ 6FeSO.,+6H2SO04= Cre(SO.4)3+3Fe2(SO.)3+8H,0. 


The burette reading is noted and 0.1 N potassium permanganate solution is run 
in with vigorous stirring to the first faint permanent darkening of the clear green 
color. . 

The excess of ferrous ammonium sulfate naturally is oxidized to ferric 
sulfate; wherefore, subtraction of the volume of 0.1 N potassium permanganate 
used from the volume of 0.1 N ferrous ammonium sulfate taken gives the 
volume of 0.1 N ferrous ammonium sulfate required to reduce the chromic 
acid. The ferrous ammonium sulfate solution is prepared by dissolving 39.2 
grams of the salt in 1 liter of water (1 ml. =0.001734 gram chromium) and it is 
standardized against 0.1 N potassium permanganate; this standardization 
must be made every day the solution is used, as this gradually grows weaker as a 
result of oxidation. The0.1 N potassium permanganate is standardized against 
sodium oxalate obtained from the Bureau of Standards.® 


DETERMINATION OF IRON AND ALUMINA 


One-half (0.5000) gram of the sample, which has been ground to an im- 
palpable powder in an agate mortar and dried for 2 hours at 105-110° C., is 
weighed preferably from a weighing bottle, and treated in a 300-ml. covered 
~ casserole with 50 ml. of sulfuric acid (1 : 4) and 5 ml. of perchloric acid (sp. gr. 
1.54). The liquid is heated gently until fumes of sulfur trioxide are freely 
evolved. This treatment should result in a complete decomposition of the ore 
except some chrome ores which contain quartz. 

An alternate method of decomposition is to fuse a 0.5000-gram sample of the 
dry agate-ground ore with a mixture of 5 grams of sodium carbonate and 2 
grams of powdered fused borax (NazB.0;) in a covered 50-ml. platinum crucible. 


19 Fowler and Bright, J. Res. Natl. Bur. of Stands. 15, 493 (1935). 
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The fusion must be maintained at a temperature of approximately 1100° C. 
for 20 minutes, while a rotary motion is given to the crucible from time to 
time to stir up any unattacked particles of ore on the sides or bottom. When 
cool, the melt is dissolved in 50 ml. of hydrochloric acid (1 : 4) contained in a 
300-ml. covered casserole. The solution is evaporated on a steam bath almost 
to dryness, 50 ml. of methanol and 20 ml. of hydrochloric acid (sp. gr. 1.19) are 
added and the evaporation is continued just to dryness. The residue is mois- 
tened with 10 ml. of nitric acid (sp. gr. 1.42) and heated for 5 minutes to decom- 
pose any remaining alcohol. Twenty-five (25) ml. of perchloric acid (60%) are 
introduced and the solution is heated cautiously until fumes of perchloric acid 
begin to be evolved, and the fuming continued for at least 10 minutes longer to 
insure the complete oxidation of the chromium to chromic acid. 

The solution is cooled rapidly, about 50 ml. of water added, boiled for 
several minutes to expel free chlorine and cooled to room temperature. The 
solution is filtered on an 1ll-cm. paper containing a small amount of ashless 
paper pulp and the silica washed thoroughly with cold water, ignited in plati- 
num, first at a dull red heat until the carbon has burned and finally at 1100° C. 
for 10 minutes. The crucible and silica are cooled in a desiccator, weighed 
and treated with 1 drop of sulfuric acid and 1 to 2 ml. of hydrofluoric acid 
(48%) and the solution is evaporated to dryness. The crucible is again ignited 
for a few minutes at 1100° C., cooled and weighed. The loss in weight, multi- 
plied by 200, gives the percentage of SiO, in the sample. The small residue 
which usually remains is fused with about 0.5 gram of sodium pyrosulfate, 
dissolved in a few ml. of hot water, and added to the filtrate from the silica. 
The solution collected in a 250-ml. beaker is boiled down to a volume of about 
100ml. Aslight excess of a 6.5% solution of lead nitrate is added with vigorous 
stirring to precipitate the chromium (1 ml. of this solution will precipitate 10 
mg. of chromium) and the solution is filtered on a 9-cm. paper containing some 
ashless paper pulp. The paper and precipitate are washed at least 15 times 
with hot water and discarded. The filtrate and washings, which should have 
a volume of 175 to 200 ml., are collected in a 250-ml. beaker. 

The solution is treated with a brisk stream of hydrogen sulfide for about 
10 minutes, filtered on a 9-cm. paper into a 400-ml. beaker and the lead sulfide, 
together with any platinum from the crucible, or other metals of the second 
group, are washed well with hydrogen sulfide water containing 1% sulfuric acid, 
and discarded. 

The filtrate is boiled to expel hydrogen sulfide, treated with 1 ml. of nitric 
acid (sp. gr. 1.42) and the boiling continued for several minutes to oxidize the 
iron to the ferric state. Five grams of ammonium chloride and a considerable 
quantity of ashless paper pulp are introduced and the solution is rendered very 
faintly ammoniacal by the addition of dilute, filtered ammonium hydroxide 
(1 to 4). The solution is heated to boiling for 1 or 2 minutes (no longer), the 
precipitate is allowed to settle, and is then filtered and washed 10 or 12 times 
with a hot 2% solution of ammonium chloride. The precipitate is rinsed from 
the filter back into the beaker with a jet of warm water and dissolved in 50 ml. of 
hydrochloric acid (1 to 4).. A second ammonia separation is made in a similar 
manner, the precipitate being filtered on the same paper. The two filtrates 
are combined and reserved for the determination of lime and magnesia, 
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The hydroxide precipitate is dissolved in 60 ml. of hot hydrochloric acid 
(1 to 4) and the solution diluted with cold water to a volume of 100 ml. Some 
ashless paper pulp is added, the liquid is cooled to about 20° C. and the iron 
and titanium are precipitated by the addition (drop-wise and with constant 
stirring) of a cold, freshly prepared, filtered 6% solution of cupferron (am- 
monium nitrosophenylhydroxylamine, CsH;N-NO-ONH4,) in slight excess. 
An excess is known to be present when a drop of the precipitant forms a white 
precipitate which quickly goes into solution. The precipitate is filtered on an 
11-cm. paper with the aid of gentle suction, washed thoroughly with cold 10% 
hydrochloric acid and ignited at a low temperature in a porcelain or silica 
crucible. The resulting oxides are treated in a 150-ml. beaker with 10 ml. of 
hydrochloric acid (sp. gr. 1.19) and heated until the iron oxide has all dissolved. 
Iron is determined in this solution by the Zimmermann-Reinhardt method. 
If the determination of titanium is desired, the ignited oxides are fused with 
potassium pyrosulfate, the melt dissolved in sulfuric acid (1 to 4) and the 
titanium determined colorimetrically. The iron is then determined in this 
solution by one of the approved methods. 

The filtrate from the cupferron precipitate, which contains all of the alu- 
minum, is concentrated to a volume of 40 to 50 ml. Fifty ml. of nitric acid 
(sp. gr. 1.42) are added and the evaporation is continued slowly until the volume 
has again been reduced to 60 to 75 ml. Ten ml. of perchloric acid (60%) are 
added and the solution is evaporated until fumes of perchloric acid begin to be 
evolved and the fuming continued for at least 5 minutes, to insure the complete 
destruction of the cupferron. The perchloric’acid residue is taken up in 50 ml. 
of water, boiled for several minutes, and filtered to remove any silica. Five 
grams of ammonium chloride and some ashless paper pulp are introduced and 
the aluminum is precipitated by the addition of ammonium hydroxide (1 to 4) 
in very faint excess. The liquid is boiled for 1 or 2 minutes (no longer), the 
precipitate filtered and washed 18 or 20 times with 2% ammonium chloride 
solution, ignited in a weighed covered platinum crucible, first at a low heat 
and finally to constant weight at 1100 to 1150° C., cooled, and weighed. The 
increase in weight represents the amount of Al.O3 present in the ore, and only 
a small proportion of the P2Os;. 

The phosphorus content of the chrome ores usually encountered is so low 
that the error introduced by its inclusion with the alumina is negligible, except 
when the highest accuracy is desired. To make correction for phosphorus, 
the oxides are fused with 6 to 8 grams of sodium carbonate, and the fusion is 
dissolved in water and made acid with an excess of about 2 ml. of nitric acid. 
Phosphorus is determined in this solution by any one of the approved methods. 


DETERMINATION OF LIME AND MAGNESIA 


The combined ammoniacal filtrates from the iron and aluminum hydroxide 
precipitates are made slightly acid with hydrochloric acid, evaporated to a 
volume of approximately 150 ml., and cooled to 15° C. Twenty milliliters of a 
10% solution of diammonium phosphate are added and ammonium hydroxide 
(sp. gr. 0.90) is then slowly introduced, drop by drop, with vigorous stirring 
until the solution is ammoniacal and a crystalline precipitate appears. Fifteen 
milliliters of ammonia (sp. gr. 0.90) are added, the liquid is stirred thoroughly 
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and finally chilled by surrounding the beaker with crushed ice. After standing 
for several hours with frequent stirring, or preferably overnight if allowed to 
stand at room temperature, the solution is filtered on a 9-cm. blue ribbon paper, 
and the precipitate is washed three or four times by decantation with cold 2.5% 
ammonia water. Twenty-five milliliters of hydrochloric acid (1 : 1) are poured 
through the filter, the filtrate being collected in the original beaker containing 
the bulk of the precipitate, and the filter is washed thoroughly with 5% 
hydrochloric acid. The solution is diluted with cold water to a volume of 150 
ml., 3 ml. of a 10% solution of diammonium phosphate are added, and the 
precipitation is repeated as previously described. The precipitate is allowed 
to stand for 2 hours surrounded by crushed ice, filtered, washed ten or twelve © 
times with cold 2.5% ammonia water, and ignited in a weighed platinum 
crucible, first at a dull red heat until the carbon has been burned, and finally 
to constant weight at 1000-1050° C. 

The pyrophosphate precipitate thus obtained—which will contain all the 
lime, magnesia, any manganese present, and small amounts of silica—is 
dissolved in 20 ml. of hot dilute (1:4) hydrochloric acid, the solution is 
filtered on a 7-cm. paper to remove silica, and the filter is washed well with hot 
water. The paper and silica are ignited and the silica determination is com- 
pleted in the usual manner. The weight of silica found is deducted from the 
weight of the magnesium pyrophosphate obtained as previously described. 

Ten milliliters of sulfuric acid (1 : 1) are added to the filtrate from the silica 
and the solution is evaporated to fumes of sulfur trioxide. Five milliliters of 
water and enough absolute alcohol to constitute 90 to 95% of the total volume 
are added, and the solution is stirred vigorously for several minutes. After the 
calcium sulfate precipitate has settled for 2 or 3 hours, preferably overnight, it 
is filtered on a 9-cm. blue ribbon paper and the paper and precipitate are 
washed free from phosphoric acid with 80% alcohol. The calcium sulfate is 
dissolved in 25 ml. of hot 10% hydrochloric acid and the solution is heated to 
boiling. One-tenth gram of oxalic acid is added and the lime is precipitated 
by the slow addition, with vigorous stirring, of dilute ammonia (1 : 3) in slight 
excess, the determination being completed in the usual manner. The weight of 
calcium oxide found is calculated to tricalcium phosphate (Ca3(POu,)2) by 
multiplication by 1.8443, and this amount is deducted from the weight of the 
magnesium pyrophosphate obtained as previously described. 

The alcoholic filtrate from the calcium sulfate is evaporated until strong 
fumes of sulfur trioxide are evolved and all organic matter is destroyed. After 
the solution has cooled, the residue is dissolved in 25 ml. of nitric acid (sp. gr. 
1.135) and finished for manganese by the bismuthate method. Any manganese 
found is calculated to manganese pyrophosphate (Mn2P.0;), (factor, 2.5842), 
and this is deducted from the weight of magnesium pyrophosphate. The 
weight of Mg2P.0, is multiplied by 0.3621 and by 200 to obtain the percentage 
of MgO in the sample. 
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ANALYSIS OF CHROME-IRON AND CHROME-IRON-NICKEL ALLOYS 
DETERMINATION OF CHROMIUM 


PERSULFATE MertTHop 


One (1.0000) gram of the alloy is treated with 50 ml. of sulfuric acid (1 to 4) 
in a 600-ml. covered beaker at a temperature of from 50 to 60°C. When 
practically all action has ceased, 0.5 ml. of hydrofluoric acid (48%) and 5 ml. 
of nitric acid (sp. gr. 1.42) are introduced and the solution is boiled for several 
minutes to expel oxides of nitrogen. If an insoluble residue should remain, the 
solution should be diluted with 50 ml. of hot water, filtered on a 9-cm. paper and 
the paper and residue washed thoroughly with hot water. The filtrate is 
reserved. 

The residue is ignited at a dull red heat and fused in platinum with several 
grams of sodium carbonate, or in an “‘ Armco” iron crucible with several 
grams of dry sodium peroxide. The iron crucibles (practically free from Cr) 
may be purchased from The Consolidated Manufacturing Company, Dayton, 
Ohio. The melt, when cool, is dissolved in 50 ml. of hot water, acidified with 
sulfuric acid (1 to 4), and added to the main solution. 

To the warm solution (which should have a total volume of approximately 
250 ml.) there are added from 15 to 25 ml. of a 0.5% solution of silver nitrate, 
from six to eight drops of strong potassium permanganate (25 grams per 
liter), and a sufficient weight of ammonium persulfate salt (from 8 to 10 grams 
are required) to thoroughly oxidize the chromium, and the liquid is boiled for at 
least five minutes. The permanganate is consumed in the oxidation of the 
chromium but its color again appears as soon as the chromium has been 
completely oxidized by the ammonium persulfate. Its permanent reappear- 
ance is proof that all the chromium has been oxidized. Twenty (20) ml. of 10% 
sodium chloride solution are introduced and the solution is boiled until the 
permanganate or any manganese dioxide has completely disappeared. Should 
this take longer than 3 minutes’ boiling, an additional 10 ml. of 10% sodium 
chloride are added and the boiling is continued. The solution is cooled to 
room temperature, treated with 3 ml. of phosphoric acid (syrup, sp. gr. 1.725), 
and an excess of from 5 to 10 ml. of 0.1 N ferrous ammonium sulfate solution is 
- added from a 100-ml. burette. This will cause the reduction of the chromium 
to the trivalent state as shown by the following equation: 


2H.CrO. +6FeSO, +6H.SO.,= Cre(SOu.) 3 +3Fe2(SOx) 3 ae 8H.0. 


The burette reading is noted and 0.1 N potassium permanganate is run in with 
vigorous stirring until the solution has assumed a faint pink color which 
remains permanent for at least 30 seconds. 

The excess of ferrous sulfate used, is of course, oxidized to ferric sulfate. 
Therefore, subtraction of the number of ml. of 0.1 N permanganate used from 
the number of ml. of 0.1 N ferrous ammonium sulfate taken, gives the volume 
of 0.1 N ferrous ammonium sulfate required to reduce the chromic acid. One 
ml. of 0.1 N ferrous ammonium sulfate is equivalent to 0.001734 gram chromium. 

In the case of Cr steel from 3 to 5 grams are dissolved in 75 ml. of H.8O. 
(1 to 4). Ten ml. of HNO; is added to oxidize the ion. Any residue is worked 
as described in the 2d paragraph. Ten ml. of 0.5% solution of AgNOs will be 
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sufficient for 5 grams of a 1% Cr steel and only 2 to 3 grams of ammonium 
persulfate will be needed. 

Solutions Required.—These are the same as are described in the preceding 
section, ‘‘Analysis of High Speed Steel.’ 


ANALYSIS OF FERROCHROMIUM AND CHROMIUM METAL ” 
DETERMINATION OF CHROMIUM 


One-half (0.5000) gram of the sample of ferrochromium or 0.4000 gram of 
chromium metal is transferred to a 30-ml. ‘“‘ Armco ” iron crucible. Samples of 
low carbon ferrochromium are crushed to pass through a 40-mesh screen, while 
high carbon ferrochromium and chromium metal are reduced to 100-mesh. 
The iron crucibles used may be purchased from the Consolidated Manu- 
facturing Company, Dayton, Ohio. This iron contains approximately 99.89% 
metallic iron and only about 0.01% manganese and a trace of chromium. 
Approximately 8 grams of dry sodium peroxide are added and the contents of 
the crucible are mixed thoroughly and fused carefully in an electric muffle 
furnace heated to from 700 to 800° C. A gas flame may be used instead of a 
muffle furnace. This is done by revolving the crucible around the outer edge 
of the flame of a laboratory burner until the contents have melted down quietly, 
when the temperature is increased to a medium red heat and a rotary motion is 
imparted to the fused material to prevent spattering and to stir up any unat- 
tacked particles of alloy on the bottom or sides. If these directions are followed 
carefully a very quiet fusion with complete decomposition of the alloy will 
result. 

When the crucible has partly cooled, and while tightly covered, it is tapped 
on an iron plate several times to loosen the fusion in a solid cake. The cake 
is transferred to a 600-ml. covered beaker and treated with 200 ml. of warm 
water. The reaction between the water and the excess of sodium peroxide is 
quite violent so that care should be exercised to avoid loss by spattering. The 
crucible is rinsed with a jet of water, approximately 4 gram of sodium peroxide 
introduced and the solution is boiled briskly for at least 5 minutes to insure 
complete oxidation of the chromium to the hexavalent state and to decompose 
completely the excess of sodium peroxide. 

By the fusion, the chromium, silicon, carbon, phosphorus and sulfur are 
completely converted to sodium chromate, silicate, carbonate, phosphate and 
sulfate, respectively, and the iron and manganese to ferric oxide and manganese 
peroxide, respectively. The excess of sodium peroxide is decomposed by the 
boiling water, sodium hydroxide being formed and oxygen liberated. It is 
essential that the excess of sodium peroxide be destroyed completely, otherwise 


20 Hlectro Metallurgical Company. 
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when the solution is subsequently acidified hydrogen peroxide will form and 
cause low results. 

Two hundred (200) ml. of boiling water are added and the precipitate is 
allowed to settle and the strongly alkaline solution is filtered on a pad of 
ignited asbestos, gentle suction being employed. An asbestos rather than a 
paper filter must be employed, as paper exerts a noticeable reducing action on 
strong chromate solutions. The precipitate is transferred to the filter and 
washed thoroughly with hot water to remove all sodium chromate. After 
having transferred the residue of iron oxide, etc., to the filter, at no time should 
the filter be allowed to suck dry until the washing is considered to be complete, 
or else chromium will be retained by the residue. 

The filtrate from the iron oxide, manganese peroxide, etc., is cooled, 
acidified by addition of 50 ml. of sulfuric acid (1 to 1), again cooled to room 
temperature, transferred to an 800-ml. battery jar and there are added 3 ml. of 
phosphoric acid (sp. gr. 1.725) and a sufficient amount of cold distilled water to 
bring the volume to 500 ml. (as shown by a mark on the jar), when it is ready for 
titration. 

The only object of the filtration is to remove the small amount of manganese 
present which under the prevailing conditions forms the hydrated peroxide and 
would cause high results by reacting with ferrous ammonium sulfate in the 
subsequent titration. 


Mn0O.+2FeS0,+2H.S0,= MnS0.-+ Fe2(SO.4)3+2H.20. 


If desired the determination may be made by the persulfate method, which is 
as follows: One-half (0.5000) gram of the alloy is fused as described above in 
paragraph 1. When the crucible has partly cooled, and while tightly covered, 
it is tapped on an iron plate several times to loosen the fusion in a solid cake. 
The cake is transferred to a 600-ml. covered beaker and treated with 150 ml. of 
warm water. The crucible is rinsed with water and the solution is treated 
with 60 ml. of sulfuric acid (1 to 1) and 5 ml. of nitric acid (sp. gr. 1.42) and 
boiled for several minutes until all iron scale from the crucible has dissolved. 
From 20 to 25 ml. of a 0.5% solution of silver nitrate, 2 to 4 drops of strong 
potassium permanganate (25 grams per liter) and 3 to 5 grams of ammonium 
persulfate (to oxidize the chromium completely) are added and the liquid is 
boiled for 5 minutes. Twenty (20) ml. of a 10% solution of sodium chloride are 
introduced and the solution is boiled for 10 minutes after the permanganate or 
any manganese dioxide has completely disappeared, in order to make sure that 
all chlorine has been expelled. The solution is cooled to room temperature, 
transferred to an 800-ml. battery jar and there are added 3 ml. of phosphoric 
acid (sp. gr. 1.725) and a sufficient amount of cold distilled water to bring the 
‘volume to 500 ml.: y 

The chromium in the solution obtained by one of the previously described 
methods is determined by titration with ferrous ammonium sulfate and 
potassium permanganate in the following manner: 

From a pipette (an automatic pipette is convenient when many determi- 
nations have to be made) 175 ml. of standard, approximately 0.1 N ferrous 
ammonium sulfate are run into the solution with stirring. This amount is 
nearly sufficient to reduce all of the chromium in a one-half gram sample of 70% 
alloy from the sexivalent to the trivalent condition. The small additional 
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amount necessary is measured from a burette, several ml. excess being used. 
The point where reduction is complete can be told by the deep pure green color 
developed, or by testing a drop of the liquid with a drop of dilute potassium 
ferricyanide solution, which gives a blue color with any excess of ferrous iron 
present. 

The equation representing the reaction that occurs upon addition of the 
ferrous ammonium sulfate may be expressed as follows: 


Na»Cr,0; +6FeSO,+7H2SO.= Cro(SO4)3+3Fe.(SO.4)3+NasS01+7H.20. 


To secure good light the battery jar is elevated by means of two porcelain 
boats about one-half an inch above a white tile, and the excess of ferrous © 
ammonium sulfate is determined by titration with standard 0.1 N potassium 
permanganate. The first faint permanent darkening of the clear green color is 
taken as the end-point. Addition of more permanganate increases the depth of 
the color, which finally becomes purple. The end-point is quite sharp and well 
defined, but requires some practice. 

The number of ml. of 0.1 N permanganate solution used to titrate back with 
is deducted from the number of ml. of 0.1 N ferrous ammonium sulfate solution 
taken (obtained by multiplying the number of ml. of the approximately 0.1 N 
solution by the normality factor), the remainder being the amount of 0.1 N 
ferrous ammonium sulfate solution actually required to reduce the chromium, 
each ml. of which is equal to 0.001734 gram of chromium. The number of ml. 
multiplied by 17.34, multiplied by 2, gives the percentage of chromium in the 
sample. 

None of the elements ordinarily found in ferrochromium interfere with this 
method. 


PREPARATION AND STANDARDIZATION OF SOLUTIONS 


STANDARD Frrrous AMMoNIUM SuLFATE, APPROXIMATELY 0.1 N 


The preparation and standardization are described in a previous section 
“ Analysis of High Speed Steels,” page 295. The solution keeps much better 
if it is blown with a stream of carbon dioxide from a cylinder. 

It is preferable to standardize against dichromate, which gives the same 
result as the permanganate and oxalate method. Recrystallize twice the purest 
potassium dichromate, dry at 150° C., grind it to a fine powder and dry further 
at 150° to constant weight and preserve the product in a glass stoppered bottle. 
One (1.000) gram of this dichromate, which contains approximately the same 
amount of chromium as a 0.5000 gram sample of 70% ferrochrome, is dissolved 
in cold water, acidified with 20 ml. of sulfuric acid (1 to 1) and 3 ml. of phos- 
phoric acid (sp. gr. 1.725), diluted with cold water to 500 ml. and titrated 
with the ferrous ammonium sulfate solution and permanganate exactly as 
described above for a regular analysis. 

Standard Potassium Permanganate Solution (0.1 Normal).—The prepara- 
tion and standardization are described in a preceding section ‘“ Analysis of 
High Speed Steels,”’ page 295. 


We are indebted to Thos. R. Cunningham for the sections on ferrochrome, 
chromium metal, the analysis of high-speed steels and the analysis of chromium ores. 


COBALT? 


Co. at.wt. 58.94; sp.gr. 8.7918; m.p. 1480° C.; b.p. 2900° C.; oxides Co;O., Co203, CoO, 
Co Qe 


The term cobalt, which comes from the German Kobald, meaning goblin, 
was applied during the period of Paracelsus and Agricola to substances resem- 
bling metallic ores, but giving no metals on smelting. Later it was applied to 
a mineral that produced a blue color in glass. Impure cobalt was prepared 
by Brandt in 1735. 

Cobalt is used in plating and as a constituent of ferrous and non-ferrous 
alloys and special steels. Its principal function in such is to impart added 
strength; heat, abrasion and corrosion resistance; and magnetic properties. 

Cobalt in the form of its oxides finds use in ceramics as smalt, a cobalt 
potassium silicate. In conjunction with alumina, etc., the oxides are efficient 
catalysts for oxidation of ammonia to nitric acid. They are also used in the 
manufacture of cobalt chemicals, paints, enamels and driers. 

Cobalt is generally associated with nickel, though it is less abundant. It 
occurs in sulfides, arsenides, arsenates, oxides, carbonates and silicates. The 
element is found in the form of metal in meteoric iron. The more commonly 
known minerals are linnaeite, Co3S4 or (CoNi)384; smaltite, CoAss or (CoNi) Aso; 
cobaltite, CoAsS. 


DETECTION 


The ore or other substance to be examined is taken into solution by one of 
the methods outlined under Preparation and Solution of the Sample. The 
elements of the second group are removed by passing hydrogen sulfide gas and 
filterimg. The hydrogen sulfide is boiled out of the filtrate and the iron oxidized 
with nitric acid. As‘ammonium salts are necessary to hold cobalt in solution, 
a few grams of either the chloride or the sulfate should be added, unless there 
is enough free acid in the solution to insure their presence after neutralization. 
Ammonium hydroxide in slight excess is added to precipitate iron, aluminum 
and chromium, and the precipitate, after boiling, is removed by filtration. If 
it is at all bulky it should be redissolved in acid and reprecipitated, as the 

1 Based on the chapter in the 4th edition; revised and largely rewritten by William 


L. Rigg, Chief Chemist, and Herbert C. Barlow, Research Chemist, Deloro Smelting 
and Refining Co., Ltd., Deloro, Ont. 
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hydroxides have a tendency to occlude cobalt. Unless this is done, cobalt may 
be overlooked in a sample containing only a trace. If cobalt is present in any 
considerable quantity, the filtrate will be pink, but this color may be masked 
by the presence of nickel. 

The following confirmatory tests may now be made on the solution. 

A. Phenyl-thio-hydantoic Acid—A few ml. of the solution are slowly 
evaporated with a pinch of the salt, in a porcelain crucible lid. A pink or 
reddish coloration shows cobalt. The test is very sensitive. 

B. Ammonium Sulfide.—A large portion of the ammoniacal solution is 
treated with hydrogen sulfide gas. This precipitates cobalt, nickel, manganese 
and zinc. The precipitation is seldom complete, owing to the formation of 
polysulfides, caused by the presence of oxidizing agents; a little ammonium 
sulfite helps to correct this. After collecting the precipitate, it is washed 
thoroughly with cold hydrochloric acid (sp.gr. 1.035), to remove manganese 
and zinc. A small quantity is then fused with borax in a loop of platinum 
wire. A blue color in the cold bead indicates cobalt. 

The test is masked by large quantities of nickel, in which case the nitroso- 
beta-naphthol test may be made. 

C. Nitroso-beta-naphthol.-—This reagent precipitates brick red cobalti- 
nitroso-beta-naphthol which is insoluble in dilute mineral acids. The solution 
of the salt must be freshly prepared each day and is made by dissolving 10 
grams in 100 ml. of hot 50% acetic acid. To apply the test, the sulfides from 
the ammonium sulfide test are ignited to oxides in a porcelain crucible and dis- 
solved in hydrochloric acid. After expelling most of the acid, the chlorides are 
diluted and the hot nitroso-beta-naphthol solution added till no further pre- 
cipitation takes place. The precipitate may be filtered and after igniting to 
oxide, used for other confirmatory tests. It is claimed that the nitroso-beta- 
naphthol test will precipitate 0.01 mg. of cobalt. It may be used quantitatively. 

This test may also be applied to the ammoniacal filtrate after acidifying 
with hydrochloric acid. 

D. Potassium Nitrite—This salt added to a solution which is slightly acid 
with acetic, precipitates cobalt as a yellow complex nitrite having the formula 
2K3Co(NOz)¢-3H20. 

The test may be conveniently applied to a hydrochloric acid solution of the 
oxides, obtained by igniting either the nitroso-beta-naphthol precipitate or 
the precipitate from the ammonium sulfide test. The free acid is neutralized 
with potassium hydroxide and the solution reacidified with acetic acid. The 
addition of a hot concentrated solution of potassium nitrite which has been 
slightly acidified with acetic acid, will precipitate the yellow potassium cobalti- 
nitrite, on standing. F 

The test is not applicable in the presence of ammonium salts. 

E. Ammonium Thiocyanate.—A concentrated solution of ammonium thio- 
cyanate added to a cobaltous solution, colors it blue. On dilution it becomes 
pink. Amyl alcohol, a mixture of amyl alcohol and ether, acetone or ethyl 
acetate, added to the solution and shaken, extracts this blue compound. The 
presence of free ammonia inhibits the reaction and must be neutralized with 
acetic acid. Iron thiocyanate, Fe(CNS)s, colors the extract red and masks the 
blue of the cobalt. The addition of a concentrated solution of sodium car- 


2 Tlinski and V. Knorre, Ber., 18, 699 (1885). 
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bonate in slight excess precipitates ferric hydroxide and permits the blue to 
show. Two or 3 ml. concentrated ammonium acetate and 2 or 3 drops tartaric 
acid added to the solution will remove the color of the iron.2? The masking 
effect of the iron may also be counteracted by the addition of a few drops 
stannous chloride. An excess of the chloride, however, tends to bleach out 
the color of the cobalt.4 

F. Dicyandiamidine Sulfate.—A concentrated solution of dicyandiamidine 
sulfate and sodium hydroxide added to a cobalt solution to which ammonia 
has been added until the odor is distinctly descernible, and containing from 
10 to 20 ml. of 10% sugar solution, will change the color of the solution to red 
or reddish violet. If large quantities of nickel are present, the color will be 
yellow or reddish yellow, after which the nickel compound will separate out in 
brilliant crystals, leaving the cobalt in solution, coloring it as described above. 

The salt has been suggested as a substitute for dimethyl-glyoxime, in the 
separation of cobalt and nickel, but it offers no advantages. 


ESTIMATION 


Cobalt is usually estimated as metal; either reduced by hydrogen from the 
ignited oxide or reduced by electrolysis from an ammoniacal solution of its salts. 
Sometimes, however, it is estimated as oxide; usually Co;04. The reduction 
of the oxide by hydrogen may be carried out in conjunction with any process 
giving an oxide, hydroxide, carbonate, nitrate, chloride or an organic com- 
pound, as a final product. 

The reduction of the metal, in solution, by electrolysis, must be accom- 
plished in a strongly ammoniacal solution, free from copper and nickel, as these 
metals are deposited with the cobalt on the cathode. When desirable the 
copper and nickel may be estimated after the electrolysis by dissolving the 
deposit from the cathode and proceeding in the usual manner. 


PREPARATION AND SOLUTION OF THE SAMPLE 


General Procedure for Ores.—The ores containing cobalt vary so widely in 
their chemical nature that it is difficult to lay down a method for treating all 
ores. However, as the principal ores contain the cobalt as a sulfide or arsenide 
the same general methods may be used in the majority of cases. In all cases 
it is necessary to prepare the sample for treatment by grinding finely. Usually 
either of the above ores may be brought into solution by heating with concen- 


3 Treadwell, Z. anal. Chem., 26, 105 (1901). 
4R. V. Vorontzov, J. Appl. Chem. (U.S. 8S. R.), 8, 555 (1935). 
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trated nitric acid or a mixture of nitric and hydrochloric acids, except silver- 
bearing ores, which may usually be dissolved in a mixture of nitric acid and 
sulfuric acids. 

While it is desirable to use no more acid than is necessary to bring the 
sample into solution, an excess will not interfere, as it may be driven off by 
evaporation and in the event of determining cobalt electrolytically it is essential 
that the solution be free from nitric acid, so that this evaporation becomes part 
of the procedure. 

In the case of refractory ores which fail to decompose on attacking with 
nitric, hydrochloric or sulfuric acids, the insoluble matter is filtered off, washed, 
and treated with ammonium acetate to remove any lead sulfate which may be 
present. If the refractory character of the ore is known beforehand, the attack 
may begin with a preliminary nitric acid treatment to remove substances which 
are likely to attack platinum, and after filtering off the insoluble, washing it 
with ammonium acetate solution to remove lead, in case any galena has been 
oxidized to sulfate by the nitric acid. The ignited insoluble, from whichever 
method used, is then fused with either potassium bisulfate or a mixture of 
sodium and potassium carbonates, in a platinum crucible. On completion of 
the fusion, the melt is poured into a platinum basin, floating in a casserole 
filled with water. The melt chills into a button instantly. The crucible is 
washed out with hot water and hydrochloric acid and the washings, together 
with the button, are added to the main nitric acid filtrate. It is then pro- 
ceeded with in the usual way, as outlined under Determination of Cobalt in 
Ores by Electrolysis. 

When large.quantities of ore have been taken for assay, the insoluble may 
be too large for the fusion procedure, in which case, it may be treated in a 
platinum basin with hydrofluoric acid and a little sulfuric acid till the silica 
has been eliminated; after which it is fumed, diluted and added to the main 
acid solution. 

Cobalt Oxides.—As a general rule both Gray and Black Cobalt Oxides are 
readily soluble in hydrochloric acid (sp.gr. 1.2), unless they are very impure; 
in which case boiling with concentrated sulfuric acid or fusion with potassium 
bisulfate may be resorted to. 

Metallic Cobalt, Nickel and Cobalt Alloys——Metallic Cobalt dissolves 
readily in nitric acid, as do nickel and the ordinary cobalt alloys. There are, 
however, certain alloys of cobalt which require a fusion with sodium peroxide 
before they become amenable to treatment; others may be decomposed by the 
use of perchloric acid. Among the latter are cobalt, chromium, tungsten 
alloys, such as “‘ Stellite ”’; the Method of Analysis for which is given under 
Special Procedures. 
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SEPARATIONS 


SEPARATION OF THE AMMONIUM SULFIDE GROUP CONTAINING 
COBALT FROM THE HYDROGEN SULFIDE GROUP—MERCURY, 
LEAD, BISMUTH, COPPER, CADMIUM, ARSENIC, 
ANTIMONY, TIN, GOLD, MOLYBDENUM, ETC. 


Hydrogen sulfide passed through an acid solution containing 5 to 7 ml. 
hydrochloric acid (sp.gr. 1.2), or 3 to 5 ml. sulfuric acid (sp.gr. 1.84) per 100 ml. 
precipitates only members of the second group and silver. The separation is 
by no means clean cut with all the elements of this group, but with those metals 
commonly met with in industrial laboratory work, it is effective. When hydro- 
chloric acid is used, the acidity of the solution should be no higher than as 
stated, or the lead and cadmium may not be completely precipitated. In cobalt 
analysis, where the electrolytic method is almost always preferable, sulfuric 
acid is commonly used. This offers the advantage that the lead may be almost 
completely eliminated with the insoluble, and lead is an element frequently 
associated with cobalt ores. On occasion it may be convenient to use a nitric 
acid solution, which may be done if kept very dilute, but in cobalt analysis this 
is outlawed on account of its interference with the subsequent electrolysis.® 

Separation of the Ammonium Sulfide Group from the Alkaline Earths and 
Alkalies.—Colorless ammonium sulfide, free from carbonates, added to a 
neutral solution, from which oxidizing agents are absent, and with sufficient 
ammonium salts to hold the magnesium in solution, will precipitate the members 
of the ammonium sulfide group from the alkaline earths and alkalies. The 
precipitation is seldom complete unless the formation of polysulfides is pre- 
vented by the addition of ammonium sulfite. This addition is advisable unless 
the partial precipitation of the alkaline earths as sulfites is undesirable. A 
second precipitation should be made if large quantities of the alkaline earths 
are present. 

A convenient point at which to apply this method is after the hydrogen 
sulfide precipitate has been removed by filtration. To the filtrate, still satu- 
rated with hydrogen sulfide gas, ammonium hydroxide is added in excess and 
the gassing continued. The iron being in the ferrous state, precipitates as the 
flocculent ferrous sulfide which is easy to filter; and no sulfur being formed 
by the reduction of ferric iron, no polysulfides are produced from that source. 
In the filtering of the sulfide precipitate, care should be taken to avoid un- 
necessary exposure to the air by covering the funnel with a watch glass when- 
ever possible. 

Separation of Cobalt and Nickel from Manganese.—A. A chloride or sul- 
fate solution, free from second group elements, is treated with an excess of 
sodium carbonate and then made strongly acid with acetic. About 5 grams 
of sodium acetate for each gram of cobalt and nickel present is now added, 
the solution diluted to 200 ml. and heated to about 80° C. It is then saturated 

5H. Bertrand, Bull. Soc. Chim. Belg., 38, 364-71 (1929), states that cobalt and 
nickel may be electrolyzed correctly in ammoniacal solution, if the effect of the nitrate 
ion is counteracted with Na.S,0;3. In the absence of zinc, a large quantity of sulfite is 


used and the solution kept cold. In the presence of zinc, little sulfite is used and the 
solution kept hot. 
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with hydrogen sulfide gas. Cobalt and nickel are precipitated as sulfides and 
the manganese remains in solution. The sulfides are filtered off and the filtrate 
concentrated. Colorless ammonium sulfide is added and the solution rendered 
acid with acetic. It is then warmed and filtered. This concentration and 
reprecipitation must be repeated if necessary. 

B. Electrolytic—Cobalt and nickel may be separated from manganese by 
electrolysis, the cobalt and nickel being plated out and the manganese remaining 
in solution or deposited at the anode. 

C. Sodium Chlorate-—Manganese may be removed from a nitric acid 
solution of cobalt or nickel by boiling with sodium or potassium chlorate, pre- 


ferably the former. An excess of chlorate at the end of the operation is essen- . 


tial. The manganese dioxide precipitated may be removed by filtration through 
an asbestos mat. 

For further details see Ford-Williams method under Manganese. 

Among the less known, but possibly useful separations of cobalt from 
manganese, are the following: 

Hampe ® states that potassium bromate is an excellent precipitant for manga- 
nese in acid solution. 

Von Knorre ’ bases a separation for manganese on the action of potassium 
or ammonium persulfates in boiling acid solutions. 

Kolthoff and Sandell * found that with an acid concentration of 0.4 N to 
2N sulfuric acid, precipitation on boiling was complete, using potassium 
persulfate. Iron interferes, but not seriously, till the ratio of iron to manganese 
exceeds 100 to 1. They recommend the potassium salt in preference to the 
ammonium. They also confirm the use of potassium bromate in acid solutions. 

Separation of Cobalt from Nickel A. Dimethyl-glyoxime.—Nickel is 
removed from the solution by precipitation with dimethyl-glyoxime. The 
details of the procedure may be found in the Gravimetric Methods for the 
Determination of Nickel. Cobalt remains in solution. 

B. Nitroso-beta-naphthol.—Cobalt is precipitated by nitroso-beta-naphthol, 
leaving nickel in solution. Details of the procedure are given under Gravi- 
metric Methods for the Determination of Cobalt. 

C. Potassium Nitrite——Cobalt is precipitated as potassium cobalti-nitrite, 
nickel remaining in solution. Details of the procedure are given under Gravi- 
metric Methods for the Determination of Cobalt. 

D. Alkali Xanthates.\—A separation of cobalt and nickel has been worked 
out, based on the relative solubilities of the two xanthates in ammonium 
hydroxide. To a solution containing the two elements, one gram of citric acid 
is added and ammonia in excess, then one gram of potassium xanthate and 
acetic acid. The precipitate of cobalt and nickel xanthates is filtered off and 
returned to the beaker. It is treated with ammonium hydroxide, filtered and 
washed with ammonium hydroxide till the washings no longer show a trace of 
yellow. The nickel is now in solution from which it may be precipitated by 
acetic acid. The cobalt precipitate is ignited at full red heat. to convert it to 


‘Hampe, Chem Ztg., 7, 1106 (1883): 9, 1083 (1885). 

7Von Knorre, Z. angew. Chem., 14, 1149 (1901); 16, 905 (1903); Chem. Ztg., 27, 
53 (1903). 

8 Kolthoff and Sandell, Ind. and Eng. Chem., Anal. Ed. 1, 181, 1929. 

9 Whitby and Beardwood, Chem. & Met. Soc. of South Africa, 21, 199-200 (1921). 
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Co30,4, in which form it may be weighed, or converted to sulfate, neutralized 
with ammonia and plated. 

E. Phenyl-thio-hydantoic Acid.!—According to Willard and Hall, this 
reagent precipitates cobalt completely from As, U, V, Ti, W, Mo, Zn, Cr, Al, 
Mg, Ca. Ferric iron in the presence of ammonium citrate, contaminates the 
precipitate slightly. Nickel is precipitated to some extent, but is soluble in 
concentrated ammonium hydroxide. The cobalt may be determined gravi- 
metrically or volumetrically. 

F. Carbonyl \—T. M. Lowrey offers a very complete separation of nickel 
from cobalt by reducing to the metallic state and heating in a current of carbon 
monoxide. The nickel is volatilized as NiC,O,., the cobalt remaining behind. 

G. Alpha-benzil-dioxime."—This reagent may be used instead of dimethyl- 
glyoxime as a precipitant for nickel in the presence of cobalt. The reaction is 
more delicate, but is only satisfactory for small amounts of nickel. The 
reagent is much less soluble in alcohol than dimethyl-glyoxime. For further 
details see chapter on Nickel. 

Separation of Cobalt and Nickel from Zinc.—As the Sulfide.—Zinc sulfide 
is precipitated from dilute acetic and formic solutions by hydrogen sulfide. 
It is also precipitated by the same gas from hydrochloric and sulfuric acid 
solutions, if the acidity is properly adjusted. Full details are given under 
Standard Methods for Zinc. 

Caldwell and Moyer * state that if zinc sulfide is precipitated in the presence 
of certain aldehydes, particularly acrolein, the amount of cobalt carried down 
is greatly reduced. This makes it possible to.separate zinc and cobalt with 
one precipitation. This offers some improvement, regardless of the unpleasant 
odor of the acrolein. They suggest the following procedure: 

“The quantitative procedure adopted for precipitation of zine sulfide in 
the presence of cobalt is but slightly different from conventional methods. 
The pH of a chloride free solution containing 0.25 gram of zine and cobalt 
up to 0.5 gram is adjusted until the hydroxides just remain in solution, then 
6 to 8 grams ammonium sulfate is added. The total volume is brought to 
250 to 300 ml. and 0.2 ml. of acrolein is added. A rapid stream of hydrogen 
sulfide is passed in at room temperature for thirty minutes. Five to 10 ml. 
of a 0.02% gelatin solution is added and the precipitate is filtered off after 
fifteen to twenty minutes standing. Cold distilled water is used to transfer 
and wash the precipitate. In some cases, the filtrate develops a faint white 
turbidity after standing. This is due to the formation of a small quantity 
of resinous acrolein-hydrogen sulfide reaction product. If the filtrate is to 
be used for further analysis, it is strongly acidified and boiled down to about 
one-third of its original volume. This treatment will drive out most of the 
acrolein, and if any still remains, it will appear as small yellow flakes which 
are readily filtered off.” 

Separation of Cobalt and Nickel from Chromium.—Cobaltous and nickelous 
hydroxides precipitated from a sodium hydroxide solution, are oxidized to the 
black cobaltic and nickelic hydroxides by chlorine, bromine, sodium hypo- 


10 Willard and Hall, J. Am. Chem. Soc., 44, 2219-26 (1922). 
1 T, M. Lowrey, Chem. & Ind., 42, 462-5 (1923). 

2H, W. Atack, Analyst, 38, 448, 318. 

13 Caldwell and Moyer, J. Am. Chem. Soc., 57, 2375-7 (1935). 
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chlorite or sodium hypobromite, leaving the chromium in solution as chromate, 
from which they may be separated by filtration. Ammonium salts must be 
absent. Details of the separation are given under Stellite in Special Procedures. 

Separation of Cobalt and Nickel from Iroa.—A. Electrolysis in the Presence 
of the Iron Hydroxide. 

B. Repeated Precipitations with Ammonium Hydroxide and Hydrogen 
Peroxide.——Both methods are discussed under Determination of Cobalt in 
Ores by Electrolysis. 

C. Basic Acetate Separation.—F ull details of the procedure to be followed 
are given in the chapter on Manganese. 

D. Rothe’s Ether Separation.—Details are given under separations in the 
chapter on Iron. 

E. Precipitation by Zinc Oxide.*—An emulsion of zine oxide, added to an 
oxidized solution of either chlorides or sulfates, from which the second group 
has been removed, precipitates iron, aluminum and chromium, leaving cobalt, 
nickel and manganese in solution. The solution is first rendered neutral to 
methyl orange with sodium carbonate and the emulsion’ added in small lots 
at a time with agitation, till in decided excess. The precipitation is usually 
carried out in a 1000 ml. volumetric flask and, as soon as the reaction is com- 
plete, this is diluted up to the mark. It is allowed to settle for half an hour, 
then an aliquot portion filtered off. Generally this separation is used in con- 
junction with the nitroso-beta-naphthol method, which procedure is described 
under Gravimetric Methods for the Determination of Cobalt. 


GRAVIMETRIC METHODS FOR THE DETERMINATION OF COBALT 


Precipitation of Cobalt by Potassium Nitrite-——Cobalt may be precipitated 
from a solution made slightly acid with an excess of acetic acid by adding a hot 
solution of potassium nitrite. The cobalt is precipitated as potassium cobalti- 
nitrite, 2K;Co(NOz2),-3H.O, very completely, after standing for a period of six 
hours. This method has the advantage of making possible the separation of 
cobalt from nickel and iron, although it has the one disadvantage, for commer- 
cial purposes, of requiring a long time to complete the determination. 

Oxidizing agents, free mineral acids, members of the hydrogen sulfide group, 
large amounts of aluminum, iron, trivalent chromium, alkaline earths and 
ammonium salts should be absent. In the analysis of ores and many other 
substances, the only point where the absence of these interfering bodies can be 
assured is after the cobalt and nickel metals have been plated out from an 
ammoniacal solution. 


14 See Hoffman, Bur. Stds. J. Res., 7, 883 (19381). 
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Procedure.—The ore or other material to be assayed, having been taken into 
solution by acids or by fusion, the hydrogen sulfide group removed and the 
cobalt and nickel plated out from an ammoniacal solution, the deposit is dis- 
solved in nitric acid (sp.gr. 1.4). A weaker acid should not be used as there is 
danger that the nickel would not be completely dissolved from the cathode. 
When this happens, the cathode becomes discolored on heating, and this can 
only be remedied by repeated acid treatments and heating to high temperature. 
The solution of the nitrates is taken to a syrup and diluted to about 30 ml. with 
water, then neutralized with potassium carbonate. Tyo to 3 ml. acetic acid 

-are added and the solution boiled. Fifteen to 20 grams potassium nitrite, free 
from lead and alkaline earths, are dissolved in 25 ml. water and acidified with 
2 ml. acetic acid. This is brought to the boiling point and the hot solution 
added to the cobalt-nickel solution while briskly stirring. The beaker is kept 
at the boiling point for half an hour, then, after washing down the walls with a 

' potassium nitrite solution, allowed to stand in a warm place for at least six 
hours, or preferably over night. It is then filtered through a porcelain Gooch 
crucible with a fritted bottom, which is connected with an Erlenmeyer filter 
flask by means of a rubber crucible holder with a funnel attachment which 
carries the drip past the suction tubulature. 

The precipitate is washed six times with a 10% potassium acetate solution, 
or a 5% potassium nitrite solution acidified with acetic acid, then the crucible is 
returned to the original beaker. Thirty-five ml. sulfuric acid (1 : 6) are added 
and after covering with a watch glass, it is warmed till solution is complete. 
It is then cooled and the crucible raised by means of a suitably bent glass rod 
and the outside washed with a gentle stream of water. Six washings are then 
passed through the crucible to insure the removal of cobalt from the fritted 
bottom. This is accomplished by means of a tight fitting rubber stopper 
through which passes a glass tube connected to an atomizer bulb. The crucible 
is half filled with water, the stopper inserted and a gentle pressure exerted by 
the atomizer bulb. This forces the water through the pores of the fritted 
bottom into the beaker. The solution is then taken to fumes and fumed dry. 
It is cooled, 50 to 70 ml. distilled water and 10 ml. sulfuric acid (1 : 1) added 
and the solution boiled and cooled. Sufficient ammonium hydroxide is then 
added to neutralize the free acid and an excess of from 50 to 75 ml., according 
to the cobalt content. It is then plated. 

The plating conditions are discussed under Determination of Cobalt in 
Ores by Electrolysis. 

A method alternative to filtering through a fritted bottomed crucible is 
to filter through a 9 cm. filter paper, washing as above. The paper is then 
spread on the inside of the original beaker and the precipitate washed off with 
the minimum amount of water. This is followed by successive washes of 
sulfuric acid (1 : 6), at a temperature of 70 to 80° C., till the yellow color disap- 
pears from the paper. Sometimes there is difficulty in dissolving the potassium 
cobalti-nitrite with this procedure. In such cases the paper may be returned 
to the beaker, enough sulfuric acid (1 : 6) added to bring the volume to about 
20 to 30 ml. and boiled. Care must be taken to avoid concentrating the acid 
or the paper will become carbonized; a slight blackening will dono harm. The 
paper is then filtered off using suction, and washed thoroughly. No cobalt or 
nickel is retained by the paper. The solution is then taken to fumes and if 
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any blackening develops, it is cleared up by very cautiously adding a few small 
pinches of ammonium persulfate. It is then fumed dry and proceeded with as 
before. 

After plating and weighing the deposit of cobalt it should be dissolved in 
nitric acid and tested for the presence of nickel by the dimethyl-glyoxime 
method; any precipitate so found being filtered off, dried and weighed, the 
resulting nickel being deducted from the cobalt figure. 

Nickel may be determined in the filtrate from the potassium cobalti-nitrite 
precipitation, by the direct addition of dimethyl-glyoxime. This may serve 
for ordinary routine plant control, but a better procedure is to precipitate the 
nickel as the nickelic hydroxide with sodium hydroxide and bromine, and after 
filtering and washing, to dissolve in hydrochloric acid. From this point either 
the dimethyl-glyoxime or the electrolytic method may be applied. 

Precipitation of Cobalt by Nitroso-beta-naphthol.!*— Nitroso-beta-naphthol, 
CyHe(NOH), added to a hydrochloric acid solution of cobalt, precipitates 
cobalti-nitroso-beta-naphthol, Co(CjH,O(NO))s; nickel, if present, remains in 
solution. The method is especially suitable for the determination of small 
amounts of cobalt in the presence of comparatively large amounts of nickel. 
The cobalt precipitate is voluminous, so that the sample taken for the deter- 
mination should not contain over 0.1 gram of cobalt. The reagent will also 
precipitate copper and iron completely from solution. Silver, bismuth, chro- 
mium, tin, zirconium, titanium, vanadium and nitric acid interfere, but mer- 
cury, lead, cadmium, arsenic, antimony, aluminum, manganese, nickel, calcium, 
magnesium, beryllium, zinc and phosphates do not. 

Procedure.—To the solution containing the cobalt as the chloride or the 
sulfate, and acidified with 3 ml. hydrochloric acid, or its equivalent of sulfuric, 
per 100 ml., is added a freshly prepared hot solution of nitroso-beta-naphthol, 
made by dissolving 10 grams of the salt in 100 ml. of 50% acetic acid, as long 
as a precipitate is produced. After allowing it to settle, more of the reagent 
is added to insure complete precipitation of the cobalt. The compound is 
allowed to settle for two or three hours, the clear solution decanted through a 
filter and the precipitate washed by decantation with cold water, then with warm 
hydrochloric acid solution (1 : 2), to remove the nickel, and finally with hot 
water until free of acid. If nickel greatly predominates, the precipitate should 
be ignited to oxide in a porcelain crucible, dissolved in hydrochloric acid and 
reprecipitated. 

The brick red egies is dried, then ignited in a weighed platinum cruci- 
ble (Rose crucible), first over a low flame and finally at a white heat, the 
crucible being covered with a platinum cover (Rose crucible type) with a 
platinum tube through which is passed a slow current of oxygen. The residue 
is weighed as Co;0,. The oxide may be reduced in a current of hydrogen and 
weighed as metallic cobalt. 

When the amount of cobalt exceeds a few milligrams it is advisable to con- 
vert it to sulfate by treatment with HNO; and H.SO, and then take to fumes 
and deposit the element by electrolysis from a sulfate solution. 


& Burgess, Z. angew. Chem., 9, 596 (1896). 
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DETERMINATION OF COBALT IN ORES BY ELECTROLYSIS 


Typical Analysis of a Cobalt Ore.'!°—The most satisfactory method for the 
separation of cobalt and nickel from the elements usually associated with them 
involves the use of electrolysis. 

This is generally carried out in a strongly ammoniacal solution, containing 
sulfates or chlorides. The metals will plate from a weak acid solution, but not 
quantitatively. Oxalates and acetates may be used, but the results are gen- 
erally somewhat high. 

The minerals of which cobalt and nickel form constituents, are readily 
soluble in acids and if the sample has been ground to an impalpable powder, 
the insoluble, after acid treatment, should be free from cobalt. Where this is 
uncertain, the insoluble is filtered off, washed with hot water and if the presence 
of lead sulfate is suspected, an ammonium acetate wash followed by hot water 
is given. It is then ignited in a platinum crucible and fused with either potas- 
sium bisulfate or a mixture of sodium and potassium carbonates. The melt 
is dissolved and returned to the original acid solution. 

With the ordinary run of cobalt ore, containing 1% and upwards of cobalt 
and variable nickel, 0.5 to 1 gram is generally sufficient to take for assay. In 
the case of ores under 1%, if close work is essential, much greater amounts must 
be taken, and the large insoluble attacked by the usual procedure of fusion or 
elimination of the silica by hydrofluoric acid. 

Procedure.—One-half to 1 gram is weighed into a 400 ml. beaker and after 
moistening with water and covering with a watch glass, 10 ml. nitric acid 
(sp.gr. 1.4) added, taking care to avoid loss through too violent an action. 
After the reaction has abated, 10 ml. sulfuric acid (1:1) are added and the 
solution taken to fumes. It is then cooled, 0.5 to 1 gram sodium thiosulfate 
added, in small quantities ata time. The object of this is to reduce the arsenic 
to the arsenious condition and render its elimination as the chloride as complete 
as possible. A glass triangle is now put under the watch glass and the beaker 
taken to fumes and fumed dry. It is then cooled, 50 ml. hydrochloric acid 
(sp.gr. 1.2) and 10 ml. sulfuric acid (1 : 1) added and again fumed dry. This 
should remove the arsenic almost completely, which is an advantage in the 
subsequent gassing out of the hydrogen sulfide group. The prolonged acid 
treatment nearly always effects complete decomposition of the ore. 

The sulfuric acid having been fumed off, 50 ml. sulfuric acid (1 : 20) are 
added and the solution boiled. A steady stream of hydrogen sulfide gas is 
passed through the solution till the elements of this group are completely pre- 
cipitated. The sulfides are removed by filtration and washed with hydrogen 
sulfide water containing 1 ml. sulfuric per 100 ml. 

The filtrate is boiled to expel hydrogen sulfide and oxidized with ammonium 
persulfate. It is again boiled for ten minutes, cooled, 30 ml. ammonium 
hydroxide (sp.gr. 0.9) very cautiously added and the solution neutralized with 
dilute sulfuric acid. Fifty to 70 ml. ammonium hydroxide are added and the 
solution electrolyzed in the presence of the iron hydroxide. This will be 
discussed later on. 


16 Method in use in the laboratory of the Deloro Smelting and Refining Co. Limited, 
Deloro, Ontario, Canada. 
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The bulk of the solution should not greatly exceed 150 ml. For every 0.25 
to 0.3 gram metal present, approximately 5 to 10 grams ammonium sulfate 
or ammonium chloride and 50 ml. ammonium hydroxide should be in solution. 
The ammonium hydroxide concentration should be maintained so that the 
electrolyte is strongly ammoniacal at the finish; otherwise deposits may form 
at the anode. 

During the plating the beaker may be covered with a split watch glass, 
recessed to fit the electrodes. A square of window glass of suitable size may 
be cut in half and recessed in the same way, serving the purpose equally well. 

Where time is not of primary importance, the plating may be made with 
stationary electrodes, using a current of 0.2 to 0.3 amps. per square dem. This 
generally takes from 12 to 15 hours, but the work can usually be planned so 
that the plating takes place over night. The use of a rotating anode and gauze 
cathode greatly decreases the time of plating, by allowing of a freer circulation 
of the electrolyte, and the use of a higher current. The deposit is firm and 
bright. The speed of the rotating anode should be 500 to 1000 revolutions 
per minute, but this depends on the type of electrode used. The current 
density should be 0.5 to 2.0 amps. per square dem. 

The end of the plating is determined by removing 5 ml. of the electrolyte, 
and if iron hydroxide is present, filtering and testing the solution with ammo- 
nium sulfide. A darkening of the solution indicates that cobalt and nickel are 
still present. A more sensitive test is the phenyl-thio-hydantoic, which is 
described under Detection. 

It is not desirable to continue plating after it is finished, as the cathode 
slowly increases in weight from the deposition of platinum dissolved from the 
anode. 

As the deposit is very soluble in the electrolyte, the current should not be 
cut till the electrolyte is replaced by distilled water. A simpler and equally 
satisfactory way is to lower the beaker till the electrodes just make contact 
with the solution. The cathode is then washed down with a stream of water 
from a wash bottle. The current is then cut and the cathode quickly removed 
and dipped into a succession of small beakers, containing distilled water 
After dipping into absolute alcohol, it is ignited and waved to and fro till the 
flame dies down, after which it is swung back and forth over a free flame, at a 
sufficient distance to avoid possibility of oxidation. After cooling and weighing, 
the combined metals are dissolved in nitric acid (sp.gr. 1.4), the cathode washed 
and removed from the beaker. The solution of the nitrates is then taken to a 
syrup and diluted to 30 ml. It is neutralized with potassium hydroxide and 
reacidified with acetic acid, 2 to 3 ml. being added in excess. The cobalt is then 
precipitated as the potassium cobalti-nitrite, as described under Gravimetric 
Methods for the Determination of Cobalt. 

After plating the cobalt it should be examined for nickel, which is fre- 
quently present in small amount. This is done by precipitation with dimethyl- 
glyoxime, and any nickel so found is deducted from the cobalt figure. 

When it is known that the deposit of the combined metals consists of cobalt 
and nickel only, and no impurities present, the separation by dimethyl-glyoxime 
is much to be preferred to the potassium cobalti-nitrite method, both in speed 
and accuracy. The full details of the dimethyl-glyoxime method are given 
in the chapter on Nickel. 
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The combined metals are plated out in the presence of the iron hydroxide. 
Where this is heavy, there may be danger of the cobalt and nickel deposit being 
slightly contaminated. This, however, is of no consequence, as the impurities 
are eliminated by the subsequent cobalti-nitrite separation. The probability 
of cobalt and nickel being held up by the hydroxides has never proved to have 
foundation, where the electrolyte has been fully plated out. To assure himself 
on this point, the analyst has only to filter off the hydroxides, redissolve and 
replate, using a fresh cathode. 

There are two alternatives to plating in the presence of the iron. These are: 

A. Basic acetate separation of the iron before electrolyzing. This method 
is given in detail in the chapter on Manganese. 

B. Repeated precipitation of the iron with ammonium hydroxide and 
hydrogen peroxide. 

Procedure.—After the group precipitated by hydrogen sulfide has been 
removed and the gas boiled out of the filtrate 20 ml. hydrogen peroxide (3 vol.) 
is added, and the solution boiled. The boiling should not be continued for 
more than a minute or so, or the hydrogen peroxide will be decomposed and 
the cobalt tend to remain with the iron hydroxide. The beaker is removed 
from the hot plate and allowed to cool somewhat, then ammonium hydroxide 
is cautiously added in slight excess. It is once more boiled for a few minutes, 
then allowed to settle. The supernatant liquid is decanted down to the pre- 
cipitate through a 15 cm. CS &§ No. 595 filter paper, then the precipitate is 
transferred to the paper as quickly as possible, using hot water. It is washed 
three times with hot water and drained, then the paper with the precipitate is 
spread on the inside of the original beaker and washed, first with hot water, 
then warm sulfuric acid (1: 3), finally with hot water and discarded. The 
beaker is returned to the hot plate and the solution boiled till the precipitate is 
dissolved. The precipitation with ammonium hydroxide and hydrogen per- 
oxide is then repeated. Three, and sometimes four, precipitations in all may 
be necessary to remove completely the cobalt from the hydroxides. In addition 
to being somewhat tedious, this method has the disadvantage of producing 
very bulky solutions, which should be boiled down and the ammonia content 
adjusted before plating. 

Where the iron hydroxide is exceptionally heavy, the bulk of it may be 
removed by means of the Rothe method, full details of which will be found 
under Separations in the chapter on Iron. 

The electrolytic method tends to give slightly high results on plating over 
half a gram of the combined metals. This is doubtless due to the occlusion of 
gas; probably hydrogen. This difficulty does not seriously affect the use of 
the method on lesser amounts; the error generally falling in the second place 
of decimals in the percentage. One-half to 2.0 grams sodium bisulfite, added 
to the ammoniacal solution, counteracts this tendency to some extent, but it 
has the disadvantage that sulfur is deposited with the metal and must be deter- 
mined and deducted from the weight of the combined metals. 

If there is any difficulty in plating the cobalt and nickel, it may arise from 
insufficient elimination of the nitric acid. This is unlikely to occur if the acid 
treatment has been carried out as described. If molybdenum has escaped the 
_ hydrogen sulfide precipitation, it may give trouble, in which case, if its presence 

is suspected beforehand, greater care must be taken to observe the proper 
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conditions for its elimination, while passing hydrogen sulfide gas. Manganese 
and zine have a retarding effect, and chromium, even in small quantities, 
inhibits the plating altogether. The use of sodium bisulfite counteracts this 
difficulty with all four elements to some extent, but where chromium is present 
in considerable amount, a procedure similar to that outlined under Stellite 
(Special Procedures) should be followed. 

Very infrequently organic matter, especially pyridine, may interfere. The 
ammonium hydroxide is usually to blame for this, although the high grade of 
this reagent available on the market, is almost a guarantee against this happen- 
ing. It is caused by the priming over of a still in the manufacture. Its pres- 


ence may be detected by taking a few ml. sulfuric acid (1: 3) in a test tube ~ 


and while cooling under a tap, adding the suspected ammonia, drop by drop 
till the neutral point is reached. A pungent odor, resembling the smell of a 
dirty gun barrel is evidence that pyridine is present. 


VOLUMETRIC METHODS 


Volumetric methods for cobalt do not find so extended a use as the gravi- 
metric, partly because they are still in the formative stage and because that to 
a much greater extent they require the absence of interfering elements. Never- 
theless, a great many workers have published methods which may be success- 
fully applied under the proper conditions. Among such methods are the 
following: 

A. Perborate Method.—Nickel and cobalt are oxidized to trivalent oxides 
and hydroxides by various oxidizing agents, but neither cobalt nor nickel salts 
of the trivalent state are stable. Both the trivalent hydroxides liberate iodine 
when treated with acids and potassium iodide, and form nickelous and co- 
baltous salts, e.g. 


Co(OH)3;+ KI+3HCl=CoCl.+1+KCl1+3H,0. 


Cobalt is more readily oxidized than nickel and when oxidized forms more 
stable compounds. Cobaltic hydroxide may be formed by treating the sulfate 
with potassium hydroxide and hydrogen peroxide, while nickel is not affected 
even on boiling with these reagents. This procedure, however, has not been 
satisfactory, as a method of analysis, on account of the difficulty of removing 
the excess hydrogen peroxide, which persists in the precipitate even after 
boiling and prolonged washing. 

W. D. Engle and R. G. Gustavson 17 found that the differential oxidation 
in the presence of potassium hydroxide, by means of sodium perborate may be 


17 W. D, Engle and-R. G. Gustavson, J. Ind. Eng. Chem., 8, 901-2 (1916). 
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satisfactorily accomplished, as the excess of this oxidizing agent readily decom- 
poses on boiling. Advantage is then taken of the reaction stated above and 
the iodine liberated is titrated with a standard sodium thiosulfate solution. 

Landon A. Sarver 1 has offered a modification of this method. He states 
that the iodometric method is unsatisfactory in the presence of small amounts 
of ferric iron, and it requires 0.5 to 2 hours for the dissolving of the precipitate. 
He therefore substitutes ferrous sulfate and titrates with standard potassium 
dichromate, using barium diphenylamine sulfonate as an inside indicator. 

He suggests the carrying out of the work in a 500 ml. Erlenmeyer flask, 
fitted with a dropping funnel of 35 to 40 ml. capacity, by means of a well 
paraffined rubber stopper. But as it is difficult to prevent leakages of a little 
air, to which ferrous hydroxide is very sensitive, an all pyrex apparatus with 
ground in dropping funnel is preferable. 

Procedure.—‘‘ The cobalt solution, free from interfering ions and containing 
at least 5 ml. of 6 N sulfuric acid, and 1 to 2 grams of dissolved sodium per- 
borate, is treated with enough 6 N sodium hydroxide to leave about 10 ml. 
in excess, whereupon brownish black cobaltic hydroxide precipitates, accom- 
panied by active effervescence; the mixture is boiled for 10 minutes to decom- 
pose excess of perborate and displace last traces of oxygen by water vapor, 
the dropping funnel being placed in position (with the stopcock open) near 
the end of this period. After the removal from the hot plate the apparatus 
is promptly closed and an excess of standard ferrous sulfate measured into the 
funnel; upon opening the stopcock cautiously the solution is drawn in by the 
reduced pressure inside the flask, taking care that no air is allowed to enter. 
The funnel is rinsed with two or three portions of water, always avoiding the 
entrance of air, the vessel is shaken a few seconds and 25 to 30 ml. of 6 N sulfuric 
acid is admitted, whereupon the precipitate dissolves almost instantly. After 
cooling to room temperature, the stopcock is opened and the funnel removed 
and rinsed. About 10 ml. of 25% phosphoric acid and 5 drops of an 0.2% 
water solution of barium diphenylamine sulfonate are then added and the 
excess of ferrous iron titrated to the appearance of a violet with standard 
dichromate. The method is extremely rapid. 

Interfering ions. Nitrates and other oxidizing substances which give 
colorations with barium diphenylamine sulfonate, must be absent. Nickel 
does not interfere. Cobalt can be easily separated in one operation from 
manganese, chromium, vanadium, etc., by means of phenyl-thio-hydantoic acid. 
Small amounts of iron are carried down with this precipitate, but not enough to 
cause incomplete oxidation of the cobalt by the perborate.” 

Since one K,Cr.0,=61 =6Co=6Fe, then the potassium dichromate factor 
of the solution multiplied by 1.2020 gives the cobalt factor, or the iron factor 
multiplied by 1.0555 gives cobalt. 
~ _B. Potassium Cyanide Method.—This method which is of great value in 
the estimation of nickel in nickel steel, German Silver and nickel mattes, may 
be applied equally well to cobalt. But as the conditions of its application 
require the removal of nickel and other interfering ions, it offers no advantage 
over other standard methods for the determination of cobalt. Details of the 
Procedure for Determining Nickel by this method will be found in the chapter 
on Nickel. 


18 Landon A. Sarver, Ind. Eng. Chem., Anal. Ed. 5, 275-6 (1933). 
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Other Methods.—A. G. A. Barbieri ® states that when cobaltinitrites are 
decomposed by NaHCO;, NaNOz» and a trivalent carbonate of cobalt are 
formed. On adding KMnO, in H2SO, solution, the HNOs: is oxidized to 
HNO; and cobaltic cobalt reduced to cobaltous, so that for each atom of cobalt, 
11 equivalents of KMnO, are reduced. Standard FeSO, is added in excess and 
titrated with KMnOx,. 

B. P. VY. Faleev “ dissolves the potassium cobaltinitrite in H,SO, and a 
measured volume of KMnO, solution. He reduces the excess KMnO, with 
oxalic acid and titrates the excess with KMnO,. 

©. Christo Nikolow ” dissolves the potassium cobaltinitrite in H»SO, and 
standard KMnO,, adds KI and titrates excess iodine with NaS.O3. The 
method, it is claimed, is well suited for cobalt in steels, because other metals do 
not interfere. 

D. J. T. Dobbins and J. P. Sanders,” base an indirect titration method on 
Spacu’s ?* pyridine precipitation. 

Spacu and Dick have shown that when a cobaltous salt is treated with 
alkali thiocyanate and an excess of pyridine, a precipitate, CoPy,(SCN)», con- 
taining 12.01% Co is formed. 

Dobbin and Sanders add to the solution, containing 0.05-0.10 grams Co or 
Ni, HNO; till acid, then 3 ml. pyridine and a measured volume of NHiCNS. 
The solution is diluted to 250 ml. and filtered through a dry filter paper. An 
aliquot portion of 50 ml. is taken, diluted to 100 ml., one ml. HNO; added and an 
excess of standard AgNO; run in. Five ml. ferric alum is added and titrated 
in the usual way. 

Cobalt and Nickel may be determined in the same solution, by precipitating 
them as the complex pyridine salts as outlined, determining the nickel by the 
glyoxime method and calculating the cobalt by difference. 


SPECIAL PROCEDURES 


BLACK AND GRAY COBALT OXIDES 


Procedure.—One gram is weighed into a 400 ml. beaker and 25 ml. hydro- 
chloric acid (sp.gr. 1.2) added. The beaker is covered with a watch glass and 
kept simmering gently on the hot plate till the acid is almost all expelled and 
the oxide appears to be in solution. A glass triangle is put under the watch 


1G. A. Barbieri, Atti Accad. Lincei, 8, 405-8 (1928). 

20 P. V. Faleev, Gorno- Obogatitelnoe Delo, 10, 53-4 (1932). 

*t Christo Nikolow, Przemsl Chem., 17, 46-8 (1 933). 

2 J.T. Dobbins and J. P. Sanders, ‘Ind. Eng. Chem., Anal. Ed. 6, 459-60 (1934). 
*8G. Spacu and J. Dick, Z. anal. Chem., 71. 97-101 ’(1927). 
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glass and the solution taken to dryness, at a temperature well under the boil- 
ing point. Ten ml. sulfuric acid (1 : 1) is then added, taken to fumes and fumed 
dry. Itis then taken up with 10 ml. sulfuric acid (1 : 1) and heated, then 60 ml. 
hot water added and boiled. At this point, the oxide should be completely in 
solution and the insoluble pure white. If this is not the case, or if the insoluble 
is large in quantity, it must be filtered off and ignited. It is then treated with 
hydrofluoric acid and a few drops sulfuric acid in a platinum basin, to expel 
the silica. After fuming it is cooled, diluted and added to the main solution. 
If preferred, a fusion with potassium bisulfate or with a mixture of sodium and 
potassium carbonates, may be made instead of the hydrofluoric acid treatment. 

A stream of hydrogen sulfide gas is passed through the solution and the 
precipitate filtered off and washed with hydrogen sulfide water containing 1 ml. 
sulfuric acid in 100 ml. solution. After boiling out the hydrogen sulfide gas, 
the solution is oxidized by the addition of ammonium persulfate and boiled for 
ten minutes. It is cooled, neutralized with ammonium hydroxide, 70 ml. 
added in excess and electrolyzed, in the presence of the iron hydroxide precipi- 
tate. The end of the plating is determined by withdrawing 5 ml. of the solution 
and after filtering, testing with either ammonium sulfide or phenyl-thio- 
hydantoic acid. (See Detection.) 

The deposit of cobalt and nickel is dissolved in nitric acid (sp.gr. 1.4), and 
after the cathode has been washed and removed, the solution is taken to a 
syrup. It is then diluted with water and carefully neutralized with sodium 
hydroxide, and rendered acid with hydrochloric acid, leaving a few drops in 
excess. From 10 to 20 ml. of a 50% sodium acetate solution is added and the 
solution boiled and allowed to stand a few minutes to permit any iron which 
may have plated out, to show. This must be filtered off and determined, the 
resulting iron being deducted from the combined metals. Five grams am- 
monium chloride is now added to the solution and the nickel precipitated with 
dimethyl-glyoxime. The resulting precipitate is filtered off through a Gooch 
crucible, washed, dried and weighed. The weight multiplied by 0.2032 gives 
the weight of the nickel. This deducted from the combined weight gives the 
cobalt. 


COBALT IN METALLIC COBALT 


Cobalt in metallic cobalt is usually determined electrolytically. The pro- 
cedure is similar to that outlined for cobalt oxides, except that nitric instead 
of hydrochloric acid is used for dissolving the sample, the nitric acid being after- 
wards expelled by fuming with sulfuric acid. 

The plating may be conducted in the presence of the iron precipitate if any 
small amount of iron deposited with the combined metals is determined and 
_ deducted. 

The nickel i is determined in the deposit by dimethyl-glyoxime in the usual 
way. 

The method is Peiactary for ordinary routine works control but where 
very pure metals, such as electrolytic cobalt and nickel, must be analyzed 
closely, it tends to give slightly high results, probably due to the occlusion of 
hydrogen. In such cases it may be better to determine the impurities and 
make a deduction from 100% for the cobalt figure or nickel figure, as the case 
may be. 
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COBALT IN FERRO-COBALT 


Usually this material contains from 20 to 30% iron, the remainder being 
cobalt and extraneous elements. 

Procedure.—One-half gram is weighed into a 400 ml. beaker and dissolved 
in 10 ml. nitric acid (sp.gr. 1.4). When the action has ceased 10 ml. sulfuric 
acid (1: 1) is added and the solution taken to fumes and fumed dry. Fifty 
ml. sulfuric acid (1 : 20) is added and the solution boiled till the sulfates are all 
dissolved. A steady stream of hydrogen sulfide gas is passed through the 
solution to remove the second group elements and after filtering, the gas is 
boiled out of the filtrate. Ammonium persulfate is added to oxidize the solution 
and boiling is continued for ten minutes. If manganese is present, potassium 
persulfate should be used instead of the ammonium salt, and the precipitated 
manganese dioxide removed by filtration through an asbestos mat. 

The solution is cooled, neutralized with ammonium hydroxide and 50 ml. 
added in excess. As there may not be sufficient ammonium salts present in 
the solution, 5 to 10 grams ammonium sulfate is added. The solution is then 
electrolyzed in the usual way in the presence of the iron hydroxide, making the 
necessary correction for any iron plated with the combined cobalt and nickel. 

Nickel in the deposit is determined by the dimethyl-glyoxime method. 

The alternatives to plating in the presence of the hydroxide precipitate are: 

A. Basic Acetate Separation. (See chapter on Manganese.) 

B. Precipitation of the Iron as Hydroxide by Means of Ammonium Hydrox- 
ide and Hydrogen Peroxide. - (See Determination of Cobalt in Ores by Elec- 
trolysis.) 

C. Rothe’s Ether Separation. (See chapter on Iron.) 

D. Zinc Oxide Separation followed by Nitroso-beta-naphthol. (See under 
Separations, also American Society for Testing Materials Method for Cobalt in 
Steels in this section.) 

E. Cupferron.—The iron may be removed by precipitation in the cold from 
a 10% hydrochloric or sulfuric acid solution, by the addition of a 6% aqueous 
solution of cupferron. This requires the destruction of the organic compound 
with nitric acid, and fuming with sulfuric acid, before proceeding with the 
electrolysis. The details of the cupferron precipitation are given in the chapter 
on Iron. 


DETERMINATION OF COBALT IN METALLIC NICKEL 


Where the cobalt content of the metal is 1% or more, one-gram is a sufficient 
amount to take for assay. The general procedure for metallic cobalt may be 
followed till the nickel and cobalt metals have been plated out from an am- 
moniacal solution. The usual separation of the cobalt may be made by pre- 
cipitating as potassium cobalti-nitrite, as described under Gravimetric Methods 
for the Determination of Cobalt. 

If, however, the cobalt percentage is very low, necessitating the taking of 
a large sample for assay, the following method may be used: 

Procedure.—Five grams of the thoroughly mixed drillings are dissolved in 
the minimum amount of nitric acid (1:1). The solution is taken to a syrup, 
but the evaporation is not carried far enough to cause the decomposition of the 
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nitrates. Fifty ml. of water is added and the nitrates brought into solution. 
A saturated solution of potassium hydroxide is added till a small but definite 
permanent precipitate forms. This is redissolved with acetic acid (1:1) and 
10 ml. added in excess. The solution is heated to boiling and 10 ml. of a 50% 
potassium nitrite solution, which has been rendered acid with acetic, is added. 
The solution is stirred briskly while adding the potassium nitrite solution. 
After allowing to stand for half an hour, just under the boiling point, the walls 
are washed down with a 1% solution of potassium nitrite containing 1 ml. 
- glacial acetic per liter. The precipitate is then settled for six hours or preferably 
over night. 

The solution is filtered out through a fritted bottomed porcelain crucible, 
using suction and, after washing, dissolved in sulfuric acid and taken to fumes. 

It is diluted and a stream of hydrogen sulfide gas passed to remove any trace 
of the second group elements which may have been occluded by the precipitate. 
After filtration the gas is boiled out and the solution oxidized with ammonium 
persulfate. Itis then neutralized with ammonia, excess added and electrolyzed. 
(For full details see Determination of Cobalt in Ores by Electrolysis.) 

By this procedure, all the cobalt in the sample will be recovered in the 
plating, but it will be slightly contaminated with nickel. This must be deter- 
mined by the dimethyl-glyoxime method and the amount deducted from the 
cobalt figure. 


METHOD OF THE AMERICAN SOCIETY FOR TESTING MATERIALS 


DETERMINATION OF COBALT BY THE 
ZnO-a;~NITROSO-6-NAPHTHOL METHOD 


SPECIAL SOLUTIONS REQUIRED 


ZnO Suspension.—Add 50 g. of the finely powdered reagent to 300 ml. of 
water and shake thoroughly. 

a-Nitroso-6-Naphthol.—Dissolve 1g. of the dey reagent in 15 ml. of glacial 
‘acetic acid and filter. 

Procedure.—Cobalt Steel.—Transfer 1 g. of sample to a 400 ml. beaker, add 
25 ml. of diluted HCl (1:1), heat, and when decomposition is complete, add 
5 ml. of diluted HNO; (1: 1), to oxidize the iron. If tungsten is present the 
digestion with HNO;-HCl must be continued until all of the tungsten has been 
converted to yellow tungstic acid. Evaporate until salts begin to separate 
(about 5 ml.). Add 100 ml. of hot water, and digest on the steam bath for 
about five minutes. Dilute the solution to about 200 ml., and add a freshly 
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prepared suspension of zine oxide in portions of about 5 ml. until the iron is 
precipitated, and a slight excess of zine oxide is present. Shake thoroughly 
after each addition of the precipitant and avoid a large excess. When sufficient 
zine oxide has been added, further addition of the reagent causes the brown 
precipitate to appear lighter in color upon thorough shaking. A sufficient 
excess is also indicated by a slightly white and milky supernatant liquid. Allow 
the precipitate to settle for a few minutes, and filter the solution through a 12.5 
em. rapid filter paper.4 Wash the beaker and the precipitate on the filter 
three times with cold water. Reserve the filtrate and washings. When the 
filter has drained, transfer the paper and precipitate to the beaker in which 
the precipitation was made, add 12 ml. of HCl, and stir the paper to a pulp. 
The iron should now be in solution; if it is not, add more HCl, avoiding a 
large excess.. Dilute the solution to 200 ml., and repeat the precipitation with 
zine oxide. Filter on a 15 cm. paper, and wash 4 or 5 times with cold water. 

For routine work, a single precipitation will often suffice. In this case take 
a 2 g, sample, dilute the solution to exactly 500 ml. after the addition of ZnO, 
mix thoroughly and filter through a dry filter into a 250 ml. measuring flask 

<= 1g.sample). With one precipitation by ZnO, results for cobalt in high- 

speed steels will be from 0.1 to 0.3 low through retention of cobalt by the bulky 
precipitate. 

To the combined filtrates and washings, from the zinc oxide separation, add 
10 ml. of HCl, and adjust the volume to about 400 ml. Heat the solution to 
boiling, add 8 ml. of a-nitroso-G-naphthol solution plus 3 ml. in addition for 
every 0.01 g. of cobalt present. Allow the solution to cool for one-half hour or 
more, and filter through rapid paper. Transfer all of the precipitate to the 
filter and wash with hot diluted HCl (1 : 3) and then thoroughly with hot water. 

Transfer the wet paper and precipitate to a weighed porcelain crucible, 
heat gently at first, preferably in a muffle furnace, and finally ignite to constant, 
weight at 750° to 850° C. Heating above 900° C. has a tendency to convert 
Co304 to CoO. Cool and weigh as Co3;0,4 which contains 73.4% of cobalt. 
In very accurate work in which more than 0.01 g. of cobalt is involved, the 
oxide must be reduced by hydrogen, cooled in an atmosphere of hydrogen, and 
the cobalt weighed as metal.?> Nickel accompanies cobalt almost completely 
in the zinc oxide separation. Hence, in very accurate work, when nickel pre- 
ponderates, or much of it is present, the ignited cobalt oxide should be dissolved 
in HCl and cobalt again precipitated with a-nitroso-B-naphthol.?6 

A blank should be taken through all steps of the determination. <A 1 g. 
sample of National Bureau of Standards Bessemer steel 10d or chrome-tungsten- 
vanadium steel No. 50a is satisfactory for this purpose. It is especially im- 
portant that the same quantity of the a-nitroso-G-naphthol be used in the 
blank run as in the determination. A little macerated paper added to the 
blank after the a-nitroso-B-naphthol reagent facilitates filtration and washing. 


_ *4 A little finely divided ZnO may pass through the paper at first. This is unobjec- 
tionable, because zinc is not precipitated by a-nitroso-G-naphthol. 

» With high molybdenum or copper steels (1%), the ignited Co;O.4, or cobalt metal 
may contain small amounts (approximately 0.5 mg.) of these elements. Suitable cor- 
rections can be made after solution of the residue and colorimetric determinations of the 
contaminants. 

6 Tests on a 0.5 sample of a steel containing 10% of cobalt and 6% of nickel showed 
but 0.1 mg. of nickel in the first precipitate. 
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Plain Carbon and Other Steels Containing Less than 0.10 % Co.—Dissolve 
a 10 g. sample in HCl and cautiously oxidize with just enough HNO;. Extract 
the iron with ether and wash the ether extract once with diluted HCl (p. 465). 
Warm the ether-extracted acid solution to expel residual ether, and oxidize 
with KCIO;. Dilute to 200 ml., and precipitate twice with ZnO as directed 
in the method (p. 324), In material containing very little cobalt, it is ad- 
vantageous to combine the extracted acid solution obtained in ether separations 
of a number of separate 10 g. samples. 

Cast Iron.—Proceed as in plain carbon steels. 

Open Hearth.—Proceed as in plain carbon steels. 

Wrought Iron.—Proceed as in plain carbon steels. 


ANALYSIS OF STELLITE 
CoBaLT ALLOY OF CHROMIUM AND TUNGSTEN 


The alloy Stellite is used for cutlery, surgical instruments, cutting tools 
and for stelliting or surfacing machine parts subject to mechanical or chemical 
action. It holds its cutting edge at high temperature and is not easily attacked 
by acids or alkalies. 

The great insolubility of this alloy requires that it be reduced to a fine state 
of division before any attempt be made to attack, either by fusion methods or 
by acid treatment. This reduction should, if possible, be made in a stellite 
mortar, as the amount abraded from a steel mortar would seriously contaminate 
the sample. 

Once reduced to the necessary degree of fineness, preferably past 100 mesh, 
there are several methods of attack open to use. 

1. Fusion with sodium peroxide in a nickel crucible. This procedure, 
however, precludes the possibility of determining nickel. 

2. Fusion with sodium peroxide in an Armco iron crucible. A suitable 
method where chromium is to be determined quickly. 

3. Fusion with potassium bisulfate in a porcelain crucible. In addition 
to filling the solution with undesirable salts, this has the disadvantage of 
forming difficultly soluble chromium salts which render subsequent operations 
troublesome. 

4, Treatment with hydrochloric acid (sp.gr. 1.2). This is conducted at a 
temperature just under boiling, maintaining the volume by frequent additions 
of the acid. Complete solution is seldom attained, even after three or four 
hours of treatment, and the insoluble must be fused in platinum, with sodium 
and potassium carbonates and a pinch of potassium nitrate. -This last to be 
used with caution on account of its action on the platinum. 

5. Treatment with perchloric acid, 60%. This offers the most satisfactory 
reagent so far discovered, for attacking stellite, and by its use the following 
method, suitable for routine works analysis, has been devised. 

Procedure.—One-half gram is weighed into a 300 ml. beaker and 10 ml. 
perchloric acid (60%), with 10 ml. water, added. The beaker is covered with 
a watch-glass and boiled on the hot plate till perchloric fumes appear. The 
watch glass is then removed till all the water has been expelled and the solution 
fumes strongly. If this is not done, there is danger of water, condensed on 
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the watch-glass, dropping back into the solution and causing loss by spattering. 
After the water is gone, the watch-glass is returned and the solution boiled for 
twenty minutes. It is then diluted to about 75 ml. with hot water, stirred and 
allowed to settle at the edge of the plate, for one hour. The solution is then 
filtered through an 11 cm. Whatman paper No. 44 (ash 0.00006 gram) and 
WOsz washed with hot hydrochloric acid (1 : 20), till the washings are colorless, 
when a final wash of cold water is given. 

The precipitated tungsten and undissolved material is washed back into 
the original beaker, 5 ml. ammonium hydroxide (sp.gr. 0.9) is added and the 
solution boiled till the tungsten is dissolved, and the iron, if present, coagulated. 
It is then filtered through the same paper and the filtrate caught in a tared 
platinum basin of 100 ml. capacity. The residue in the filter paper is washed 
with hot water and the basin put on the hot plate to evaporate down as rapidly 
as is consistent with safety. The filter paper is then spread on the inside of the 
beaker and the residue washed down with a jet from a wash bottle, containing 
hot hydrochloric acid (1 : 3), and finally with water. The paper is folded and 
put into a platinum crucible which is placed on the hot plate. ~The perchloric 
treatment is repeated on the residue, the acid solution going to the main filtrate, 
the ammonia extract to the platinum basin and the filter paper to the platinum 
crucible. Generally two treatments are sufficient to effect complete solution, 
but if not, a third must be undertaken. 

Silicon and Tungsten.—The two filter papers are ignited in the platinum 
crucible and the ash added to the platinum basin, which meanwhile should 
have evaporated to afew ml. Ten ml. hydrochloric acid (sp.gr. 1.2) is added 
and after covering with a watch glass and triangle, the evaporation is con- 
tinued to dryness. It is then ignited at a high temperature, cooled and weighed; 
the increase in weight being recorded as SiO2 and WO;._ It is then treated with 
7 ml. hydrofluoric acid and a few drops of sulfuric acid (1 : 1), fumed, ignited, 
cooled and weighed. The loss is taken as S102. This weight multiplied by 
the factor 0.4672 gives the weight of silicon. By deducting the weight of the 
silica, SiO., from the combined weight, the WO; figure is obtained. This 
multiplied by 0.7931 gives the weight of the tungsten in the sample. 

If the sample contains any considerable amount of molybdenum, the SiO, 
and WO; precipitate may be contaminated, in which case, after the SiO» has 
been eliminated by hydrofluoric acid and the resulting WO; weighed, it is fused 
with sodium and potassium carbonates, extracted with water and the insoluble, 
if any, filtered off. Such insoluble generally consists of iron and traces of 
cobalt. The amount seldom is equal to 0.2%, but for accurate work it should 
be ignited and the result deducted from the WO; figure. The solution is 
neutralized with sulfuric acid (1 : 1) and boiled to expel carbon dioxide. Three 
to 5 grams tartaric acid are then added and the solution made ammoniacal with 
3 to 5 ml. in excess. Hydrogen sulfide gas is passed to saturation and it is 
then acidified with sulfuric acid (1 : 1), with 2 ml. in excess for every 100 ml. 
solution. The gassing with hydrogen sulfide is then continued. This pro- 
cedure of gassing in both acid and alkaline solution has proved to be the most 
successful for precipitating molybdenum, under the conditions outlined. The 
precipitate is collected in a 9 cm. ashless filter paper, washed with a hydrogen 
sulfide solution, containing 10 ml. sulfuric acid and 10 grams tartaric acid per 
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litre. Itis then burned to MoOs, cooled and weighed and the weight deducted 
from the weight of the WO3. 

Copper, Cobalt, Nickel, Manganese, Iron and Chromium.—The filtrates 
from the perchloric acid treatments are combined, rendered alkaline by the 
addition of a 25% solution of sodium hydroxide, and enough added in excess 
to make approximately 2% sodium hydroxide. Chlorine gas is passed through 
the solution, in the cold, till the cobaltous hydroxide is changed to the black 
cobaltic hydroxide; this takes only a few minutes and it is not advisable to over- 
gas. Occasional stirring during gassing is a distinct help. A convenient way 
of generating the chlorine, where a tank is not available, is to allow hydrochloric 
acid, under control, to drip on to bleach powder. The precipitate is allowed to 
settle, filtered through a 15 cm. CS & S No. 604 filter paper and washed with 
hot water till the washings are colorless. It is drained as dry as possible, then 
the paper and the precipitate are withdrawn from the funnel and spread on the 
inside of the beaker. It is washed down with hot water and the paper thor- 
oughly washed with boiling hydrochloric acid (1 : 3) from a wash bottle. The 
paper is given a final wash with hot water and discarded. The beaker is then 
heated till the precipitate dissolves, cooled and the precipitation as cobaltic 
hydroxide repeated If washed well each time, two precipitations are generally 
sufficient to separate the copper, cobalt, nickel, manganese and iron from the 
chromium, which last is left in the oxidized state. 

The precipitate is dissolved as before in hot hydrochloric acid (1 : 3), 10 ml. 
sulfuric acid (1 : 1), added, taken to fumes and fumed dry. It is taken up with 
sulfuric acid (1 : 99), boiled and a steady stream of hydrogen sulfide gas passed 
to remove the copper. ‘The precipitate is filtered and determined by the iodide 
or other appropriate method. 

The hydrogen sulfide is expelled from the solution by boiling and the iron 
oxidized with ammonium persulfate. If manganese is present, it will be evident 
at this stage as the black manganese dioxide, which may be removed by filtra- 
tion through an asbestos mat. If it is desired to estimate the manganese, 
potassium persulfate should be used instead of the ammonium salt. The 
solution must be boiled to effect complete precipitation of the manganese which 
after filtration may be determined by the bismuthate or other suitable method. 

After oxidation and removal of manganese, the solution is cooled, neu- 
tralized with ammonium hydroxide (sp.gr. 0.9), 50 to 60 ml. added in excess, 5 
to 10 grams ammonium sulfate added and the solution electrolyzed in the 
presence of iron, in the usual way. 

The end of the electrolysis is determined by removing a few ml. and after 
filtering, to test with phenyl-thio-hydantoic acid. 

The combined cobalt and nickel metals plated on the cathode are dissolved 
in nitric acid (sp.gr. 1.4) and the solution taken to a syrup, diluted, the free acid 
neutralized with sodium hydroxide, reacidified with hydrochloric acid, sodium 
acetate added and after boiling allowed to stand for a few minutes. If any iron 
has been deposited with the cobalt and nickel, it will now be seen and must be 
filtered off through an ashless filter paper, washed and ignited to Fe.0;, and 
determined, the iron being deducted from the combined weight. Generally 
the figure is negligible. In the filtrate the nickel is precipitated with a 1% 
alcoholic solution of dimethyl-glyoxime. The precipitate is filtered off through 
a Gooch crucible, washed with hot water, and after drying at 120° C., weighed. 
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The weight multiplied by 0.2032 equals nickel. This figure deducted from 
the combined weight gives cobalt. 

The iron hydroxide suspended in the electrolyte is removed by filtration 
using a 9 cm. paper and, after washing, dissolved in hydrochloric acid, reduced 
with stannous chloride, excess mercuric chloride added, then 5 to 6 ml. phos- 
phoric acid and a few drops di-phenyl-amine and titrated with either N/10 
ceric sulfate or N/10 potassium dichromate. 

Chromium.—The filtrates from the chlorine separation are transferred 
into a 1500 ml. Griffin type beaker. If the bulk exceeds 500 ml., it is evapo- 
rated down to that volume. It is then acidified with sulfuric acid (1 : 1) and 
10 ml. added in excess for every 100 ml. of the solution. A few glass beads are 
added and the solution boiled strongly till the chlorine is completely expelled; 
as shown by starch iodide paper. It is cooled, 5 to 7 grams potassium iodide 
added and titrated with N/2 sodium thio-sulfate solution, using starch as an 
indicator towards the end of the titration. 

A slightly more rapid as well as more accurate method for chromium alone, 
is as follows: 

One-half gram is fused in an Armco iron crucible of 50 ml. capacity, with 
12 to 15 grams sodium peroxide. On completion of the fusion and before the 
crucible is too cold, it is tapped on an iron plate to loosen the cake, which is 
then transferred to a beaker and dissolved in water. The crucible is washed 
into the beaker and the pulp boiled for ten minutes to remove all oxygen. The 
solution is then filtered through a Buchner funnel, using suction and the residue 
washed with a hot 2% sodium hydroxide solution, followed by hot water, till the 
washings are colorless. The solution is diluted to 500 ml., acidified with sul- 
furic acid, excess added, cooled to room temperature and the iodide method 
applied as described above. 

Molybdenum and tungsten do not interfere with the iodide titration, but if 
vanadium is present, the blue end point recurs, giving indefinite results; in 
which case the ferrous sulfate and permanganate method must be used. (See 
chapter on Chromium.) 

Molybdenum.—One-half gram is weighed into a 300 ml. beaker and the 
perchloric and ammonium hydroxide treatment given as before, collecting the 
ammonium filtrates in a beaker. To the perchloric acid solution, sodium 
hydroxide is added to neutralization and sulfuric acid (1 : 1) to an excess of 1 to 
2 ml. per 100 ml. of solution. Through the cold solution hydrogen sulfide gas 
is passed, raising the heat to help coagulate the precipitate. The precipitated 
sulfides are removed by filtration using a 9 cm. ashless filter paper, washed with 
hydrogen sulfide water containing a little sulfuric acid, and reserved. To the 
ammoniacal solution 3 to 5 grams tartaric acid is added and the solution adjusted 
to contain 3 to 5 ml. ammonium hydroxide in excess. Hydrogen sulfide gas is 
now passed to saturation and any precipitate forming, filtered off. The solu- 
tion is then acidified with sulfuric acid (1: 1), leaving an excess of 1 to 2 ml. 
per 100 ml. The gas is again passed for a few minutes and the precipitate re- 
moved by filtration using a 9 cm. ashless filter paper, and washed with H.S 
water containing 10 ml. H.SO, and 10 grams tartaric acid per 1000 ml. 

The two filter papers are then ignited and weighed as MoO;. This is fused 
with fusion mixture, dissolved in water, acidified with acetic acid and the 
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molybdenum reprecipitated as lead molybdate, PbMoQ,, which is filtered 
through a Whatman No. 44, 11 cm. paper, ignited and weighed. 

Weight multiplied by 0.2614 equals Molybdenum. 

Carbon.—This determination is conducted along the general lines recom- 
mended for steel; the train arrangement being similar. The use of high tem- 
perature furnaces is preferable. 

The sample need not be crushed to a finer degree than 40 mesh and this 
may be done in a steel mortar. The use of accelerators, such as, lead peroxide, 
black copper oxide, Armco iron or tin in a fine state of division is essential. 
Owing to the high carbon content of some stellites, precaution should be taken 
to prevent low results, caused by the rapid flow of gas through the absorption 
tube, carrying away water resulting from the reaction. This can best be done 
by increasing the amount of the desiccant above the absorbant in the tube. 


CoBALT IN ORES AND ENAMELS ” 


The determination of cobalt in eres and enamels is usually made by a slight 
variation of the above methods. The silica is separated in the usual manner by 
taking down to dryness with hydrochloric acid and the warmed solution is 
treated with hydrogen sulfide to precipitate sulfides insoluble in acid solution. 
Aluminum, chromium and iron are precipitated by adding ammonium hy- 
droxide to the oxidized solution. Inthe enamel industry it has been the practice 
to follow R. W. Landrum’s method, in which the cobalt, manganese and nickel 
are precipitated together as sulfides and filtered off. The manganese is dis- 
solved from this precipitate with cold hydrogen sulfide water acidified with one- 
fifth of its volume of hydrochloric acid (sp.gr. 1.11). The residue of cobalt 
sulfide is burned in a porcelain crucible, dissolved in aqua regia and evaporated 
with hydrochloric acid. The platinum and copper, if they are present, are 
thrown down by passing hydrogen sulfide through the solution. The filtrate is 
made ammoniacal and the cobalt is precipitated with hydrogen sulfide. This is 
filtered off and washed with water containing a small quantity of ammonium 
sulfide. The precipitate is either ignited and weighed as oxide or reduced in 
hydrogen to metallic cobalt, taking care to cool it thoroughly in an atmosphere 
of hydrogen before allowing it to come into contact with the atmosphere of the 
room, as finely divided cobalt is decidedly pyrophoric and oxidizes readily, 
particularly if reduced at a low temperature. 

Instead of igniting the sulfide precipitate it may be dissolved in hot (1 : 1) 
sulfuric acid solution with the aid of a little nitric acid and treated as described 
under Precipitation of Cobalt by Electrolysis. 


CoBALT IN STEEL 


This determination is a modification of the nitroso-beta-naphthol method 
already described, as worked out in the laboratory of the Firth Stirling Steel Co., 
McKeesport, Pa. The procedure as described by Mr. Giles, Chief Chemist, is 
as follows: 

Two grams of the sample are weighed into a 500 ml. Erlenmeyer flask and 
dissolved in 50 ml. of concentrated hydrochloric acid. When the sample is 
completely decomposed 10 ml. of concentrated nitric acid are added to oxidize 


27; R. W. Landrum, Trans. Am. Cer. Soc., 12, 1910, 
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the iron, tungsten, ete. The solution is evaporated to 10 ml.; 50 ml. of water 
are added; the contents of the flask are then transferred to a 500 ml. volumetric 
flask and cooled to room temperature. A fresh solution of zine oxide is added 
in slight excess, the contents of the flask diluted to the mark, well mixed, 
transferred back to the original Erlenmeyer flask and allowed to settle. Filter 
250 ml. (equivalent to 1 gram of the sample) through a dry filter paper, transfer 
it to a 500 ml. flask, then add 6 ml. of concentrated hydrochloric acid. 

The solution, which should now be between 300 and 350 ml. in volume, is 
heated to boiling and 10 ml. of freshly prepared solution of nitroso-beta- 
naphthol (1 gram of salt to 10 ml. glacial acetic acid) are added for each 0.025 
gram of cobalt present. Continue to heat for two minutes, remove from plate, 
shake well, and set aside until the bright red precipitate settles, which will only 
take a few minutes. Filter the hot solution and wash the flask out with hot 
(1 : 1) hydrochloric acid. Wash the paper alternately with hot (1 : 1) hydro- 
chloric acid and hot water until it has been washed five times with the acid, 
then wash ten times with hot water. The precipitate is transferred to a quartz 
or porcelain crucible, heated gently to expel the carbonaceous matter, then at a 
high temperature until ignition is complete. After cooling, the crucible is 
weighed and the weight of the residue (Co30,) is multiplied by 0.734 to obtain 
the percentage of cobalt present. If desired, the Co30, may be reduced in 
hydrogen and weighed as metal. 

Sulfide Pyrophosphate Method (Dufty).—Cobalt is precipitated as sulfide 
and this is converted to ammonium cobalt phosphate. The precipitate is 
filtered and washed, then ignited and the cobalt weighed as pyrophosphate. 
Traces of cobalt passing into the filtrate are recovered by precipitation as 
sulfide. This is filtered off, ignited to oxide and added to results obtained. 
(Oxide is Co30x.) 


CoBALT IN COBALT OXIDE *8 


One gram of finely ground cobalt oxide is either fused with 10 grams of 
potassium bisulfate or heated with 20% sulfuric acid until dissolved. If the 
fusion method is used the melt is extracted with water and acidified with sul- 
furic acid. Arsenic and copper are precipitated by passing hydrogen sulfide, 
for about one hour, through the warmed solution, which should be diluted to 
about 200 ml. These are removed by filtration and the cobalt determined by 
one of the above methods. The following procedure is one of the most 
satisfactory. 

Procedure.—If it is desired to determine the nickel separately, as is usually 
the case, this is first precipitated with dimethyl-glyoxime as described in the 
chapter on Nickel, after boiling the solution to expel hydrogen sulfide. It is 
then evaporated to fumes of sulfur trioxide and taken up with twice its volume 
of water. The free, acid is neutralized with ammonium hydroxide and an 
excess of 50 ml. of concentrated ammonium hydroxide added. The solution 
is made up to 250 ml. and electrolyzed as under Precipitation of Cobalt in Ores 
by Electrolysis. 


*2R, W. Landrum, Proc. Am. Ceramic Soc., 12, 1910. 


COLUMBIUM AND TANTALUM 1 


Symbol Cb,-at.wt. 93.1; sp.gr. 8.4; m.p. 1950° C.; oxides: Cb2O;, Cb20; 
Symbol Ta, at.wt. 181.5; sp.gr. 16.6; m.p. 2900° C.; oxide: Ta,0; 


Occurrence.—The only ores of commercial importance are tantalite, the 
tantalum-rich member of the isomorphous tantalite-columbite series (Ta, 
Ch)205-(Fe, Mn)O, and columbite. The chief deposits of high-grade tantalite 
(Ta,O; over 60%) oceur in Western Australia, while columbite carrying up to 
about 40% Ta.O; is produced in South Dakota. The specific gravity decreases 
with the tantalum content from 7.8 for tantalite to 5.3 for columbite. The 
tantalum content of pure specimens of the ore may be roughly estimated 
(within 5%) by determination of its specific gravity and reference to Simpson’s 
Table given below. Up to the present, columbium was considered an undesir- 
able constituent of tantalum ore, not because it exerts any harmful effects, but 
because it decreases the yield of tantalum while increasing the consumption of 
chemicals. 


Smupson’s TABLE 
(Bull. 23, W. Austral. Geol. Survey, 1906, 72.) 


% Ta2Os in % TaoOs in 
Sp.gr. ferrotantalite manganotantalite 
EX3) «cs 0 on, &'G ERQLO CE Eo RRC Ce ae mel trace 2 
Bone ene er MMC Pn) 2, as, Urs Nagai ecc acta Saif la’s oats 6 10 
Soli co 5 bua. A 65 Le eae 14 19 
SS REE ohh yates gears; He ie ic sae 22 27 
Gala o 2 cc.e.0 ease nO eae ee 30 36 
Cro MMMMerE Ref Siawalae sila esas alle wes 38 44 
BS). ow) Gok poo See SEES Ree ey ee oe ee 45 51 
Dd ERM N ME Core) Shorts ny axe Suninieheyae abe Sayore a'oa s 52 59 
ES oP Biase ie Soe seo. w riel Sox 4s avgp bea sere 59 66 
ols. 5 gc dic Hsien eke nL eer 65 72 
TWSos a's ce SRE Se ae ca ee a ae a enor eee 70 78 
GB) ola 3 bob Oke had RO oR eee eee ee 75 83 
Te coca Ne joan Hea weaebetraad 79 a 
LOOM rts acre Siintcsce ig. auth alae ayes 84 — 


Uses.—(a) Tantalum is produced in the form of bars, sheet, and wire. 
It was formerly used as a lamp filament, and to a limited extent for surgical 
and dental instruments. The metal resists the action of all acids except hydro- 
fluoric, and is therefore used in the form of dishes for laboratory work, espe- 
cially for use with aqua regia. Its chief limitation is, that it cannot be heated 
in contact with any gases (especially hydrogen or nitrogen) above 300° C., 
owing to the readiness with which it combines with them to form brittle com- 
pounds; it can be worked cold, but all annealing must be done in a high vacuum. 
On its gas-absorbing faculty is based its use as a ‘“‘ getter ” for removing the last 
traces of gas from vacuum tubes. Another important use of the metal is as 
one of the electrodes in rectifiers for converting alternating to direct currents. 


1 Chapter by W. R. Schoeller, Ph.D., Metallurgical Chemist, London, England. 
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It has been proposed to add tantalum to alloys of metals of the iron group in 
order to increase their resistance to attack by acids, or to act as a scavenger 
for nitrogen. 

(b) Within the years 1933-1935 columbium became of practical interest * 
The properties are very similar to those of tantalum, and it will be used for 
substantially the same purposes. 


DETECTION IN MINERALS 


Definitions.—The term “ earth acid” (or “ earth acids ’’), as used in this 
chapter, denotes only tantalic or columbic acid, or the mixed tantalic and 
columbic acids. It is not applied to tungstic or titanic acid, or oxide mixtures 
containing these bodies. The term ‘‘ mixed pentoxides”’ is used to denote 
(Ta, Cb)20s. 

The finely powdered mineral is digested at 60° C. with strong hydrochloric 
acid; nitric acid is added, and the liquid evaporated to dryness. The residue is 
moistened with hydrochloric acid, which is diluted with water; the solution is 
boiled and filtered. The washed residue is digested with warm dilute ammonia, 
which extracts tungstic acid, and the ammoniacal solution filtered. The residue 
contains the tantalum and columbium, if present. 

Schoeller’s Test.—The residue is ignited in a silica crucible, and fused with 
potassium bisulfate; the fusion product is re-fused with a few drops of strong 
sulfuric acid at low temperature, and dissolved in a hot 20% solution of tartaric 
acid. The solution, freed from siliceous insoluble by filtration, if necessary, is 
boiled for 5 to 10 minutes with one-quarter to one-third its bulk of strong 
hydrochloric acid. A white flocculent precipitate reveals the presence of 
earth acid. The reaction is specific and sensitive.? 

The precipitate is collected and washed, after which it may be used for the 
separate identification of tantalum and columbium by one of the following 
three tests. 

(1) Marignac’s Test (does not detect small quantities of tantalum in 
presence of much columbium).—The washed precipitate is dissolved in a 
minimum of hydrofluoric acid, a saturated solution of potassium fluoride added, 
the solution evaporated to small bulk and allowed to cool slowly. A crystalline 
precipitate (potassium fluotantalate, K.TaFy, acicular rhombic prisms soluble 
in 200 parts of water) indicates tantalum. The columbium is in the filtrate, 
from which it separates on further evaporation as platy crystals of potassium 
fluoxycolumbate, K,CbOF;-H.0, soluble in 12 parts of water. 


*C. W. Balke, Ind. Eng. Chem., 27, 1166, 1935. 
2 Analyst, 54, 453, 1929. 
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(2) Giles’s Test * (sensitive test for small amounts of columbium).—The 
washed precipitate is ignited and fused with potassium carbonate. The clear 
melt is cooled, dissolved in a little water, the solution treated with excess of 
phosphoric acid, and heated till clear. The hot liquid reduced with zine dust 
strikes a brownish to inky-black color, depending on the amount of columbium 
present. Tantalum gives no coloration. 

(3) Powell and Schoeller’s Test ‘ (the only wet test revealing small amounts 
of tantalum in presence of much columbium; applicable to the characterization 
of both elements when mixed in any proportions).—This is based on the fact 
that a solution of oxalotantalic acid gives a sulfur-yellow, one of oxalocolumbic 
acid a vermilion, precipitate with tannin. 

The washed precipitate is ignited and fused with potassium bisulfate in a 
silica crucible, and the melt dissolved by boiling in 50 ml. of saturated am- 
monium oxalate solution. A few ml. are tested with hydrogen peroxide for 
titania, which should not constitute more than 2% of the oxides; otherwise the 
precipitate under examination must be purified. This is done by ignition, 
fusion with bisulfate, solution in 20% tartaric acid, and boiling with strong 
hydrochloric acid, exactly as before. 

The oxalate solution substantially free from titanium is treated while 
boiling with 0.1 to 0.2 gm. of tannin in hot water, followed by 0.5 N ammonia 
drop by drop till a flocculent precipitate is formed. If this is pale to bright 
yellow, the presence of tantalum is proved; if orange to red, columbium is 
present, with tantalum either absent or present in more or less subordinate 
amount. In the latter case the precipitate, ‘after being collected and washed, 
is rinsed back, boiled with 25 ml. of ammonium oxalate solution, and dissolved 
by the gradual addition of N sulfuric acid; when clear, the boiling solution is 
treated with 0.1 gm. of tannin and 0.5 N ammonia drop by drop until a floccu- 
lent precipitate is again obtained. This will now be yellow if the amount of 
tantalum present is not too small. If again orange, the precipitate should be 
filtered and the treatment repeated once more. For the detection of traces of 
tantalum, it is best to follow the directions for the quantitative separation, 
described below. 

In presence of much tantalum, columbium is readily detected in the filtrate 
from the first yellow tannin precipitate; the solution is boiled and treated with 
more tannin and excess of ammonium acetate. An orange-red to vermilion 
precipitate indicates columbium. 


3 Chem. News, 95, 1, 1907. 
4 Analyst, 50, 494, 1925. 
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DETECTION IN MIXED OXIDES 


Schoeller’s Process.’—This test, which can also be applied to minerals, is 
especially useful for the detection of the earth acids in impure oxides, more 
particularly titania and zirconia, and oxide mixtures containing but little earth 
acid. 

The mixed oxides (0.1 to 0.2 gm.) are fused with bisulfate; the melt is made 
to solidify in a thin layer on the sides of the crucible, and digested on the 
waterbath with the tannin reagent (a one per cent solution of tannin in 5% 
sulfuric acid). When the melt has become detached, it is transferred to a 
beaker with more of the reagent; the liquid is heated to boiling, then left on 
the waterbath till clear. Titania, zirconia, and any sulfate-forming metals go 
into solution. If no precipitate is left, tantalum and columbium are absent; if 
a buff to scarlet precipitate has deposited, it is collected, washed with dilute 
sulfuric acid, ignited, fused with bisulfate, and the melt dissolved in a hot, 
strong solution of tartaric acid. The boiling liquid is treated with about one- 
quarter its bulk of strong hydrochloric acid as before; a white flocculent precipi- 
tate proves the earth acids to be present. 

Tungsten, if present, will remain witb the earth acids in the precipitate. In 
such a ease, the precipitate will be light to dark coffee-brown in color, and be 
converted by ignition into an oxide which is bright yellow while hot. Tor the 
detection of the earth acids in the ignited oxide, this is fused with potassium 
carbonate at high temperature, the melt dissolved in a minimum of hot caustic 
potash, and the solution gradually treated with solid sodium chloride till 
saturated; a white crystalline precipitate forms if earth acids are present.® 
The precipitate is decomposed by acids with separation of white, flocculent 
earth acids. 


ESTIMATION 
INTRODUCTORY REMARKS ON ANALYTICAL TECHNIQUE 


Fusion with Bisulfate.—Materials containing tantalum and columbium are 
sometimes brought into solution by means of hydrofluoric acid, but more 
generally by fusion processes. Of these the most generally applicable is 
fusion with alkali bisulfate, the potassium salt being the more convenient 
except when rare earths are present. Transparent silica glass crucibles should 


5 Analyst, 54, 453, 1929. 
6 Schoeller and Jahn, Analyst, 51, 613, 1926. 
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be used for the fusion in preference to platinum. The finely powdered material 
| is fused at as low a temperature as possible, till crystals of neutral potassium 
sulfate form at the surface of the fluid melt; the mass is then spread around the 
sides of the crucible, left to cool, and moistened with 0.5 to 1 ml. of strong 
' sulfuric acid. The fusion is repeated at low temperature. Even when the 
attack is complete in the first fusion, another fusion with sulfuric acid, resulting 
in a fluid acid melt, should be made. With this technique the attack on the 
crucible is practically negligible, and silica, if present in the material under 
treatment, remains insoluble. In the analysis of minerals and ores, the silica 
crucible should be weighed before and after fusion; an allowance for silica can 
then be made if at all necessary. 

Leaching the Bisulfate Melt.—This must be done in the crucible, at least to 
_ the point where the cake becomes detached from the sides and can be trans- 
| ferred to a beaker; hence the melt should not be allowed to solidify undisturbed 
| as a thick cake at the bottom of the crucible. The solvents used are either 
/ ammonium oxalate or tartaric acid. The latter is added in form of a hot, 20 to 
30% solution; the liquid is gently warmed on a waterbath, and solution assisted 
by frequent stirring with a short, thin glass rod. The liquid is transferred to a 
small beaker with hot water, filtered, and the washed residue ignited in the same 
silica crucible and again fused with a little bisulfate exactly as before. Ex- 
| traction of the cake with tartaric acid (a smaller quantity) is repeated, and the 
extracts combined. The re-treatment of the residue is recommended for two 
reasons: (1) to make sure that the attack was complete; (2) because tan- 
taliferous materials poor in, or free from, columbium occasionally give trouble 
during leaching, part of the tantalic acid being precipitated by hydrolysis. 
This fraction is rendered soluble in the second fusion and leaching. 

If the operator should be unable to obtain a clear tartrate liquor (with 
columbiferous materials this difficulty does not occur), he need not start afresh. 
The turbid solution—and the filter paper, if filtration has been started—is 
evaporated with nitric and a restricted amount of sulfuric acid till the organic 
matter has been destroyed. The residual acid sulfate mass will dissolve to.a 
clear liquid in tartaric acid solution. 

Destruction of Tartaric (Citric) Acid, Tannin, and Filter Paper.—A brief 
description of this operation may not be out of place. A wet filter, containing 
a precipitate, dissolves when dropped into a few ml. of a strong sulfuric acid. 
For the destruction of the organic matter, the beaker is placed on a hot plate, 
when water is expelled and the mass blackens and foams. The beaker is now 
covered, and a few drops of strong nitric acid dropped on to the liquid from a 
tube inserted through the spout. The dark color is discharged with copious 
evolution of red fumes. All the organic matter is destroyed when the liquid, 
upon evaporation to fumes, remains colorless; if not, it is allowed to cool 
somewhat, and again treated with a little nitric acid, ete. 

For the destruction of tartaric (citric) acid or tannin, the solution is evapo- 
rated with a few ml. of sulfuric acid until charring has set in. Repeated 
treatment with small quantities of nitric acid is then applied as described. 

Filtration and Washing of Amorphous Precipitates.—Harth-acid precipitates 
| are said to be difficult to filter and wash, but if properly precipitated they are as 
| tractable as ferric hydroxide, which they resemble in regard to adsorption and 
other physical properties. The same remarks apply to tannin precipitates of 
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tantalum, columbium, titanium, zirconium, aluminum, etc. The latter are 
very voluminous, a property invaluable in micro-work, but undesirable for the 
treatment of substantial quantities of the elements. The inconvenience is 
largely overcome by filtration under gentle suction, which reduces the bulk to 
such an extent that the tannin complex formed by 0.1 gm. of titania can be 
collected on an 11 cm, filter. For filtrations at atmospheric pressure, a loose- 
textured paper is perfectly safe. The quickest way of effecting filtration is as 
follows: the clear supernatant liquid is poured off into a clean beaker and 
filtered; the beaker is rinsed and discarded. The precipitate is then intimately 
mixed with finely divided pulped filter fiber, and transferred to the filter. 


After draining, it is returned to the beaker, and thoroughly stirred up with 


wash-liquor. It is then collected on the filter and washed in the usual manner. 
The beaker in which the precipitation was carried out is cleaned with a little 
filter pulp, which is rubbed over the glass with a rubber-tipped glass rod. The 
wash-liquor should contain an electrolyte (e.g., the ammonium salt of a 
mineral acid), and a little tannin in the case of tannin precipitates. Stained 
beakers are cleaned with a boiling solution of oxalic acid in moderately strong 
hydrochloric acid. 

Ignition of Precipitates.—The time-honored technique consists in igniting 
earth-acid precipitates in platinum crucibles at high temperature to constant 
weight, with addition of ammonium carbonate. The precipitate is then in the 
form of hard lumps difficult to free from sulfur trioxide, not easily attacked 
by bisulfate, and often discolored, due probably to reduction by diffusing 
burner gases. The precipitates should be mixed with filter fiber as directed 
above, and ignited (without previous drying) in porcelain crucibles. The 
ignition leaves the oxides as a soft, light powder. ‘This is digested with hot, 
very dilute hydrochloric acid, which extracts sulfur trioxide and alkali. The 
solution is then made slightly ammoniacal, the precipitate collected on a small 


filter, strongly ignited in the same crucible, and weighed. It is next tested for —— 


impurities by fusion with bisulfate and solution of the cake in a solution of 
tartaric acid and ammonium oxalate. The liquor is transferred to a small 
beaker (not filtered), the crucible rinsed, and the solution treated with a small 
excess of ammonia and hydrogen sulfide water. The dark precipitate is 
allowed to flocculate by digestion at gentle heat, collected, well washed, ignited, 
and weighed as (Si02+Fe.0;+CaO). The weight is subtracted from that of 
the oxide previously obtained. Special precautions should be taken to employ 
the purest reagents free from glass splinters or gritty matter. This applies 
more particularly to the bisulfate. 

Quarter-gram Analysis.—For the final separation of tantalum and colum- 
bium by fractional crystallization of the double fluorides, a quantity of 
20 to 30 gms. of mineral was considered necessary. The introduction of 
tannin as a reagent in earth-acid analysis has made it possible to determine the 
major constituents in 0.25 gm. of mineral. There seems to be no advantage in 
working on a larger sample: on the contrary, the reactions described below 
tend to proceed more smoothly and furnish better separations with less labor 
when “ quarter-gram analysis ”’ is practiced. 


3 
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PREPARATION OF THE SOLUTION 


Tantalum and columbium are distinguished from other elements by the 
| very small number of their stable water-soluble compounds, a fact which 
- accounts for most of the difficulties encountered in earth-acid analysis. The 


' fluorides are very stable, but their application precludes the employment of 


| glassware. The earth acids and their minerals are attacked by fused potassium 


} bifluoride, and more or less readily by hydrofluoric acid. The pure fluorides 


| of tantalum and columbium are volatile, but their aqueous solutions hydrolyze 
| upon evaporation, hence no volatilization loss occurs. The dry residue, if 
| free from alkali fluoride, can be heated without loss. Nor is there any loss 
| when a fluoride solution containing sulfuric acid is evaporated, and the sulfuric 
, acid expelled by heating. 

| In the process hitherto most commonly employed for the assay of tantalite, 
_ the earth acids are not obtained in a soluble form at all prior to their separation 


_ from each other in fluoride solution: the bisulfate melt of the mineral is boiled 


| with water or dilute sulfuric acid, the earth acids remaining insoluble; a 
| purification of the impure precipitate by extraction with various reagents is then 
| attempted. 

The following water-soluble compounds of the earth acids are of interest in 
analytical work: (1) The tartaric acid complexes. The procedure for preparing 
them has already been described in the preceding Section (under “‘ Leaching the 
Bisulfate Melt’), from which it appears that the tantalum complex has the 
greater tendency to dissociate. The ammoniacal are stabler than the acid 
tartrate solutions. Citric acid also forms soluble earth-acid complexes. 

(2) The oxalic acid complexes are obtained, like the preceding, from a 
bisulfate melt of the earth acids: this is dissolved in a saturated hot solution of 
ammonium oxalate. Oxalocolumbic acid is much stabler than the tantalum 
compound, an observation applied in the separation of the two elements. 

(8) The per-acids are obtained when a bisulfate melt of the earth acids is 
digested with a mixture of dilute sulfuric acid and hydrogen peroxide. Again 
the columbium compound is stabler than that of tantalum, which begins to 
decompose after some hours. The solution of the per-acids is colorless. 

(4) The potassium salts. Fusion of the earth acids (or their minerals) with 
potassium carbonate or hydroxide yields the 4:3 (or ‘hexa”’) salts, 
4K,0-3(Ta, Cb)20;. These are soluble in water; the columbate is a fairly 
stable salt, but the tantalate dissociates more readily (especially in dilute 
solution), with precipitation of tantalic acid. The presence of potassium 
hydroxide increases the stability of the solution. If the solution of the potas- 
sium salts is saturated with sodium chloride by addition of solid salt, crystalline 
precipitates of the following composition are obtained: 


4Na,0-3Ta.0s, 4:3 sodium tantalate. 
7Na.0-6Cb20;, 7 : 6 sodium columbate. 


The soda in these precipitates can be titrated acidimetrically, which gives a 
measure of the earth acid combined with it. With mixed earth-acid salts, the 
values thus obtained are not sufficiently close for an accurate estimation of 
tantalum and columbium by the “ indirect ’”’ method. 
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Treatment of Minerals.—It will be apparent from the preceding remarks 
that solution of earth-acid minerals may be brought about by (1) hydrofluoric 
acid, (2) alkali bisulfate, or (8) potassium hydroxide. Accordingly, these 
three types of procedure for obtaining a solution of the sample will be given. 
Since however the subsequent treatment of the solution varies with the mode of 
attack, the preparation of the solution will be described in each case as part of 
the process of analysis. (See below, under “ Gravimetric Methods.’’) 


SEPARATIONS 


This Section describes the more recently published, improved methods for: 


the separation of the earth acids from their more common mineral associates, 
namely: silica, tin, tungsten, iron, titanium, zirconium, thorium and rare 
earths. 

From Silica.7—(a) The earth-acid mineral, or a mixture of oxides low in 
silica, is fused with bisulfate, and the fused product extracted with tartaric acid 
(or ammonium oxalate) solution, as described under ‘‘ Introductory Remarks.” 
The earth acids pass into the filtrate, whilst silica remains in the insoluble 
residue, which is treated as under (6) below. 

(b) For the detection and determination of subordinate to minute amounts 
of earth acids in silica, the ignited and weighed oxide is treated by the usual 
process of evaporation with hydrofluoric and sulfuric acids in a platinum 
crucible. The residue (if any), left after expulsion of the sulfuric acid, is 
strongly ignited and weighed, silica being found by difference. The fixed 
residue is then fused with bisulfate, and the mass dissolved in tartarie acid 
solution, which is added to the main solution obtained under (a). 

From Tin.3—(a) Small amounts of stannic oxide are separated from the 
earth acids, like silica, by fusion with bisulfate and leaching with tartaric acid 
solution: stannic oxide remains in the insoluble residue, but not wholly so. The 
liquid resulting from the leaching, and containing the suspended stannic oxide, 
is treated with hydrogen sulfide and a little filter pulp, and filtered. The 
precipitate is collected, cautiously ignited in the fusion crucible, and again 
submitted to bisulfate fusion followed by tartaric acid leaching and hydrogen 
sulfide treatment. The second mixed oxide and sulfide precipitate is ignited to 
SnO», and weighed. 

The same procedure will separate the earth acids from silica and stannic 
oxide: the insoluble residue from the above double treatment is weighed as 
(Si02+SnO2), which is treated with sulfuric and hydrofluoric acids. 

(6) Small amounts of earth acid are detected and determined in tin oxide 
(cassiterite) by initial reduction of the fine powder in a stream of hydrogen at 
red heat. The reduced tin is dissolved in hydrochloric acid; the residue from 
the extraction is submitted to the process described under (a). 

From Tungsten.—Tungstic acid follows the earth acids in their hydrolytic 
precipitation reactions, and its extraction from the hydrolysis precipitate by 


ammonia or ammonium sulfide is incomplete. Fusion of the mixed oxides with | 


sodium carbonate and sulfur is likewise unsatisfactory. Two methods have 


7 Schoeller and Powell, Analyst, 53, 258, 1928. 
8 Schoeller and Webb, Analyst, 56, 795, 1981. 
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_ been found to give a satisfactory separation. The first is founded on the 
insolubility of sodium tantalate and columbate and the solubility of sodium 
| tungstate in solutions of high sodium ion concentration.® (See a, b.) The 
second is based on the precipitation of the earth acids, together with any other 
| earths that may be present (e.g., titania) by ammoniacal magnesium salt 
solution from a solution of the mixed potassium salts, potassium tungstate 
| remaining dissolved.° (See c.) 
(a) Small Amounts of Tungstic Acid from Much Earth Acid.—The mixed 
| oxides are fused with 3 gms. of potassium carbonate in a platinum crucible. 
| The mass is dissolved with less than 0.5 gm. of potassium hydroxide by di- 
| gestion with hot water, the liquid transferred to a small beaker, and gradually 
| saturated with solid sodium chloride. The crystalline precipitate, P', is 
| collected next day, well washed with half-saturated sodium chloride solution, 
and reserved. ‘The filtrate is neutralized with dilute hydrochloric acid against 
phenolphthalein, and heated on the waterbath. The returning color is 
. discharged at intervals with dilute acid. The small amount of earth acid that 
_ had escaped precipitation thus flocculates after a few hours’ digestion; the 
| precipitate, P?, is filtered off and washed as P!. The filters containing P1 and 
| P? are returned to the last beaker, stirred to a pulp with hot water, and treated 
| with a slight excess of hydrochloric acid (methyl orange); the precipitate, after 
digestion on the waterbath, is filtered off, washed with dilute ammonium nitrate 
' solution, ignited strongly, and weighed as (Ta, Cb)2Os. 
The filtrate from P?, containing the small quantity of tungstate, is acidified 
to the bicarbonate stage against phenolphthalein, and a fresh solution of 0.5 
gm. tannin added. Treatment with dilute acid is now continued till the so- 
} lution is plainly acid; the liquid is then warmed, and treated with 10 ml. of 
| 2.5% cinchonine hydrochloride solution; the solution is then left in the cold for 
| 6 hours or overnight. The clear liquid is poured through a filter, the brown 
| precipitate well mixed with pulp, transferred to the filter, and washed very 
| thoroughly with ammonium chloride solution containing a little tannin. It is 
| dried in a tared porcelain crucible, and ignited over a Bunsen burner to WOs, 
| which is weighed. 
(b) Small Amounts of Earth Acid in Tungsten Trioxide.—One gm. is fused 
| with 2 gms. of sodium hydroxide in a nickel crucible for a minute; when cold, 
| the product is taken up in 10 ml. of hot half-saturated sodium chloride solution. 
| After standing for some hours in the cold, the small precipitate is collected on a 
| minute dense pad of filter pulp and washed with the same sodium chloride 
/ solution in portions of 1 ml. at a time till the washings are practically neutral 
| to litmus. Pulp and precipitate are rinsed into a very small beaker, digested 
| with a few drops of dilute hydrochloric acid, collected on a small filter, washed 
| with ammonium nitrate solution, and ignited to (Ta, Cb) 20s. 

‘(c) Separation of Tungsten from Columbium, Titanium, Tantalum, and 
Zirconium.—The mixed oxides are fused with potassium carbonate (4 gm.) 
) in a platinum crucible; the fused mass is disintegrated with water by gentle 
} boiling, any lumps being broken up with a glass rod. The hot solution (150— 
| 200 ml.) is stirred and treated drop by drop with 25 ml. of a solution containing 
| 1 g. of magnesium sulfate, 2 g. of ammonium chloride, and a few drops of 


9 Schoeller and Jahn, Analyst, 52, 506, 1927. 
10 Powell, Schoeller, and Jahn, Analyst, 60, 506, 1935. 
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ammonia. After half an hour’s digestion on a steam bath, the flocculent 
precipitate is collected and washed with 5% ammonium chloride solution. 
The tungsten in the filtrate is determined as under (a) by means of tannin and 
cinchonine, after addition of 10 g. of ammonium chloride. 

The precipitate produced by the magnesium reagent, containing the whole 
of the earths, is returned to the beaker; the washed filter paper is ignited, and 
the ash added to the solution. The liquid (150 ml.) is treated with a slight 
excess of hydrochloric acid and allowed to stand on a hot plate for half an hour. 
An equal volume of saturated ammonium chloride solution is added, and the 
free acid is nearly neutralized to litmus with ammonia. The solution is boiled 
and treated with 2 g. of ammonium acetate and a fresh solution of tannin until 
the precipitate flocculates. It is allowed to settle, mixed with a little filter 
pulp, collected, washed with dilute ammonium chloride solution, and ignited. 

From Iron.—(a) The tartaric acid solution of the elements is treated with 
hydrogen sulfide till the iron is reduced, then with ammonia in excess and 
ammonium chloride, and digested on a covered waterbath till the ferrous 
sulfide has deposited. The precipitate is filtered off, washed as usual, and the 
iron re-precipitated as ferric hydroxide and finally weighed as Fe.O3. 

The filtrate from the ferrous sulfide is acidified with hydrochloric acid and 
boiled till hydrogen sulfide is expelled, treated with one gm. of tannin in fresh 
solution, and titrated with ammonia (1 : 1); a strip of litmus paper adhering to 
the side of the beaker with its lower extremity in the liquid acts as indicator. 
The liquid is then treated with 5 to 10 gms. each of ammonium acetate and 
chloride, and boiled. The flocculent earth acid-tannin complex is left to settle, 
collected under slight suction, and further treated as described under “ Filtra- 
tion of Amorphous Precipitates.’’ 14 Cupferron may be used, instead of 
tannin, for the precipitation of the earth acids; the precipitant is added to 
the cold hydrochloric acid solution after removal of the hydrogen sulfide; it is 
treated just like other precipitates produced by cupferron.” 

(b) If the quantity of earth acids in the tartrate solution is substantial, the 
liquid is first boiled with 30 ml. of strong hydrochloric acid, as described below 
under Separation from Titanium, Method A. The well-washed earth-acid pre- 
cipitate, which is free from iron, is ignited and weighed. The filtrate contains a 
small fraction of non-precipitated earth acid, and the iron; it is treated exactly 
as specified under (a) above. 

From Titanium.—A practical solution of this difficult problem has been 
reached after investigations by the writer occupying eight years. 

Small amounts of titania in tantalic and columbic oxides may be determined 
colorimetrically. For this purpose, the oxide is fused with bisulfate, the melt 
dissolved in ammonium oxalate solution, and the cold solution treated with 
sulfuric acid and hydrogen peroxide. The color is matched against that 
obtained by adding standardized titanium solution to one containing the same 
quantities of bisulfate, oxalate, acid, and peroxide as the solution to be tested. 

In two respects, titania on the one hand and the earth acids on the other 
show differences in behavior which persist when the elements occur together in 
solution: (1) the earth acids do not, whilst titania does, form a soluble sulfate, 


11 Schoeller and Webb, Analyst, 54, 709, 1929. 
2 Pied, Compt. rend., 179, 897, 1924. 
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chloride, and nitrate (see Methods A and 8B); and (2) the earth acids do not, 
whilst titania does, form a soluble salicylic acid complex (see Method C). 

Method A. Tartaric Hydrolysis.!*—This process effects a rapid separation 
giving serviceable results provided the quantity of mixed oxides operated upon 
is below 0.05gm. At the same time the earth acids are identified with certainty 
because the precipitation reaction is specific for tantalum and columbium. 
Therein lies the great value of the method. 

The mixed oxides (about 0.05 gm.) are fused with 1 gm. (more or less) of 
bisulfate, and the product dissolved in a hot, strong solution of 2 gms. of 
tartaric acid. The resulting solution (100 ml.) is boiled and treated with 20 
ml. of strong hydrochloric acid, and the boiling continued for 5 to 10 minutes. 
The white flocculent earth-acid precipitate is collected as described under 
Introductory Remarks, ignited, and weighed as (Ta, Cb).0;. It contains a little 
titania, but on the other hand a little earth acid escapes precipitation, the two 
errors neutralizing each other. 

Method B. Pyrosulfate-Tannin Method.'4—This procedure is based on the 
fact that, upon extraction of the bisulfate melt of the mixed oxides with acid 
tannin solution, the earth acids remain as an insoluble residue (tannin com- 
plexes); titanium sulfate dissolves. It is a rapid and simple process for tracing 
and determining very small quantities of earth acid in titania. 

The titanic oxide containing a few mgms. of earth acid is fused with bisulfate 
(2 to 3 gms.) in a silica crucible; the melt is spread around the sides of the 
crucible, and treated with the hot reagent (a 1 % solution of tannin in 5% 
sulfuric acid). When detached, the crucible contents are transferred to a 150 
ml. beaker, and the crucible rinsed, with more of the reagent; the liquid is 
heated just to boiling, and left on the waterbath till the precipitate has settled. 
After several hours’ standing in the cold or over night, the precipitate is 
collected, well washed with 2% sulfuric acid containing a little tannin, ignited, 
and weighed as (Ta, Cb)2Os. 

The small amount of titania in the weighed precipitate may be determined 
colorimetrically; if a specific earth-acid test is desired, the precipitate is 
treated as under Method A. 

Method C. Oxalate-Salicylate Method.1*—This is the most accurate 
process, to be applied for the separation of substantial amounts of earth acid 
from titania. 

The mixed oxides (0.2 to 0.3 gm.) are fused with bisulfate, and the product 
dissolved in a hot solution of 2.0 gms. of ammonium oxalate in an 800 ml. 
beaker. Addition of 5 gms. of sodium salicylate dissolved in water produces 
a yellow to orange solution. This is diluted to 250 ml., boiled, stirred, and 
gradually precipitated with a moderate excess of 20% calcium chloride solution. 
After a few minutes, the boiling-hot solution is filtered under slight suction, and 
the precipitate washed with hot 2% sodium salicylate solution till the washings 
are colorless. 

Precipitate (P!).—(1) This is returned to the precipitation vessel, and the fil- 
ter well rinsed, with hot water; the paper is cleaned with 50 ml. of hydrochloric 
acid (1 : 1), ignited, and the ash added. The acid liquid is boiled and cautiously 


13 Schoeller and Jahn, soalyst, 54, 321, 1929. 
14 Schoeller, Analyst, 54, 4 , 1929. 
5 'Schoeller and Jahn, Analyst, 57, 75, 1982. 
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treated with excess of strong permanganate solution; the dark brown color is 
finally bleached with a little tannin solution. The liquid is now diluted to 
about 200 ml., boiled with a fresh solution of about 1 gm. of tannin for 5 minutes, 
and left to settle. The tannin precipitate, 7P, containing the bulk of the 
earth acids, is collected, washed with ammonium chloride solution containing a 
little tannin, ignited in silica, and reserved. 

Filtrate from P!.—(2) The yellow titanium filtrate is boiled with 10 to 20 
ems. of ammonium acetate and a solution of 2 to 3 gms. of tannin. The bulky 
red precipitate, 77P, is collected under suction, etc., as already described, and 
ignited in a silica crucible. 

Minor Recoveries.—(3) (1) To complete the recovery of the oxides from 
solution, the hydrochloric acid filtrate from 7'P is neutralized with ammonia, 
treated with 5 ml. of acetic acid and 10 gms. of ammonium acetate, boiled down 
to 300 ml., and another 0.5 gm. of tannin added to the boiling solution. After 
settling for some hours in the cold, the small precipitate is collected, washed, 
and ignited. 

(2) For the most accurate work the filtrate from JiP (which is found 
occasionally to contain a fraction of a mgm. of titania) is likewise re-worked: 
it is simply boiled down to about 250 ml., 0.5 gm. tannin being added towards 
the end. After standing some time in the cold or over night, the small pre- 
cipitate is collected, washed, and ignited. 

The two recovery precipitates (1) and (2) are added to 77P. 

Recovery of Earth Acids from Titania Fraction.—(4) The crude titania frac- 
tion (77 Pa nd the two small recovery precipitates) is fused with bisulfate and 
treated according to Method B. This yields a filtrate contdining the purified 
titanium fraction, and a residue consisting of the balance of the earth acids, 
which is ignited and added to 7'P. The united precipitate represents (Ta, 
Cb).O; containing a few mems. of titania. Now this amount, though ascer- 
tainable by colorimetry, may seriously interfere in the subsequent tannin 
separation of tantalum from columbium by discoloring the yellow tantalum 
precipitate. 

Repetition of Treatment.—(5) It is therefore necessary to repeat the whole 
cycle of operations on the earth-acid fraction (each cycle occupies two days). 
The re-treatment leaves less than 0.001 gm. of titania in the final combined earth- 
acid precipitate, whilst the earth-acid result shows a negative error of the order 
of 0.001, or 0.002 gm. if the columbium content of the mixed oxides is very high. 

Direct Determination of the Titania.—(6) The titania may be taken by differ- 
ence. If a direct determination is desired, the combined filtrates from the 
first and second pyrosulfate-tannin treatments are diluted, nearly neutralized 
with ammonia, boiled, and treated with excess of ammonium acetate and 
nitrate. The precipitate is collected under suction, etc., as before. The 
ignited earth-acid and titania precipitates should be leached and tested for 
purity as explained under Introductory Remarks. 

From Zirconium and Hafnium.—Fusion of the mixed oxides with bisulfate 
and boiling of the solution of the melt with water to hydrolyze the earth acids 
always results in a precipitate contaminated with zirconia.® An accurate 
separation is achieved by the following combination method.” 


16 Schoeller and Waterhouse, Analyst, 53, 467, 1928. 
1 Schoeller and Waterhouse, Analyst, 53, 515, 1928. 
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(a) Small Amounts of Earth Acid from Much Zirconia.—The mixed oxides 
are fused with bisulfate, the melt dissolved in ammonium oxalate solution, and 
the liquid boiled with a fresh solution of 0.2 gm. tannin. Ammonia (1 : 1) is 
now added to the boiling liquid during agitation: the precipitate which forms 
is at first yellow to orange, but as the glow addition of ammonia is continued a 
dirty-white precipitate indicates incipient zirconia precipitation. The precipi- 
tate is left to settle in a warm place, collected, washed, ignited in the fusion 
crucible, and again fused with bisulfate. The oxalate solution of the melt (less 
than 50 ml.) is boiled and treated with dilute ammonia until a faint cloudiness 
results; this is at once removed with a minimum of dilute hydrochloric acid. <A 
few gms. of ammonium chloride are added, followed by a fresh 1% tannin 
solution added drop by drop until the colored precipitate flocculates, leaving 
the liquid clear on digestion. The precipitate is collected, washed, ignited, 
and weighed as (Ta, Cb) 20s. 

If desired, the zirconia (plus hafnia) in the combined filtrates is estimated by 
hydrolysis with sodium thiosulfate, after destruction of the tannin and oxalic 
acid by fuming with nitric and sulfuric acids. 

(b) Large Amounts of Earth Acid from Zirconia.—As the tannin precipi- 
tates are bulky, the following method is more convenient for large amounts of 


_ earth acid. The mixed oxides are fused with potassium carbonate, the product 


dissolved in the platinum crucible in hot water along with 0.5 gm. of potassium 
hydroxide. The liquid is transferred to a small beaker, well stirred with filter 
pulp, and filtered; if cloudy, the filtrate will clear by being poured once more 
through the same paper. The residue is well washed with 2% potassium 
carbonate solution, returned to the beaker, and the filter pulped with water. 
The mixture is acidified with dilute hydrochloric acid, made ammoniacal, 
collected, washed with dilute ammonium nitrate solution, and ignited in silica. 
It contains all the zirconia and a little earth acid, and is treated according to (a). 

The alkaline filtrate containing the major fraction of the earth acids is 
acidified with dilute hydrochloric acid and boiled with a faint excess of am- 
monia. The precipitate is mixed with filter pulp, collected, washed with dilute 
ammonium nitrate solution, ignited, digested with hot acidulated water, again 
collected, ignited strongly, and weighed. 

From Thoria and Rare Earths.—(a) Small amounts of thoria and rare earths 
are separated from large amounts of earth acid by tartaric hydrolysis,!8 as for 
the separation of the earth acids from iron, b (swpra). The hydrolysis precipi- 
tate is free from rare earths, but may contain 1 to 2 mg. of thoria if that earth 
is present in appreciable quantity; in this case the precipitate should be ignited, 
fused with bisulfate, the melt dissolved in tartaric acid, and the precipitation 
repeated. 

The filtrate or combined filtrate is made alkaline with strong ammonia, 


‘boiled, and treated with 1 g. of tannin and 5 g. of ammonium acetate, which 


precipitates the thoria and rare earths together with the minor earth-acid 
fraction. The precipitate is collected, washed with ammonium chloride solu- 
tion, ignited, fused with bisulfate, and the melt is extracted with 5% oxalic 
acid solution.!® The oxalates of thorium and the rare earths remain insoluble, 
the earth acids go into solution. 


18 Schoeller and Waterhouse, Analyst, 60, 288, 1935. 
19 Pied, loc. cit. 
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(b) In J. Lawrence Smith’s method, the rare earths and thoria are separated 
as insoluble fluorides (see below, under Hydrofluoric Acid Method). 


GRAVIMETRIC METHODS 


A. Hydrofluoric Acid Method (J. L. Smith).—This is most suitable for 
minerals containing rare earths, such as samarskite, but not for tantalite 
(columbite). 

The finely crushed mineral (0.25 to 0.5 gm.) is weighed into a platinum dish 
or crucible, stirred with a few drops of water, and treated with 5 to 10 ml. of 
hydrofluoric acid. Solution is assisted by warming and stirring with a platinum 
rod. If necessary, the crucible is heated on the waterbath, and fresh portions 
of acid added if evaporation has proceeded too far. When solution is complete, 
the acid is diluted with about 10 volumes of water; after standing over night the 
solution is filtered (rubber funnel) into a platinum dish; the residue (which 
may contain thorium, rare-earth, alkaline-earth, lead, and uranous fluorides) is 
well washed with 5% hydrofluoric acid. The filtrate and washings, containing 
the earth acids, titanium, tungsten, tin, and common metals, are evaporated 
with 15 ml. of sulfuric acid (1 : 1) until it fumes freely. It is left to cool, the 
sides of the dish are rinsed down with water, and the fuming is repeated so that 
about one-half of the acid is volatilized. When cold, the mass is treated with 
a warm, strong solution of 3 gms. of tartaric acid, and the liquid digested on the 
waterbath; the clear solution is transferred to a beaker. From this point 
onwards, the estimation is carried on as from the second paragraph under 
B below. 

B. Tartaric-Acid Method” (for Tantalite and Columbite).—The finely- 
powdered mineral (0.5 gm.) is fused with bisulfate, the melt re-fused with 
sulfuric acid, and the mass dissolved in tartaric acid solution, as detailed under 
Introductory Remarks. 

The liquid is saturated with hydrogen sulfide, and the solution is filtered; 
the precipitate contains the tin (see Separation from Tin, a). 

The filtrate, measuring or concentrated to about 150 ml., is boiled with 25 
ml. of strong hydrochloric acid for 8 minutes. The white flocculent precipitate 
represents the major earth-acid fraction, P!, which is collected, washed, ignited 
and treated by the magnesia method (see Separation from Tungsten, c) if 
tungsten is present.4 

The minor earth-acid fraction is recovered as explained under Separation 
from Iron (a): the filtrate from P! is treated with hydrogen sulfide and made 
ammoniacal, the ferrous sulfide is filtered off, and the filtrate is precipitated 


20 Schoeller and Webb, Analyst, 59, 669, 1934. 
*t Schoeller and Waterhouse, Analyst, 61, 449, 1936. 
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with tannin after neutralization. The precipitate, P?, consisting of the balance 
of the earth acids, is ignited and added to P!. 

The weight of (P!+P?) is that of the mixed pentoxides plus titania (and 
tungstic oxide, unless this has been eliminated by the magnesia method). 
These two constituents are very subordinate in high-grade ores, and in the 
technical determination of tantalum the tungsten can be neglected. The 
percentage of titania should always be determined by a separate test. 

The mineral (0.1 gm.) is fused with bisulfate, and the melt is dissolved in 
ammonium oxalate solution; the liquid is acidified with sulfuric acid, treated 
with hydrogen peroxide, and its tint compared with that of a standard, pre- 
pared from the same quantities of reagents and a suitable amount of ferric 
sulfate solution, to which a titanium sulfate solution (0.0001 gm. TiO, per ml.) 
is added. 

If the titania in the mineral is less than about 1%, a straight separation of 
tantalum from columbium is carried out (see D), a colorimetric titania deter- 
mination being made in the final tantalic oxide precipitate. 

If the titania content of the ore is more than about 1%, the precipitate 
(P!+ P?) must be treated by the oxalate-salicylate method (see Separation from 
Titania, Method C) prior to the separation of tantalum from columbium. If 
the titania is below 2-3%, a single treatment by the oxalate-salicylate method 
suffices; with higher percentages, the double treatment described above must 
be carried out. 

C. Alkali Fusion Method.”—For high-grade tantalite (not columbite or 
stibiotantalite). The finely-powdered mineral, (0.5 gm.) is added to 3 gms. of 
previously fused potassium hydroxide in a nickel crucible. The covered 
crucible is gradually heated, and the fusion maintained at a red heat for 
about 20 minutes. In order to prevent creeping of the fused alkali, it is 
advisable to place the crucible in the closely-fitting hole of a square of asbestes 
board, so that the upper two-thirds of the crucible are kept comparatively cool. 

When cold, the crucible and lid are immersed in dilute hydrochloric acid in 
a covered 800 ml. beaker; crucible and lid are cleaned and withdrawn. The 
solution, containing 20 ml. of strong hydrochloric acid in a bulk of about 100 
ml., is boiled until the precipitate is pure white, then diluted to 200 ml. and 
again boiled for 15 minutes. The precipitate is left to settle, mixed with filter 
pulp, collected, washed with dilute hydrochloric acid till free from iron and 
nickel, ignited, and weighed as mixed pentoxides. 

The writer finds 2* that Simpson’s method answers quite well as a technical 
process, but not for the most accurate work; a few mgms. of earth acid are 
not precipitated. The bulk of the tin present becomes soluble, but 1 to 2 
mgms, remain in the precipitate. This also contains the tungstic acid, and 
part of the silica. The latter is eliminated in the subsequent bisulfate fusion of 


the pentoxide precipitate and ammonium oxalate leaching of the melt, i.e., the 


first two steps in the separation of tantalum from columbium. (See D.) 

The mineral may also be opened up by fusion with sodium peroxide instead 
of potassium hydroxide. In that case, the hydrochloric acid solution of the 
melt should be thoroughly boiled to destroy hydrogen peroxide; addition of 
sulfurous acid to the boiling liquid is reeommended. 


2 Simpson, Chem. News, 99, 248, 1909. 
28 Analyst, 56, 795, 1931. 
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D. Separation and Gravimetric Estimation of Tantalum and Columbium.— 
The method here given ™ is applicable to mixtures of the two elements in any 
proportions, and suitable for micro-work. It is based on the fact that 
oxalotantalic acid is easily dissociated unless a certain amount of free oxalic 
acid is present: on neutralization with ammonia, tantalic acid is precipitated. 
Oxalocolumbie acid is much more stable; its dilute solution is not precipitated 
by ammonia. Russ ?° attempted a separation along these lines, but found 
that the presence of tantalic acid induced complete precipitation of the columbic 
acid. The addition of tannin makes a separation practicable; in slightly acid 
oxalate solution, it precipitates the yellow tantalum complex. The bright 
vermilion columbium complex is precipitated by excess of tannin from neutral. 
solution. The difference is not sufficiently marked for a clean-cut separation in 
one operation, so the procedure is one of fractionation. The color of the 
tantalum precipitate is the indicator for its freedom from columbium; a small 
admixture of the latter imparts a more or less pronounced orange tint to the 
otherwise pure yellow tantalum compound. If columbium preponderates 
largely, a yellow precipitate is not obtained at first, but the orange to red 
precipitate yields a yellow one in the second or, if necessary, third treatment. 
If the tantalum is in large excess, the separation may be feasible without re- 
treatment. Titania interferes in the separation by discoloring the tantalum 
precipitate in the direction of buff or brownish-yellow rather than orange. 
The method works normally if the titania is less than one-eightieth of the 
tantalic oxide present; 2° a deduction is made for the titania in the final tantalum 
precipitate, after a colorimetric determination on about 0.02 gm. 

The Separation.—The mixed oxides, containing less than 0.25 gm. of 
tantalic oxide, are fused with bisulfate and the product dissolved in a saturated, 
hot solution of ammonium oxalate (2 to 4 gms.). Any siliceous matter is 
filtered off; it may be advisable to re-treat it so as to make sure of the complete 
solution of the earth acids. 

The filtrate (or combined filtrate) is boiled, treated with 10 ml. of tannin 
reagent (a fresh 2% solution), and stirred while being titrated with 0.5 N 
ammonia until a permanent strong turbidity results. More tannin reagent 
is now added according to the quantity of tantalic oxide present; the total 
amount required is: 


For less than 0.03 gm. Ta2O;: 10 ml. 

For 0.03 to 0.06 gm. TasO;: 15 to 20 ml. 
For 0.06 to 0.12 gm. Ta2O;: 25 to 30 ml. 
For 0.12 to 0.18 gm. Ta2O;5: 35 to 40 ml. 
For 0.18 to 0.25 gm. Ta2,O;5: 45 to 50 ml. 


The reagent is added cautiously and the effect noted. If the precipitate is 
yellow at first, showing a transient orange admixture which disappears more 
slowly by stirring, the addition should be interrupted befofe permanent 
discoloration occurs. A strong solution of 5'gms. of ammonium chloride is now 
added, the solution boiled for a few minutes, and left to settle. The precipitate 


24 Powell dnd Schoeller, Analyst, 50, 485, 1925; Schoeller, ibid., 57, 750, 1932. 
2% Z. anorg. Chem., 31, 42, 1902. 
26 Schoeller and Powell, Analyst, 53, 266, 1928. 
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is collected and washed with 2% ammonium chloride solution. It will be 
either orange to red (see Procedure A) or yellow (see Procedure B). 

Procedure A.—The filtrate from the tannin precipitate is boiled, treated 
with 5 to 10 ml. of tannin reagent, and 0.5 N ammonia drop by drop till the 
precipitate flocculates. This is left to stand over night, collected, washed as 
before, and ignited together with the first precipitate. The product contains 
the whole of the tantalum; it is re-treated as the original mixed oxides as far as 
Procedure A; the secondary precipitate will now be yellow, and the fractionation 
is continued as under Procedure B. The second orange precipitate produced 
under Procedure A acts as a collector for any tantalum left in solution after the 
first precipitation. 

If the re-treatment of the combined precipitates should still yield an orange 
precipitate, another repetition of Procedure A is necessary. 

Procedure B.—The yellow precipitate is ignited and reserved. The 
filtrate is boiled, treated with a little more tannin, and further neutralized. If 
the resulting precipitate is again yellow, it is collected, washed, and ignited in 
the crucible containing the first tantalum fraction; but if orange, it is ignited, 
fused, etc., and another fractionation carried out. The operations are uniform 
throughout the course of the separation, and result in three products: (1) 
yellow precipitates are ignited and eliminated from the analysis as final prod- 
ucts, being all transferred to the crucible serving for the ignition of the tantalum 
fractions. (2) Orange precipitates are re-treated, care being taken that the 
whole of the tantalum is precipitated, as explained under Procedure A. (3) 
Tantalum-free columbium filtrates are combined and evaporated. After a few 
repetitions, a yellow precipitate is no longer obtained, and the intermediate 
fraction (2) becomes negligible. 

Determination of Tantalum.—The ignited oxide from the combined yellow 
precipitates is leached hot with acidulated water, which is made ammoniacal 
before filtration. The precipitate is strongly ignited and weighed as Ta2Os, 
which may contain a little silica, lime, and titania. It is therefore fused with 
bisulfate, dissolved in ammonium oxalate, and the slight precipitate collected 
after settling, washed, and ignited to (SiO0e+CaO). ‘The oxalate filtrate is 
acidified with sulfuric acid for the colorimetric determination of titania. 

Determination of Columbium.—This may be taken by difference; if a direct 
determination is desired, the combined filtrates from the tantalum fractions 
are concentrated and treated hot with a slight excess of ammonia. The brown 
precipitate is collected under suction, etc., as already described, and ignited, 
leached, again ignited, and weighed. The weight must be corrected for 
impurities; the solution (after bisulfate and oxalate treatment) is first tested for 
titania with a few drops of hydrogen peroxide, then treated with tartaric acid, 
ammonia, and ammonium sulfide. The weight of the ignited precipitate 
‘(Si0.+Fe.0;+CaO) and that of the titania are subtracted from the gross 
Cb.0; weight. - 
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VOLUMETRIC METHODS 


In view of the exceptional difficulties attending the separate determination 
of tantalum and columbium, difficulties which became well nigh insurmountable 
in presence of a substantial proportion of titania, volumetric oxidation methods 
were proposed by several investigators for the determination of columbium, 
and also of the sum of columbium and titanium, in presence of tantalum. 
These methods will not be described here, for they suffer from a common defect, 
namely, variable or incomplete reduction, which finds expression in an empirical 
factor.27. The factor varies with different operators using the same process, 
and even with one operator using the same procedure at different times or 
with different qualities of zinc. A simple explanation is, that acid solutions of. 
tantalum and columbium are more or less hydrolyzed during or even before 
reduction, with formation of a colloidal phase which is not reduced. The 
same conditions apply here as in the case of tungstic acid, which cannot be 
reduced to an oxide of constant composition. The criterion for a reliable 
volumetric method is a stoichiometric factor indicating complete reduction of 
Cb20; to Cb20; (and of TiO. to Ti,O3). Even so, the difficulty still remains. 
Having determined the sum (Cb2.0;+TiO.) accurately, the next problem is the 
separate determination of columbium or titanium with tantalum present. If 
the amount of titania is at all substantial, it cannot be determined colori- 
metrically with sufficient accuracy. The writer is satisfied that the problem 
cannot be solved by volumetric methods, while the gravimetric methods 
described in this chapter have stood the test of practical application in scientific 
and commercial work. 


27 Schoeller and Waterhouse, Analyst, 49, 215, 1924. 


COPPER ! 
Cu, at.wt. 63.57; sp.gr. 8.92°°; m.p. 1083 (in air 1065); b.p. 2310; oxides Cu,0 and CuO 


Copper is found in nature in native state and combined, principally as 
sulfide, oxide and carbonate; less commonly in antimonides, arsenates, phos- 
phates, silicates and sulfates. Among the more common minerals are chalco- 
pyrite, CuFeS.; chalcocite, Cu.8; bornite, Cu;FeS.; tetrahedrite, CusSb2S7; 
cuprite, Cu2O; malachite, CuCO3-Cu(OH).; azurite, 2CuCO3- Cu(OH)>. 


DETECTION. 


Copper is precipitated in an acid solution by H.S gas, along with the other 
members of the hydrogen sulfide group. The insolubility of its sulfide in 
sodium sulfide is a means of separating copper from arsenic, antimony, and 
tin. The sulfide dissolves in nitric acid (separation from mercury) along with 
lead, bismuth, and cadmium. Lead is precipitated as PbSO. by sulfuric acid 
and bismuth as the hydroxide, Bi(OH);, upon adding ammonium hydroxide. 
Copper passes into the filtrate, coloring this solution blue, 


Cu(OH)2:2NH,0H- (NH,4).S04. 


Flame Test.—Substances containing copper (sulfides oxidized by roasting), 
when moistened with hydrochloric acid and heated on a platinum wire in the 
flame, give a blue color in the reducing flame and a green tinge to the oxidizing 
flame. 

Wet Tests.—Nitric acid dissolves the metal or the oxides (sulfides should 
be roasted), forming a green or bluish-green solution. Ammonium hydroxide 
added to this solution will precipitate_a pale blue compound, which dissolves 
in excess with the formation of a blue solution. (Nickel also gives a blue color.) 

1 We have records of the use of copper alloys as far back as 4500 B.C. The element 
was known to the Assyrians, Babylonians, Egyptians, Israelites, Phoenicians and Chinese 
over four thousand years ago. The extended use of copper today places it with iron 
and aluminum in commercial importance. Considerable attention has been given to 
analytical methods of copper determination in ores, minerals, alloys, pharmaceutical 
products, insecticides, and in minute amounts in substances, on account of its importance 


ies the varied nature of the substances in which it is determined by the analytical 
chemist. 
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Hydrogen sulfide passed into a copper solution which is free of SOz2 or 
an oxidizing agent, but somewhat acid with a mineral acid, precipitates at once 
brownish-black CuS or Cu.8 (distinction from nickel, cobalt and zine), which 
is difficulty soluble in cone. hot HCl (distinction from antimony), insoluble 
in fixed alkaline polysulfides (distinction from gold and platinum), soluble 
in alkaline cyanides (distinction from lead, bismuth, cadmium, mercury and 
silver), soluble in nitric acid (distinction from sulfide of mereury), with pro- 
duction of a bluish solution (distinction from all other metals except silver). 

Potassium ferrocyanide precipitates from an acid or neutral solution of a 
cupric salt reddish-brown cupric ferrocyanide, which can be confused only 
with similarly colored precipitates from molybdenum or uranium solutions. 

Cupric salts in halogen acid solution are reduced to colorless cuprous com- 
pounds by metallic copper, stannous chloride and sulfurous acid; and in 
alkaline solution are reduced by grape sugar, arsenious or sulfurous acids. 

Delicate Test for Copper by p-Dimethylaminobenzylidene-rhodanine.? 

Reagents.—Two per cent hydrazine sulfate; 0.02% rhodanine in alcohol. 

Procedure.—To 10 ml. of the solution add a few drops hydrazine sulfate, 
sufficient 6 N ammonia to give 1 to 2 ml. in excess, 0.2 ml. of rhodanine and 
acidify, after five minutes’ standing, with 30% acetic acid. The cuprous 
copper reacts even in the ammoniacal medium with the indicator; the color is 
reddish-violet (100 mg. of copper per liter) or orange-brown (10 mg. and less) ; 
sensitivity, 0.5 mg. of copper per liter. The colors are more pronounced after 
acidifying with acetic acid. Even a solution containing 0.3 mg. of copper per 
liter gives a distinct red-brown color; sensitivity, 0.1 to 0.2 mg. of copper per 
liter. The blank shows a yellow to brownish-yellow tinge. In order to reach 
the maximum sensitivity, it is necessary to let the ammoniacal solution stand 
for five minutes before adding the acetic acid. The reaction is so extremely 
sensitive that in all samples of distilled water in the laboratory, the presence of 
0.2 to 0.4 mg. of copper per liter could be shown. In the experiments described 
in this paper, conductivity water or redistilled water from glass vessels was 
used as a solvent. Water thus obtained gave a negative test for copper. The 
reaction according to the above procedure is very suitable for the detection of 
copper in the presence of other cations (silver and mercury excepted). One 
part of copper in the presence of 2000 parts of lead, bismuth, cadmium, nickel, 
cobalt and manganese, respectively, could be detected easily. The precipitate 
formed in the presence of lead or bismuth does not interfere. 

Traces of iron do not interfere. Larger amounts can be made harmless by 
acidifying the ammoniacal solution with phosphoric acid instead of acetic acid. 
The hydrous ferric oxide goes into solution as colorless complex ferric phosphate. 
A solution containing 1 mg. of copper’and 100 mg. of ferric iron in a liter gave a 
distinct test for copper. It should be mentioned that the color of the cuprous 
compound of rhodanine is less stable in phosphoric acid than in acetic acid. It 
seems that the reaction according to the general procedure is very suitable for 
the detection of traces of copper in distilled and tap water. The copper content 
can be approximated by using solutions of known content for comparison. 

Detection of Copper in Water.—S. G. Clarke and B. Jones published a note 
concerning a new and very sensitive reaction for copper. The solution, which 
must be free from chloride, is neutralized and rendered faintly acid (1 drop of 


21. M. Kolthoff, J. Am. Chem. Soc., 52, 2222, 1930. 
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dilute sulfuric acid in excess) and placed in a 100-ml. Nessler glass. One gram 
of ammonium persulfate is dissolved in the solution; 1 ml. of a saturated 
alcoholic solution of dimethylglyoxime, 0.5 ml. of 0.5% silver nitrate and 2% 
of a 10% aqueous solution of pyridine are added and the whole stirred. Copper 
gives a reddish-violet color. The reaction is quite specific and sensitive to 0.1 
mg. of copper in a liter. Kolthoff has modified this method by substituting 
potassium periodate in place of persulfate, which permits the presence of 
chloride in small amounts.’ 

Procedure.—To 10 ml. of water add 0.2 to 0.3 ml. of 0.1% dimethylglyoxime 
and 1 ml. of saturated potassium periodate solution. Observe the color after 
three to five minutes’ standing. A violet-red color shows the presence of 
copper; sensitivity: 0.1 mg. of copper in a liter (1 : 10’). 

Notrs.—(1) It makes no difference whether the dimethylglyoxime or the periodate 
is added first. In order to avoid confusion with nickel, it is advisable to add the di- 
methylglyoxime first. (2) The red-violet color develops gradually and attains a maxi- 
mum sensitivity after about five minutes’ standing. After long standing, the color 
fades. Still the procedure described can be applied for the colorimetric determination 
of traces of copper in distilled water if comparisons are made within fifteen minutes after 
addition of the reagents. 


ESTIMATION 


The determination of copper is required in the following substances: In ores ! 
of copper, in which it occurs as native copper or combined as sulfide, oxide, 
carbonate, chloride, silicate and basic sulfate. In furnace slags, mattes, 
concentrates, blister copper, bottoms. The determination of copper is re- 
quired in the analysis of alloys containing copper,! brass, bronze, etc. It is 
occasionally looked for as an undesirable impurity in food products. It is 
determined in salts of copper, in insecticides, germicides, etc. 

Unless provision is made for its removal copper in part will precipitate with 
aluminum when ammonium hydroxide is added (pH less than 7), a part will 
pass into solution as the copper ammonium ion and will precipitate with 
magnesium as phosphate. 

Copper is effectively separated in acid solution as CuS by H.S (pH less than 


1). The acidity for precipitation is 6 ml. of concentrated HCl per 100 ml. of 


water, saturating with H.S, then diluting with an equal: volume of water 
and again saturating with H.S. With pH values approaching 2 to 3 zinc is apt 
to precipitate with copper. 

Copper minerals and ores are best decomposed with acids, starting with HCl 
to act on the oxides and following up with HNO;. The residue contains but 


3J, Am, Chem. Soc., 52, 2222, 1930. 
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little copper; this may be decomposed with HF and H.SO, or by fusion ac- 
cording to standard procedures. 


PREPARATION AND SOLUTION OF THE SAMPLE 


Hydrochloric and sulfuric acids are effective in dissolving metallic copper 
only in presence of an oxidizing agent; nitric acid is the most active solvent. 
The oxides of copper may be dissolved in hydrochloric or sulfuric acid, but nitric 
acid is commonly used. Some refractory furnace products are with most 
certainty decomposed by treatment with hydrofluoric and fuming sulfuric 
acids followed by a bisulfate fusion. 

Ores.—If the ore consists practically of a single mineral, the fineness of the 
sample need not exceed 80 mesh. [If the ore is a mixture of minerals, lean and 
rich in copper, the laboratory sample should pass a 120-mesh sieve. 

Metallic particles or masses are separated at some stage in the process of 
sampling and made into a separate sample. If the metallic portion is a small 
percentage of the total sample and consists of particles, the copper value of 
which is known to vary by a few per cent, no attempt is made to refine the 
sample of such, but a large portion, 10-100 grams, is taken for analysis and the 
copper determined in an aliquot part of the solution. If the metallic masses are 
a large percentage of the sample, large of size, or consisting of particles differing 
widely in copper content, a weighed amount of 1 to 50 lbs. is melted in a graphite 
crucible, with addition of suitable fluxes, such as powdered silica or lime, if 
necessary. Separate samples are made of the weighed products of the fusion 
and the copper content of the material before melting calculated from their 
analyses. The amount of sample taken for assay depends upon the richness of 
the ore, homogeneity of the material and the commercial importance of the 
determination. As a rule in the assay for purchase and sale, a 1 gram test 
portion is taken of finely pulverized samples containing over 30% copper, 2 to 3 
grams of 30% ores and 5 grams of ores containing less than 10% copper. 

Sulfide Ores and Matte.—One to five grams of the sample are dissolved 
by adding 10-20 ml. dilute nitric acid (1.2 sp.gr.), or 10 ml. cone. nitric acid 
saturated with potassium chlorate, and allowing the mixture to stand in a 
warm place for about 15 minutes before applying heat. Decomposition is 
completed by evaporating to small volume in a casserole or Pyrex beaker and 
continuing to dryness after addition of 10 ml. hydrochloric acid, or by adding 
5-10 ml. 50% sulfuric acid to the assay in a flask or tall beaker and heating to 
fumes. Continuing the first procedure, the residue is taken up by warming with 
20 ml. 10% H2SOu, diluting, boiling and filtering the residue of silica, lead sulfate 
and silver chloride from the copper solution. Continuing the second procedure, 
the mass of anhydrous salts is dissolved.with water, silver precipitated by just 
sufficient NaCl solution if the determination is to be by the electrolytic method, 
and the solution filtered after it has reached room temperature when the 
per cent of silver present is high. 

Oxidized Ores with the exclusion of details relating to the oxidation of 
sulfur are brought into solution by the same method of treatment as sulfide 
ores. 


Norrs.—The sulfur that appears upon adding acid to the ore, with proper precau- 
tions, should be yellow. If it is dark and opaque, the solution has been overheated, 
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and some of the ore has been occluded. It is advisable in this case to remove the globule 
of sulfur and oxidize it separately with bromine and nitric acid, then boil out the bromine 
and add the solution to the rest of the sample. 

Sulfide ores may be treated according to the procedure recommended for iron pyrites 
in the chapter on Sulfur, the ore being decomposed with a mixture of bromine and carbon 
tetrachloride, 2 : 3, followed by nitric acid and then sulfuric acid. 


Treatment of Matte Slag.—Only by quick quenching of the molten slag is 
decomposition of the sample by acids made possible, without preliminary 
treatment with hydrofluoric acid. As a rule lime slags are readily decomposed 
by mixed acids. Extremely acid and high iron slags are apt to be refractory 
and are decomposed with most certainty by treatment with hydrofluoric acid 
followed by fusion with potassium bisulfate. 

The following scheme 4 of attack, which also can be applied to silicious ores, 
with skilful manipulation gives very satisfactory results: 

One gram of the 100-mesh fine slag is placed in a 250-ml. beaker of Jena 
glass, moistened with water, mixed with 3 ml. of sulfuric acid (sp.gr. 1.54), 
and then, while the particles of the slag are in suspension through rotary 
‘movement of the beaker, 15 ml. hydrochloric acid are added. The silica is 
gelatinized in 2 or 3 minutes by heating the beaker over a free flame. One ml. 
nitric acid, followed by a few drops of hydrofluoric acid, is added, and the 
heating continued in a hood until the material is nearly dry, and then to 
strong sulfuric acid fumes on a hot plate. When cool, 4 ml. of sulfuric acid 
are added. 

The remainder of the procedure depends upon the method that is to be 
followed in the determination of copper. If the electrolytic method is preferred, 
3 ml. of nitric acid are added; the mass heated until solution is effected, the 
liquid diluted to 175 ml. with cold, distilled water, and copper plated out in 20— 
35 minutes, using a rotating anode and 2} amperes current. 

If the iodide method is to be followed, without addition of other acid than 
sulfuric, the mass is again heated to fumes. When cooled, 25-30 ml. water and 
5 ml. hydrochloric acid are added and the liquid boiled until clear. After 
addition of 40 ml. saturated solution of sodium acetate, 45% solution of sodium 
fluoride is added until the color of ferric acetate is discharged, and then an 
' excess of 10 ml. When cold, titration is commenced, using a thiosulfate solution 
with a copper equivalent of 0.0005 g. per ml. 

The following quick method has been systematically and satisfactorily 
checked for a long period by a hydrofluoric acid-bisulfate fusion method, by 
which copper, precipitated as a sulfide, is ignited, the oxide dissolved in nitric 
acid and copper determined by aisung ees 

Three grams of the 100-mesh fine sample are placed in an 800-ml. resistance 
beaker. The slag is spread over the bottom of the beaker, and while in motion 
5 ml. of sulfuric acid are added rapidly to prevent the flac gathering into a 
“mass. After addition of 40 ml. hydrochloric acid, the Rose is heated over a 
bare flame for about 3 minutes until the silica has gelatinized. To the hot 
solution nitric acid is added, drop by~drop, until the liquid becomes dark 
brown. To the liquid, while in a state of agitation, 1-2 ml. hydrofluoric acid 
are added and the mixture boiled until the solution is complete. The liquid 
is diluted to 400 ml. and saturated with hydrogen sulfide and the precipitate 


* White, Chemist-Analyst, July, 1912. 
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filtered and washed as usual. The copper sulfide is ignited in a silica crucible; 
the residue, if washing of the precipitate has been thorough, can be brushed 
into a 250-ml. beaker and dissolved with a few ml. of nitric acid. After boiling 
gently to expel nitrogen gases, the free acid is neutralized with ammonia, 
and the solution then acidified with a slight excess of acetic acid. The cold 
solution is titrated by the iodide method, using a thiosulfate solution having a 
copper equivalent of about 0.0005 g. per 1 ml. 

Metals.—A casting of a copper alloy and even of refined copper is not homo- 
geneous, and the zones of segregation of the constituents of the alloy (usually 
roughly parallel to the cooling surfaces) are the more sharply defined as the 
conditions which favor diffusion of the eutectic prevail; therefore, unless the 
casting be quite thin and quickly cooled, a satisfactorily representative sample ~ 
of it cannot be obtained from a single drill hole. A single casting may be 
sampled by complete cross-sectional cuts by a suitable saw or by a series of drill 
holes located in such a manner as to amount substantially to one or more cross- 
sectional cuts. Steel is usually present as a contaminant of the drill or saw 
shavings from refined copper and the tougher alloys and should be removed by a 
magnet. Crude copper, such as blister or black copper, is sampled by drilling 
one hole in each piece of a definite fraction of the total pieces of the average lot. 
The position of the hole in successive pieces is changed to conform with a pattern 
or ‘‘ templet ’’ which will cover a quarter, or half, or the complete top surface of 
the average piece, the “ templet ”’ is divided into squares, preferably about 1 
inch on a side, and in the centre of each square the }-inch hole is drilled. The 
drillings are ground to pass a 20-mesh screen and the sample then withdrawn by 
means of a riffle sampler. 

Sampling by splashing a molten stream with a wooden paddle and by slowly 
pouring the metal into water are methods frequently practiced. The size of 
the particles, the degree of homogeneity and the limit of accuracy of result 
required are factors which determine whether one or more grams of the sample 
should be taken for analysis. 

Iron Ores and Iron Ore Briquettes.—A 5-gram sample of the finely divided 
material is fused in a large platinum dish with 40 grams of pure potassium 
bisulfate. If the ore is high in sulfur, it should be roasted by heating to 
redness in a silica or porcelain crucible before placing in the platinum dish 
and mixing with the bisulfate. 

The cooled fusion is broken up into small pieces and placed in an 800-ml. 
beaker with clock-glass cover. Three hundred ml. of hot water and 25 ml. of 
cone. hydrochloric acid are added and the fusion is boiled until it passes into 
solution. If an appreciable residue remains, the solution is filtered, the residue 
fused with additional bisulfate, then dissolved in hot dilute acid and the » 
filtrate added to the first solution. Silica and barium sulfate remain in the 
residue. 

The solution is now reduced and copper precipitated according to directions 
given under “ Separation of Copper by Precipitation in Metallic Form by a 
More Positive Element,” aluminum powder being preferably used. 

The precipitated copper is filtered free from iron and other commonly 
occurring impurities, then dissolved by pouring on the precipitated metal 30 
ml. of hot dilute nitric acid, 1 : 1, followed by 10 ml. of bromine water and then 
10 ml. of hot water. The filter paper is removed, ignited and the ash added to 
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the copper solution. The whole solution is now evaporated to small volume 
and determined, preferably, by the “‘ Potassium Iodide ”’ method as described 
under the volumetric procedures. 

Steel, Cast Iron, and Alloy Steels.*°—From 3 to 5 grams of steel, depending 
upon the amount of copper present, are dissolved in a mixture of 60 ml. of 
water and 7 ml. of sulfuric acid (sp.gr. 1.84) in a 250-ml. beaker. After all 
action has ceased, a strip of sheet aluminum, 14 ins. square, bent so that it will 
stand upright in the beaker, is placed in the solution. 

After boiling the solution for twenty to twenty-five minutes, which is suf- 
ficient to precipitate all of the copper in the sample, the beaker is removed 
from the heat and the cover and the sides washed down with cold water. The 
liquid is decanted through an 11-cm. filter, the precipitate washed three times 
with water, then placed with the filter in a 100-ml. beaker, and 8 ml. of con- 
centrated nitric acid and 15 ml. of water are poured over the aluminum and 
the solution heated to boiling. This hot solution is poured over the precipitate 
and filter in the 100-ml. beaker, and boiled until the paper becomes a fine pulp, 
only afew minutes being required. The solution is filtered, the residue washed 
several times with hot water and copper determined in the filtrate by the 
electrolytic or iodide method. 


SEPARATIONS 


Separation of Copper as Cuprous Thiocyanate.—Isolation of copper from 
solutions containing iron, nickel, cobalt, zinc, cadmium, arsenic, antimony and 
tin may be accomplished by this method. “When much arsenic is present, 
precipitation should be from a solution in which hydrochloric is the only free 
strong acid. Unless previously removed from the solution, lead, mercury, 
tellurium and the precious metals will contaminate the precipitate. Selenium 
may be a contaminant when present in considerable quantity, sometimes 
when the only free acid is sulfuric, always when hydrochloric acid is present. 

Cuprous thiocyanate, besides being the medium of separation of copper 
from interfering elements preliminary to its determination by the standard 
electrolytic, iodide or cyanide method, is the basis of a number of other more 
or less useful grayimetric and volumetric methods of determining copper. 
The details of the procedure of procuring the precipitate are given under the 
gravimetric methods that follow.°® 

Electrolytic Separation of Copper.—Details of this separation are given 
under the gravimetric methods. The solution must be free from As, Sb, Sn, 
Mo, Au, Pt, Ag, Hg, Bi, Se, Te. 

Separation of Copper by Precipitation in Metallic Form by a More Posi- 
tive Element. — Details of this separation aré given under the gravimetric 


. methods. 


Separation of Copper from Members of the Ammonium Sulfide and 
Subsequent Groups by Precipitation as Copper Sulfide in Acid Solution.— 
The solution containing free hydrochloric or sulfuric acid is saturated with H.S 
gas, the precipitated copper sulfide (together with the members of the group) 
is filtered and washed, first with water ae HS and finally with a little 


5 W. B. Price, J. Ind. Eng. Chem., 6, 170, 1 
oN. B. Demorest’s method, J. Ind. Eng. Chen: 5, 216, 1913. 
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pure water. The residue is dissolved in nitric acid and the resulting solution 
examined for copper, separating it from members of its group. 

Removal of Silver.—This element is precipitated as the insoluble chloride, 
AgCl, by addition of hydrochloric acid, and may be removed by filtration, 
copper passing into the filtrate. 

Removal of Bismuth.—Upon ening ts ammonium hydroxide to a solution 
containing copper and bismuth the latter is precipitated as Bi(OH);3 and may 
be removed by filtration. Copper passes into the filtrate as the double ammo- 
nium salt. Ammonium carbonate or potassium cyanide may be used instead 
of ammonium hydroxide. 

Removal of Lead.—Lead is precipitated by sulfuric acid as PbSO, and 
may be removed by filtration, copper passing into the filtrate. 

Removal of Mercury. —The sulfide of mercury remains undissolved when 
the precipitated sulfides are treated with dilute nitric acid, (1 part cone. 
HNOs, 4 parts H.O) copper sulfide dissolving readily. 

Removal of Selenium and Tellurium.—Selenium can be eliminated from a 
copper solution by evaporating several times to dryness with hydrochloric acid. 
Saturation with SO, of a slightly acid sulfate of copper solution which con- 
tains about twice as much silver as selenium and boiling then to expel most of 
the gas will precipitate selenium and tellurium free of copper, also nearly 
all the silver. Precipitation of the remainder of the silver as AgCl helps to 
retain the fine precipitate on the filter. 

Removal of Arsenic, Antimony, Tin, Selenium and Tellurium.—Copper in 
minor quantity may be separated from these elements by passage of H2S into 
the solution made slightly alkaline with sodium hydroxide, after addition of 
about a gram of tartaric acid if iron is present. Copper sulfide remains 
insoluble also when the mixed sulfides precipitated from an acid solution 
are treated with a hot mixture of sodium sulfide and hydroxide. These 
elements in minor quantity, whose presence in the electrolyte for copper 
determination is an objéctionable impurity, are removed very satisfactorily 
by adding enough ferric iron to the solution to make the total iron present 
about twenty times that of the combined impurity, making ammoniacal and 
filtering after settling. Some copper is retained in the precipitate. Moderate 
amounts of arsenic may be eliminated as arsenious fluoride by the method 
employed to expel silica from an assay. Oxidizing agents must not be present. 

In an alloy tin and antimony may be precipitated as oxides by evaporation 
of the solution of the alloy with concentrated nitric acid. A slight amount of 
copper may remain insoluble. 

Separation from Cadmium.—The sulfides in a solution of dilute sulfuric 
acid, 1: 4, are boiled and H.S gas passed in for twenty minutes, the solution 
being kept at boiling temperature. Cadmium sulfide dissolves while copper 
sulfide remains unaffected. The solution is filtered hot, the air above the 
filter being displaced by CO, to prevent oxidation. Traces of cadmium are 
removed by repeating the operation. (Method by A. W. Hofmann.) 
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GRAVIMETRIC METHODS 
METHODS OF ISOLATING COPPER 


Separation of Copper as Cuprous Thiocyanate.—Isolation of copper from 
solutions containing iron, nickel, cobalt, zinc, cadmium, arsenic, antimony 
and tin may be accomplished by this method. When much arsenic is present, 
precipitation should be from a solution in which hydrochloric is the only free 
strong acid. Unless previously removed from the solution, lead, mercury, 
tellurium and the precious metals will contaminate the precipitate. Selenium 
may be a contaminant when present in considerable quantity, sometimes 
when the only free acid is sulfuric, always when hydrochloric acid is present. 

Cuprous thiocyanate, besides being the medium of separation of copper 
from interfering elements preliminary to its determination by the standard 
electrolytic, iodide or cyanide method, is the basis of a number of other more 
or less useful gravimetric and volumetric methods of determining copper. 
The details of the procedure of procuring the precipitate vary to some extent 
with its object. Low grade copper ores may be conveniently determined by 
this method.’ 

Procedure.—To the cold, concentrated and very slightly acid copper 
solution (which must be free of any oxidizing agent) sulfur dioxide, gaseous 
or in solution, or a solution of an alkaline bisulfite or metabisulfite is added 
somewhat in excess of the quantity theoretically required to reduce all the 
copper and ferric iron present. 

The liquid is cooled if hot, and then, with constant stirring, a solution of 
alkali thiocyanate of about normal strength is added until precipitation ceases. 
Reaction: 2CuSO.+2KCNS+H,S0;+ H.O=2CuCNS+ 2H280.14+- K.S0,. It 
is common practice to continue introduction of SO2 throughout precipitation. 
The precipitate is allowed to stand until it is white and the liquid above it is 
clear. The presence of FeSO, accelerates conversion of cupric to cuprous 
thiocyanate when sulfuric is the only free acid. The precipitate is filtered 
off with the aid of reduced pressure through doubled filter papers of tight 
texture and washed with cold water until a washing is obtained which gives 
but very slight indication of thiocyanate when tested with a ferric salt. 

The precipitate is inclined to float and creep with the capillary film of 
fluid, so precautions must be taken in its manipulation to avoid loss of copper 
on account of this characteristic. 

The collected precipitate may now be treated in several ways which will 
produce a solution fit for the determination of copper by one of the standard 
methods. (a) The filter and precipitate are transferred to a porcelain or silica 


. erucible which is very much larger than the volume of the wet precipitate, 


dried slowly in an oven or muffle and finally incinerated. Some operators 
made the final washing with 20% alcohol to facilitate drying or with a weak 
solution of an alkali nitrate to aid incineration. The residue is dissolved in 
the crucible with hot, concentrated nitric acid. (b) The point of the filter is 


7 With high grade ores or copper bullion a trace of copper (usually less than 0.0005 
g. Cu) will pass into the filtrate when the copper precipitated amounts to 0.5 gram Cu. 
The loss with low grade copper ores is negligible. 
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punctured and the precipitate washed with as little water as possible into a flask 
or tall beaker. The filter is finally cleansed of adherent precipitate by washing 
with dilute nitric acid. The filter is dried, incinerated and dissolved separately 
or added to the main precipitate before its decomposition. Fifteen ml. cone. 
nitric acid are added for each gram or fraction of a gram of copper present 
and the covered beaker or funnel-closed flask allowed to stand in a warm 
place until the precipitate is dissolved, then boiled until solution is free of the 
nitrogen gases. It is the practice of some to add now 10-15 ml. of sulfuric 
acid and evaporate to fumes. Because evolution of gas during dissolution of 
the precipitate is profuse, care must be taken to expel the gas slowly to event 
boiling over. 

Separation of Copper by Precipitation i in Metallic Form by a More Positive 
Element.— Metallic aluminum or zinc is more commonly used in this procedure. 
A strip of pure aluminum or zinc, placed in the neutral or slightly acid solution, 
causes the complete deposition of copper. To obtain quick precipitation, 
a sheet of aluminum, 2.5 by 14 cm., is bent to raise the metal from the bottom 
of the beaker, placed in a covered 150-ml. beaker containing the copper solution, 
which should be not much over 75 ml. in volume and should hold about 10% 
of free H,SO,. Boil 7-10 minutes. The copper is removed mechanically 
from the displacing metal and dissolved in nitric acid and then determined by 
the Electrolytic or the Iodide Method. 

A method of precipitation by means of powdered aluminum is recommended 
especially for separation of copper from large amounts of iron, iron ores and 
iron ore briquettes. The solution of the bisulfate fusion of the iron ore is 
heated until bubbles appear over the bottom of the containing beaker. Alu- 
minum powder is now added in small portions at a time, in sufficient quantity 
to reduce the iron, the solution becoming colorless. The solution is now 
heated until the aluminum completely dissolves. Metallic copper is precipi- 
tated. It is advisable to add 25 ml. of water saturated with H.S gas to pre- 
cipitate traces of copper in solution. The solution is filtered while hot through 
a close thick filter, and washed six times, keeping the residue covered with 
water to prevent oxidation by air. The copper is now dissolved in hot dilute 
nitric acid, evaporated to small volume and determined by the procedure 
preferred. The potassium iodide method gives excellent results. 

Occasionally the aluminum lies inert in the solution. If this occurs, two 
or three drops of hydrochloric acid (do not use much) will start a vigorous 
action and cause a rapid precipitation of metallic copper. 

Separation of Bismuth from Copper.—Bismuth interferes with the elec- 
trolytic determination of copper, as it is deposited both on the anode and 
cathode, contaminating copper on the cathode. Its removal before the elec- 
trolysis of copper is necessary. It may best be separated as BiOBr, but its 
separation as oxynitrate is generally more convenient. The nitric acid solution 
of the two elements is almost neutralized with NH.,OH, then diluted to about 
300 ml. and a slight excess of ammonium carbonate added and the solution 
boiled. The bismuth basic carbonate precipitate is filtered off and washed with 
hot water. It is advisable to dissolve in HNO; and reprecipitate to recover 
occluded copper. All the copper will be in solution. 
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DEPOSITION OF METALLIC COPPER BY ELECTROLYSIS 


The electrolytic method of determining copper is the most accurate of the 
gravimetric methods. This deposition may conveniently be made from acid 
solutions containing free nitric or sulfuric acid, or from an ammoniacal solution. 


Vig. 39.—Terminal Case Showing Battery of Electrodes for Electrolytic Deposition 
of Copper. 


The end sought by this method is to plate out all, except a trace, of the 
copper in the form of an evenly distributed, firmly adherent, very finely crystal- 
line deposit, which is free from a weighable amount of impurity. 

Five grams of copper may be deposited readily by the electrolytic method, 
while in other methods it is not advisable to determine more than 0.2 g. The 
solution must be free of Sb, As, Sn, Mo, Au, Pt, Ag, Hg, Bi, Se, Te and oxides of 
nitrogen. HCl causes a spongy deposit of copper. 

In ores, mattes, alloys (from which lead has been removed as the sulfate 
by taking the solution to fumes with sulfuric acid), deposition by electrolysis, 
‘ from a solution’ containing free sulfuric acid, is convenient. On the other 
hand, deposition from a nitric acid solution is advantageous under conditions 
where this reagent has been used as a solvent and evaporation with sulfuric acid 
is unnecessary. This is the case in the analysis of certain alloys and the deter- 
mination of copper from which impurities have been largely removed. A 
chloride in an acid solution gives rise to a spongy deposit of copper, and en- 
dangers a solvent action on the anode and deposition of platinum on the 
cathode. 
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Conditions other than the presence of precipitable impurities which affect 
the character of the deposit are: quantity and concentration of copper, size and 
shape of electrodes, current density, uniformity of distribution of current to the 
cathode, volume, temperature and rate of circulation of the electrolyte, and 
concentration of oxidizing agents such as nitric acid and ferric salts. Inas- 
much as the change of one condition limits or makes possible or necessary a 
modification of others, a large number of practicable combinations of conditions 
are possible. For discussion of these conditions reference is made to articles by 
Blasdale and Cruess, J. Am. Chem. Soc., 1264 (1910), and by Richards and 
Bisbee, J. Am. Chem. Soc., 530 (1904). 

By the feature of rate of deposition, electrolytic methods may be classified 
as “ slow ” or ‘‘ rapid.”” The slow methods, with 12 to 24 hour periods of elec- 
trolysis, are practiced when extreme accuracy is required, or when the distri- 
bution of laboratory labor and time allowed for completion of the assays permits 
their economical employment. The electrolyte is a solution of sulfate salts of 
the metals present, ammonium sulfate or nitrate, and a quantity of free nitric 
acid, which varies with the amount of copper and ferric salts present, and the 
current density employed. The oxidizing effect of nitric acid is intensified by 
the presence of ferric ions. Electrolysis is carried out at room temperature, at 
current densities varying from ND/100, 0.15 to 0.5 ampere; and deposition on 
plain, corrugated, slit or perforated platinum cylinders from 0.75 to 2 in. 
diameter having 50 to 200 cm. depositing surface. A perforated cylinder 
permits freedom of circulation between the two surfaces of the electrode, the 
most even distribution of current density, and produces the most uniform 
coating of the foil. On account of the effect on the character of the deposit by 
oxygen lodging in regions of the cathode where the current density and circu- 
lation are least, the anode should be of such a form that all the gas liberated will 
be in the zone of maximum circulation. To procure uniform behavior under 
given conditions the size and shape of the electrolytic beaker should be such as 
to present the smallest practicable volume of electrolyte between the outer 
surface of the cylinder and the inside of the beaker. An unclosed seam or 
rivetted joint in a negative electrode will hold tenaciously salts which require 
extreme care to remove. It is probable that such recesses retain traces of the 
electrolyte underneath the coating of copper. 

Rapid methods have a tendency to procure high results, resolution and 
mechanical loss through misting having been prevented. Deposition is hastened 
by increasing the rate of circulation and the current density. Circulation is 
promoted by the use of the gauze cathode, by rotating either electrode,” or by 
placing the vessel, containing the solution and electrodes, in a field of electro- 
magnetic force. Quick deposition of a quality satisfactory for some classes of 
work is brought about by imcrease of current density upon an electrolyte heated 
to 50° to 80° C. Inall the quick methods, the progress of electrolysis should be 
watched, and the cathode removed as soon as completion of deposition is de- 


“ Larison, Eng. and Mining J., 84, 442. Fairlie and Boone, Elect. and Met. Ind., 
6, 58. 
_ ‘Stoddard, J. Am. Chem. Soc., 31, 385 (1909). Price and Humphreys, J. Soc. 
Chem. Ind., 29, 307 (1910). 

1 Hing. and Mining J., 89, 89 (1910). 

1 Frary, J. Am. Chem. Soc., 29, 1592 (1907). Heath, J. Ind. Eng. Chem., 3, 76 (1911). 
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tected by the evolution of gas about its surface. The completion of action is 
ascertained with greater certainty by addition of water to the electrolyte and 
observing whether the newly exposed surface of the cathode remains bright. 
When the electrolyte is hot or has a high acid content, detachment of the 
cathode should be preceded by removal of the electrolyte and simultaneously 
washing the cathode without interruption of the current. A syphon may be 
employed, water being added as the liquid drains from the beaker until the acid 
is removed. 


Fia. 40. 


The illustration Fig. 40 shows a convenient form of cabinet for electrolytic 
determinations. The cabinet can be obtained from the Denver Fire Clay Co., 
Denver, or from Braun Corporation, Los Angeles. The anode may be rotated 
or left stationary as desired. 

In the determination of copper in alloys, 0.5 g. alloy is dissolved in 10 ml. 
HNO; in a 250-ml. beaker, the solution diluted to 100 ml. is treated with 5 ml. 
H,SO, and electrolyzed at 13-2 amperes. Do not use greater current. 0.2 g. 


' Cu deposits readily in 1 hour with the rotating anode. Turn switch, after 


washing the deposit with water and alcohol, to “ Off” position, otherwise 
the current will be broken through remaining units. Each unit has its own 
switch. 

In determining copper in ores, iron is removed by precipitation with 
NH,0OH.(30% Fe carries down 0.3% Cu on 0.5 g. sample), lead is removed as 
sulfate and the filtrate electrolyzed for copper. 

Copper is removed from the electrode by means of HNOs. 
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RAPID METHODS 


RAPID DEPOSITION OF COPPER—SOLENOID METHOD 
OF HEATH ® 


The solenoid is made by winding 500 turns of No. 13 B and 8 gauge magnet 
wire upon a copper cylinder 2$ in. in diameter, 34 in. high, 3% in. thickness of 
metal. The cylinder is brazed water tight at the bottom to a 5% in. dise of 
zy in. soft steel. In this disc is a 1-in. hole for the insertion of a rubber plug, 
through which glass tubes may be inserted for inlet and outlet of air or water 
to cool the electrolytic beaker. A steel disc of the same size as the bottom 
and with an opening to fit is brazed to the top of the cylinder. The solenoid 
thus made is suitable for a 300-ml. lipless beaker 47 in. high and 24 in. diameter. 
The solenoid coil may be in series in the electrolytic line or excited separately. 


J Soft Steel 


Y 
a 
3 
x 
a 
a 
e) 


1 ” 
5 /=14 cm. 


#13|B&S Gauge 


Coil |500 turns 


Solenoid for Rotation 
of the Electrolyte 
Fig. 41. 


The negative electrode is of gauze 40 meshes per linear inch, with a de- 
positing surface of 100 sq. cm., and is slit to permit quick removal from the 
electrolyte. 

Procedure.—Five grams of the thoroughly cleaned copper sample are 
dissolved in the covered electrolytic beaker on a steam plate with 40 ml. of stock 
acid solution composed of 7 parts (1.42 sp.gr.) nitric acid, 10 parts sulfuric acid 
(1.84 sp.gr.) and 25 parts by volume of water. The temperature during the 
solution is kept just below the boiling point, 50 ml. of the stock solution is used 
for copper containing 0.03 to 0.1% of arsenic, 60 ml. for material containing 
0.11 to 0.5% arsenic. The electrolyte is diluted to 120 ml. A current of 4.5 
amperes is used for the electrolysis and the same amount employed to excite the 
solenoid. During the deposition a double pair of watch glasses cover tightly 
the beaker until the color of the electrolyte fades out, when they are rinsed and 


2 Heath, J. Ind. Eng. Chem., 3, 76 (1911). 


COPPER 363 


removed. Twenty minutes later and thereafter at 5 minute intervals, a test 
for completion of deposition is made by withdrawal of 1 ml. onto a porcelain 
tile and treating with a few drops of freshly prepared hydrogen sulfide water. 
This test will detect the presence of 0.000005 g. copper or more remaining in 
the solution. The determination is complete in two and a half hours. Ex- 
tremely accurate results are obtained when the electrolyte is kept very cold 
by circulation of water about it and when the cathode is withdrawn within 
5 minutes after completion of deposition. 

In the assay of casting copper, in case the deposit is evidently impure, the 
cathode may be stripped by treatment with 50 ml. of the stock solvent and then 
replated under the conditions described. 


Norrs.—The advantage of the solenoid over any mechanical device for the rotation 
of electrodes is due to the prevention of loss by spraying from the anode, as the beaker 
can be covered with a able pair of watch glasses. 

Results range from 0.003 to 0.01% higher than the author’s slow method of assay 
of refined copper, and are due to platinum from the anode, which is corroded by the 
influence of heat, nascent nitrous acid and high current. 


Deposition from Nitric Acid Solution.—The solution should not contain 
over 2-3 ml. of free concentrated nitric acid. If more than this is present, 
the solution is evaporated to expel most of the acid, the remainder neutralized 
with ammonia and the requisite amount of nitric acid added. The solution is 
diluted to 100 ml., warmed to 50° or 60° C. and electrolyzed with a current of 1 
ampere and 2—2.5 volts. Two hours are sufficient to deposit 0.3 gram copper. 
Since the hot acid acts vigorously on copper, itis necessary to wash out the acid 
from the beaker before breaking the current. (See method for copper in alloys, 
Vol. II, Chapter on Alloys.) 

Deposition from an Ammoniacal Solution.—Ammonium hydroxide is 
added to the solution containing copper until the precipitate, first formed, dis- 
solves. Twenty to twenty-five ml. of ammonium hydroxide (sp.gr. 0.96) are 
required for 0.5 gram copper or 30-35 ml. for 1 gram. Three to four grams 
of ammonium nitrate are added and the solution electrolyzed with a current 
of ND/100=2 amperes. The electrodes are washed, without breaking the 
current, until the ammonia and nitrate are removed. 

Lead, bismuth, mercury, cadmium, zine and nickel should be absent from 
the ammoniacal solution. Arsenic is not deposited. Unless a very pure 
platinum anode is used, platinum may contaminate the deposit appreciably. 
Jena or other brand of zinc borate resistance glass should not be used for the 
electrolytic beaker. 

Rapid Deposition of Copper by the Rotating Anode.—The rapidity and 
completeness of the copper deposition, and to some extent its purity, depend 


_ on a continuous circulation and mixing of the solution. This may be ac- 


complished by means of the rotating anode. The illustration shows a cabinet 
manufactured by the Braun Corporation that has proven to be compact and 
effective. Copper is deposited from a nitric acid solution with a current of 1.5 
to 2.0 amperes. 
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SLOW METHODS 


ELECTROLYTIC DETERMINATION OF COPPER IN 
BLISTER COPPER 


The sample should be no coarser than 20 mesh. Because fine particles are 
comparatively poor in copper, extreme care must be taken in drawing the 
portion for analysis to preserve the ratio of the coarse to fine. To avoid 
sampling error, the laboratory sample should - 
be sieved on 40 or 60.mesh, sieve; the 
“Coarse”’ and “ Fine” assayed separately 
and the composite assay calculated accord- 
ing to proportion of each. 

As an alternative a composite test may be 
run by weighing a proportionate amount of 
“Coarse” and ‘Fine.’ Some analysts 
draw a large portion by means of a riffle (Fig. 
42) or similar sampling device and from its 
solution in a volumetric flask pipette an 
aliquot part equivalent to one or more 
grams. 

By the small portion method insoluble 
matter must be removed by filtration. When 
the sample contains an insignificant quan- 
tity of insoluble matter, the practice is to 
deposit the silver with the copper and make 
— —— — J a correction for its presence in accordance 
Fig. 42:—Riffle Sampler. with the result of the silver assay of the 
sample. 

By the large portion method, insoluble matter and silver, as silver chloride, 
are removed from the electrolyte by sedimentation in the volumetric flask. 

Procedure. Small Portion Method.—The coarse and fine portions are 
quartered down to convenient amounts and from these a 5-gram composite 
weighed, which contains the coarse and fine portions in ratio of their per- 
centage weights. The sample is placed in a 350-ml. tall-form beaker, without 
lip and with flaring rim. Fifty ml. of chlorine-free, stock acid solution (15 
parts nitric and 5 parts sulfuric acids) are added, the beaker covered with a 
funnel (stem up), which just fits in the rim, and the mixture heated gently at 
first and finally to boiling. When the sample has dissolved, 5 ml. saturated 
solution of ammonium nitrate are added and the sample diluted to 200 ml. with 
water. 

When the solution has cooled to room temperature the electrodes are 
introduced, the beaker covered with split watch glasses and electrolysis started 
with a current of .05 ampere and continued until the appearance of the foil 
indicates that the silver has deposited. The current is then raised to NDioo 
=.75 ampere and this continued for twenty to twenty-two hours, or until the 
appearance of gas about the negative electrode indicates that deposition of the 
copper is practically complete. For the unexperienced a simple method is to 
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add a little water to the electrolyte without breaking the current and after 15 
minutes to observe whether any deposition of copper takes place on the freshly 
exposed surface. The watch glasses and electrode stems should be rinsed when 
the electrolysis has continued 15-16 hours. 

Procedure. Large Portion Method.'’—The sample is quartered by a 
riffle sampler (see Fig. 42) to an amount very close to 80 grams. This quantity 
is weighed and transferred by a paper chute into a 2000-ml. flask, which 
has been calibrated by the method of repeated delivery at constant temperature, 
of a 50 ml. overflow, dividing pipette (see Fig. 43). The liquid employed in 
calibrating is a copper solution of the same composition as that for which the 
flask is to be used. A cold mixture of 80 ml. sulfuric acid (sp.gr. 1.82) and 
200 ml. nitric acid (1.42) with 500 ml. of water is added. A standard solution 
of sodium chloride is added in sufficient quantity to precipitate the silver, care 
being taken to add less than 20% excess. A bulbed condenser tube is placed 
in the neck before putting the flask on a hot plate. 

The solution is gradually heated to boiling and when the solution is nearly 
complete, boiled gently for one hour. This generally completely dissolves the 
copper present. Residues of lead, tin, silver, or silica if present in appreciable 
amounts are separated at this point by filtration. 


Fig. 43.—Constant Temperature Bath and Dividing Pipette. 


When the solution in the flask has cooled for half an hour, water is added 
to a little above the 2000-ml. mark, giving the flask a rotary motion, during 
‘the addition, to mix the solution. The flask is placed in a large tank, Fig. 43, 


13 W. C. Ferguson, J. Ind. and Eng. Chem., 2, 187 (1910). 
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containing water and allowed to remain until it becomes of the same tempera- 
ture as the water and very close to that of the room. The solution is then made 
exactly to the mark and allowed to settle, after thorough mixing, by placing 
the flask again in the water tank. 

Electrolysis.—Portions equivalent to 2 grams of sample are measured out 
by means of a dividing pipette, with water-jacket through which the tank- 
water flows. The solution is run into glasses, hydrometer-jar in shape, with 
concave bottoms, height of glass 63 in., diameter 2§ in., Fig. 44. 
Each portion is treated with 5 ml. of a saturated solution of 
ammonium nitrate and diluted to 125ml. with water. (NH,NO; 
or (NH,)2SO, delays deposition of As and Sb until electrolyte 
is freed from Cu.) The electrolyte, at this stage, contains 
about 3.7 ml. of nitric acid. 

The copper is deposited by electrolysis, using a current of 
.33 ampere per 100 sq.cm., which is kept constant until deposi- 
tion is complete, about twenty hours. It is advisable to begin 
the electrolysis in the evening, 5 P.M. The following morn- 
ing, the inside of the jar, the rods of the electrodes, and the split 

Fie. 44.-Hy- watch-glasses which cover the jar are rinsed with a spray of 
drometer Jar Water into the glass and the run continued for two or three 
for Electroly- hours. Each electrode is quickly detached from the binding 
sis of Copper. posts, the cathode plunged into cold water, then successively 

into three jars of 95% alcohol, shaken free of adherent drops 
and dried by revolving rapidly over a Bunsen flame for a few seconds after 
ignition of the film of alcohol. 

The weighing of electrode plus the deposit is made with as little delay as 
possible. 

Determination of the Copper Remaining in the Electrolytes.—Since the 
exhausted electrolyte seldom contains over 0.01% copper, this residual copper 
can be closely estimated by observation of the depth of the sulfide precipitate. 
Should circumstances be such that the quantity is more than can be estimated 
by the appearance of the sulfide precipitate and a determination without 
rerun is necessary, the precipitate is filtered, incinerated, dissolved with a 
little hot HNO;, made ammoniacal and, after settling, filtered through asbestos. 
The color of the solution is compared with a standard solution treated with 
the same amount of reagents as the sample, care being taken that similar 
conditions prevail when making comparison. 


Notes and Precautions 


Character of the Deposits.—The ideal deposit is of a salmon-pink color, silky 
in texture and luster, smooth and tightly adherent. A slightly spongy and coarsely 
crystalline deposit, although good in color and perfectly adherent, will invariably 
give high results. A loosely adherent deposit caused by either too rapid a deposition 
at the commencement or too low a current density at some period of the electrolysis 
usually shows a red tint and may give a high result on account of oxidation or a low 
result because of detachment of particles. A darkly shaded deposit indicates the pres- 
ence of impurity in greater or less extent. If it is impossible to complete the electrolysis 
without this appearance the electrolyte should be purified. Impurities such as arsenic, 
antimony, bismuth, selenium and tellurium may occur in the blister copper. 

A dark colored but perfectly adherent deposit is dissolved very slowly from the elec- 
trode, in a covered electrolytic jar, by gently heating for several hours with about 60-70 
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ml. of a solution containing 2 ml. sulfuric and 5 ml. nitric acids. When the solution 
is complete the temperature is raised to expel dissolved gases. Five ml. saturated 
ammonium nitrate solution is added and the electrolyte diluted to 125 ml. When 
cooled to room temperature, electrolysis is carried out under the same conditions as 
that of the first deposit and on the same electrode, if arsenic or antimony is the interfering 
impurity; on a fresh electrode if selenium or tellurium has been the contaminating ele- 
ment. The undeposited copper is determined colorimetrically in the mixture of the first 
and final electrolytes and added to the weight of the copper deposited. 

If the sample contains a large percentage of arsenic or antimony, a portion represent- 
ing 2 grams is drawn from a pipette into a Kjeldahl flask, 10 ml. of sulfuric acid added, 
and the liquid evaporated to fumes to expel nitric acid. From this solution cuprous 
thiocyanate is precipitated according to the method described on page 357. The 
funnel containing the filter is placed in a 500-ml. flask with long neck, the filter is punc- 
tured and the precipitate washed into the flask with the least quantity of water possible, 
the adherent precipitate is dissolved from the filter with warm dilute nitric acid, added 
cautiously to avoid violent evolution of gases from the dissolving precipitate in the 
flask. The washed filter is incinerated and the solution of its ash by nitric acid added 
to the electrolyte after completion of electrolysis. When solution of the precipitate 
is complete, the liquid is boiled to small volume, neutralized, and 5 ml. ammonium nitrate 
solution and 3 ml. excess free nitric acid added. The liquid is transferred to an elec- 
trolytic jar and electrolysis carried out in the manner already described. 

The amounts of bismuth, arsenic, antimony, selenium or tellurium usually found 
in blister copper may be separated together with iron present by addition of ammonia 
to a pipetted portion. The filtered precipitate is purified of copper by solution with 
nitric acid and reprecipitation. The combined filtrates are neutralized, 33 ml. of free 
nitric acid added and the solution electrolyzed under the conditions already described. 
The nitric acid solution of the incinerated filter, carrying the iron, etc., is added to the 
electrolyte, after electrolysis is complete, for determination as undeposited copper. 
The undeposited copper is determined colorimetrically by one of the procedures outlined 
later. : 

The deposited copper is never absolutely pure. The total impurities seldom exceed 
0.03%. Ag from 0.000 to 0.18%; As from 0.000 to 0.003%; Sb from 0.000 to 0.004%; 
Se and Te from 0.001 to 0.027%; Bi from 0.000 to 0.0003%. Periodical complete 
analyses may be made and corrections applied to the analysis when exceedingly accurate 
percentages are required. 

Too low a current density or excessive oxidizing power of the electrolyte may pro- 
duce high results, due to the oxidation of the deposited copper. Too high a current 
density or a deficiency of oxidizing power in the electrolyte, by causing a deposition of 
impurities, will give high results. 

The electrodes used by the Nichols Copper Co. are straight platinum wires for the 
positive ends and cylinders 13 in. long, 1 in. in diameter of 0.004 in. iridoplatinum foil, 
113 sq. in. depositing surface, for the cathodes. 

A uniform current is essential. 

The nitric acid used should be free of iodic acid. 

The oe of oxides of nitrogen gases, or a chloride in an acid solution, will cause 
a coarsely crystalline or brittle deposit, under conditions which in their absence would 
produce a good plating. The deposit moreover may contain platinum from the anode 
if the electrolyte contains a chloride salt. 

Silver may be deposited with the copper and correction made for its presence from 
the result of a separate assay. Copper deposits in poor form, unless the silver be first 
plated out at a very low current density, about 0.03 Amp. NDio0. 

Solid matter, unless removed, will contaminate the deposit mechanically. 

Arsenic, antimony, selenium or tellurium has an influence on the physical character 
g the eo which may affect the copper result beyond the sum of such impurities 

eposited. 

* Whether impurities are deposited or not, appreciably high results are obtained by 
continuing electrolysis for some time after the electrolyte has become impoverished of 
copper. 

Overheating of the copper deposit, in the process of ignition of the alcohol clinging 
to the cathode, will cause oxidation of the copper. As much as possible of the alcohol 
must be shaken off before passing the electrode rapidly through the flame. It is advis- 
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able to weigh the copper shortly after deposition, as prolonged contact with air is unde- 
sirable, if extreme accuracy is desired. 

The copper deposits may be removed by plunging the electrode, for a few moments, 
in hot nitric acid. After washing with water, the electrode is ignited to a cherry-red in a 
direct colorless flame. The ignition removes any grease, which would be objectionable, 
that may contaminate the platinum. Alcohol frequently contains oily matter which 
will cling to the electrode in spite of the rapid ignition for drying the deposit. 


Other Methods.—The application of organic reagents is discussed in the 
chapter on Reagents, Section IV. 


VOLUMETRIC METHODS FOR THE DETERMINATION OF COPPER 
POTASSIUM IODIDE METHOD 


The procedure depends upon the fact that cupric salts when treated with 
potassium iodide liberate iodine, the cuprous iodide formed being insoluble in 
dilute acetic acid, soluble in excess of potassium iodide. 

Reactions.—2CuS0.:+4KI= Cuel,+2K80.i4+]1, 

or 2Cu(C2H302)2+4KI= Cusle+4KC.H30e+I>. 


The liberated iodine is titrated with standard thiosulfate. 
2Na.S82034+1.= Na.S10,+2Nal. 


The method is of good accuracy.!* Only a few elements interfere, such 
as selenium, trivalent arsenic, antimony, iron and hexavalent molybdenum. 
Lead, mercury and silver increase the consumption of potassium iodide, but 
otherwise interfere only because of the color of their iodides. No free iodine is 
consumed by these. 

The solution should not contain an excessive amount of ammonium acetate. 
If bromine is used to assist in oxidation free bromine should be completely 
expelled before neutralization with ammonia. The method outlined is a 
modification of the procedure recommended by A. H. Low, and if it is carefully 
conducted,* the end-point is sharp, without recurring color, as results from 
careless manipulation. 

Standard Thiosulfate—0.1 N Solution (Na.S.0;-5H.O, 24.82 grams per 
liter). 

Standardization with Metallic Copper—Dissolve 0.1 gram of pure copper 
(electrolytic) in 5 ml. of nitric acid and, boil gently to expel brown fumes. 
Dilute to about 20 ml. and add ammonia drop by drop until the precipitate 
that forms just dissolves and the solution is a deep blue color and again boil 

18 Good to +0.2% of the sample for materials high in copper (i.e. containing 80- 
95% Cu) 


iin te Certain details developed by W. W. Scott, assisted by S. M. Alldredge, have made 
it possible to obtain a sharp, stable end-point. 
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until the odor of ammonia is faint. Neutralize with glacial acetic acid added 
drop by drop until the precipitate that forms with the acid dissolves and add 
five to six drops in excess. Again bring to boiling. Thoroughly cool and add 
solid potassium iodide in just sufficient amount to redissolve the copper iodide 
precipitate that forms. Titrate with the standard thiosulfate, adding the 
reagent until the brownish-red color fades to a light yellow color. Add starch 
indicator and complete the titration, adding the thiosulfate very cautiously, 
stirring vigorously, until a drop produces a colorless solution. 

Divide the weight of copper taken by the ml. of reagent required to obtain 
the value of the reagent in terms of copper. 

One ml. of 0.1 N solution is equivalent to 0.006357 g. Cu. 

Standardization with Permanganate-——The reagent may be standardized 
against N/10 potassium permanganate or a permanganate solution whose iron 
equivalent is known. To about 40 ml. of the N/10 permanganate solution 
add 6 ml. of the potassium iodide (50%) reagent and titrate the liberated iodine 
in presence of acetic acid exactly as is described above. One ml. of N/10 per- 
manganate should equal 1 ml. of the N/10 thiosulfate. Establish its normality 
by converting the permanganate to exact ml. in normality equivalent and 
dividing the ml. by the ml. of thiosulfate required. If preferred, multiply 


the iron equivalent by at = 1.139 to get the copper equivalent. 


PROCEDURE FOR COPPER IN ORES 


Solution of the Sample.— Weigh 0.5 gram of the powdered ore (if a N/10 
thiosulfate reagent is to be used, the factor weight 0.636 gram of ore is con- 
venient so that 1 ml. of the reagent is equivalent to 1% Cu). Dissolve in 
10 ml. hydrochloric acid and 5 ml. nitric, heating gently to effect solution, 
adding more of the acids if necessary. Add 10 ml. of sulfuric acid and evapo- 
rate tofumes. Heat until any free sulfur that precipitates disappears. Allow 
to cool. Dilute with 30-40 ml. of water, heat to boiling and keep hot until 
ferric sulfate has dissolved (copper will all be in solution). Filter into a small 
beaker and wash the residue at least six times with hot water, using small 
portions at a time. The volume of the filtrate need not exceed 75-100 ml. 
This contains all of the copper. 

Isolation of Copper.—Two optional procedures for separating copper from 
interfering elements are given. Procedure A, by which copper is precipitated 
by an element more positive in the electromotive series; procedure B, by which 
copper is separated as sulfide. 

Procedure A. Precipitation of Metallic Copper.—Place in the beaker 
containing the copper solution a piece of heavy sheet aluminum (1.5 inches 
“square) or a strip of aluminum bent in form of a triangle, or add 1-2 grams 
of pure granulated aluminum.- If a sheet is used, bend the corners at right 
angles so it will not lie flat in the beaker. (Thesheet may be used repeatedly as 
it is not attacked to any great extent by the nitric acid subsequently used.) 
Heat the solution to boiling (beaker covered) and keep at this temperature 
for about 10 minutes. All of the copper will precipitate, an equivalent amount 
of aluminum dissolving. If the action is sluggish, add 2 or 3 drops of hydro- 
ehloric acid. Wash down the cover and sides of the beaker with hydrogen 
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sulfide water. (This precipitates any trace of copper in the solution and 
prevents oxidation of the copper.) 

Decant the solution through a filter and rinse the metallic copper into the 
filter with a jet of the hydrogen sulfide water, leaving the aluminum as clean as 
possible in the beaker. Savethis. Wash the precipitate 6 times with hydrogen 
sulfide wash water, allowing to drain, but following up immediately with more 
solution, until the washing is complete. (Copper will oxidize if allowed to stand 
exposed to the air. Hence the washing should be completed as soon as possible.) 

Solution of the Copper.—Punch a hole in the filter and wash the copper 
into a beaker with a jet of water, using as little as possible. (If much copper 
is present, open the filter on a watch glass and wash the precipitate into a 
beaker. Again fold the filter and place in the funnel over the beaker.) Pour 
5 ml. of conc. nitric acid over the aluminum, which still contains a little of 
the copper. When all of this has dissolved, pour the nitric acid solution over 
the filter, catching the acid in the beaker containing the bulk of the copper. 
(Removing the beaker, place the one containing the foil under the filter.) 
Cover the beaker containing the copper and boil until the metal is in solution 
and again place under the filter funnel. Wad the filter paper loosely in the 
funnel. Pour over this filter 5-10 ml. of bromine water, catching the solution 
in the beaker containing the copper; this should impart a yellow color to the 
copper solution. Wash the filter 6 times with water, pouring the water first 
into the beaker with the aluminum and from this over the wadded filter. 

Concentration.—Boil the combined solution down to about 25 ml. The 
bromine will be expelled. Add a small excess of ammonia; the free acid is 
neutralized and the solution smells of ammonia. Again boil to expel the 
excess of ammonia. The solution should still smell faintly of NH;. Add 
glacial acetic acid until slightly acid (litmus test); 5 ml. should be sufficient. 
Cool thoroughly. 


In place of isolating copper as the metal it may be precipitated as sulfide according 
to the procedure given in Procedure B. 
Cadmium, antimony and tin will accompany copper if present in the solution. 


Procedure B. Thiosulfate Precipitation of Copper Sulfide.—Dilute the 
solution to about 250-300 ml. and add 10 ml. of 50% solution of sodium 
thiosulfate (1 : 2) and heat gently, the solution darkening and copper sulfide 
precipitating as the solution begins to boil. Twenty minutes is ample for 
complete precipitation of the sulfide. Filter off the CuS and wash with water 
to remove iron, etc. Fold the filter over the precipitate, transfer to a 25-ml. 
porcelain crucible and heat till the paper chars and then ignite gently until the 
paper is consumed. Dissolve the residue in 5 ml. of cone. nitric acid, heating 
gently, until the brown fumes are expelled. Transfer to a small beaker 
by means of a jet of water (10-20 ml.) and again heat to expel oxides of nitrogen. 
Cool and add ammonia drop-wise until the precipitate that first forms re- 
dissolves. Heat to expel the excess of ammonia, the solution having but a 
faint odor of the reagent. Cool and add drop-wise glacial acetic acid until the 
precipitate that first forms re-dissolves and the solution is clear. Add 3-5 
drops in excess. Heat gently 4-5 minutes and cool thoroughly. 

Titration.—Procedure following A or B above. 

Add solid crystals of potassium iodide in just sufficient amount to redissolve 
the cuprous iodide that first forms and titrate immediately with standard 
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thiosulfate until the reddish-brown color fades to a yellow. Add starch 
indicator and cautiously complete the titration drop-wise until a drop produces 
a colorless solution, stirring the solution during the titration. 

Multiply the ml. of thiosulfate required by its factor in terms of copper to 
obtain the weight of copper in the sample. 


Norrs.—The amount of copper in the sample should be preferably within the limits 
of 50 to 150 mg. (which permits a titration of convenient volume without undue dilution). 

Since a yellow color may be due to other causes than to free iodine, it is advisable to 
make a preliminary titration by adding the starch indicator before starting titration with 
thiosulfate. In a check run the starch is added upon neutralizing the greater part of the 
free iodine. This precaution prevents overrunning the end-point, which one is apt to do 
when depending upon a color change of iodine brown to yellowish-brown due to a trace 
of free iodine. 

In Procedure B, “‘ Boiling the nitric acid solution of the copper oxide with water and 
the final boiling with acetic acid effects the expulsion of any oxidizing agents. It is 
thought that salts depress the ionization of the excess acid which is so great with acetic 
acid when the volume is small that the liberation of iodine is not free and rapid. Hence 
a premature end-point may occur. By evaporating the nitric acid solution to low bulk 
and by boiling off the excess ammonia, the salts that may interfere are reduced to a 
minimum. The volume of the solution before titration should be less than 50 ml. If 


. the ore be high in arsenic or antimony the copper may be separated as the thiocyanate 


and then ignited.” 


SHORT IODIDE METHOD FOR COPPER 


The method takes advantage of the repression of ionization of iron by 
addition of potassium fluoride to a neutral or acetic acid solution containing 
the ferric salt. Ag, As, Bi, Cd, Co, Fe, Hg, Mn, Mo, Ni, Pb, Sn, U, Zn do not 
interfere. Cr forms an insoluble sulfate, which holds Cu; hence avoid using 
H.SO,. V interferes. 


PROCEDURE 


Decomposition.—0.5 to 1.0 gram of the material is decomposed by 10-15 
m}. hydrochloric acid and 5 ml. nitric acid and warming. When the action 
has ceased, 5 ml. of sulfuric acid are added and the solution taken to strong 
fumes. (In presence of chromium the sulfuric acid is omitted, the solution 
being taken to near dryness, 10 ml. more HCl are added and the evaporation 
repeated to expel HNO;.) Thirty ml. water are now added to the cooled solu- 
tion and the solution boiled to dissolve any salt that has crystallized out. Five 
ml. bromine water are added to oxidize any arsenic or antimony that may be 
present and the excess expelled by boiling. 

Ammonium hydroxide is now added until the solution shows an alkaline 
reaction, the odor of ammonia being evident in the solution. The mixture is 


-now acidified with glacial acetic acid (5-10 ml. should make the solution 


decidedly acid). Two grams (approximately 2 ml.) of solid potassium fluoride 
are now added to precipitate iron; additional fluoride may be necessary if the 
supernatant solution is colored by iron. The solution is boiled for a minute 
or so and then cooled under the tap. 

To the cold solution 5 ml. of a 50% solution (or its equivalent of 2 g. of KI) 
of potassium iodide are added, together with 5 ml. of starch solution. 


1). H. Smith, Chemist-Analyst, 18, 6 (1929). 
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The liberated iodine is now titrated with 0.1 N thiosulfate, to the point 
where one drop destroys the blue color. It is advisable to add 1-2 ml. more 
of potassium iodide, and if a blue color results, to add more of the thiosulfate 
until the color is destroyed. 


1 ml. 0.1 N Na.$.0;=0.00636 g. Cu. 


Notr.—The additional iodide is occasionally necessary owing to its consumption by 
Co, Ni, U, Mo, Pb, Bi, Zn, As®, Sb®, etc.; however As’, and Sb? interfere. 


PARK MODIFICATION OF THE SHORT IODIDE METHOD ** 


Procedure.—Treat a suitable sample of the ore, slag, etc. with nitric acid 
until all copper is in solution. Boil down to about 5 ml., add 30 ml. of water, 
and boil to assure complete solution of soluble matter and also to expel oxides 
of nitrogen. Filter and wash the residue well with hot dilute nitric acid. If 
the residue is small in amount or light colored, filtration may be omitted. 
Concentrate the solution by boiling to about 30 ml., cool, add ammonium hy- 
droxide until the iron is all precipitated and the solution smells faintly of 
ammonia, Avoid adding an excess. Add 2 g. of ammonium bifluoride, shake, 
add 1 g. of potassium biphthalate,!” shake, add 3 g. of potassium iodide and 
shake the vessel. Titrate at once with thiosulfate, approaching the endpoint 
slowly. When near the end-point add sufficient starch solution. After the 
blue color has been discharged it should not return within 30 minutes. 

Note on the Endpoint of the Iodide Method for Copper.1*—The addition 
of a little soluble thiocyanate just before the endpoint is reached in the final 
titration with Na.S.O; gives a slight further liberation of iodine and a sharper 
endpoint is obtained. If the thiocyanate is not added the reduction of cupric 
ion by iodide is not quite complete. 


METHODS OF COPPER ANALYSIS, C. & A. COPPER CO., 
AJO, ARIZONA 


Copper by Iodate Method.—Weigh 1.25 to 5 grams of ore into a 250-ml. 
Erlenmeyer flask. Add 15 ml. Acid Mixture (p. 373), 3 or 4 drops of HF and 
evaporate to dryness (or until residue is white). Cool, add 75 ml. of water to 
dissolve salts. Make just neutral with NH,OH (first permanent formation of 
ferric hydroxide). Add exactly 5 ml. HCl and 10 ml. NasSOz solution. If a 
brown precipitate of ferric hydroxide appears add a few drops of HCl to neu- 
tralize the excess of ammonia and to have a slight excess of HCl. (High iron 
ores require more Na»,SO3 until all iron is reduced and 2 or 3 more ml. of HCl.) 
Add 10 ml. KCNS solution and heat until solution begins to boil. A red 
coloration indicates unreduced iron or an excess of HCl. In this case add more 
Na.SO; solution. The precipitate in the flask should be white. Filter through 
double filter papers, B & A grade A, on top of grade B (Whatmann No. 1), 


16 B. Park, Ind. Eng. Chem. Anal. Ed. 3, 77 (1931). 

7 According to Crowell et al., Ind. Eng. Chem. Anal. Ed. 8, 9 (1986), the addition 
of the potassium biphthalate is not necessary 
io ape and Vance, J. Am. Chem. Soc., 37, 845 (1935); Ind. Eng. Chem.; Anal. Ed. 8. 
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both 125 em. A yellow coloration on the paper shows a deficiency of HCl. 


Add a few drops to the flask. Wash the flask twice and filter three times to 
insure the removal of excess KCNS. During the removal of the paper from the 
funnel, give the funnel a circular motion to get any copper-sulfo-cyanate that 
may have collected above the paper. Remove and wash stopper. Add 60 ml. 
of soluble starch solution and titrate rapidly with standard solution of potassium 
iodate, shaking flask with rotary motion. When deep blue color of the starch 


| begins to turn brown, stop titration, stopper flask and shake, continue titrating 


until the disappearance of the brown to light green. The end-point is very 
sharp. If the ore is low in copper or gives a dirty precipitate, 3 ml. of carbon 
tetrachloride should be used as an indicator. Titrate to the disappearance of 
the pink color of the tetrachloride. 

Standard Potassium lIodate Solution.—Dissolve 265.14 grams C.P. 
Potassium Jodate in 18 liters of water. Standardize, using standard copper ore 
as under Iodate Method. One ml.=.0025 gram Cu. 

Standard Potassium Thiocyanate Solution.—This solution is used for the 
back titration in the Iodate Method. Dissolve 4.414 grams C.P. KCNS in 1 


liter of water. One ml. KCNS=.1 ml. .0025 KIOs. 


Acid Mixture.—To 250 ml. of HNO; saturated with KClO; add 500 ml. 
HNO;, then 250 ml. of concentrated H.SO.. Cover with wet cloth, insert 
stopper, give a shake or two, then remove the stopper at once and let the gas 
escape. Continue until well mixed. 

Sodium Sulfite Solution.—Dissolve 200 grams of technical sodium sulfite in 1 
liter of water. 

Potassium Thiocyanate Solution.—Dissolve 50 grams of KCNS C.P. in 1 
liter of water. 

Oxide Copper by Iodate Methods.—Weigh 2.5 g. to 10 g. of ore into a 
250-ml. casserole, add 20 ml. water and remove metallic iron with an electro- 
magnet. Wash ore into 250-ml. beaker and dilute to 50 ml. with hot water. 
Add 10 ml. of NasSOz3 solution and 10 ml. (1: 1) H2SO4. Boil two minutes. 
Filter through 15 cm. B & A grade paper into 250-ml. Erlenmeyer flask and 
wash the insoluble three times with hot water. Complete as under the above 
Iodate Method. 


POTASSIUM CYANIDE METHOD 


This procedure is largely employed on account of its simplicity, although 
it does not possess the degree of accuracy of the Iodide Method. The procedure 
depends upon the decoloration of an ammoniacal copper solution by potassium 
cyanide. 

The operations of the standardization of potassium cyanide and of making 
the assay should be as near alike as possible. If iron is present in the assay 
it should be added to the standard copper solution titrated, in order to become 
accustomed to the end-point in its presence. 

Silver, nickel, cobalt, cadmium, and zinc interfere and should be removed 
if present in appreciable quantities. Precipitation of metallic copper by alumi- 
num powder, as directed under Separations, is recommended as a procedure 


_ for iron ores and briquettes. In presence of smaller amounts of iron, the titra- 


tion may be made in presence of iron suspended in the solution. It is not 
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_ advisable to filter off this precipitate, as it invariably occludes copper. With 
practice, the shade of color the iron precipitate assumes at the end of the reac- 
tion serves as an indicator, so that the operator is assisted rather than hindered 
by its presence.! 


2Cu(NHs3) Ox _ H.O +7KCN 
ae K3NHiCu2(CN).+ NHsCNO +2K.$0.+6NH3;+H.,0. 


Standard Potassium Cyanide Solution.—Thirty-five grams of the salt are 
dissolved in water, then diluted to 1000 ml. 

Standardization.—0.5 gram of pure copper is dissolved in a flask by warming 
with 10 ml. of dilute nitric acid (sp.gr. 1.2), the nitrous fumes expelled by 
boiling, the solution neutralized, diluted and titrated as directed under Pro- 
cedure. If iron is present in the samples titrated, it is advisable to add iron to 
the standard copper solution as directed above. 


0.5 


Tal. KON <olatiod= wt. Cu per ml. of standard KCN. 


Procedure.—The solution containing the copper is neutralized with sodium 
carbonate or hydroxide, the reagent being added until a slight precipitate forms. 
One ml. of ammonium hydroxide is now added and the solution titrated with 
standard potassium cyanide solution. The blue color changes to a pale pink; 
finally a colorless solution is obtained. In presence of iron, when the copper 
is in excess of the cyanide, the iron precipitate possesses a purplish-brown color, 
but, as this excess lessens, the color becomes lighter until it is finally an orange 
brown, the solution appearing nearly colorless. The reagent should be added 
from a burette drop by drop as the end-point is approached. 


Ml. KCN Xfactor per ml.= weight Cu in assay. 


VOLUMETRIC METHODS BASED UPON THE PRECIPITATION 
OF COPPER AS CUPROUS THIOCYANATE 


IODATE METHOD ” 


A thiocyanate salt is oxidized by a series of reactions which when completed 
has this form: 4CuCNS+7KI0;+14HCl=4CuS0.+7KCIl+71IC1+4HCN 
+5H.O. Cyanates other than copper, lead and antimony must be absent 
from the precipitate of cuprous thiocyanate. This precipitate together with 

19 Sutton, “Volumetric Analysis.’””? Davies, Chem. News, 58, 131 (1888). J.J. and 
C. Beringer, Chem. News, 49, 3 (1884). Steinbeck, Z. anal. Chem., 8, 1 (1869). 


20 Jamieson, Levy and Wells, J. Am. Chem. Soc., 30, 760 (1908). Price and Meade, 
“Technical Analysis of Brass,’”’ Sec. Ed., p. 84. 
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the filter paper is placed in a 250-ml. glass-stoppered bottle and 5 ml. chloro- 
form, 20 ml. water and 30 ml. concentrated hydrochloric acid added. 

A certain amount of standard potassium iodate solution (11.784 grams 
KIO; per liter, 1 ml.=2 milligrams copper) is added from a burette. When the 
bottle is thoroughly shaken, a violet color appears in the stratum of chloroform 
which may increase in depth of tint and then fade with each addition of iodate 
solution. Disappearance of color determines the end-point. The KIO; solu- 
tion is very stable. The same layer of chloroform can be used for successive 
determinations by decanting only the liquor carrying the paper pulp. The 
immediate coloring of the chloroform on addition of a precipitate to the bottle 
is due to the reaction with residual IC] and has no harmful effect on the deter- 
mination. 


PERMANGANATE METHOD # 


Although this method is based upon these reactions: CuCNS+Na0H 
=CuOH+NaCNS and 5HCNS+6KMn0,+4H2SO4= 3K2801+6MnSO, 
+5HCN+4H.0, solution of the copper salt by the method of manipulation 
and possibly incompletion of oxidation makes necessary the use of an empirical 
factor. Theoretically the iron value multiplied by 0.1897 gives the copper 
value of permanganate. By this method the Fe to Cu factor may be from 
0.192 to 0.2. The thiocyanate precipitate is decomposed on the filter with 
boiling 8% NaOH. The filter is washed with hot water. After making the 
filtrate acid with dilute H.SO,, titration of the solution to permanent tint is 
made with standard KMnO,j solution having a strength of 1 ml. equivalent to 
about 1 mg. copper. 


DEMOREST’S METHOD 


Precipitation of cuprous thiocyanate is from a nearly boiling 75-100 ml. 
solution containing ammonium sulfate, about 3 grams ammonium tartrate 
and 1 ml. free sulfuric acid. Five per cent solution of sodium sulfite is first 
added, then slowly, with stirring, 5% solution of potassium thiocyanate. The 
coagulated precipitate is collected from the hot liquid in an asbestos-lined Gooch 
crucible and washed thoroughly. The precipitate is decomposed in the 
crucible by pouring on it hot 10% NaOH. The residue of CuOH in the 
crucible is washed well with hot water. 

The alkaline filtrate is warmed to 50° C. and a few ml. of standard perman- 
ganate solution introduced. At 10 or 5 ml. intervals during the titration, a 
drop of the green solution is placed on a paraffined white plate together with a 
drop of conc. hydrochloric acid. When the red color of this test drop becomes 
faint on addition of a drop of a 10% solution of FeCl, 30 ml. of 50% H2SOx, are 
added and the flask shaken until all the MnO: is dissolved. The characteristic 
end-point will appear on addition of very little more permanganate. This 
method has the merit of not requiring an empirical factor, the copper value 
of the permanganate being 0.1897 times that of the iron. 


1 Low, “Technical Methods of Analysis.’”’ Chapter on Copper has table of em- 
pirical factors, compiled by G. A. Guess. 
2 J. Ind. Eng. Chem., 5, 215 (1913). 
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VOLHARD’S METHOD 


The copper is precipitated with a standard solution of alkali thiocyanate. 
After filtering and washing the precipitate free of reagent, the excess is titrated 
with standard silver nitrate solution. 


GARRIGUE’S METHOD 


The precipitate of cuprous thiocyanate is collected in a Gooch crucible, 
decomposed in a casserole with an excess of hot, standard NaOH. The cuprous 
hydrate formed is filtered, washed and the excess alkali titrated with standard 
HCl. The reactions are: CuCNS+NaOH=CuOH+NaCNS and NaOH 
+HCl=NaCl+H,0. 


COLORIMETRIC DETERMINATION OF SMALL AMOUNTS OF COPPER 


DIETHYL DITHIO CARBAMATE METHOD * 


A 0.1% solution of (CoH;),NCSSNa (prepared by interaction of CS» and 
diethylamine in the presence of alkali) in water is used as the reagent. With 
0.1 part of copper per million of solution the reagent gives a distinct golden 
brown color, and with 1 p.p.m. of Cu the solution becomes cloudy and a very 
deep golden brown color develops. Co, and ferrous and ferric iron give brown 
precipitates; lead and zine give white precipitates. An extraction method is 
therefore used: 

Procedure.— Dissolve 2 g. of citric acid in the solution, add ammonia until 
the pH is 9 or larger and dilute to 70 ml. Add 10 ml. of the reagent and extract 
immediately with four successive portions (2.5 ml. each) of CCly. If the final 
extract contains more than a trace of color continue the extractions. Com- 
pare the color in a colorimeter with that of standard solutions prepared in 
similar manner. The method may be applied to solutions containing Al or Zn 
up to 0.5 g., Crt! up to 2 g. and to Mn up to 2 g. if no more than a trace of Fe 
is present. The color is stable for at least an hour, and the reagent is stable 
for several weeks if preserved in an amber colored bottle. 


POTASSIUM ETHYL XANTHATE METHOD 


The method is based upon the fact that potassium ethyl xanthate produces 
a yellow-colored compound with copper. The reagent added to a solution 


23 Callan and Henderson, Analyst, 54, 650 (1929). Haddock and Evers, Analyst, 57, 
495 (1982). 
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containing traces of copper will produce a yellow color varying in intensity in 
direct proportion to the amount of copper present. Larger amounts of copper 
with the reagent produce a bright yellow precipitate of copper xanthate. Small 
quantities of iron, lead, nickel, cobalt, zinc, or manganese do not interfere. The 
procedure is especially valuable for determination of the purity of salts erys- 
tallized in copper pans. 

Special Solutions. Stock Solution of Copper Sulfate.—3.928 grams 
CuS0O,.:5H.0 are dissolved in water and made up to a volume of 1000 ml. One 
ml. is equivalent to 0.001 gram Cu. 

Standard Copper Sulfate.—Ten ml. of the stock solution are diluted to 1000 
ml. with distilled water. One ml.=0.00001 gram Cu. 

Potassium Ethyl Xanthate Solution.—One gram of the salt is dissolved in 
1000 ml. of water. The solution is kept in an amber-colored glass-stoppered 
bottle. 

Procedure.—Five grams of the substance are dissolved in 90 ml. of water 
(see note) and the solution poured into 100-ml. Nessler tube; 10 ml. of the potas- 
sium xanthate reagent are added and the solution mixed by means of a glass 
plunger. To a similar tube containing 50 or 60 ml. of water are added 10 ml. 
of the xanthate reagent and then gradually drop by drop the standard copper 
solution from a 10-ml. burette (graduated in 745 ml.) until the colors in both 
tubes match. 

If a=grams of the substance taken for analysis, b= number of ml. standard 
copper solution required to match the sample; then b X0.00001 X 100+ a= %Cu. 


Norrs.—The amount of the substance to be taken varies according to its copper 
content. The greater the copper contamination of the salt, the less sample required. 
The solution should be neutral or only very slightly acid. 


In place of the Nessler tubes the special colorimetric apparatus described under 
Titanium and under Lead may be used. A very weak copper standard will be required 
for the comparison tube. 

If the substance is insoluble in water the copper is rendered soluble by treatment 
with nitric acid. Hydrochloric acid is added and the nitric expelled by evaporation. 
The substance is taken up with water and the insoluble residue filtered off. 

Starch and organic matter are destroyed by addition of 10 ml. 10% sodium hydroxide 
+10 ml. of saturated sodium nitrate solution, then evaporating to dryness and igniting. 
Hydrochloric acid is now added to expel the nitric acid as directed above. 


In dealing with a flotation concentrate containing oil, the sample should be taken 
2 fumes with nitric acid, otherwise the color is apt to be green instead of blue.—C. Y. 
Pfoutz. 


FERROCYANIDE METHOD FOR DETERMINATION OF SMALL 
AMOUNTS OF COPPER 


‘By this colorimetric method it is possible to detect one part of copper in 
2,500,000 parts of water. The procedure depends upon the purplish to 
chocolate-brown color produced by potassium ferrocyanide and copper in dilute 
solutions. The procedure is applicable to the determination of copper in water 
and may be used in presence of a number of elements that occur in slags. Iron 
_ also produces a colored compound with ferrocyanide (1 part Fe detected in 13 
million parts H.O), so this element must be removed from the solution before 
testing for copper. 
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Solutions. Standard Copper Solution.—0.393 gram CuSO,:5H.0 per liter. 
One ml.=0.0001 gram Cu. 

Ammonium Nitrate.—100 grams of the salt per liter. 

Potassium Ferrocyanide.—Four grams of the salt per 100 ml. of solution. 

Procedure.—A volume of 5 to 20 drops of potassium ferrocyanide, accord- 
ing to the amount of copper present in the solution, is placed in a tall, clear, 
glass cylinder or Nessler tube of 150 ml. capacity, 5 ml. of ammonium nitrate 
solution added and then the whole or an aliquot portion of the neutral solution 
of the assay. The mixture is diluted to 150 ml. The same amount of ferro- 
cyanide and ammonium nitrate solutions are poured into the comparison cylin- 
der, placed side by side with the one containing the sample, on a white tile or 
sheet of white paper. The standard copper solution is now run from a burette 
into the comparison cylinder, stirring during the addition, until the color 
matches that of the assay. The number of ml. required multiplied by 0.0001 
gives the weight of copper in the sample contained in the adjacent cylinder. 


Amount of Cu 100 


Wt. of sample compared 7p Caine sais 

Norrs.—The solution must be neutral, as the copper compound is soluble in ammo- 
nium hydroxide and is decomposed by the fixed alkalies. If the solution contains free 
alkalies, it is made slightly acid and then the acid neutralized with ammonia, added 
in slight excess. This is boiled to expel the excess of ammonia, and then tested accord- 
ing to the directions under ‘“‘Procedure.” Solutions containing free acids are neutralized 
with ammonia. 

Iron may be removed by precipitation with ammonia. As this hydroxide occludes 
copper, the precipitate should be dissolved and reprecipitated to recover the occluded 
copper. 

Determination of copper in water is accomplished by evaporating a quantity of water 
to dryness, taking up the residue with a little water containing 1 ml. nitric acid, the 
residue having been ignited to destroy organic matter, precipitating iron with ammonia, 
as directed above, and determining copper in the filtrate. 

The colorimeter used in determination of traces of lead and for the colorimetric 
determination of titanium may be employed in place of the Nessler tubes. 


AMMONIA METHOD FOR DETERMINING SMALL AMOUNTS 
; OF COPPER 


In the absence of organic matter, nickel, and elements giving a precipitate 
with ammonia, copper to an upper limit of 10 milligrams can be determined by 
compavison of the depth of the blue tint of its ammonium solution with a tem- 
porary or permanent standard copper solution of equal volume. Because 
copper in ammoniacal solution combines with the cellulose of filter paper, 
clarification of such a solution should be through asbestos. Permanent 
standard solution of copper sulfate, free of nitrate, if kept cool and away 
from the direct sunlight, lasts for a long time. 


*4 Heath, J. Am. Chem. Soc., 19, 21 (1897). 
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COLOR METHOD FOR COPPER® 


The following methods, taken from the work of Keffer and McNeil, are 
standard procedures used by the Anaconda Copper Mining Company. 

a. Mill Tailing.— Weigh 5 g. into a 150-ml. beaker, add 1 to 2 g. of potassium 
chlorate, and 25 ml. of concentrated nitric acid. Place on the steam plate for 
at least 1 hour, or until the volume of the acid has been reduced to about 10 ml. 
Wash down the side of the beaker with 15 ml. of water, remove from the steam 
plate, and dilute to 100 ml. with cold water. When cold, precipitate the iron 
and aluminium hydroxides by the addition of an excess of ammonia (1 : 1). 
Filter through an 18.5-cm..C. 8. & S. paper, No. 595 or 597, receiving the 
filtrate in a square bottle of 450-ml. capacity. This bottle must be of clear, 
colorless glass. Rinse the beaker once, pour onto the filter, and wash the 
precipitate once more with hot water, allowing the precipitate to drain thor- 
oughly each time. Dilute to 250 ml. volume and compare with the tailings 
standards. Read to the nearest 0.05, and divide the result by 5. 


-—— b. Slime Tailing.—Weigh 2 g. into a 300-ml. casserole, add 1 to 2 g. of 


potassium chlorate and 10 ml. of bromine water, and gently shake until the 
pulp is thoroughly moistened. Evaporate to dryness, cover with a watch glass, 
and bake on the hot plate for 30 minutes. Place on an asbestos-covered 
board, allow to cool, remove the cover glass, and wash down the sides of the 
casserole with 5 to 8 ml. of water. Then add 15 ml. of sulfuric acid (1 : 1), 
place on the hot plate, and evaporate until heavy fumes of sulfur trioxide are 
evolved. Cool, add 20 ml. of nitric acid (1 : 1), and boil for 5 minutes. Again 
cool, and dilute with water to about 75 ml. volume. Precipitate with ammonia 
(1 : 1) and proceed as for mill tailing, dividing the final result by 2 instead of 5. 

c. Reverberatory Slag.—Treat 2 g. in a 250-ml. beaker with 10 ml. of hot 
hydrochloric acid, pouring in the acid in such a manner as to prevent the slag 
from caking on the bottom of the beaker. Break up any lumps that may 
form. Digest on the steam plate for 20 minutes, and then add 5 ml. of nitric 
acid. Stir each assay with a glass rod to break up any gelatinous or undecom- 
posed material, and allow to digest 20 minutes longer, after which time the slag 


| ' should be thoroughly decomposed. Should the slag contain so much lime as 


to be difficult to decompose by the foregoing treatment, add 3 ml. of hydro- 
fluoric acid and evaporate to a pasty mass. Again stir thoroughly to break 
up any large gelatinized particles and wash down the side of the beaker with a 
small amount of water. Remove from the hot plate, allow to cool, and dilute 
to 100 ml. with cold water. Add an excess of ammonia (1 : 1) while thoroughly 
stirring. Filter on an 18.5-cm. paper, and wash out the beaker with warm 
water. Allow to drain thoroughly, and wash twice with warm water. Dilute 
to 250 ml. with cold water and compare with the reverberatory slag standards, 
reading directly to the nearest 0.05% copper. 

d. Blast-furnace Slag.—Weigh 3 g. into a 150-ml. beaker. Mix thoroughly 
with 10 ml. of water. Add 5 ml. of nitric acid and digest 10 minutes until 
gelatinized. Add 5 ml. of hydrochloric acid, mix thoroughly with a glass rod to 
break up gelatinized particles, and digest for 20 minutes. Dilute and neutralize 

2 Methods in Non-Ferrous Metallurgical Analysis, by Robert Keffer, Late Chief 


Chemist, and Charles L. McNeil, Assistant Research Chemist, Anaconda Copper Mining 
Company. MeGraw-Hill Book Co., Publishers. 
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with ammonia (1 : 1) the same as for reverberatory slag. Filter, and compare 
with the blast-furnace slag standards, reading to the nearest 0.05% copper. 

e. Standard Colors.—Prepare a standard copper solution by weighing 1 g. 
of pure copper foil, free of oxides, ete. Dissolve in 7 ml. of concentrated nitric 
acid, and allow to stand until all nitrous fumes have disappeared. Dilute to 500 
ml. with cold distilled water, add 3 ml. of concentrated sulfuric acid, and dilute 
to 1 liter with cold distilled water. Mix thoroughly before using. The 
standard colors are made up from the standard copper solution, according to 
the following table. Add 200 ml. of cold distilled water to the clean color bottle, 
followed by the proper amount of ammonia as indicated in the table. Then 


Cotor CorpER STANDARDS 


Reverberatory slag Blast-furnace slag Tailing 
Copper, % Milliliters Milliliters Milliliters 
Milliliters of standard Milliliters of standard Milliliters of standard 
of NHiOH copper of NHiOH copper of NHiOH copper 
solution solution solution 
0.20 5 3.2 5 1.4 5 1:5 
0.25 ate eth ty 5.5 
0.30 6 4.6 rf 6.7 5 2.7 
0.35 ee </ G. S 7.9 
0.40 i 6.1 9 9.1 6 3.8 
0.50 8 7.9 ie oe 7 4.7 
0.60 9 9.7 8 5.7 
0.70 10 11.4 9 6.6 
0.80 10 13.2 uA actek 10 7.6 
0.90 ot Ah $s, ane 10 8.5 
1.00 a iS 16 SS: 10 9.5 
1.20 dink bid GA 10 10.4 
1.40 iis sheet iy Ae: 10 13.2 
1.60 te yeh 6 Ae Se. 10 15.2 


the number of milliliters of the standard copper solution as stated in the 
table are added from a burette, and the solution diluted to 250 ml. The 
standards must be made up once a week to insure good results, as they gradually 
fade on standing. The colors should be read against a white background. A 
rack with places for each standard bottle, and sufficient space to set the assay 
beside each standard bottle in turn, should be provided. A strip of white 
oilcloth forms a good background, and may be readily cleaned. A strong, 
diffused light is necessary for accurate work. 

f. A green tint instead of a clear blue is sometimes obtained. This can be 
avoided by closely measuring the amounts of reagents added, and especially 
taking care to have the solutions cold before adding the ammonia. 


— 


HYDROGEN SULFIDE METHOD 


In the absence of elements precipitated by hydrogen sulfide, copper to the 
limit of about 1 milligram, in a solution not too strongly acid with sulfuric or 
hydrochloric acid, may be determined by comparison of its sulfide with that of 


ee 


i} 


a 
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a known quantity of copper in equal volume and similarly treated. The liquid 
should be cold and the passage of the hydrogen sulfide stopped before the 
compound coagulates. 


Nortr.—Hither the ammonia or the hydrogen sulfide method is applicable to the 
determination of the copper not deposited in the operation of the electrolytic method. 


DETERMINATION OF IMPURITIES IN BLISTER AND 
REFINED COPPER 


Introduction.—In the complete analysis of copper the following impurities 
are generally determined: silver, gold, lead, bismuth, arsenic, antimony, sele- 
nium, tellurium, iron, zinc, cobalt, nickel, oxygen, sulfur, and, less commonly, 
tin and phosphorus. In high grades of blister and in refined copper the percent- 
age of these impurities is very low, the blister copper usually averaging over 
99.0% copper with silver and the refined copper over 99.93% of the metal. The 
principal impurity in the refined element is oxygen, which may be present to the 
extent of .02 to .15%, the remaining impurities being in the third decimal place. 
From this it is readily seen that large samples are required for the accurate 
determination of these constituents. The amount of sample taken in blister 
copper depends upon the grade of copper analyzed. The impurities in this 
vary from tenths of a per cent to thousandths, as the metal from one locality 
may contain quite appreciable amounts of a constituent, which may be present 
only in extremely smali quantities or not at all in copper from a different section. 
In usual practice it is customary to take from 10 to 50 grams of blister and 50 
to 500 grams of refined copper for analysis, depending upon the purity of the 
material. If a larger sample than 50 grams is taken, it is necessary to divide 
the material into several lots, and, after removal of the bulk of copper and isola- 
tion of the impurities, to combine the filtrates or residues containing the con- 
stituents sought. 

In the procedures the smallest amount of sample, 10 grams, is taken as 
the basis of calculation for amounts of reagents used. For larger samples, in 
the initial treatment for removal.of copper, proportionately larger amounts of 
the reagents are required, i.e., multiples of from 2 to 5 times the amount stated. 
A 50-gram sample is the largest amount of material handled in one lot. 

Scrupulous care must be exercised throughout the analysis to prevent con- 
tamination of the sample or reagents, and to avoid loss of constituents. The 
‘reagents used should be free from the substance sought or from interfering sub- 
stances. It is the practice to carry blank tests of the reagents through under 
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conditions similar to a regular analysis for iron, lead, zinc, arsenic, antimony and 
sulfur. 

It is found best to determine the impurities in several portions, i.e., gold 
and silver by assay; bismuth and iron in one portion; lead, zinc, cobalt, and 
nickel in a second; arsenic, antimony, selenium, and tellurium in a third; and 
separate portions for sulfur, oxygen, phosphorus and tin, when these are 
occasionally required. 


DETERMINATION OF BISMUTH AND IRON 


The same general procedure applies to blister copper and refined copper for 
bismuth determination, but, refined copper, due to the very minute amount of 
iron present, calls for a very much more delicate method for iron determination. 
This procedure is described on page 383. 

The minute amount of iron taken up from the drill and mill in sampling 
blister copper is of no practical consequence. The sample should be examined 
carefully for small fragments of steel which sometimes break away from the 
drill. These pieces are easily distinguished and should be removed from the 
sample. 

Separation of Copper. Amount of Sample.—Blister copper 10 to 25 grams, 
refined copper 100 to 500 grams. The drillings are dissolved in a large beaker 
in 40 ml. of nitric acid per 10-gram sample and the free acid expelled by boiling. 
The solution should not become basic during the evaporation. Water is added 
to make the volume 130 ml. per 10 grams or proportionately more for larger 
samples. Ammonia is now added in sufficient excess to hold the copper in 
solution and 5 ml. of saturated ammonium carbonate solution and the sample 
diluted to 200 ml. (25 ml. (NH,4)2CO3 per 50 grams, and dilution to 1000 ml.). 
The beaker is placed on the steam bath for several hours, preferably over night. 
The solution is filtered hot (to avoid crystallization of the copper salt), the first 
100 ml. being refiltered, and the residue washed with hot water containing a 
little ammonia. By this procedure the copper passes into the filtrate and 
bismuth and iron remain in the residue on the filter. 

Separation of Iron and Bismuth.—The precipitate is dissolved in warm, 
dilute hydrochloric acid (1 : 3), ammonia added to the solution in sufficient 
amount to almost neutralize the acid and the solution then saturated with 
hydrogen sulfide. After settling some time, the precipitate containing bismuth 
sulfide is filtered off, iron passing into the solution. 

Determination of Iron.—Hydrogen sulfide is expelled by boiling the 
filtrate, and iron oxidized by addition of hydrogen peroxide, or potassium 
chlorate (nitric acid should not be used). The solution is evaporated to dry- 
ness and iron then determined in the residue by the stannous chloride method, 
details of which may be found in the chapter on Iron. 

Determination of Bismuth.—The sulfides remaining on the filter are 
dissolved in nitric acid, the solution evaporated with sulfuric acid to SO; fumes 
to expel nitric acid, the concentrate diluted with water, and lead filtered off. 
Bismuth is precipitated in the filtrate by addition of ammonia in slight excess, 
followed by 10 ml. of a saturated solution of ammonium carbonate, and boiling. 
The precipitate is settled for several hours or over night if preferred, and then 
separated by filtration. This is now dissolved in the least amount of nitric 
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acid, added to the filter drop by drop from a burette and bismuth determined 
in the solution by the cinchonine iodide method, given in detail in the chapter 
on Bismuth. 


Norrs.—An excess of nitric acid or the presence of cadmium, lead, silver, or hydro- 
chloric acid interferes with the colorimetric procedure. 

In analysis of refined copper several 50-gram portions are taken for analysis, ten 
such portions on a 500-gram sample; the filtrates, obtained upon dissolving the residue 
freed from copper, are combined and bismuth determined on this combined solution. 


IRON IN REFINED COPPER (ELECTROLYTICALLY REFINED 
AND CAST INTO SHAPHS) 


This grade of copper rarely contains more than .0005% of iron. A drilled 
sample exposes comparatively large surfaces to contamination from the drill. 
Washing of the drillings with Hydrochloric Acid does not insure entire removal 
of this surface iron. 

The following method was developed at the Raritan Copper Works: 2° 


DETERMINATION OF IRON IN WirRE BAR COPPER 


A slice of copper about 1 inch thick is cut from somewhere near the middle of 
the bar. This slice is again cut so as to obtain a one inch cube (approximately). 

Digest the cube of copper in dilute HCl (1 to 8) at about 50° C. for two 
hours. Wash thoroughly in distilled water, wipe the surface and weigh. 

Dissolve in 2000 ml. beaker with nitric acid and take an aliquot so as to 
obtain a portion representing 100 gm. of sample. 


Wash all Apparatus Including Watch Glasses and Funnels with HCl and 
Run a Blank Using Equal Quantities of all Reagents. 


Dilute with 500 ml. of distilled water and add ammonia until all basic 
salts have been dissolved. Bring to boiling and allow to stand one hour. 
Filter on 15 cm. 1F Munktell paper. Keep beaker and funnel covered as much 
as possible. — 

Wash once with hot water and dissolve with HCl (1 to 3) into 300 ml. 
beaker. Dilute to 200 ml., make slightly ammoniacal. Boil and let stand 
15 minutes. Filter on 123 cm. 1F Munktell paper. Wash once with hot water. 

Dissolve the precipitate off of the paper with 5 ml. hydrochloric acid 
(sp.gr. 1.19) and wash with water, keeping the volume below 40 ml. Transfer 
to Nessler tube and add 10 ml. NH,CNS solution. 

To the comparing Nessler tube, add 5 ml. hydrochloric acid (1.19), water 


and finally 10 ml. NH,CNS solution. ~Make up to 50 ml. mark and add, drop 


by drop, standard Fe.(SO,); solution. (1 ml. equals .0005 gms. of iron.) 1 ml. 
standard solution equals .0005% iron in sample. 

Solutions.—N H.CNS—23 gms. to 2500 ml. of water. Iron Solution: 
Dissolve .4474 gms. of ferric sulphate c.p. in 250 ml. of water, adding a few 
drops of sulfuric acid to dissolve basic salts. 


26 The above colorimetric method is by Mr. 8. Skowronski, Research Chemist, 
Raritan Copper Works. 


384 COPPER 


DETERMINATION OF BISMUTH IN WIRE Bar CoppER ” 


A 100 gram sample is dissolved in a 2500 ml. beaker with 400 ml. of nitric 
acid (1.42) and 300 ml. water. When all is in solution, add one half gram of 
calcium carbonate, dilute to 1500 ml. and boil. Cautiously add ammonia 
(1:1) until all basic salts are dissolved, boil and add four cubes of ammonium 
carbonate. 

Let settle about 30 minutes or longer. Filter on a 1” Hirsch filter plate 
covered with asbestos, using suction; wash with dilute ammonia containing 
ammonium carbonate until the precipitate appears to be copper-free. 

Dissolve the precipitate off the pad with nitric acid (1:1), dilute to 150 ml., 
make ammoniacal, boil and re-precipitate with two cubes of ammonium 
carbonate. 

Allow to settle at least 30 minutes, and filter as before. Dissolve the 
precipitate off the pad with 2 ml. of nitric acid and in 10 ml. of water, wash, 
keeping the volume below 50 ml. 

Transfer to a Nessler tube, add 1 ml. of saturated SO. water, and 5 ml. of 
30% potassium iodide solution, match the color in a standard tube containing 
2 ml. of HNO; in 50 ml. of water, 1 ml. of SO. water and 5 ml. of 30% KI 
solution. 

Add standard bismuth solution till the color of one tube matches the other. 

Standard Bismuth Solution.—1 ml. equals .0001 gram of bismuth. Dis- 
solve .1 gram of bismuth in 10 ml. of nitric acid and make up to a liter. 


Norrs.—Bismuth carbonate comes down with the calcium carbonate in the same 
manner as lead carbonate. 

Small quantities of lead do not interfere, lead nitrate does not color a potassium 
iodide solution, if present in large quantities an insoluble lead iodide is formed, which 
may be filtered off. Large amounts of lead iodide may carry some bismuth. 

Copper and iron interfere and should be removed. Copper is removed by the double 
precipitation and the effect of traces of iron is neutralized by the addition of SO. water. 

The addition of 1 ml. of saturated SO2 water is essential to remove any free iodine 
which may be liberated. SOs in itself gives a slight color, which is compensated by 
addition of same amount to both tubes. 

The addition of an excess of acid will liberate iodine and give a color. 2 ml. of nitric 
acid (1.42) in 50 ml. of water will not decompose KI. The same amount should be 
used in both tubes. 

After the determination, it is well to add starch solution to both tubes, any indication 
of free iodine other than slight blue color, renders the determination worthless. 

The method is only accurate for traces of bismuth. .0001 gram of bismuth can 
easily be detected, and bismuth should not be present in a greater quantity than .002 
gram. 

The method has been tested with known samples, with success. 


DETERMINATION OF ZINC, NICKEL, AND COBALT 


Removal of Copper.—Ten to 25 grams of blister copper, and 100 to 250 
grams of refined copper in 25-gram portions are taken for analysis. The metal 
is dissolved in nitric acid (40 ml. per 10 grams) and the solution boiled until 
a faint green precipitate begins to appear on the surface of the solution. 
The free acid being expelled, the solution is made faintly acid by adding 1 to 
2 ml. of nitric acid, the solution diluted 300 to 700 ml., according to the amount 


27 Method furnished by S. Skowronski, Research Chemist, Raritan Copper Works. 
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of copper taken, and then electrolyzed with a current of 1.5 to 2 amperes for 
thirty-six hours, with a spiral anode and a cathode with about 160 sq. cm. de- 
positing surface. The solution should remain slightly acid throughout the 
electrolysis, otherwise cobalt, nickel, and zinc may be precipitated as hydroxides 
from a neutral solution. When the copper is nearly removed, the electrodes are 
disconnected, and removed. 

The solution is concentrated by boiling, a few crystals of oxalic acid added, 
and the anode (which may be coated with PbO.) immersed in the hot solution 
for a few minutes, then rinsed off into the solution. 

Separation of Lead.—The solution is evaporated to small volume, about 
40 ml. of dilute sulfuric acid (1:1) are added and the mixture evaporated 
to SO; fumes. The cooled concentrate is diluted with 100 ml. of water and 
again evaporated to fumes. About 300 ml. of water are added and when the 
soluble salts have dissolved, the solution is filtered and the residue, PbSOu,, 
washed. The filtrate contains Zn, Ni, Co, etc. 

Removal of the Hydrogen Sulfide Group.—The filtrate from the lead 
sulfate is saturated with H.S and filtered. The filtrate contains zinc, cobalt, 
and nickel. To recover any occluded zinc, the precipitate is dissolved in nitric 
acid, taken to fumes with sulfuric acid, diluted to about 200 ml., and again 
treated with H.S. The filtrate from this precipitate is combined with the first 
portion. The precipitate is rejected. 

Removal of Iron.—This, if present, will be found in the filtrate. The 
HS is expelled by boiling and the solution concentrated to 400 ml. after adding 
5 ml. of H2O» to oxidize the iron. Five grams of ammonium sulfate are added, 
the solution made strongly ammoniacal, and filtered. Iron is precipitated as 
Fe(OH); and is thus removed. If much iron is present, a double precipitation 
is advisable to recover any occluded zinc, nickel, or cobalt, and the filtrates 
combined. 

Determination of Zinc.—The filtrate from iron is concentrated to 400 
ml., then made neutral to litmus by cautious addition of dilute sulfuric acid, 
drop by drop, and then faintly acid with 3 drops in excess. Zinc is now pre- 
cipitated as the sulfide by saturating the solution with H.S and allowing 
to stand over night. The sulfide is filtered off. The filtrate contains cobalt 
and nickel. 

Zine sulfide is dissolved in hot dilute HCl (1:2) and a few crystals of 
KCIO;. The solution is evaporated to dryness, the residue taken up with water 
containing a few drops of HCl and the extract filtered (to remove any SiO» dis- 
solved from the beakers). Zinc carbonate is now precipitated (in a beaker of 
glass, which does not contain zinc) from the filtrate by addition of sodium 
carbonate, and ignited to the oxide ZnO. 


ZnO X0.8034= Zn. 


Determination of Nickel and Cobalt.—The filtrate from the zine sulfide 
is examined for nickel and cobalt. About 0.5 ml. of sulfuric acid is added. 
HS is expelled by boiling, and 2 ml. of H2O2 added. The solution is concen- 
trated to about 400 ml. (this should be free from nitric acid), treated with about 
25 ml. of ammonium hydroxide, and electrolyzed over night with a current of 0.5 
ampere. Nickel and cobalt, if present, are deposited on the cathode as metals 
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and so determined. For greater details, consult the chapter on Nickel under 
the method by electrolysis. 


DETERMINATION OF LEAD—MODIFICATION OF 
SKOWRONSKI METHOD 


For blister copper use a 50 g. sample and 100 g. for refined copper. 

Dissolve the copper in a 1500 ml. beaker. For each 50 g. add 75 ml. of 
water and 200 ml. of concentrated HNOs. ‘ 

When solution of the copper is complete, add 5 g. of powdered calcium 
carbonate and then 600 ml. of NH,OH. Bring to boiling on a hot plate and 
add 150 ml. of a saturated solution of (NH4)2CO; and remove to a steam plate. 

Allow to settle for 45 minutes. Filter 8 through a 15 cm. fine filter paper. 
Wash as free as possible of copper. Wash the precipitate from the paper back 
into the original beaker. 

Dissolve precipitate in 10 ml. of conc. HNO;. Evaporate to dryness and 
bake on a hot plate. When a considerable quantity of iron is present, it is 
necessary to bake until the Fe2O; is rendered insoluble in acetic acid. 

Remove from the hot plate, cool, and add 10 ml. of acetic acid and 100 ml. 
of water. Boil for a few minutes and filter through a fine paper. Wash the 
paper four times with hot water. Add distilled water to bring the volume to 
200 ml. Bring to boiling and add a saturated solution of potassium bichromate 
in sufficient quantity to precipitate the lead. Refined copper requires a 
maximum of 5 ml. of this precipitant. 

Boil for ten minutes, remove from the hot plate and allow to stand over- 
night at room temperature. 

Filter on a weighed filter crucible, dry for one hour at 100° C. Cool and 
weigh. 


PbCrO.X.641 = Pb 


DETERMINATION OF ARSENIC, ANTIMONY, SELENIUM, 
AND TELLURIUM 


Separation of Copper.—Ten to 50 grams of blister copper and 100 to 
500 grams of refined copper are required for the determination. (For 500-gram 
sample, 5 lots of 100 grams are taken.) The drillings are dissolved in nitric acid 
(40 ml. per 10 grams) and the solution boiled until a light-green precipitate 
appears on the surface. The liquor is diluted to 500 ml., and 5 ml. of ferric 
nitrate containing 3% of iron are added. A basic acetate precipitate is now 
made, weak sodium carbonate solution being added to neutralize the free acid, 
but not in sufficient amount to produce a permanent precipitate. If the end- 
point is overrun, nitric acid is added drop by drop until the solution clears. The 
solution is diluted to about 800 ml., 20 ml. of a saturated solution of sodium 
acetate added, the liquor brought to boiling and filtered hot through a large 
creased filter paper, the first portion of the filtrate being poured back on the 

8 In the case of refined copper most of the supernatant solution may be decanted 


into the sink, because the quantity of lead is very small and the calcium carbonate 
precipitate, carrying the PbCO,, settles very well. 
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filter. The residue is washed twice with hot water to remove the copper. Five 
ml. additional iron are added to the filtrate and a second basic acetate precipi- 
tation made, a separate filter being used. The precipitates are dissolved in the 
least amount of nitric acid necessary and the solutions combined. The liquor is 
concentrated to 150 ml., a pinch of potassium chlorate added, and the con- 
centration continued until the volume has been reduced to about 30 ml. An 
equal volume of cone. hydrochloric acid is added and a second pinch of chlorate 
and the evaporation repeated to eliminate all traces of nitric acid. 

The evaporation is best conducted in a casserole, resting in the circular 
opening of an asbestos board, in order that the sides of the vessel may be pro- 
tected from the flame. 

Separation and Determination of Arsenic.—The solution is transferred 
to a distillation flask, arsenic reduced with ferrous chloride, and distilled 
according to the standard procedure for this element, p. 91.29 In this distillate 
arsenic is determined volumetrically.*° (See chapter on Arsenic.) Antimony, 
selenium and tellurium remain in the flask. 

Separation and Determination of Antimony.—Twenty-five ml. of a satu- 
rated solution of zine chloride are added to the liquor remaining in the distilling 
flask after the elimination of arsenic. The antimony is now distilled, conc. 
hydrochloric acid being introduced in the distilling flask drop by drop by means 
of a separatory funnel, to replace the solution distilled, the volume in the flask 
being kept as low as possible, avoiding crystallization. 

The antimony is determined by the potassium bromate titration method, 
as described in the chapter on Antimony. Small amounts of Se, Te, Fettt, Cu 
and Sn do not interfere with the potassium bromate titration. 

Alternative Method.—Electrolytic Determination of Sb.*! The distillate 
is neutralized with ammonia, then made slightly acid with HCl and the anti- 
mony is precipitated with H.S, and filtered. 

The precipitate is dissolved in dilute HCl (1 : 2), containing a little bromine 
to oxidize the sulfur. The solution is filtered free from sulfur and the filter 
washed with a little dilute HCl. The filtrate should contain one-third its 
volume of conc. HCl. Selenium is now precipitated by passing in SO» gas to 
saturation and bringing the solution to boiling. The precipitate is allowed to 
settle several hours and then filtered through a fine filter. The filtrate contains 
antimony. 

After boiling out the SOz, the filtrate is first neutralized with ammonia, then 
made slightly acid with hydrochloric acid and antimony precipitated as the 
sulfide by saturating the solution with H.§, allowing the precipitate to settle, 
resaturating with H.S and again allowing to settle. The filtered, washed pre- 
cipitate is dissolved with sodium sulfide, and 10 ml. of 25% potassium cyanide 


(poison) added to the filtrate, together with 2 ml. of 25% sodium hydroxide. 


The solution is now electrolyzed hot (90° C.) for an hour with a current of 
0.5 ampere and antimony deposited as the metal on the cathode. This is 


29 The concentration should not be carried below 30 ml. 
#0 Arsenic may be precipitated by H.S, the sulfide dissolved in NH,OH, the filtrate 
taken to dryness, HNO; added and the evaporation repeated. Arsenic now is deter- 


_ Inined by precipitation with AgNO; and titration of the silver with KCNS in presence 


of a ferric salt. Ag 0.2318 = As. 
1 This procedure has been largely abandoned in favor of the bromate titration. 
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quickly removed and washed by dipping it successively into a beaker of cold 
water, three of hot water and one of 95% alcohol. The cathode is dried at 100° 
C., and then weighed, on cooling, as usual. Antimony is now removed by im- 
mersing the cathode in boiling nitric acid containing tartaric acid, and washing 
as before. The loss of weight of the foil is taken as antimony. 


Norr.—It is advisable to test the electrolyte for antimony by acidifying the solution 
with oxalic acid (Hood). A reddish coloration indicates the incomplete removal of 
the element. 


SELENIUM AND TELLURIUM 


50 g. of blister copper used. 
100 g. of refined copper used. 


Dissolve the copper in nitric acid, boil until a light green precipitate appears 
on the surface. Dilute to 500 ml. for each 50 g. of copper and add 5 ml. of 
ferric nitrate, containing 3% of iron (to each 50 gm. portion). Make the basic 
acetate separation as described in the arsenic and antimony method. 

Dissolve the iron precipitate in HCl. Add about 5 g. of KCIO; (crystals). 
Evaporate to 20 ml. Add 20 ml. H.O. Cool and filter through fine paper to 
remove the insoluble precipitate and paper fibre. Wash several times with 
cold distilled water, keeping the volume down to 150 ml. 

Add 20 ml. concentrated hydrochloric acid and pass SO: gas through 
solution for 10 minutes, thus precipitating tellurium. Heat gently to just 
below the boiling point, when 40 ml. HCl are added to precipitate selenium. 

Pass SO, for 10 minutes longer. Allow to stand at least six hours and 
filter through a previously tared and ignited Gooch crucible. Wash five times 
with hot water and finally with alcohol. (The Gooch crucible which contains 
an Asbestos mat should be treated with a solution of hydrochloric acid of the 
same strength as the test, and saturated with SO», before the initial ignition 
and weighing.) Dry at 100° C. for one hour. Cool in desiccator and weigh. 


Weight of Se and Te X100 


Weight of sample so Renate 


The precipitate of Se and Te may contain gold, which must be determined by 
cupellation assay. 

The following colorimetric method is very accurate for selenium alone in 
minute amounts such as found in refined copper. 

The combined Se and Te, as found above are dissolved through the filter 
in about 15 ml. of hydrochloric acid—bromine mixture. Wash the filter twice 
with minimum of water. Heat this solution at 70° C. until bromine has been 
expelled. Cool and add 1 ml. of conc. H2SO, and evaporate to conc. H.SO, 
at temperature below 100° C. 

Add 1 ml. to 2 ml. of water and 20 ml. of conc. hydrochloric acid saturated 
with SO2. Transfer to test tube or comparison tube. 

Prepare another test tube for comparison with an equal quantity of each 
reagent used above. To this tube add slowly a standard solution of selenious 
acid, weakly acidified with HCl, until the depth of color matches the test. 

Standard Selenious Acid Solution.—Dissolve .500 gm. of pure selenium in 
10 ml. of conc. HNO;. Evaporate to dryness on steam plate. Make two 
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additions of 20 ml. each of conc. HCl to expel nitrates. Each time evaporate 
to about 3 or 4 ml. If it is allowed to go to dryness there is danger of loss of 
selenium. 

Finally take up with 50 ml. of 1: 1 hydrochloric acid and make up to 1000 
ml. with distilled HO. 


DETERMINATION OF OXYGEN 


This determination is required only in refined copper. The method depends 
upon the reduction with hydrogen of cuprous oxide heated to redness, the water 
formed by the reaction being the measure of the oxygen. 

Apparatus.—The combustion-furnace is the same as that used for the 
determination of carbon. As it is necessary that the hydrogen be absolutely 
free from oxygen and moisture, the gas is passed through a preheater con- 
sisting of a platinum or silica tube of small bore heated to redness by a flame 
or an electrical device. The gas is then passed through a tube containing 
calcium chloride and finally through a P.O; bulb containing the anhydride. 
In this purified form it enters the combustion-tube. The product of com- 
bustion, water, is absorbed in a tared bulb by P20;, to which is attached a tube 
of calcium chloride. 

Procedure.—The sample, which has been drilled with considerable care 
to avoid overheating, is dried under partial vacuum in a desiccator after 
warming to below 70° C. for a few minutes. 

One hundred grams are taken for analysis and placed in the combustion 
tube, the drillings being held in a large boat. Purified hydrogen is rapidly 
passed through the tube for half an hour to sweep out the air, the tube being 
cold. The tared P20; bulb and the calcium chloride tube are now attached. 
The heat is turned on to bring the sample to cherry red heat, 900° C., and the 
current of hydrogen passed slowly over the sample for several hours. 

The increase of weight of the P.O; bulb=H.O. 


H20 X0.8881=0. OX4.9687=Cu0. 


DETERMINATION OF SULFUR 


This determination is rarely required in refined copper. 

Twenty grams of blister, unrefined or cement copper, placed in a casserole, 
are treated cold with 50 ml. bromine-potassium bromide mixture (see under 
Determination of Selenium and Tellurium). After standing at least ten 
minutes, 100 ml. of strong nitric acid are added. After another ten minutes 
‘the casserole is placed on the steam bath and the solution evaporated to small 
volume. This is taken up with 25 ml. of cone. hydrochloric acid and evapo- 
rated to a pasty mass. The treatment is repeated to ensure the decomposition 
of nitrates and to expel nitric acid. It is now taken up with 5 ml. of hydro- 
chloric acid, diluted with water and sulfuric acid precipitated as BaSOu, 
according to the standard procedure for sulfur. 


BaSO, X0.13735 =8. 
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DETERMINATION OF PHOSPHORUS 


This determination is seldom required, and then only in low-grade copper 
and copper scrap containing phosphor bronze. The sample, dissolved in nitric 
acid, is treated with ferric nitrate and the basic acetate precipitation made as 
has been described for the determination of arsenic, ete. The precipitate is 
dissolved in HCl, this solution then made strongly ammoniacal, and saturated 
with H.S, and filtered. The filtrate containing the arsenic and phosphoric 
acid is acidified, arsenic sulfide and sulfur filtered off, and phosphoric acid 
determined in the filtrate by precipitation with magnesia mixture as usual. 
See chapter on Phosphorus. 


Mg2P20;X.2786= P. 


DETERMINATION OF COPPER IN REFINED COPPER 


In determining the quality of copper for electrical purposes each hundredth 
of a per cent above 99.90 has its significance. The methods employed are the 
electrolytic and the hydrogen reduction methods. Silver present is rated as 
copper. 

Electrolytic Method.*?—The sample, consisting of unground drillings, should 
be untarnished, free of grease or oil, and cleaned of particles of iron by use of a 

good magnet. 

Procedure.—A catch weight of about 5 grams is taken, 
each piece being examined for dust, particles from the drill 
and surface oxidation before it is placed on the balance 
pan. Solution is effected in a special 400-ml. beaker which 
has hipped sides to support a series of watch glasses, the 
lower hip at the 125 ml. mark, the upper at 350 ml. (Fig. 45). 

The drillings are treated with 50 ml. of a stock solution 

ARTS te (10.5 parts nitric acid and 4.5 parts of sulfuric). The watch- 
Sala Beaker oe glass traps are put in place to retain the copper, which is 
Electrolysis of always entrained in the nitrogen peroxide fumes. Except 
Copper. that the current is maintained at .75 ampere throughout the 

period of electrolysis, the conditions are the same as have 
been described for the determination of copper by the ‘‘ Small Portion Method.” 

Hydrogen Reduction Method.—This method is applicable to the determina- 
tion of copper in grades of refined copper which are characterized by a metallic 
impurity content which is constant and less than 0.01%. The apparatus 


3 Ferguson, J. Ind. Eng. Chem., 2, 187 (1910). 
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consists of a combustion furnace, preferably electrically heated, the tem- 
perature of which can be kept constant at about 950° C.; a silica tube of #-in. 
bore, one end of which is connected with a large Peligot tube containing 


ee Y/ 


By courtesy of the Hevi-Duty Electric Co., New York City. 


Fic. 46.—Combustion Furnace, Hinged Design, Type 70—Shown with One “Spare”’ 
Unit. Height to center, 93”. 


concentrated sulfuric acid, the other end is connected by a rubber plug and 
flexible tube with a source of purified hydrogen. Porcelain combustion boats 
95 mm. long, 18 mm. wide and 10 mm. deep are used. 

Procedure.—A catch weight of about 25.1 grams of drillings is placed 
in the combustion boat, and the boat inserted in the silica tube. After 
passing hydrogen for half an hour through the cold tube, the temperature 
is raised to 950° C. and so maintained for two hours. If the furnace is of a 
type which will permit the removal of the tube without disconnecting the 
‘train,®® the tube is taken from the furnace without interruption of the stream 
of hydrogen and cooled by a jet of cold air. When cold, the mass of copper, 
the particles of which are cemented, is taken from the boat and weighed. 


Notr.—TIf the sample is allowed to become molten, the boat and tube will be coated 
with a film of copper. 
A convenient and efficient type of combustion furnace, hinged design, is shown in 
Hie. 46. This furnace may be purchased from the Hevi-Duty Electric Co., New York 
ity. 
33 Hevi-Duty Electric Co., New York. 
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CHLORINE IN CEMENT COPPER AND COPPER ORES 


If the material contains very little silver the following method is applicable 
in laboratories equipped with apparatus for furnace assaying. 

Ten grams of the finely ground sample placed in an 800-ml. beaker are 
treated with 600 ml. water, 100 ml. nitric acid (free from iodic acid) and the 
mixture brought to boiling by gentle heating. After filtration and thorough 
washing, the insoluble residue is treated repeatedly with additional water and 
acid, of the above proportion, until a test of the filtrate with silver nitrate 
indicates complete extraction of the soluble chloride. The combined filtrates 
are treated with a slight excess of silver nitrate and chloride of silver precipitated 
and determined in the usual way. 

On a separate 10-gram sample an assay of silver is made and the equivalent 
weight of chloride calculated. This equivalent is added to the weight of silver 
chloride obtained in the extract. The per cent of chlorine is calculated from 
this result by the formula 


Weight of AgCl X.2474 x 100 


10 = Per cent chlorine. 


DETERMINATION OF COPPER IN BLUE VITRIOL 


This is best determined on a 2-gram sample of the finely powdered dry salt or 
a catch weight of approximately 2 grams if the salt is moist. Copper is 
deposited electrolytically, the electrolyte being diluted to 130 ml. and containing 
4 ml. of nitric acid and 5 ml. saturated solution of ammonium nitrate. A 
current of .18 ampere and an electrode of 113 sq. in. depositing surface are used. 
If the salt contains insoluble matter consisting wholly of basic salts, complete 
solution is brought about by gently boiling after adding 4 ml. nitric acid and 
25 rol. of hot water to the salt. If the insoluble matter shows a tendency to 
remain in suspension, the presence of arsenic or antimony is indicated. In this 
case the impurities are precipitated along with ferric hydroxide, as has been 
previously described under the notes on the electrolytic determination of copper 
in blister copper. 


DETERMINATION OF COPPER, AND LEAD IN BRASS * 
One gram of the alloy is dissolved in 8 ml. nitric acid and the nitrous fumes 
are boiled off; if tin is present, 40 ml. of boiling water are added, the metastannic 


84 Method of The National Brass and Copper Tube Company, communication by 
R. T. Roberts. 
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acid allowed to settle on the hot plate for fifteen minutes and filtered off. 
(Method for tin is accurate only for wrought brass; high iron or antimony 


- interferes.) 


The filtrate from the tin is electrolyzed for copper and lead. If the lead is 
less than 0.75%, an ordinary sandblasted, spiral anode is used; if the amount 
of lead is 0.75 to 5%, a sandblasted gauze cylinder is necessary. For amounts 
of lead over 5% either a smaller sample is taken or the greater part of the 
lead is precipitated as lead sulfate and the small amount of lead passing into 
the filtrate is recovered by electrolysis, using } ampere current per solution, 
after adding 3 ml. of nitric acid. For lead under 0.5%, 5 ml. of (1 : 1) sulfurie 
acid are stirred in, after the current has been passing for at least ten minutes. 
If the lead is high the sulfuric acid is added after the electrolysis has continued 
for at least an hour. Under these conditions no lead sulfate deposits from 
the solution and as long as the current passes, the sulfuric acid present does not 
attack the PbO: deposited. After the sulfuric acid is added the current is 
raised to ampere per solution and the electrolysis continued overnight. 

The lead peroxide is dried at 250° C. for half an hour. The factor 86.62 
gives the equivalent per cent lead. (Factor determined from the average of a 
large number of tests made on pure lead. The factor is best obtained under the 
conditions of the laboratory where the determinations are made, as it varies 
slightly with change of conditions.) 

The copper on the cathode is washed, dried and weighed according to the 
usual standard procedure. 


METHODS OF DETERMINING THE COMBINATIONS OF COPPER 
IN ORES AND FURNACE PRODUCTS 


SULFUROUS ACID METHOD * 


The method is based on results which show that cuprite, melaconite, 
malachite, chrysocolla, and metallic copper, when finely pulverized, are 
readily and completely soluble in sulfurous acid. Copper sulfides, chal- 
cocite and chalcopyrite, are not attacked, no matter how finely pulverized or 
how long the period of contact. Metallic iron in quantities ordinarily found 
in pulverized mineral, even up to 3%, dissolves and affects the determination 
not at all, provided there is a strong excess of H»SO;. The essential conditions 
of the method are: (a) Fine pulverization of the sample in order to completely 
liberate the particles of copper’minerals from the gangue; (b) the powdered 
sample must be kept in suspension during the period of lixiviation. Most ores 
give recovery in a half hour’s contact and refractory ores yield in less than two 
hours. 

In general, a solution containing 3% SOs should be used, but a much 
weaker one, as low as 0.75%, will suffice in the case of some ores. 


%° Van Barneveld and Leaver, Chem. and Met. Eng., 18, 204 (1918). Eng. and Min- 
ing J., 105, 552 (1918). 
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Notr.—For the manufacture of sulfurous acid, an absorption tower of 1 in. dia. 
and 4 ft. long glass tubing filled with broken hard-burned fire clay is set at an angle of 
75° between two 3 to 5 gal. bottles, one about 5 ft. above the other. The tube is open 
at the top and sealed at the bottom with a plug of sealing wax, through which two small 
glass tubes extend. The upper bottle contains cold distilled water which is siphoned 
into the upper end of the absorption tower, the flow being regulated by a stopcock. 
A 6 to 50 lb. cylinder of sulfur dioxide is connected to one of the glass tubes extending 
into the absorption tower. On opening the valve of the cylinder the issuing SO» is 
gasified and passes to the tower where it is absorbed by water from the upper bottle, 
converted into SO: solution of the desired strength and caught in the lower bottle. 
A gas generator may be employed instead of cylinder of SO2. A 3% solution of SO 
may be produced by this apparatus at the rate of 3 liters per hour. 


The procedure is as follows: Place 2 grams of pulp of 100 to 150 mesh 
fineness in a bottle, add 100 ml. 3% solution of SOs, seal the bottle and agitate 
by rolling 4 to 3 hours. Filter, wash the residue with SO. solution and add 
the washings to the filtrate which contains in solution all oxides, carbonates 
and silicates of copper and all the metallic copper. To this solution add 
5 to 10 ml. nitric acid, evaporate to 20 ml., dilute with distilled water and 
determine copper by the electrolytic or other method suitable to the quantity. 

The residue from the filtration contains the unaltered and undissolved 
sulfides, the copper in which is determined by the method suitable to the 
grade of ore. 


THE SILVER SULFATE-SULFURIC METHOD * 


The method as described is especially adapted to the determination of metal- 
lic copper, cuprous oxide and cupric oxide in the raw material used for the 
manufacture of marine paints, but can with obvious modifications be applied 
to the differentiation of sulfide and metallic from oxidized copper in ores. 
Particles of iron from the grinding plates do not interfere. The sample should 
be no coarser than 150 mesh. 

According to the importance of close valuation of any constituent, 2, 5, 
or 10 grams of the sample are placed in an 800-ml. beaker together with 300 ml. 
of a neutral, saturated solution of silver sulfate. Boil gently for 10 minutes, 
decant the solution onto a 15 cm., thick filter paper of close texture and wash 
the residue in the beaker by decantation. These operations are repeated with 
addition each time of more silver sulfate, until a NH.OH test of a filtrate 
shows no copper. When extraction of all metallic or sulfide copper has been 
accomplished, the entire residue is transferred to the filter and washed with hot 
water until an HCl test of the washing shows the presence of no silver. After 
evaporation to convenient volume and precipitation of silver from the hot 
liquid by dilute HCl (cautiously added to ensure no excess in case determina- 
tion is to be by the electrolytic method), removal of the precipitate by filtration 
only after the liquid has become cold, copper is determined in the whole or 
an aliquot part by the electrolytic or iodide method. 

The residue is washed (with care not to break the paper) into a beaker or 
flask and boiled for 5 minutes with 200 ml. of 10% H.SO, to bring into solution 
all the copper combined as CuO and half that combined as Cu,O. Decant the 
solution upon the filter used for the silver sulfate leach to decompose particles 


3§ Communicated by E. F. Fitzpatrick, chemist, Nichols‘Copper Co. 
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of oxides which may be retained upon the paper. Wash thoroughly with 
cold water. 

The copper ox the filter, precipitated by the reaction Cuz.O+H,SO4= Cu 
+CuSO,, is dissolved with dilute nitric acid (sp.gr. 1.1). The solution 
filtered and freed from silver by the same method and with the same precautions 
as were employed on the filtrate from the treatment with 10% H.SO,. Accord- 
ing to the amount of sample taken or the evident quantity of copper in solu- 
tion, copper is determined, by any method suitable to the quantity, in the 
whole or an aliquot part. This copper in terms of per cent content in the 
sample multiplied by two gives the copper combined as cuprous oxide, and 
multiplied by 1.1258 gives per cent Cu.0. 

From the per cent of copper in the sample dissolved by 10% H2SO, and 
determined by any method suitable to the quantity is subtracted that pre- 
cipitated by the same operation to obtain by difference copper combined as 
cupric oxide. This multiplied by 1.2517 gives the per cent CuO. 


PHOSPHORIC ACID-AMMONIUM CHLORIDE METHOD * 


This method depends upon the solubility of carbonates and silicates and 
insolubility of sulfides of copper in 15% phosphoric acid; also upon the solubility 
of metallic copper in a solution of ammonium chloride. Metallic iron does not 
interfere. 

One gram of the fine sample is placed in a 500-ml. flat bottom flask, covered 
with 20 ml. of 15% H3PO, and an equal amount of a 20% NH,Cl solution and 
boiled gently for 10 minutes. Because H3PQO, gives to the solution a yellow 
tint which interferes with a sharp end-point in the determination of copper by 
the cyanide method, a pinch of burned lime is added to the solution after it 
has cooled somewhat. ‘The flask is thoroughly shaken, 25 ml. strong ammonia 
added and the solution boiled again for some time. The ammoniacal copper 
solution is filtered from the residue, allowed to cool and titrated by the cyanide 
method. The method as described is adapted to ores containing up to 3% of 
oxidized copper. 


CAUSTIC SODA-SODIUM TARTRATE METHOD * 


This method is based on the permanence of sulfides, the rapid yielding 
to solution of cupric oxide and the decomposition of cuprous oxide ores on 
treatment with a mixture of caustic soda and sodium tartrate; also upon the 
solubility of the more refractory form of oxide of copper by a mixture of 
ammonium hydrate and sulfate. The method is subject to some error because 
washing with the ammonia solution dissolves some copper from the chalcocite, 
and because of the difficulty of washing out all of the dissolved copper from 
the gelatinized spongy mass on the filter when chrysocolla is a constituent of 
the sample. These errors tend to balance each other when chalcocite and 
- chrysocolla are both present and the resultant error in assays of ores containing 
_ less than 5% copper is not serious. 


37 Cremer, Chem. and Met. Eng., 18, 644 (1918). 
4 Hunt and Thurston, Colo. School Mines Mag., 157 (1917). 


396 COPPER 


The procedure is to add 20 ml. of a solution of sodium hydrate and tartrate 
to 2 grams of pulp and boil gently for 5 to 10 minutes with occasional shaking 
of the beaker. While hot add 25 ml. 20% solution of ammonium sulfate, 
heat for 10 minutes, filter, wash several times with a hot mixture of ammonium 
hydrate and sulfate and finish the washing with hot water. Neutralize the 
filtrate with dilute H.SO., add 23 ml. concentrated HNO; and determine copper 
by the electrolytic method. 


Notrse.—The caustic soda-sodium hydrate stock solution consists of 100 grams 
sodium hydrate and 50 of sodium tartrate dissolved in 1000 ml. distilled water. The 
ammonium hydroxide and sulfate washing solution is a mixture of 100 ml. ammonium 
hydrate, 100 grams ammonium sulfate and 1000 ml. distilled water. 


SULFURIC ACID-MERCURY METHOD ” 


This method depends upon the dissolution of oxide copper by dilute sulfuric 
acid and amalgamation of metallic copper, native and that resulting from the 
decomposition of cuprous oxide, thus separating intact sulfide copper. 

According to the copper content, 1 to 3 grams of the sample are heated 
at 80° to 90° C. for 30 to 45 minutes in a 150-ml. casserole with 50 ml. of 4% 
H.SOu,, care being taken to avoid boiling. Cool then to room temperature 
and add 4 to 5 ml. clean mercury. Rub the mercury about the casserole with 
glass rod or other object for 3 or 5 minutes until it is certain that all the par- 
ticles of ore have come in contact with the mercury. Pour the supernatant 
solution containing the sulfide minerals suspended in it into a beaker, taking 
care to retain the mercury in a single globule in the casserole. Wash the last 
traces of the ore into the beaker by means of a fine stream of water. The solu- 
tion is now filtered and the copper determined by any suitable method. 

The copper in the residue represents the sulfide, while that in the filtrate 
represents the so-called ‘‘ oxide ” or sulfuric acid soluble copper. 


DETERMINATION OF METALLIC COPPER IN MIXTURES 
CONTAINING CUPROUS AND CUPRIC OXIDE “* 


The method depends upon the solubility of cuprous oxide in cold aqueous 
ammonia, containing hydrazine sulfate in a CO, atmosphere. The copper 
and the cupric oxide do not dissolve under these conditions. 

Apparatus.—The filter consists essentially of a 55-mm. filter tube of the 
type used for small Gooch crucibles. In the opening is placed a perforated 
porcelain button which is seated at right angles to the stem. An asbestos pad 


% Maier, Eng. and Mining J., 105, 372 (1918). 
4oL. C. Hurd and A. R Clark, Ind. Eng. Chem., Anal. Ed. 8, 380 (1986). 
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is built up over the button and securely set by tamping with a glass rod. The 
filter must be packed in such a manner that the tube may be held in an inverted 
position without disloding either the disk or the pad. It has been found that a 
tube about 60X25 mm., with a stem of 110 mm., is a convenient size. A 
20-mm. Gooch crucible button serves to support the asbestos pad. 

Procedure.—A sample of suitable size is weighed out on a small watch- 
glass, and the glass and contents are placed in a dry, wide-mouthed 250-ml. 
Erlenmeyer flask. If the material is an electrolytic product low in copper, it is 
advisable to take a 1- to 2-gram sample. If it is from a “‘ thermal process,” 
the percentage of copper is usually large and a smaller sample will suffice. 
The air in the flask is displaced with carbon dioxide (15 to 20 cubic feet per 
hour) and 10 ml. of ethyl alcohol are added to dissolve any oil present in the 
sample. Without interrupting the flow of gas, 150 ml. of extraction solution 
6 g. C.P. hydrazine sulfate per liter of ammonia, sp.gr. 0.90) are added. Any 
lumps of oxide are broken up with a stirring rod. Violent agitation should be 
avoided. The carbon dioxide inlet should be about 5 cm. (2 inches) above the 
surface of the liquid. The time required for complete solution of all cuprous 
oxide varies between 1 and 5 minutes, depending upon the amount and charac- 
ter of the sample under investigation. 

When the cuprous oxide has completely dissolved, as evidenced by the total 
disappearance of red particles, the filter is connected to a suction and slowly 
lowered into the flask. As soon as the bulk of the solution is removed, the 
flask is rmsed with carbon dioxide-saturated water and the filtration and wash- 
ing are continued. Five or six 100-ml. portions of wash water will suffice to 
remove all the original extraction solution containing the dissolved cuprous 
oxide. The filter is then disconnected and the pad and contents are pushed 
back into the flask with a glassrod. Fifteen milliliters of ferric chloride solution 
150 g. FeCl;-6H2O and 300 ml. HCl, sp.gr. 1.20 plus 800 ml. water free.of air 
and saturated with CO, are added and the flask is warmed to dissolve the 
cupric oxide-copper residue. When all particles have disappeared, the solution 
is cooled to below 40° C. and 10 ml. of phosphoric acid and 3 drops of diphenyl- 
amine sulfonate indicator “ are added. Dichromate solution is run into the 
flask until the end point, a change from pea green to intense purple, is reached. 

The result is calculated according to the following equation: 


N of K.Cr.0, Xml. X0.03179 
wt. of sample 


X100=% Cu 


The percentage of cuprous oxide in the sample may be determined by dis- 
solving a 0.2-gram sample in ferric chloride and titrating the ferrous iron pro- 
duced with potassium dichromate in the manner described. It is essential 
that solution of the sample be carried out in an atmosphere of carbon dioxide or 
other inert gas. From the volume of dichromate solution equivalent to both 
the cuprous oxide and copper, the true percentage of cuprous oxide in the 


41 2 g. of barium diphenylamine sulfonate in 50 ml. of air-free water and 5 g. of sodium 
sulfate, diluted with 50 ml. of air-free water saturated with CO». The clear liquid is 
used as the indicator solution. 
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sample may be calculated according to the following equation: 


%CuXwt. of sample 
3.179XN 
wt. of sample 


Mlx,cr,0,; — ( ) 0.07157 XN 


x100=% Cu20 


The calculation of the result is simplified if the sample taken for the copper 
determination be a simple multiple of that used in the oxide analysis. In 
actual practice it has been found that a 1.000-gram sample for metallie copper 
and a 0.2000-gram sample for cuprous oxide are of convenient size. In this 
case, one-fifth of the volume of dichromate used in the determination of 
metallic copper is subtracted from the total titration of the smaller sample to 
give the volume of dichromate actually equivalent to the cuprous oxide in the 
sample. 


COPPER IN BRASS—SHORT IODIDE METHOD 


Determination of copper in brass may be accomplished by the short iodide 
method given on page 371. The tin should remain in the solution since the 
tin oxide carries down a small amount of copper, which would be lost if the 
tin were removed by filtration as is prescribed for wrought brass using the 
electrolytic method. The sample is brought into solution by dilute nitric acid 
(1: 1), the factor weight 0.6357 requires about 10 ml. HNO; and 5 ml. cone. 
sulfuric acid are added and the sample evaporated to strong fumes. Any 
copper that may have been occluded by tin passes into solution upon dilution 
with water; lead will remain as a white precipitate, but does not interfere 
and should be left in the solution. Addition of bromine water is generally 
necessary, and in any case will do no harm, the bromine being subsequently 
removed by boiling the solution. 


COPPER IN BABBITT METAL AND ALLOYS HIGH IN TIN— 
SHORT IODIDE METHOD 


High tin alloys may be decomposed, generally, by cone. sulfuric acid. 
This prevents formation of tin oxide obtained by the nitric acid method. 
If much copper is present, dilute nitric acid decomposition must be used, 
since copper is more readily attacked by nitric acid. (Copper is attacked by 
cone. sulfuric acid, but is insoluble in dilute sulfuric acid or hydrochloric 
acid.) Tin oxide occludes copper, as has been stated under the iodide method 
for brass; treatment with sulfuric acid, as prescribed, frees any occluded 
copper. Since tin and lead do not interfere in the method, their removal is 
not necessary nor advisable. 


A considerable portion of the original chapter was contributed by Wallace G. Derby, 
formerly Research Chemist, Nichols Copper Co. Mr. E. C. Fitzpatrick has served as — 
advisory editor for the chapter in the present edition. Mr. 8. Skrowonski, Research 
vepieds Raritan Copper Works, has contributed methods which are acknowledged in 
the text. 
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F’, at.wt. 19.00; D (air) 1.31%°, sp.gr. (1.1187); m.p. —223°C; b.p. —187°C.; acids 
HF, H.SiF, 


Fluorine is not found free in nature. It occurs combined with calcium in 
the mineral fluorspar, CaF.; in cryolite, Na;AlFi; in apatite, Cas(Cl, F)(PO,)s. 
It is found more frequently in silicic than in ferric rocks, the amounts being 
usually less than 0.1%. It occurs together with phosphorus in all animal and 
vegetable tissues. 


DETECTION 


Fluorine is the most active element known; and is by far the most active 
of the halogens, displacing chlorine, bromine, and iodine from their combi- 
nations. 

Etching Test.—The procedure depends upon the corrosive action of hydro- 
fluoric acid on glass, the acid being liberated from fluorides by means of hot 
concentrated sulfuric acid. This test is applicable to fluorides that are decom- 
posed by sulfuric acid. The reactions taking place may be represented as 


follows: 
15 CaF.+ H:SO,= CaSO.+2HF. 


Il. S$i0.+4HF=2H;,0+SiF.. 


The test may be carried out in the apparatus shown in the illustration, Fig. 
47. A clear, polished glass plate 2 in. square, free from scratches, is warmed 
and molten wax allowed to flow over one side of the plate, the excess of wax 
being drained off. A small mark is made through the wax, exposing the surface 
of the plate, care being exercised not to scratch the glass. If the test is to be 
quantitative, the marks should be of uniform length and width. The powdered 
material is placed in a large platinum crucible (B) (a lead crucible will do); 
sufficient concentrated sulfuric acid is added to cover the sample. The plate 
(D) with the wax side down is placed over the crucible and pressed firmly down. 
To prevent the wax from melting, a condenser (C), with flowing water, cools 
the plate. An Erlenmeyer flask (C) is an effective and simple form of con- 
1 Although fluorspar has been known for hundreds of years (named fluorspar during 
_ the period of Agricola, 1529) the element was not isolated until comparatively recent 


times (Moissan, 1886). In combined form as hydrofluoric acid and its salts fluorine is 
used commercially—etching of glass, insecticide, bleaching, etc. 
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denser, though a metallic cylinder is a better conductor of heat. A little 
water placed on the plate makes better contact with the condenser. As a 
further protection a wide collar of asbestos board (#) may be placed as shown 


Fig. 47.—Etching Test for Fluorine. 


in the figure. In quantitative work, where 
a careful regulation of heat is necessary, 
the crucible is placed in a casserole with 
concentrated sulfuric acid or in a sand bath, 
containing a thermometer to register the 
temperature. The run is best conducted 
at a temperature of 200° C. (not over 
210°—H.SO, fumes). After an hour the 
wax is removed with hot water and the 
plate wiped clean, and examined by reflected 
light for etching. A test is positive when 
the mark can be seen from both sides of 
the glass. Breathing over the etched sur- 
face intensifies the mark. 

Treatment of Fluosilicates not Attacked 
by Sulfuric Acid.—The powdered material 
is mixed with about eight times its weight 
of sodium carbonate and fused in a plat- 
inum crucible. The cooled melt is extracted 
with water. Calcium fluoride is thrown 
out from the filtrate, according to directions 
under Preparation and Solu- 
tion of the Sample. The 
fluoride may now be tested 
as directed in the etching 


test or as follows by the hanging drop test. 

The Hanging Drop Test.—The test depends upon the reac- 
tion 38if,+3H.O = 2H.Sik,+ H.SiOs. 

If the material contains carbonates, it is calcined to expel 
carbon dioxide. Half a gram of the powdered dry material is 
mixed with 0.1 gram dried precipitated silica and placed in a 
test-tube, Fig. 48, about 5 cm. long by 1 cm. in diameter. A 
one-hole rubber stopper fits in the tube. A short glass tube, 
closed at the upper end, passes through the stopper, extending 
about 3mm. below. Two or three drops of water are placed in 
this small tube by means of a pipette, nearly filling it. Two ml. 
of concentrated sulfuric acid are added to the sample in the test- 
tube and this immediately closed by inserting the stopper 
carrying the hanging drop tube, exercising care to avoid dis- 
lodging the drop of water. The test-tube is placed in a beaker 
of boiling water and kept there for thirty minutes. If an appre- 
ciable quantity of fluorine is present a heavy gelatinous ring 


Fig. 48.— 
Hanging Drop 
Test for Fluo- 
rine. 


of silicic acid will be found at the end of the hanging drop tube in the stopper. 
It is important to have material, test-tube, and rubber stopper dry, so that 


the deposition may occur as stated.” 
2C. D. Howard, J. Am. Chem. Soc., 28, 1238 (1906). 
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Norr.—Dr. Olsen * makes the test by heating the sample in a small Erlenmeyer 


flask, with concentrated sulfuric acid. A watch-crystal with a drop of water suspended 
on its curved surface is placed over the mouth of the flask. A spot etch is obtained in 
presence of fluorine. 


Black Filter Paper Test.—According to Browning,’ small amounts of fluorine 
may be detected by the converse method for detection of silicates and fluo- 
silicates (see silicon). The fluoride is placed with a suit- 
able amount of silica, in a small lead cup, 1 cm. in diam- 
eter and depth (Fig. 49); a few drops of concentrated 
sulfuric are added; the cup is covered by a flat piece of 
lead with a small hole in the center; upon the cover is 
placed a piece of moistened black filter paper and upon 
this a small pad of moistened filter paper. The cup Pe do Blaek 
is heated on the steam bath for ten or fifteen minutes. FiJter Paper Test for 

A white deposit will be found on the under side of the Fluorine. 
black filter paper, over the opening in the cover, if fluor- 
ine is present in an appreciable amount. (0.001 gram CaF». or above, and 
0.005 gram Na;AlF will give the test.) 


ESTIMATION 


The determination of fluorine in the evaluation of minerals used for the 
production of hydrofluoric acid is of technical importance. The demand for 
elimination of the use of fluorides for preservatives of food makes its estimation 
in small amounts of importance. 

Fluorine occurs only combined. It is found abundantly combined with lime 
in the mineral fluorspar, CaF:. It occurs as cryolite, Na;AlFs; apatite, 
Ca,CaF(PO,)3. It is found in mineral springs, ashes of plants, in bones, and 
in the teeth (CaF2). It occurs sparingly, with aluminum and silicon, in topaz, 
and with cerium and yttrium in fluocerite, yttrocerite, also in wavellite, 
wagnerite, etc. 

In the preparation of the material for analysis the volatility of silicon tetra- 
fluoride should be borne in mind, and loss of HF in evaporations to fumes with 
sulfuric acid. In presence of calcium a loss of fluorine will occur by precipi- 
tation as CaF, with iron and aluminum when the solution is made ammoniacal. 
Accurate determinations of the element require considerable experience and 
much eare to avoid loss and effect separations. The qualitative tests are 
simple. 

’ Communicated to the author by J. C. Olsen. 


4P. HE. Browning, Am. Jour. Sci. (4), 32, 249 (1910). ‘Methods in Chemical 
Analysis,”’ by F. A. Gooch. 
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PREPARATION AND SOLUTION OF THE SAMPLE 


Fluorides of the alkalies, and of silver and mercury, are readily soluble; 
copper, lead, zinc, and iron fluorides are sparingly soluble; the alkaline earth 
fluorides dissolve in 100 ml. H2O as follows: BaF.=0.163 gram, SrF.=0.012 
gram, CaF.=0.0016 gram. 

Fluosilicates of potassium, sodium, and barium are slightly soluble in water 
and practically insoluble if sufficient alcohol is added. 

Organic Substances.’—These are best decomposed by the lime method, the 
details of which are given in the chapter on Chlorine under the section for the 
Preparation. and Solution of the Sample, p. 263. For fluorides in organic 
matter it is advisable to decompose the substance in a seamless nickel tube, 
40 mm. long by 4-5 mm. bore. The end of the tube is sealed with silver solder. 
The lime used should be soluble in acetic acid. The tube is heated to yellow 
heat for two hours. The lime is then extracted with acetic acid and fluorine 
determined as calcium fluoride. 

Silicious Ores and Slags.—0.5 to 1.0 gram of material is fused in a cru- 
cible with ten times its weight of sodium and potassium carbonates (1 : 1) and 
poured into aniron mould. If a porcelain crucible has been used, this is broken 
up and added to the cooled fusion. The saan ieee with about 200 ml. 
of hot water for an hour, the mass having been broken up into small lumps, 
(Kneeland recommends using an agate-ware casserole as diminishing the lia- 
bility of subsequent bumping),® then boiled briskly for ten minutes longer and 
filtered, the soiution being caught in a large beaker. The residue is washed with 
hot water, followed by a hot solution of ammonium carbonate, and the insoluble 
material rejected. The silica is removed with ammonium carbonate, followed 
by the zinc oxide treatment of the second filtrate, as described under the section 
on Separations. In presence of appreciable amounts of fluorides, the gravi- 
metric precipitation of fluorine as calcium fluoride is recommended. 

Calcium Fluoride.—The product is best decomposed by fusion with sodium 
and potassium carbonates, after mixing the fluoride with 2.5 times as much 
silicic acid, followed by ten times its weight of carbonates. Most of the silicic 
acid and all the fluorine will be changed to soluble alkali salts, while the calcium 
will be left as insoluble calcium carbonate. The mixture must be heated 
gradually to prevent the contents of the crucible from running over by the rapid 
evolution of carbon dioxide. The thin liquid fusion soon thickens to a pasty 
mass. The reaction is complete when there is no further evolution of carbon 
dioxide. The fused mass is now extracted with hot water as indicated above, 
and the soluble fluoride filtered from the calcium carbonate residue. Silicic acid 
is removed from the filtrate by addition of ammonium carbonate. Traces of 
silicic acid are removed from the filtrate taken to near dryness, after neutralizing 
the alkali with dilute hydrochloric acid (phenolphthalein indicator), by the zine 
oxide emulsion method given under Separations. Fluorine is precipitated as 
calcium fluoride, according to the procedure given later. 

Soluble Fluorides.—See page 407. 


5H. Meyer and A. Hub, Monatsh. Chem., 31, 933 (1910). 
°H. Kneeland, Eng. and Mining J., 80, 1212 (1906). A. H. Low, “Technical 
Methods of Ore Analysis.”’ 
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Hydrofluoric Acid.—See Vol. II, Acids. 

Valuation of Fluorspar. Perchloric Acid Method.—One gram of fluorspar 
is treated with 15 ml. perchloric acid and 15 ml. of water in a suitable distillation 
_ flask and heated in an oil bath until the residue is almost dry. The distilla- 

tion is continued with 10 ml. and finally 5 ml. portions of perchloric acid and 
equal amounts of water. Hydrofluoric acid may be determined as lead chloro- 
fluoride in the distillate and water soluble residue analyzed for metals. If a 
residue analysis is desired treat first with HF, evaporate, and follow with 
perchloric acid. The residue is soluble in water or dilute HCl. . 


SEPARATIONS 


Removal of Silicic Acid from Fluorides.—This separation is frequently 
required, especially in samples where the sodium and potassium carbonate 
fusion has been required for decomposition of fluosilicates, or calcium fluoride 
mixed with silicic acid. (See Preparation and Solution of the Sample.) 

To the alkaline solution about 5 to 10 grams of ammonium carbonate are 
added, the solution boiled for five minutes and allowed to stand in the cold 
for two or three hours. (Treadwell and Hall recommend heating to 40° C., 
and allowing to stand over night.) The precipitate is filtered off and washed 
with ammonium carbonate solution. The fluoride passes into the filtrate, while 
practically all of the silicic acid remains on the filter. 

Small amounts of silica in the filtrate are removed by evaporating the solu- 
tion to near dryness on the water bath, then neutralizing the carbonate with 
dilute hydrochloric acid (phenolphthalein indicator) added to the residue taken 
up with a little water. Upon boiling the pink color is restored, the solution 
then cooled and acid again added to discharge the color; this is repeated until 
finally the addition of 1-2 ml. of 2 N HCl is sufficient to discharge the color. 
Four to 5 ml. of ammoniacal zinc oxide solution (moist ZnO dissolved in 
NH,OH—Low recommends 20 ml. of an emulsion of ZnO in NH,OH) is added 
and the mixture boiled until ammonia has been completely expelled. The 
precipitate of zine silicate and oxide is filtered and washed with water. The 
fluoride is determined in the filtrate by precipitation with calcium chloride 
as directed later. 

Separation of Hydrofluoric and Phosphoric Acids.—The method of Rose, 
modified by Treadwell and Koch,’ takes advantage of the fact that silver phos- 
phate is insoluble in water, whereas silver fluoride is soluble. The alkaline 
solution of the salts of the acids (solution of the sodium carbonate fusions) is 
carefully neutralized with nitric acid and transferred to a 300-ml. calibrated 
flask. A slight excess of silver nitrate solution is added, and the mixture made 
to volume and thoroughly shaken. After settling, the solution is filtered 
through a dry filter, the first 10 to 15 ml. being rejected; 225 ml. of this filtrate 
is again transferred to a 300-ml. calibrated flask, the excess of silver precipitated 
by adding sodium chloride solution, and after diluting to the mark and shaking, 
the precipitate is again allowed to settle; 200 ml. of this solution is taken for 
analysis, after filtering as previously directed. This sample represents 50% of 


_ 17%, anal. Chem., 43; 469, 1904. ‘Analytical Chemistry,’ Vol. 2, by Treadwell 
and Hall. Jobn Wiley and Sons. 
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the original sample taken. Fluorine is now determined by one of the procedures 
outlined. 

Separation of Hydrofluoric and Hydrochloric Acids.—The solution con- 
taining hydrofluoric and hydrochloric acids, in a platinum dish, is treated with 
nitric acid and silver nitrate. The chloride is precipitated as the silver salt, 
whereas the fluorine remains in solution and may be filtered off through a glass 
funnel coated with paraffine or wax, or a hard rubber funnel. In presence of 
phosphoric acid, silver nitrate added to the solution will precipitate the phos- 
phate as well as the chloride, whereas the fluoride remains in solution. The 
phosphate may be dissolved out from the chloride by means of dilute nitric 
acid. ; 

Separation of Hydrofluoric and Boric Acids.—An excess of calcium chloride 
is added to the boiling alkali salt solutions of the two acids. The precipitate 
is filtered off and washed with hot water. The residue, consisting of calcium 
fluoride, borate and carbonate, is gently ignited and then treated with dilute 
acetic acid, taken to dryness, and the residue taken up with acetic acid and 
water. Calcium acetate and borate are dissolved, whereas the fluoride 
remains insoluble and may be filtered off and determined. 


GRAVIMETRIC METHODS FOR THE DETERMINATION OF FLUORINE 
PRECIPITATION AS CALCIUM FLUORIDE 


The method utilizes the msolubility of calcium fluoride in dilute acetic acid 
in its separation from calcium carbonate, the presence of which facilitates 
filtration of the slimy fluoride. The reaction for precipitation is as follows: 


2NaF+ CaClo= CaF.+2NaCl. 


Procedure.—Solution of the sample and the removal of silica having been 
accomplished according to procedures given under Preparation and Solution 
of the Sample, and Separations, the solution is neutralized, if acid, by the 
addition of sodium carbonate in slight excess; if basic, by addition of hydro- 
chloric acid in excess, followed by sodium carbonate. To this solution, faintly 
basic, 1 ml. of twice normal sodium carbonate reagent is added, followed by 
sufficient calcium chloride solution to precipitate completely the fluoride and the 
excess of carbonate, i.e., until no more precipitate forms, and then 2-3 ml. in 
excess. After the precipitate has settled, it is filtered and washed with hot 
water. (The filtrate should be tested for fluoride and carbonate with additional 
calcium chloride.) The precipitate of calcium fluoride and carbonate is dried 
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and transferred to a platinum dish, the ash of the filter, burned separately, is 
added and the material ignited. After cooling, an excess of dilute acetic acid is 
added, and the mixture evaporated to dryness on the water bath. The lime is 
_ converted to calcium acetate, while the fluoride remains unaffected. The 
residue is taken up with a little water, filtered and washed with small portions of 
hot water, by which procedure calcium acetate is removed, while calcium 
fluoride remains on the filter. The residue is dried, separated from the filter 
and ignited. This, together with the ash of the filter, is weighed as calcium 
fluoride, CaF». 

To confirm the result, the residue is treated with a slight excess of sulfuric 
acid and taken to fumes in a platinum dish. The adhering acid is removed as 
usual by heating with ammonium carbonate, and the ignited residue weighed as 
calcium sulfate. One gram of calcium fluoride should yield 1.7436 grams of 
calcium sulfate.® 

CaO X 1.3923 =CaF., or X0.6776=F. 


Factors. CaF,x0.4867 =F, or X0.5125=HF, or X1.0758=NaF. CaSO, 
0.5735 = CaF. 


PRECIPITATION OF FLUORINE AS LEAD CHLOROFLUORIDE 


This method " is applicable to rather simple, soluble and neutral fluorides. 
It precipitates granular and easily filtered PbFCI using hydrochloric acid and 
lead acetate. The precipitate is ideal, being about fourteen times heavier than 
the fluorine which it contains, but since it is quite soluble in water 1° a solution 
of PbFCl must be used for washing. The method is quite rapid and con- 
venient. Its accuracy varies with the amount of fluorine present.4 It has 
been used, with modification in the analysis of simple fluorides, electrolytic 
solutions,!® enamels, paints, glasses,!®° and simple minerals. 

Reagents.—Lead acetate. Ten per cent lead acetate solution containing 
1% of glacial acetic acid. 

Wash Solution.—Saturated PbFCl solution for washing precipitate. 


Norrs.—Preparation of Wash Solution. 
Part 1—Ten grams Pb(NOs)2 dissolved in 20 ml. H,0. 


8 The results are slightly low, owing to the solubility of calcium fluoride: 100 ml. H,O 
dissolves 0.0016 gram Cal,; 100 ml. 1.6 N HC2H;O, dissolves 0.011 gram. 

®Low recommends disintegration of the fluoride with sulfuric acid, diluting the 
mixture with water, boiling with ammonium chloride, and then with ammonium hy- 
droxide and hydrogen peroxide. Calcium oxalate is now precipitated from the filtrate 
and CaO determined by titration with standard permanganate according to the usual 
procedure for determination of lime. 

10 Compiled by Ernest P. Herner. . 

4 Originated by Starck, Z. anorg. allzgem. Chem., 70, 173, 1911. C.A., 5, 2049, 1911. 

2 Phosphates, sulfates, chromates and arsenates of lead are precipitated, at least in 
part. Large quantities of alkali salts, boric acid, aluminium and iron prevent complete 
precipitation of PbFCl. Aluminium causes the greatest trouble. A preliminary acetic 
acid ti : 10) extraction will remove most of these radicals. The effect of boric acid and 
alkali salts is lessened if the solution is allowed to stand longer. 

18 Solubility of PbFCl,in 100 grams H,0: at 18° C. 0.0325 gram, at 100° C, 0.1081. 

4 Best results when .01—.1 gram of fluorine is present. 

11, D. Hammond, J. Ind. Eng. Chem., 16, 938, 1924. 

16 Lundell and Hoffman, J. Research Natl. Bur. Standards, 3, 581, 1929. 
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Part 2—One gram NaF dissolved in 100 ml. HO, containing 2 ml. of concentrated 
HCl acid. 

The two parts are combined and the precipitate of PbFCl is washed several times 
by decantation. One liter of cold H:O is added to the residue and allowed to stand one 
hour with stirring. The solution is filtered and the clear filtrate used. 


Procedure.!’—One-half gram of the sample dried at 110° C. for one hour is 
dissolved !8 in about 200 ml. of water and heated to 40° C. The solution is 
made neutral to methyl-orange indicator and then 3 drops of dilute nitrie acid 
are added. ‘To this solution (or extract from fusion) sixteen drops of concen- 
trated hydrochloric acid are added (possibly 22-24 drops with high grade 
substance but great excess must be avoided). Ten drops of glacial acetic acid 
and 25 ml. of the lead acetate solution are added. The heavy white granular 
precipitate of PbICl is allowed to stand for one hour, the temperature being 
kept above 15° C. 

The residue is filtered through a weighed Gooch crucible. After washing 
3-4 times with the PbFCl solution and finally 1-2 times with cold water the 
residue is dried one hour at 110°-120° C. and weighed as PbFCI.” 

Factors: PbFC1X0.16049= NaF, or X0.07261=F. 

Other Methods.—Precipitation as Triphenyltin Fluoride ™ 

Reagents.—Triphenyltin chloride in 95% alcohol, 0.02 g. per ml.; 95% 
alcohol saturated with (C,H;),;SnF at room temperature. 

Procedure.—The aqueous solution of the fluoride is made up to 60-70% 
alcoholic by adding the proper volume of 95% alcohol. About twice the 
calculated quantity of triphenyltin chloride solution, diluted with an equal 
volume of 95% alcohol is heated to boiling and added slowly into the hot fluoride 
solution with rapid Stirring, and the whole is again heated to boiling and the 
stirring is continued during part of the cooling. The vessel is allowed to stand 
overnight since the precipitation is a slow one. The vessel is then cooled in 
ice for 1 hour, if the amount of fluoride is small. The precipitate is collected 
on a weighed filtering crucible, washed with the saturated alcoholic wash solu- 
tion, of which not more than 50 ml. should be required. Dry for 30 minutes 
at 100-110° C., cool and weigh. Weight of (C.H;)3;SnF X0.05153 = weight of 
fluorine. The solution should be between pH 7 and 9. The substances which 
interfere are carbonate, silicic acid and phosphate. Sulfates tend to be pre- 
cipitated by the alcohol, but moderate amounts of the latter as well as nitrate, 
chloride, bromide or iodide do not interfere. The method is well adapted for 
the precise determination of amounts of fluorine ranging from 0.1 to 50 mg. 
in the absence of the interfering substances that have been mentioned. 

17 Procedure of F. G. Hawley is given above. In the original method of Starck the 
neutral solution is treated with a large excess of PbCl, solution. The precipitate is 
allowed to settle over night, filtered off in a weighed Gooch and washed as directed above. 
The residue is dried 2-3 hours at 140°-150° C. and weighed as PbFCl. 

18 If the fluoride is not soluble in H,O it must be fused according to the method of 


Berzelius and Rose. The H.O extract of the fusion, after the last trace of silica and 
ammonia has been removed, is neutralized, made to about 200 ml. and used to precipi- | 
tate PbFCl. 

19 PbCl, will crystallize below this temperature. 

20 Because of the limited range and the number of interfering substances it is probably 
better, when applying this method to complex substances, to precipitate PbFCl as 
directed, but, instead of weighing, to determine chlorine in the residue according to the 
volumetric method of Hawley described above. 

21 Allen and Furman, J. Am. Chem. Soc., 54, 4625 (1932). 
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The general subject of determination of fluorine is considered in the follow- 
ing papers: 


In Rocke and in Water, O. Hackl, Z. anal. Chem., 97, 254 (1934). 

Review of Methods, M. Frommes, Z. anal. Chem., 98, 57 (1934); 99, 211-223 
(1934); 99, 301 (1934). 

In organic compounds, W. Bockemiiller, Z. anal. Chem., 91, 81-90 (1932); 
J. M. Hubbard and A. L. Henne, J. Am. Chem. Soc. 56, 1078 (1934). 


VOLUMETRIC METHODS FOR THE DETERMINATION OF FLUORINE 


VOLUMETRIC DETERMINATION OF FLUORINE ” 
DETERMINATION IN SOLUBLE FLUORIDES 


With No Interfering Elements ** Present.—The reagents used for deter- 
mining fluorine in solution when no interfering elements are present are as 
follows: 


(1) Zirconium nitrate, 1 g. Zr(NO3)4-5H.O in 250 ml. water. 

(2) Alizarin red—1 g. of sodium alizarin sulfonate in 100 ml. of ethyl alcohol. 
Filter off the undissolved residue and add 150 ml. of ethyl alcohol to the 
filtrate. The two solutions are kept in stock and mixed, 3 parts of 
solution (1) and two of solution (2) as needed. 

(3) Thorium nitrate solution standardized against a known fluoride solution. 

(4) Standard fluoride—0.02 N iithium fluoride or specially purified sodium 
fluoride. 

(5) Hydrochloric acid, approximately 1 to 50. 


Dissolve a weighed quantity of the fluoride in water and make up to a given 
volume. ‘Transfer an aliquot of the solution to be analyzed to a small tall-form 
beaker, add water to make a volume of approximately 20 ml. and 3 drops of 
the zirconium-alizarin mixture.% If necessary, add just enough dilute hydro- 


_ # Method of Willard and Winter, Ind. Eng. Chem., Anal. Ed. 5, 7 (1938). 

23 Any ion which forms a precipitate or a nondissociated salt with fluorine or with 
thorium interferes with the titration—e.g. Cat*, Bat+, Fett*, Altt+, POs, ete. 

* Tf the volume of the solution to be titrated is sufficiently small (4 to 8 ml.) so that 
the color can be distinguished, the accuracy of the titration is increased by using only 
one drop of the indicator. If the volume is large, it may be necessary to add more than 
3 drops (50 to 75 ml. require 6 drops). For very accurate results it is necessary tc 
standardize the thorium nitrate in approximately the same volume and with the same 
number of drops of indicator as the unknown, and titrate the two to the same color. 
The end point is not sharp in the presence of a large amount of thorium fluoride; not 
more than 10 ml. of 0.1 N thorium nitrate should be used for the titration. 
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chloric acid to destroy the color. Add an equal volume of neutral ethyl alcohol, 
and titrate over a white surface in good light with the standard thorium nitrate 
to a faint permanent reappearance of color. The reaction is slow near the 
end point. When titrating with 0.01 N thorium nitrate, make a correction 
for the fluorine which combines with the indicator. Determine this by titrating 
the number of drops of indicator used in the titration with 0.01 N fluoride 
solution to the disappearance of the color. 

When interfering elements are present in the soluble fluoride solutions, the 
fluorine must be separated from the other elements before the titrations can 
be made. This may be done by volatilizing it as hydrofluosilice acid by simply 
adding perchloric or sulfuric acid (perchloric acid is preferable since nearly all 
of the perchlorates are very soluble), water, and several pieces of glass to the 
sample in a distillation flask, and distilling. When only a small quantity of 
fluorine (10 mg. or less) is present in the sample and the temperature is not 
allowed to rise above approximately 125° C., the pieces of glass appear to sup- 
ply the silica necessary to combine with the fluorine to form hydrofluosilic acid, 
and there is no noticeable etching of the flask. If there is more fluorine present 
or the temperature is allowed to rise higher, silica is taken from the flask, and 
etching is noticeable. In either case, however, the fluorine is recovered 
quantitatively. 

Procedure.—Place the sample in a small distillation flask, and add a few 
glass beads or pieces of porous plate, 5 ml. of 60% perchloric acid, and sufficient 
water to cause the solution to boil at 110° C. or less. Place the flask on an 
asbestos mat with an opening large enough so that about one-third of the flask 
will be exposed to the flame. Close with a two-hole rubber stopper through 
which passes a thermometer and a capillary tube, both of which extend down 
into the liquid. Connect a dropping funnel with the capillary tube so that 
water may be added during the process of distillation, and fill this with water. 
Connect the flask with a water condenser. The distillate may be collected 
in an open container. Distil until the boiling point of the solution reaches 
135° C.25 Titrate with thorium nitrate as previously directed under the 
determination of soluble fluorides. 

When a large amount of silica is present, the following procedure ** is 
followed: Fuse 0.5 gram of the sample with 2.5 grams of sodium carbonate, 
leach the mass with hot water, filter, and wash. Transfer the insoluble residue 
back to the dish in which it was leached by means of a fine jet with about 50 ml. 
of hot water, add sodium carbonate to make approximately a 2% solution, 
boil a few minutes, filter, and wash thoroughly with hot water. To the com- 
bined filtrates which should have a volume of 300 ml., add 0.5 gram of zinc 
oxide dissolved in perchloric acid, boil the alkaline solution for one minute, 
filter and wash with hot water. Concentrate the filtrate to 200 ml., add a drop 
of methyl red, neutralize to a very faint pink with dilute perchloric acid, add a 
solution of 0.25 gram of zinc oxide and 0.5 gram of ammonium carbonate dis- 
solved in 0.5 ml. of ammonium hydroxide and 10 ml. of water. (Place on 

*® Quantitative recovery of fluorine was obtained with the temperature anywhere 
between 120° C. and 150°C. However, when a large amount of organic material is 
present, care should be taken to prevent the temperature from rising above 135° C., 
as otherwise an oxidizing action may occur which is unduly violent. In such cases 


sulfuric acid may be preferable. 
26 Lundell and Hoffman, J. Research Natl. Bur. Standards, 3, 581 (1929). 
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steam bath until a clear solution is obtained.) Boil the solution until the odor 
of ammonia has entirely disappeared, concentrate to about 100 ml., filter, and 
wash with cold water. Concentrate the filtrate to 25 ml., and either transfer 
‘to the distillation flask for the determination of fluorine; or to a 50-ml. volu- 
metric flask, make up to volume, and take an aliquot for the determination. 


VOLUMETRIC DETERMINATION OF FLUORINE—FORMATION OF 
SILICON TETRAFLUORIDE AND ABSORPTION OF THE 
EVOLVED GAS IN WATER. OFFERMAN’S METHOD ” 


Silicon tetrafluoride is formed by the action of sulfuric acid upon a fluoride 
in presence of silica, the evolved gas is received in water and the resulting com- 
pound titrated with standard potassium hydroxide. The following reactions 
take place: 


B. HSif.+6KOH=6KF+Si0.+4H.0. 


The method is suitable for determining fluorine in fluorspar in evaluation 
of this mineral. 

Procedure.—The powdered sample, containing the equivalent of 0.1—0.2 
gram calcium fluoride, is mixed with about ten times its weight of pulverized 
quartz (previously ignited and kept in a desiccator), placed in the decom- 


H,SO, 
Glass Beads 


/ to 
CaCl, Soda Lime H,SO, H,SO, 


Fie. 50. Adolph’s Apparatus for Determining Fluorine. 


position flask F, shown in Fig. 50, and about 1 gram of anhydrous copper sulfate 
added, followed by 25 ml. of concentrated sulfuric acid. The stopcock EF 
is closed and the air bath heated gradually till in one-half hour the temperature 
has risen to 220° C. The cock FH is now opened and air slowly forced through 
the apparatus (by means of water pump) at the rate of about three bubbles per 
second, the temperature being kept at 220° C., and the flask containing the sam- 
ple occasionally shaken. When the bubbles of silicon tetrafluoride have disap- 
peared from F, the flame is removed, but the air current continued for half an 
hour longer. The solution in the receiving flask is now titrated with 0.1 N 
KOH. 


Notrns.—The apparatus shown in the cut is the form recommended by Adolph, 
and the details of procedure are essentially his. This method is preferred to that 
of Penfield,?* in which an alcoholic solution of potassium chloride is used to absorb 


277, angew. Chem., 3, 615, 1890. Wm. H. Adolph, J. Am. Chem. Soc., 37, 11, 
2500, 1915. 
28 Am. Chem. Jour., 1, 27, 1879. 
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the tetrafluoride, and the liberated hydrochloric acid titrated with the standard alkali 
in presence of cochineal indicator. 

The results obtained by this method are generally low, but the procedure is useful for 
rapid valuation of fluorspar. 


The run having been made as directed, the solution in tube K is poured 
into a beaker, an excess of standard potassium hydroxide added and the 
excess alkali titrated with standard sulfuric acid in boiling solution. Norris 
prefers the use of litmus indicator to phenolphthalein, claiming that the end- 
point is sharper. 

It is found advisable to use mercury in the tube K as a trap, thus pre- 
venting the stoppage of the delivery tube by crystallization. The gas readily 
passes up through the mercury and is absorbed in the supernatant solution. 

In place of using N/10 solutions the potassium hydroxide may be made of 
such strength that 1 ml. will equal 1% fluorine with 0.5 g. sample taken and 
the acid made to a corresponding strength. 


Notrs.—The following suggestions for the method are made by W. VY. Norris, 
Colorado School of Mines. 

It is especially necessary that all apparatus be dry, as the least amount of moisture 
will make the results run low. For this reason it is better to use phosphoric anhydride 
in pee bottle B instead of sulfuric acid. 

he sulfuric acid used should be previously treated as follows: Heat 500 ml. of 
seid to white fumes, cool, warm gently but not to fumes, then again cool in a desiccator 
until ready for use. This will produce an acid that will be an efficient dehydrator and 
will give off no free sulfur trioxide. 

It is advisable to use a large excess of silica in the generator apparatus, preferably 
ten times the weight of the sample taken. 

The copper sulfate must be anhydrous, and can best be obtained by heating very 
thin layers of the pure blue crystals in an oven for about five hours at 215° C. 

Adhere strictly to the directions of keeping the temperature in the flask at 220° C., 
as that temperature will give the maximum recovery. 

The bottles A, B, C and D are for the purpose of thoroughly drying the air. G 
contains cone. sulfuric acid, prepared as suggested above. H is filled with glass beads, 
to remove sulfuric acid spray; I and J are empty tubes which should be thoroughly dry. 
The gas is completely absorbed in tube K. 


COLORIMETRIC DETERMINATION OF FLUORINE—METHOD OF 
STEIGER® AND MERWIN ® 


The method is based on the bleaching action of fluorine upon the yellow 
color produced by oxidizing a solution of titanium with hydrogen peroxide. 
A known amount of titanium in solution is mixed with definite volume of the 
solution containing the fluorine and the tint compared with a standard solution 
containing an equivalent amount of titanium. The extent of bleaching enables 
the computation of the fluorine present. The method is applicable to deter- 
mination of fluorine in amounts ranging from 0.00005 to 0.01 gram. Merwin 
has shown that large amounts of alkali sulfates have a bleaching action similar 
to fluorine. Addition of free acid, or rise of temperature, intensifies the 
color lost by bleaching. Aluminum sulfate has no marked effect on standard 
solutions, or on solutions bleached by alkali sulfates, but it restores the color 

29 G. Steiger, J. Am. Chem. Soc., 30, 219, 1908. 


30H. EK. Merwin, Am. Jour. Sci. (4), 28, 119, 1909. C. A., 3, 2919, 1909. J. W 
Mellor, “A Treatise on Quantitative Inorganic Analysis.” Chas. Griffin & Co. 
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to a considerable degree to solutions bleached by fluorine. Ferric sulfate has 
a similar effect. Phosphoric acid bleaches a standard solution. Silica has little 
effect. According to Merwin an accuracy of 0.002 gram may be expected, an 
error which is half that of the most reliable gravimetric method. 


Gram Fluorine 


120 140 160 180 200 
Ratio of Depths of Color 


Fig. 51. Effect of Sulfuric Acid upon the Color. 


Reagents. Standard Titanium Solution.—An intimate mixture of 1 gram 
of TiO. and 3 grams of ammonium persulfate is heated until the vigorous 
action has ceased, and the ammonium sulfate is expelled. The residue is treated 
with 20 ml. of cone. sulfuric acid, heated to fuming and, when cold, poured 
into about 800 ml. of cold water. When the suspended salt has dissolved, 
57.5 ml. of cone. sulfuric acid are added, and the solution made up to 1000 
ml. (50 ml. or more of the solution should be analyzed for TiOz). One ml. will 
contain 0.001 gram TiOs. 

Standard Fluorine Solution.—2.21 grams of sodium fluoride, which has 
been purified by recrystallizing, washing, and igniting strongly, is dissolved in 
1000 ml. of water. One ml. will contain 0.001 gram fluorine. 

Sulfuric Acid.—95.5% solution, (sp.gr. 1.84). 

Hydrogen Peroxide.—Ordinary strength. 

Standard Colored Solution.—The solution used in determining flucrine in 
materials fused with alkali carbonates contains 10 ml. of the titanium solution, 
4 ml. of hydrogen peroxide, and 4 ml. of concentrated sulfuric acid. 

Apparatus.— Nessler Tubes 6 cm. long, 2.7 cm. in diameter are recommended 

by the authors. Colorimeters may be used in place of Nessler tubes. A very 
suitable type for this purpose is shown on page 292, Fig. 38. 

- Procedure.—Two grams of the powdered sample are fused with 8 grams 
_of mixed sodium and potassium carbonates, the fusion taken up with hot water, 
and, when leached, 3 to 4 grams of ammonium carbonate added. The mix is 
warmed for a few minutes and then heated on the water bath till the ammonium 
carbonate is decomposed and the bulk of liquid is small. Silica, ferric oxide, 
and alumina oxide are thrown down and are removed by filtration. The filtrate, 
which should not exceed 75 ml., is treated with 4 ml. of hydrogen peroxide, and 
then 10 ml. of standard titanium solution cautiously added (HO. prevents 
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precipitation of TiO, by the alkali carbonates), followed by 4 ml. of conc. 
sulfuric acid to neutralize the alkali carbonates. The solution, neutral or 
slightly acid, acquires a light orange tint. A little sodium carbonate is added in 
just sufficient amount to discharge the color, and then a drop or so of acid to 
again restore it. The amount of excess acid now required depends upon the 
amount of fluorine present in the solution. For amounts of fluorine less than 
0.0025 gram (0.125% of sample), 3 ml. of acid are added. For amounts of 
0.0025 to 0.012 gram fluorine, 12 ml. of acid are added. The solution is diluted 
to 100 ml. 
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Fig. 52. Fluorine—Titanium Ratio. 


Comparison.—The test solution is now compared with the standard solu- 
tion containing 10 ml. titanium reagent, and the same amount of acid and 
hydrogen peroxide as in the test sample, in a volume of 100ml. If Nessler tubes 
are used, these are held over a white surface illuminated with diffused light. 
In the absence of a bleaching substance, such as fluorine, the two solutions will 
have the same tint, but in presence of fluorine the bleaching effect will cause 
the test solution to appear paler than the standard. The depths of the liquids 
are adjusted so that the tubes will have the same intensity of color when moved 
from right to left or reversed. Should the left eye perceive a darker shade, the 
tube on the left will appear uniformly darker whether it be the test sample or 
the standard. . The comparative depths of the liquids in the tubes are measured 
and the ratio obtained by dividing the depth of the fluorine solution by the 
depth of the standard and multiplying by 100. Reference may be made to the 
Depth of F Sol. 100 the 


1 h in Fig. 52. IQ 
plotted curve shown in Fig. 5 The ratio Depth of Seamaaed 
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abscissa, while the ordinate represents the amount of fluorine in the 2-gram 
sample. 

Example.—Suppose the test solution=3.6 ml. and the standard=4.5 ml.; 
the ratio then=80; from the curve it is evident that the fluorine=0.00095 
gram or 0.0475%, since a 2-gram sample was taken. 


Nortrs.—l. The destruction of ammonium carbonate is necessary because ammo- 
nium sulfate bleaches the final solution and should be absent. 

2. Changes of temperature of 50° C. intensify the color 5 to 15%. 

3. Increasing the acidity tends to restore the bleached color. 

4. The same ratios are obtained by dividing the final volume of the standard by 
the volume of the test in cases in which a colorimeter is used which requires the standard 
to be diluted. 

According to Merwin, however, the bleaching effect of alkali sulfates, which are 
present, will make the ratio much higher than it would be if they were absent. (The 
sulfates alone give a ratio of 125.) This ratio should be determined on two 8-gram 
portions of the alkali carbonate mixture used in the fusion and the correction made 
accordingly. If this ratio, represented by m and 1, is the ratio of the two solutions, 
then (r—m) +23,000=g. F for amounts of fluorine not exceeding .0025 g. (3 ml. H2SOx, 
22° C.; 4 ml. H.O», .01 g. TiO.). If the fluorine amounts to .0025 to .012 g., then 12 ml. 
H.SO, is added and the formula required is (r—m—3)+6300=g. F (m blank should 
be determined and should not much exceed 108). In absence of sulfates the following 
formulas are given— 


(a) (r—100)+70,000=¢. F, with .5 ml. H.SO,, limits of F=.00005 to .001 g. 
(6) (r—100) +22,000=g¢. F, with 3.5 ml. H,SO,, limits of F=.001 to .004 g. 


Example (a) if r=142, then (142—100) +70,000 = .0006 g. I. 


See also “Determination of Fluorine”’—an indirect method recommended by 
F. G. Hawley, J. Ind. Eng. Chem., 18, 572, 1926. 


THE VOLUMETRIC DETERMINATION OF FLUORINE *. 


Two procedures are suggested—a rapid method depending upon the 
estimation of fluorine from the percentage of calcium present with fluorine, 
the calcium combined with commonly occurring substances being extracted 
by glacial acetic acid; and a procedure that depends upon separation of fluorine 
from its combination by converting it to soluble alkali salt and reprecipitating 
it from solution by addition of a known amount of calcium salt, the excess of 
the calcium being coriverted to oxalate and so determined, the amount combined 
with fluorine being thus estimated.and the equivalent fluorine calculated. 


REAGENTS 


Calcium Acetate (0.25 N solution).—12.51 grams of pure calcium carbonate 
are dissolved in 500 ml. of water and 75 ml. glacial acetic acid (large beaker 


31 By Wilfred W. Scott. Reprinted from J. Ind. Eng. Chem., 16, 703 (1924). 
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necessary) and the acetate formed is placed in a graduated flask and diluted 
to 1000 ml. The solution is standardized by precipitation of the calcium 
oxalate in an aliquot portion (40 ml.) and titration with standard potassium 
permanganate. Exact normality is recorded. 


1 ml. 0.25 N solution=0.005 gram calcium. 


Potassium Permanganate (0.25 N solution).—7.91 grams of pure crystals 
(KMn0O,) per liter are standardized against 0.67 gram of pure sodium oxalate 
equivalent to 40 ml. 0.25 N solution. Exact normality is recorded. 

Sodium Oxalate (0.25 N solution containing 16.75 grams of the salt per 
liter).—Solution is best effected in hot water. (Solubility, 3.22 grams per 
100 ml. at 15° C.) 


PRELIMINARY PROCEDURE 


(a) Minerals Containing Phosphates or Sulfates.—One gram of the finely 
powdered mineral, ore, or calcium fluoride salt is extracted with 50 ml. of 
dilute acetic acid (1 part glacial, 10 parts water) by gently warming for 15 to 
20 minutes with stirring. The residue, transferred to a small, ashless filter, 
is washed with about 50 ml. of water, making the total extract 100 ml. (Save 
for calcium determination, if desired.) The filter and residue are dried rapidly 
by spreading out on a watch glass. The fluoride is carefully transferred onto 
a sheet of glazed paper, the filter ignited, and the ash added to the fluoride. 
The residue is fused as directed under Fusion. 


Nots.—For exact work an allowance has to be made for the solubility of the calcium 
fluoride. The following solubilities were found, 0.5-gram samples of material being 
taken and treated with 100 ml. of acetic acid of the strength stated: 


Acid H,0 Cal, CaCO; CasPO.4 CaSO, 
1 part 2 parts 0.0103 Very soluble 0.240 0.084 
1 part 10 parts 0.0144 Very soluble 0.276 0.170 


(b) Phosphates and Sulfates Absent.—No acetic acid extraction is neces- 
sary. 

(c) Sulfides Present.—Sulfur as sulfide occurs generally combined with 
iron, copper, cobalt, etc. No special procedure is necessary here, as the 
sulfide is oxidized later. 

Fusion.—Five grams of ‘sodium carbonate and 10 grams of potassium 
hydroxide, placed in a 50- to 60-ml. silver or iron crucible, are brought to quiet 
fusion, and allowed to cool until a crust forms over the melt. Half a gram 
of the fluoride sample is intimately mixed with 0.5 to 1 gram of powdered 
silica prepared as outlined above (powdered sand free of fluorine will do), and 
placed in the crucible over the fusion. The crucible is covered and heat 
applied to bring the contents of the crucible to molten temperature. (High 
heat is not necessary.) Complete decomposition is effected in half to three- 
quarters of an hour. The crucible should be agitated frequently during 
fusion to mix the contents. 


_ _Norr.—Calcium fluoride is not so easily decomposed as many existing methods 
indicate. Hydrochloric acid apparently dissolves the mineral, but on dilution calcium 
fluoride precipitates. Sulfuric acid and potassium acid sulfate fusion is far from satis- 
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factory; platinum is required and a loss due to bumping is liable to occur. Complete 
decomposition by acid treatment is frequently doubtful. The alkali fusion appears to 
be the best method for decomposing the fluoride. 


If the mass is in molten condition, it may be poured in the lid of the crucible; 
if too viscous to pour, it is spread over the inner surface of the crucible by 
rotating the crucible over the flame. The material is now disintegrated and 
removed from the crucible and lid by action of about 200 ml. of hot water in 
a 500-ml. beaker. Ten milliliters of hydrogen peroxide are added and the 
solution is boiled for about 5 minutes. 


Notre.—Fusions made in silver disintegrate more readily than those made in iron. 
Calcium carbonate tends to adhere to the walls of the crucible. 

Boiling the solution expels the excess of peroxide, which interferes in the oxalate 
precipitation of calcium, if left in solution. Sulfides, iron, and other oxidizable materials 
are oxidized by the peroxide. 


The solution containing the excess of sodium carbonate, potassium hy- 
droxide, alkali fluoride, and the greater portion of the silica is filtered off; 
the residue, containing calcium carbonate (or phosphate if present in the fused 
material), silver, iron, some silica (10 to 15% of total), etc., is washed with 
hot water (10 times) and the washings are combined with the first filtrate. 
The residue is used for Procedure A, the filtrate for Procedure B. 


Notrr.—Should phosphates be present in the material, the greater portion will 
remain in the residue, and a small amount will pass into the filtrate as sodium salt. 


Ca3(PO4)2+3Na2.CO;—38CaCO3;+2Na;PO.. 


PROCEDURE A—DETERMINATION OF CALCIUM AND 
EQUIVALENT FLUORINE 


The residue washed into a beaker is dissolved in hydrochloric acid (200 ml. 
of water, 20 ml. HCl). If any gritty material remains, it is advisable to fuse 
this with about 2 grams of sodium carbonate and 3 to 5 grams of potassium 
hydroxide, repeating the extraction with water; the residue is dissolved in 
hydrochloric acid and added to A and the water extract to B. The free acid 
is neutralized with ammonia, the solution heated and filtered, and the residue 
washed. Calcium passes into solution, iron (and silver) remains on the filter. 
(The crucible should be rinsed out with dilute hydrochloric acid, as calcium 
carbonate may adhere to the walls of the vessel.) 


Norr.—A small amount of calcium is liable to be occluded by the hydroxide of 
iron. If this is present in appreciable amount, it is necessary to dissolve this in hydro- 
chlorie acid, reprecipitate with ammonia, and filter, adding the filtrate to the main por- 
tion containing calcium. ; 


Calcium is now precipitated from the filtrate by adding 0.25 N sodium 
oxalate. About 60 ml. are necessary for 0.5 gram of calcium fluoride (fluorspar). 
After heating to crystallize the oxalate, the calcium is filtered off, washed 
with water (6 times), dissolved in water containing sulfuric acid (200 ml. 
-H,0+10 ml. H2S0O,), and titrated hot with 0.25 N potassium permanganate. 


1 ml. 0.25 N KMnO.= 0.005 gram Ca and 0.00474 gram F. 


416 FLUORINE 


Norr.—lf the mineral was extracted with dilute acetic acid (1:10) to remove 
calcium phosphate, carbonate, or sulfate, an allowance should be made for the solubility 
of calcium fluoride of approximately 0.014 gram CaF; per 100 ml. extract at 18° C. 

If total calcium is desired, the calcium in the extract should be determined and 
added to the calcium of the fluoride. 


PROCEDURE B—DETERMINATION OF FLUORINE. CALCIUM 
ACETATE METHOD 


The alkaline filtrate (water extract of the fusion) contains the fluorine, 
sodium and potassium salts, and silicic acid. 

The filtrate is heated to near boiling and sufficient 0.25 N calcium acetate 
reagent is added to precipitate all the fluorine and about 5 to 10 ml. excess 
(60 ml. per 0.5 gram CaF). Glacial acetic acid is now added until faintly 
acid (if the solution is alkaline, litmus paper test) and then an excess of 1 ml. 
per 100 ml. of solution. The heating is continued for about 5 minutes. 


Notr.—Upon addition of the calcium acetate, calcium carbonate also precipitates 
with calcium fluoride. When the solution becomes acid, the carbonate dissolves. 
the acidity is correct, the precipitate settles readily and is easily filtered. Should it be 
finely divided and remain in suspension, the addition of sufficient potassium or sodium 
hydroxide to give an alkaline reaction will coagulate and settle the precipitate. 


The solution and precipitate are transferred to a 500-ml. (or larger) gradu- 
ated volumetric flask and, after cooling (18° C.), made to volume, then trans- 
ferred to a large beaker and the precipitate allowed to settle for a few minutes. 
An aliquot portion of the clear solution is decanted through a filter, the first 
5 to 10 ml. being rejected (several filters may be used to hasten filtration, if 
slow). A measured volume of the filtrate is now taken for the determination 
of excess calcium. 

Precipitation and Titration of Calcium.—Sufficient 0.25 N sodium oxalate 
solution is added to precipitate the calcium. It is safe to use as much oxalate 
as the aliquot requires in case no calcium was removed by fluorine—i.e., 
if one-half the total solution represents the aliquot, then 30 ml. of oxalate are 
added. The author prefers to precipitate the calcium from a weak acetic 
acid solution (about 0.5 ml. free glacial acetic acid per 100 ml.). This is the 
acidity of the solution obtained on adding calcium acetate and acetic acid, 
as directed, no alkali being added, as suggested, for settling stubborn calcium 
fluoride precipitates. 

The calcium oxalate is coagulated by heating, then filtered, washed, and 
titrated with 0.25 N potassium permanganate in a hot solution containing 
sulfuric acid. The oxalate is best dissolved from the filter by hot water 
containing sulfuric acid. 


1 ml. 0.25 N potassium permanganate=0.005 gram calcium. 


Calculation.—If A=ml. 0.25 N calcium acetate, 
B=nmil. 0.25 N potassium permanganate, 


X=factor for converting the aliquot portion of solution 
taken in the calcium determination to total solution. 
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Then A ml.— XB ml.=ml. 0.25 N calcium acetate required by fluorine. 
The difference multiplied by 0.005=calcium combined with fluorine, or 
multiplied by 0.006= equivalent fluorine (CaX1.2=F). (See Discussion.) 


Correction.—Owing to the slight solubility of calcium fluoride and possibly to 
the formation of a complex compound, calcium fluoride with a fluosilicate, a corrective 
factor seems to be necessary, the ratio of calcium to fluorine being 40 : 48, rather than 
the ratio represented in the formula CaF». 


PROCEDURE C—DETERMINATION IN ALKALI FLUORIDES 


Decomposition.—0.5 to 1 gram of the alkali fluoride is dissolved in about 
100 ml. of hot water. 

Precipitation.—The fluorine is precipitated by adding, from a burette, a 
known amount of 0.25 N calcium acetate in sufficient amount to precipitate 
all the fluorine, and then 5 to 10 ml. in excess. If the solution has not become 
acid by addition of the reagent, make it so by adding acetic acid. The solution 
and precipitate are transferred to a 250-ml. graduated flask, and after cooling 
are made to volume and well mixed. An aliquot portion is now filtered through 
a fine-mesh filter (rejecting the first 5 to 6 ml.). A measured portion (half 
the original total is reeommended) is heated to boiling, and calcium is precipi- 
tated by adding an excess of sodium oxalate. The solution is neutralized 
with ammonia and the calcium oxalate filtered off, washed, and titrated with 
0.25 N potassium permanganate, according to the standard procedure. (See 
Precipitation and Titration of Calcium.) 

Calculations of Fluorine. 


If A=total ml. of 0.25 N calcium acetate, 


B=nul. of 0.25 N potassium permanganate required by the calcium in 
half the total volume. 


Then A—2B=% fluorine per half gram sample or (A —2B) X0.005 X0.948 
= gram fluorine. 


Nortrs.—It appears that the compound formed by addition of calcium acetate to 
the soluble fluoride is CaF; it is thus possible to use the conversion factor 0.948 for 
converting the calcium, combined with fluorine, to its equivalent fluoride. 

The method does not distinguish fluorine combined as a fluosilicate from fluorine 
combined as a fluoride. 

The best method for decomposing fluorspar or calcium fluoride was found to be by 
fusion with sodium and potassium carbonates, sodium carbonate and potassium hy- 
droxide, or sodium or Oe carbonate and sodium hydroxide. ‘The presence of 
silica is necessary. 

CaF, is precipitated by adding the calcium acetate reagent to the alkaline solution 
of the fluoride. The calcium carbonate, which also forms, redissolves as soon as the 
solution becomes acid. A large amount of acid is to be avoided, as this liberates silicic 
acid, which prevents the settling of the fluoride. When the solution is first acidified 
and the calcium fluoride i is then precipitated, the compound settles badly and is difficult 
to filter. Should the fluoride be difficult to settle, it is preferable to make the solution 
‘alkaline by addition of sodium or potassium hydroxide, rather than to add an insoluble 
substance to carry down the flocculent material. The-alkali treatment coagulates the 
fluoride (probably dissolving silicic acid) and causes rapid settling. 
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VOLUMETRIC DETERMINATION OF FLUORINE # 


The Method of Hawley.—Fluorine is precipitated as PbFCl, using hydro- 
chloric acid and lead acetate. The chlorine contained is determined by some 
standard method for chlorine and fluorine is-calculated from the results. This 
procedure is applicable in the presence of fairly large amounts of the radicals 
that interfere in the gravimetric procedure. It can be used nearly equally as 
well with simple fluorides as with complexes such as topaz, mica, insecticides 
and other artificial mixtures. The method is especially well adapted to ores 
and mineral substances. Insoluble substances must be rendered soluble 
by fusion. The accuracy on low-grade materials is somewhat better than that 
of the Berzelius CaF, method. 

Reagents.— Lead acetate: 10% lead acetate solution containing 1% glacial 
acetic acid. 

Wash solution: Saturated PbFCI solution for washing. (For preparation 
see gravimetric method, page 405.) 

Procedure.—Preparation of material: One-half gram of the dried sample is 
fused #4 with 7-8 grams of sodium-potassium carbonate mixture (1:1) in a 
platinum *4 crucible. About 4 times as much silica as fluorine should be 
present (a great excess should be avoided). Sulfur, if present, should be 
oxidized here with H2O» or NazO2 (an excess should be avoided; this treatment 
lowers the accuracy). 

When well fused the mass is placed on a smooth metal plate and allowed to 
cool. The dish *4 and melt are heated with water in a casserole until completely 
disintegrated and then filtered. Any lumps remaining are heated with 1 gram 
of Na2CO; ** and thoroughly washed with hot H,O. The washings are added 
to the above filtrate. 

The beaker containing the filtrate (150-250 ml.) is covered and 16 drops of 
concentrated HCl are added (high grade substance may require 22—24 drops but 
much more will precipitate PbCl.).*® 

The solution is warmed to 40° C. and enough HNO; is added to make neu- 
tral to methyl-orange and to leave 3 drops in excess. 

Precipitation of PbFCl.—Ten drops of glacial acetic acid and 25 ml. of the 
clear lead acetate are added. The precipitate of PbFCl, dense and granular, 
forms usually at once but the precipitation may not be complete for 30-60 
minutes. The solution is stirred and cooled. The temperature must not fall 
below 15° C. or PbCl,.** will crystallize; other Pb salts may precipitate here but 
they will not make a great deal of difference. The precipitate is filtered off 
(on fine paper), washed, first with a small amount of cold H2O,*7 then with 
PbFClI 3-4 times and finally 1-2 with cold HO. 


32 Compiled by Ernest P. Herner. 

33 Tf the fluoride is soluble the fusion may be omitted, but this seldom is the case in 
ores. 

34 A porcelain crucible may be used; if so it should be broken and boiled with the 
melt in extracting. 

35 The second boiling usually recovers all the fluorine, but with high fluorine content 
refusion increases the accuracy. 

36 PbCl. crystals can be recognized by their needle-like structure, transparency and 
high luster. They are also more soluble in H.O than PbFCl. 

37 Accuracy is much decreased if pure water is used for. washing. 
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Determination of Chlorine.—Dissolve the PbFCI precipitate by pouring 
20-30 ml. of hot 25% nitric acid through the filter. The mixture should be 
heated on a steam bath.*8 
The chlorine can now be determined by any standard method. The silver 

nitrate method of Volhard may be used, the silver may be deposited by 
electrolysis or silver chloride may be cupelled. 


VALUATION OF FLUORSPAR 


_The following procedure, worked out by Dr. Bidtel,*® meets the commercial 
requirements for the valuation of fluorspar. The determinations usually 
required are calcium fluoride, silica, and calcium carbonate; in some particular 
cases lead, iron, zine, and sulfur. 

Procedure. Calcium Carbonate.—One gram of the finely powdered sample 
is placed in a small Erlenmeyer flask, 10 ml. of 10% acetic acid are added, a 
short-stemmed funnel inserted in the neck of the flask as a splash trap, and 
the mixture heated for an hour on a water bath, agitating from time to time. 
The calcium carbonate is decomposed and may be dissolved out as the soluble 
acetate, whereas the fluoride and silica are practically unaffected. The solution 
is filtered through a 7-cm. ashless filter, the residue washed with warm water 
four times, and the filter burned off in a weighed platinum crucible at as low 
a temperature as possible. The loss of weight minus 0.0015 gram (the amount 
of calcium fluoride soluble in acetic acid under the conditions named) is reported 
as calciwm carbonate. 

Silica.—The residue in the platinum crucible is mixed with about 1 gram 
of yellow mercuric oxide, in form of emulsion in water (to oxidize any sulfide 
that may be present); any hard lumps that may have formed are broken up, 
the mixture evaporated to dryness and heated to dull redness, then cooled 
and weighed. About 2 ml. of hydrofluoric acid are added and the mixture 
evaporated to dryness. This is repeated twice to ensure complete expulsion 
of silica (as SiF,). A few drops of hydrofluoric acid are then added, together 
with some macerated filter paper, and a few drops of ammonium hydroxide to 
precipitate the iron. The solution is evaporated to dryness, heated to dull 
redness, cooled and weighed. The loss of weight is reported as silica. 


38 Much heat must not be used for there is danger of dispelling some chlorine. If 
there is a great dea! of PbFCl it may not dissolve readily, but this does not matter 
unless much PbSO, is present. This will interfere later if not removed here; but since 
nate is very soluble in nitric acid and PbSO, is not, a separation can be effected by 

tering. 

39K). Bidtel, J. Ind. Eng. Chem., 4, 201 (1912). 
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Calcium Fluoride.—The residue is treated with 2 ml. of hydrofluoric acid 
and 10 drops of nitric acid (to decompose the oxides), the crucible covered and 
placed on a moderately warm water bath for thirty minutes, the lid then 
removed and the sample taken to dryness. The evaporation with hydrofluoric 
acid is repeated to ensure the transposition of the nitrates to fluorides, and if 
the residue is still colored, hydrofluoric acid again added and the mixture taken 
to dryness a third time; then a few drops of hydrofluoric acid are added and 
10 ml. of ammonium acetate solution (the acetate solution is made by neutral- 
izing 400 ml. of 80% acetic acid with cone. ammonia, adding 20 grams of citric 
acid and making the mixture up to 1000 ml. with conc. ammonium hydroxide). 
The mixture is digested for thirty minutes on a boiling water bath, then filtered 
and washed with hot water containing a small amount of ammonium acetate, 
and finally with pure hot water. (Several washings by decantation are advis- 
able.) The residue is ignited in the same crucible and weighed as calciwm 
fluoride. An addition of 0.0022 gram should be made to compensate for loss of 
CaF». 

Pure calcium fluoride is white. To test the purity of the residue, 2 ml. of 
sulfuric acid are added and the material taken to fumes to decompose the 
fluoride; 1 ml. of additional sulfuric acid is added and the excess of acid expelled 
by heating. The residue is weighed as calcium sulfate. This is now fused 
with sodium carbonate, and the fusion treated with hydrochloric acid in excess. 
If barium is present the solution will be cloudy (BaSQ,). 


ANALYSIS OF SODIUM FLUORIDE 


Preparation of the Sample and Insoluble Residue.—Ten grams of the 
sample are dissolved in 250 ml. of water in a beaker, and boiled for five minutes, 
then filtered into a liter flask through an ashless filter; the residue is washed with 
several portions of water and ignited. This is weighed as insoluble residue. 
The filtrate and washings are made to 1000 ml. with distilled water. 

Sodium Fluoride.—Fifty ml. of the solution equivalent to 0.5 gram of 
sample are diluted to 200 ml. in a beaker, 0.5 gram sodium carbonate is added 
and the mixture boiled. An excess of calcium chloride solution is now added 
slowly and boiled for about five minutes. A small amount of paper pulp is 
added to prevent the precipitate from running through the filter, the precipitate 
allowed to settle and then filtered, using a 9-cm. S. & S. 590, or B. & A. 
grade A, filter paper. The fluoride is washed twice by decantation, and four 
or five times on the filter with small portions of hot water. The final washings 
should be practically free of chlorine. 


FLUORINE 421 


The residue is ignited in a platinum dish, then treated with 25 ml. of acetic 
acid, and taken to dryness. This treatment is repeated and the residue taken 
up with a little hot water and filtered. The calcium fluoride is washed free of 
, calcium acetate with small portions of water, remembering that CaF is slightly 
soluble in water. The ignited residue is weighed as CaFs. 


CaF, X1.0758 = NaF. 


Sodium Sulfate.—To the filtrate from calcium fluoride is added 10 ml. 
hydrochloric acid and then a hot solution of barium chloride. The BaSQs, is 
allowed to settle, filtered, washed, dried, ignited, and weighed as usual. 


BaSO,X0.6086= Na2SO,. 


Sodium Carbonate.—Sodium carbonate is determined on a 5-gram sample 
by the usual method for carbon dioxide as described in the chapter on Carbon. 

Approximate results may be obtained by adding a small excess of normal 
sulfuric acid to 5 grams of the fluoride in a platinum dish, boiling off the carbon 
dioxide, and titrating the excess of acid with normal caustic, using phenol- 
phthalein indicator. 


One ml. N H.2SO4=0.053 gram NazCOs. 
H.SO, x 1.0808= NasCOs3. 


Sodium Chloride.—Fifty ml. of the sample is titrated with N/10 AgNO; 
solution. 

Silica.—This is probably present as sodium silicofluoride and silicate. One 
gram of the sample is dissolved in the least amount of water and a small excess of 
hydrofluoric acid added to convert the silicate to silicofluoride, then an equal 
volume of alcohol. After allowing to stand for an hour, the precipitate is 
filtered, washed with 50% alcohol aye free of acid and the filter and fluoride are 
placed in a beaker with 100 ml. of water, boiled and titrated with N/10 NaOH. 


One ml. N/10NaOH=0.0015 gram SiO: or 0.0047 gram Na.SiF. 


Volatile Matter and Moisture.—One-gram sample is heated to dull redness 
to constant weight. Loss of weight is due to moisture and volatile products. 


DETERMINATION OF TRACES OF FLUORINE 


An approximate estimation of traces of fluorine may be made by utilizing 
the method outlined for detection of this element. By varying the amounts 
of substance tested, an etch is obtained that is comparable with one of a set 
of standard etches, obtained with known amounts of fluorine in form of 
calcium fluoride, added to the same class of material examined. 

The conditions in obtaining the standard etches and those of the tests should 

-bethe same. ‘This applies to the temperature of the paraffine bath, duration of 
the run, size of mark exposing the surface of the test-plate, and the general 
mode of procedure. 
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One gram of sample is placed in a lead bomb with 12 ml. of sulfuric acid, 
the bomb closed with glass plate in place and heated in an oil bath for 45 
minutes at 165° C. The etching on the glass plate is compared with etching 
using known amounts of fluorine as CaF, and the same kind of glass. 


NS 
Y, Burned Joint 
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Fre. 53. Apparatus for Determining Traces of Fluorine 


The glass plate is kept cool by circulating cold water. The type of bomb 
and its connections are shown in Figure 53. 


Norr.—The importance of regulating the temperature may be seen by the results 
obtained by Woodman and Talbot. With a temperature of 79-80° C., one part of 
fluorine may be detected in 25 to 100 thousand parts of material; by raising the temper- 
ature to 136° C., the delicacy of the procedure is increased to one part of fluorine in 
1 to 5 million parts. The limit of delicacy is apparently reached at 213—-218° C. (i.e., 
1 part F per 25 million). 

A metal condenser, such as is recommended for mercury determinations, may be 
used and the oil or paraffin bath substituted for an electric heater automatically 
controlled. 

Crisco is claimed to be better than paraffin, as this does not give off any unpleasant 
fumes when heated. 
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DETECTION AND ESTIMATION OF SMALL AMOUNTS 
OF FLUORINE “ 


ZIRCONIUM PURPURIN TEST 


Reagent.—The following substances are necessary to make one liter of the 
reagent: 0.16 gram of zirconium oxychloride, 9 mg. of purpurin (1, 2, 4-tri- 
hydroxyanthraquinone), 30 ml. of ethanol, and 720 ml. of concentrated hy- 
drochlorie acid. 

The zirconium salt is dissolved in 100 ml. of concentrated hydrochloric acid, 
100 ml. of water being added to insure a clear solution. The purpurin is 
dissolved in the alcohol and the resulting solution added slowly with continuous 
shaking to the zirconium solution. The remainder of the hydrochloric acid is 
then added and the solution made up to 1 liter with water. It is essential that 
the purpurin be added to the zirconium solution and not vice versa, since 
otherwise the solution becomes cloudy. The mixture is allowed to stand over- 
night and is then ready for use. The reagent is stable for at least 1 month. 
After 2 or 3 months the color begins to fade and a precipitate forms. 

In the absence of interfering substances, the solid, or residue obtained after 
evaporating the solvent, is dissolved in 2 ml. of 6 N hydrochloric acid and 
2 ml. of the reagent are added. The pink color of the reagent will turn yellow 
immediately if 0.003 mg. or more of fluoride is present. To confirm the presence 
of fluorine, solid zirconium oxychloride is added a little at a time with shaking. 
The color should turn pink again. If it does not, or if a cloudy or orange 
solution results after the addition of the purpurin-zirconium reagent, the pres- 
ence of interfering elements which have destroyed the dye is indicated. The 
final acidity of the mixture should be between 7 N and 10 N with respect to 
hydrochloric acid. If the acidity is greater than 10 N, the color in the absence 
of fluorine is orange or yellow; if less than 6 N, a cloudy solution forms. The 
test becomes impossible at acidities of less than 4 N. 

Distillation Method.—The fluoride is distilled off as silicon tetrafluoride, 
which is collected in the pink purpurin-zirconium reagent. The distillation 
apparatus consists of a wide-mouth Pyrex flask of about 150 ml. capacity. It is 
fitted with a ground-glass stopper containing an inlet tube extending to the 
bottom and a second tube ending below the neck of the flask, the other end of 
which is bent down and sealed in a small test tube. 

The dry sample is introduced into the flask with about 1 gram of quartz 
or silica powder and 25 ml. of concentrated sulfuric acid. One milliliter of the 
purpurin-zirconium reagent is put into the small test tube. A stream of air, 
dried by concentrated sulfuric acid, is passed through the flask and the latter 

heated to 140° C. in an oil bath. It is essential that the entire apparatus be 
perfectly dry before the test is begun. The temperature should never exceed 
160° C. A blank test run for-1 hour without any fluoride gives no change in 
color of the reagent in the small test tube. Longer heating results in a gradual 
change of color of the reagent to orange. The speed with which the reagent 
changes color depends on the amount of fluoride present. 


407, M. Kolthoff and Maurice E. Stansby, Ind. and Eng. Chem., Anal. Ed., 6, 118 
(1934). 
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QUANTITATIVE ESTIMATION 


Reagents Required.—300 mg. of purpurin in a liter of ethanol; and 10 N 
hydrochloric acid; zirconium oxychloride (ZrOCl,-8H2O) in 10 N hydrochloric 
acid, containing 0.8 gram of zirconium per liter; and a solution of 19.60 grams 
of cobalt nitrate [CO(NOs)2-6H.O ] and 0.132 gram of potassium dichromate 
per liter of water, kept in a glass-stoppered bottle. 

Procedure.—For the determination of 0.5 to 15 mg. of fluoride the fluoride 
sample is introduced into an oil-sample bottle of 100 ml. capacity. If it is a 
solid, 2 ml. of water should be added; if it is a liquid, 2 ml., or a larger volume, 
made about 10 N with respect to hydrochloric acid together with 2 ml. water 
may be used. Five ml. of 10 N hydrochloric acid are added from a buret and’ 
then 2 ml. of the purpurin solution from a pipet. Forty ml. of the cobalt- 
dichromate solution measured with a graduate are put into a similar oil- 
sample bottle and used to give standard color for comparison. The zirconium 
solution in hydrochloric acid is now added from a buret until the color of the 
solution begins to approach that of the cobalt-dichromate standard. More 
10 N hydrochloric acid is then added to bring the total volume just under 
40 ml., more zirconium being added till the color matches that of the standard 
with a total volume of 40 ml. (adjusted by adding sufficient 10 N hydrochloric 
acid from the buret). The zirconium solution must be added slowly with a 
shaking so that the titration requires at least 1 to 2 minutes. 

The number of milligrams of zirconium used is calculated and 1 mg. sub- 
tracted from the amount. 


FLUORIDE CORRESPONDING TO ZIRCONIUM USED 


Zirconium Fluoride Zirconium Fluoride Zirconium Fluoride 
Used Present Used Present Used Present 
Mg. Mg. Mg.2 | Mg. Mg. Mg. 

1 0.40 10 4.15 19 8.90 
2 WETS) 11 4.65 20 9.50 
3 1.20 12 5.10 21 10.10 
4 1.60 13 5.60 22 10.72 
5 2.00 14 6.12 23 11.40 
6 2.47 15 6.63 24 12.08 
i 2.90 16 7.15 25 12.90 
8 BOS 17 7506) 26 13.70 
9 3.70 18 8.26 Pei 14.53 

28 15.40 


« Minus 1 mg. 


Suppose that 8.75 mg. of zirconium were used in the titration. By inter- 
polation it is found that 7.75 mg. of zirconium correspond to 3.16 mg. of 
fluorine. 

Determination of Microquantities. —The method for titration of fluoride 
described cannot be used for titration of quantities of fluoride of less than 0.5 
mg. A special colorimetric titration procedure is described below for amounts 
of fluorine between 0.01 and 0.05 mg. 
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The zirconium-purpurin reagent is prepared by adding slowly with shaking 
a solution of 9 mg. of purpurin in 30 ml. of ethanol to a solution of 0.16 gram 
of zirconium oxychloride in 6 N hydrochloric acid. Add 620 ml. of concen- 
trated hydrochloric acid to the mixture, and make to 1 liter with water. The 
standard fluoride solution is a solution of sodium fluoride containing 2 mg. of 
fluorine per 100 ml. of 8 N hydrochloric acid. 

Measure out 10 ml. of the zirconium-purpurin reagent into each of two test 
tubes of uniform diameter. Add the unknown sample made up to 2 ml. and 
6 N with respect to hydrochloric acid to one test tube. To the other add 2 ml. 
of 6 N hydrochloric acid. Add about 2.4 ml. of the standard fluoride solution 
from the microburet to the second tube, which gives an orange color. Then 
add the same fluoride solution to the other test tube and enough 8 N hydro- 
chlorie acid so that the colors match when the volumes are the same. 

The difference in the amount of standard fluoride added to both test tubes 
corresponds to the amount of fluorine in the unknown. Thus, if 2.4 ml. were 
used for the blank and 1.7 ml. for the sample, the fluorine content of the un- 
known is (2.4—1.7)0.02 =0.014 mg. 

The end point can be recognized within 0.1 ml. of the standard fluoride 
solution—that is, the method is accurate within 0.002 mg. of fluoride. Hence, 
the amount of fluoride in the sample should be 0.01 mg. or larger in order to 
get an accuracy of at least 10%. The upper limit of fluorine in the sample 
amounts to 0.05 mg. according to the procedure described. Larger quantities 
can be determined if larger tubes and more of the zirconium-purpurin reagent 
are used. ; 

Interfering Substances.—Colored substances, substances forming chlorine 
with hydrochloric acid, substances precipitating with zirconium (phosphates) 
or forming more or less stable complexes with fluoride (aluminum, boric acid), 
and in addition, sulfates oxalates, and nitrites interfere with the titration. 
Successful titrations have been made in the presence of nitrates, sulfites, ace- 
tates, iodides, bromides, zinc, calcium, barium, magnesium and alkali salts. 

Oxidizing substances can be reduced with sodium sulfite before the titration. 
Aluminum ions and boric acid tend to form complexes with fluoride. Since 
these complexes are less stable than the zirconium complex in the strong acid 
medium, titrations can be made in the presence of small amounts of these 
substances. In the titration of 2 mg. of fluoride 7.50 ml. of reagent were 
required; in the presence of 10 mg. of aluminum, 7.50; of 15 mg. 7.2; of 20 mg., 
7.0; of 30 mg., 6.1; and of 50 mg., 5.5 ml., respectively. With the same amount 
of fluorine and 1 to 10 mg. of boric acid the results found were about 5% high. 
The complex formation does not interfere yet or at any rate is overshadowed 
by a tendency of boric acid to react with the zirconium-purpurin reagent. 
With 100 mg. of boric acid the results were 33% low. Phosphate interferes 
‘strongly; when as little as 1 mg. is present, it becomes impossible to titrate a 
1-mg. sample of fluoride, owing to the cloudy appearance of the solution. 


GALLIUM ! 
Ga, at.wt. 69.72; sp,gr. 5.95; m.p. 30° C.; oxide Ga,0; 


Occurrence.—Gallium is a very rare element. Until recently, it had only 
been found in traces in a large number of zinc blendes, iron ores, and aluminium 
minerals (bauxite and kaolin). The mineral germanite, discovered in South 
Africa in 1924,? contains 8.7% of germanium and 0.7% of gallium. In zine 
smelting, gallium may concentrate in the retort residues, in the form of an 
indium-gallium alloy. 

Uses.—Gallium melts at 30° and boils at about 1700° C. It has therefore 
come into use, in the form of gallium-in-quartz thermometers graduated to 
1000° C., for the measurement of temperatures beyond the range of mercury-in- 
glass thermometers. 

Behavior in Solution.—Gallium bears a decided resemblance to aluminum in 
its chemical reactions. Ammonia or ammonium sulfide precipitates the white 
hydroxide, which is a weaker base than alumina, hence more readily soluble in 
caustic soda; it is markedly soluble in ammonia, the solubility being increased 
by ammonium salts. Gallia is not quantitatively precipitated as basic acetate. 
The metal is not precipitated by hydrogen sulfide from acid or neutral solution, 
but adsorbed by the hydrogen sulfide precipitates of other metals in acid 
solution. Unlike aluminum, gallium is precipitated as a ferrocyanide insoluble 
in hydrochloric acid (1 : 2 water). 


DETECTION 


The minute quantities in which gallium occurs in minerals (with the single 
exception of germanite) call for a spectroscopic method as the surest means of 
detection, the spark spectrum of the element showing an intense violet line at 
d 4170 and a less intense one at 4031. A spark of about 2 mm. is taken off the 
surface of the chloride solution, obtained according to the indications given 
below. é 


PREPARATION OF THE SOLUTION 


It is necessary to take large quantities—at least 100 gms.—of the common 
ores for the determination. Blende is treated with aqua regia; the nitric acid 
1 Chapter by W. R. Schoeller, Ph.D., metallurgical chemist, London, England. 

? Kriesel, Chem. Zeit., 48, 961, 1924. 
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is subsequently expelled by evaporation with hydrochloric acid. Iron and 
manganese ores are dissolved in strong hydrochloric acid, bauxite requires 
fusion with bisulfate, kaolin is fused with sodium carbonate and the silica 
removed from solution by the usual acid evaporation. 


SEPARATIONS 


(1) From Bivalent Metals.3—The solution, containing but little free mineral 
acid, is treated with excess of ammonium acetate, and ammonium nitrate so as 
to contain about 2% of the salt; it is then boiled and precipitated with a fresh 
10% solution of tannin. The quantity of the latter should be 10 times that of 
the gallium, but not less than 0.5 gm. The bulky white gallium precipitate is 
collected and washed with dilute ammonium nitrate solution, containing a few 
drops of acetic acid, until free from chlorides. If at all substantial, it is dis- 
solved in dilute hydrochloric acid, and reprecipitated by addition of ammonium 
acetate, nitrate, and tannin as before. 

(2) From Aluminum, Chromium, Indium, Uranium, Cerium.‘—The cold 
solution of the metals in 2 N sulfuric acid is treated with a 6% solution of 
cupferron until no further precipitation takes place. The white flocculent 
precipitate is collected under gentle suction. If cloudy, the filtrate is treated 
with 1 or 2 ml. of reagent and again passed through the filter containing the 
bulk of the precipitate, which is washed with 2 N sulfuric acid. The filtrate is 
kept under observation, and if a fresh cloudiness develops, another filtration is 
made. ‘The washed precipitate should be free from chloride. If more than 2 
gms. of alumina, or if more india than gallia, is present (in the latter case the 
precipitate will be yellow while hot), the precipitation should be repeated. 

(3) From Aluminum, Indium, and Iron.'—Like ferric chloride, gallium 
chloride can be extracted by repeated shaking with ether from a 6 N hydro- 
chloric acid solution. The extract is evaporated, and the residual liquid 
poured into boiling 0.3 N sodium hydroxide. The gallium goes into solution. 
The ferric hydroxide is filtered off and washed; the filtrate is acidified and 
precipitated with ammonia, or with ammonium acetate and tannin. 

(4) From Iron ® (A: More iron than gallium).—The cold sulfate solution, 
which should be free from ammonium salts, is approximately neutralized with 
sodium carbonate, and a solution of 10 gms. of sodium thiosulfate added. It is 
then heated, and kept boiling for 15 minutes, with additions of 10-ml. portions 
of aniline at intervals of 5 minutes; this completes the neutralization. The 
precipitate, which contains the gallia and a little iron, is collected, washed with 
hot water, and ignited. (B: More gallium than iron.) For the removal of 
‘the remaining iron, the ignited precipitate is fused with bisulfate, the solution 
treated with tartaric acid and ammonia, and the iron precipitated as sulfide. 
The filtrate is acidified with acetic acid, the hydrogen sulfide boiled off, and the 


3 Moser and Brukl, Monatsh. Chem., 50, 181, 1928; 51, 325, 1929; Brukl, ibid., 52, 
2538, 1929. 

4 Moser and Brukl, loc. cit. 

5 Swift, J. Am. Chem. Soc., 46, 2375, 1924. 

“Moser and Brukl, loc. cit. 
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gallium precipitated by boiling with tannin and ammonium acetate as explained 
under (1). 


GRAVIMETRIC ESTIMATION 


Gallium is always weighed as the oxide, obtained by ignition of the hy- 
droxide, the tannin complex, or the cupferron precipitate. The washed pre- 
cipitate is dried with the paper in a tared porcelain crucible. It is then heated 
on an asbestos mat till charring is over and ignited till white, finally over a 
blast burner. The oxide is hygroscopic, and should be weighed without delay. 
As gallium chloride is volatile, it is important that the precipitate should be 
washed free from chloride ion if this is present in the solution. Gallium 
precipitates should be ignited in porcelain; if platinum crucibles are used, 
partial reduction by diffusing burner gases may take place, with deterioration of 
the crucible. 

Estimation in Base-Metal Ores.—The cold acid solution of a large quantity 
of the ore, obtained as explained before, is treated with zinc for the purpose of 
removing most of the heavy metals. ‘The filtrate is then boiled with a large 
excess of zinc; the precipitate thus obtained consists of basic salts of iron, 
aluminum, gallium, and zine. 

(a) The precipitate is dissolved in hydrochloric acid, the iron oxidized 
with nitric acid, and the solution precipitated with ammonia. The precipitate 
is dissolved in 6 N hydrochloric acid, and the solution repeatedly extracted with 
ether. The ethereal extracts are evaporated, the residual solution evaporated 
with sulfuric acid, and the iron and gallium separated from each other according 
to “ Separation from Iron, A.” 

(b) Alternatively the precipitate, if low in iron, is dissolved in 2 N sulfuric 
acid, for cupferron treatment (see “‘ Separations (2)”’). The resulting pre- 
cipitate is fused with bisulfate and the iron precipitated as sulfide from ammo- 
niacal tartrate solution (see ‘‘ Separation from Iron, B’’). 


GERMANIUM 
Ge, at.wt. 72.6; sp.gr. 5.47; m.p. 958; oxides GeO, GeO, 


The element was predicted by Mendeleff and called by him ‘ Ekasilicon.”’ 
It was later discovered by C. Winkler in 1866 in the mineral argyrodite, 
GeS2°4Ag.S. Its valences are 2 and 4, the latter being more common. It 
occurs in topaz, in certain zinc ores, and blendes and is occasionally associated 
with silver and tin sulfides, and in tantalum and niobium minerals. 

Germanium dioxide forms a white powder of acid properties. Germanous 
oxide is a grayish powder. The tetrafluoride Gel, is similar to the tetra- 
fluorides of carbon and silicon. The sulfide, GeS:, is a white precipitate formed 
by action of H.S on germanium solutions. The precipitate is soluble in 
ammonium sulfide, polysulfide and in ammonium hydroxide. 

For details of detection reference is given to the work of Papish, Brewer and 
Holt, J. Am. Chem. Soc., 49, 3028, 1927; J. H. Miiller, J. Am. Chem. Soc., 43, 
2549, 1921; Wada and Kato, Sci. Inst. Phys. Chem. Research, 2, 243, 1925. 


ESTIMATION 


The volatility of the tetrachloride of germanium (b.p. GeCl, 86° C.) makes 
it inadvisable to effect solution by the action of HCl or aqua regia. The 
mineral is decomposed by fusion with sodium carbonate and sulfur (1 : 1), and 
the melt extracted with water. A second fusion of the residue and re-extraction 
is advisable. The filtrate containing the germanium, etc., is neutralized with 
dilute H.SO, and the solution further acidified until it contains about 25% free 
H.SO,! (i.e. is 5 N in respect to this acid). GeSe is precipitated from this 
solution by saturation with H.S and settling for 10-12 hours to coagulate the 
almost colloidal precipitate. The sulfides are filtered off and washed with 
5 N H.SOz solution saturated with H.S.* 


SEPARATIONS 


The sulfide of germanium, obtained as directed above, may be separated 
from Cu, Hg, Pb, Bi, Cd and Cu by dissolving with alkaline sulfide or polysulfide 
and filtering as in case with the separation of As, Sb and Sn. 

19 N HBr is also satisfactory (Noyes and Bray, Qual. Anal. Rare Elements). ‘The 
bromide is not volatile as is the chloride. 
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The volatility of the chloride affords a method of separation from a number 
of other elements.” 


DETERMINATION AS OXIDE? 


The sulfide obtained by precipitation of GeS. from a 5 N H2SO, solution and 
washing with 5 N H,SO, (saturated with H.S) is dissolved in NH,OH and 
filtered into a weighed large-sized crucible or dish of platinum. The residue is 
washed until the washings pass through uncolored. To the filtrate and 
washings about 25 ml. of 3% H2Os2 are added and the solution evaporated and 
the residue heated to 105° C. This is now moistened with H2SO, and heated to 
expel ammonium sulfate and free acid, and then ignited to constant weight 
and weighed as GeOQOs. 


DETERMINATION AS MAGNESIUM ORTHOGERMANATE #4 


The compound MgeGeQO, is obtained by precipitation with magnesium 
sulfate from an ammoniacal solution. The precipitation does not occur in 
presence of ammonium tartrate. Phosphate and arsenate are precipitated 
under these conditions. (See also Qual. Anal. Rare Elements, Noyes and Bray.) 

Procedure.—Germanium is precipitated as sulfide as described in the previ- 
ous paragraphs. The precipitate is dissolved in NHsOH and H:O2. The 
excess of the peroxide is expelled by boiling the solution. The solution of 
germanium is made faintly acid with H.SO, and about 15 ml. of 4 N (NH4).S0,4 
solution added and 30 ml. of N MgSO, solution. Now NH,OH is added until 
the free acid is neutralized and 20 ml. in excess. The solution is heated to 
boiling and then allowed to cool and settle for 10-12 hours. The precipitate is 
filtered and washed with dilute NH.OH (1: 10), using as little of the wash 
reagent as possible, 40-50 ml. The residue is ignited according to the procedure 
recommended for magnesium estimation and then ignited to constant weight 
and weighed as Mg,GeQu. 


21. M. Dennis and J. Papish, J. Am. Chem. Soe., 43, 2139, 1921; L. M. Dennis and 
E. B. Johnson, J. Am. Chem. Soc., 45, 1380, 1923. 

3K. B. Johnson and L. M. Dennis, J. Am. Chem. Soc., 47, 790, 1925. 

4J. H. Miller, J. Am. Chem. Soc., 44, 2493, 1922. 


GOLD ! 
Au, at.wt. 197.2; sp.gr. 19.33; m.p. 1063; b.p. 2600° C.; oxides, Au,O, Au.O; 


Gold is commonly found in igneous rocks that are high in silica, in quartz 
veins, in sedimentary rocks and metamorphic rocks. It is found in placer 
deposits and in alluvial sands. It may occur alloyed with silver and is fre- 
quently found associated with bismuth, copper, lead and iron. It occurs 
combined as telluride, silvanite, gold and silver telluride; calaverite, gold 
telluride. Combined gold may be found in pyrite, chalcopyrite, galena, 
sphalerite, arsenopyrite, tetradymite. It occurs in sea water. In native state 
it is found in grains, scales, plates and nuggets. The hardness of the metal 
varies from 2.5 to 3. The tellurides vary in color from silver white, yellow, 
steel gray to nearly black. 


DETECTION 


Because of the limited application and tediousness of wet methods, the 
detection of a small quantity (2 parts per million or less) of gold in a mineral or 
base metal is most positively carried out by furnace methods of assaying. 
Wet methods of detection of traces of gold can be applied only to solutions free 
of colored salts and elements precipitated by the reagents employed. Asarule, 
in the treatment of an unknown substance, advantage is taken of the solubility 
_of most metals and their compounds, and insolubility of gold by one of the 
mineral acids. 

Detection of Gold in Alloys.—In metals or alloys which produce colorless 
solutions with dilute nitric acid, gold, in the absence of other insoluble matter, 


1On account of the conspicuous glistening yellow appearance of the native element, 
gold attracted the attention of man during the early ages and probably is the oldest 
known metal. The use of the metal for ornaments is mentioned in the Old Testament 
and the early writings of the Greeks and Romans. It still finds extensive use in jewelry 
and ornaments. Its non-corrosibility, ductility and beauty of color and luster have 
served to make the element valuable for many purposes—dental uses, foil for covering 
ornaments, finely spun wire, in the arts for decorative purposes. 

2 In Australia two nuggets were found weighing 184 and 190 pounds respectively. 
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exhibits itself as a black or brownish residue which settles readily, and from 
which the liquid can be separated by careful decantation. If unassociated with 
metals of the platinum group, this residue will become yellowish brown on 
heating with cone. nitric acid. 

In copper, nickel and such alloys, which fee a residue of sulfur, carbon or 
silicious matter on treatment with dilute nitric acid, the solution is filtered 
through double ashless filters and the filter and residue incinerated in a porcelain 
crucible. The residue, which may require pulverizing, is digested for a few 
minutes with aqua regia, and the dilute, filtered solution evaporated to dryness 
by heating below 200° F. Just as soon as dry, the mass is moistened with the 
least quantity of hydrochloric acid and the purple of Cassius test applied to its 
water solution in a small volume. This test is made by adding a solution of 
stannous chloride, containing stannic chloride. In strongly acid and concen- 
trated gold solutions a precipitate of brown metallic gold is obtained. If the 
solution is but slightly acid and dilute, a reddish purple color is produced by 
colloidal gold and the stannic acid. The tint fades on standing. Addition of 
ammonia produces a red coloration. 

This test applied to 1 part of gold in 600,000 of solution will impart a per- 
ceptible shade; to double this quantity, a mauve color. When gold is present in 
somewhat greater proportion a flocculent precipitate will form. 

Test for Gold in Minerals.—From minerals, in which the metal exists in 
unalloyed, or uncombined state, gold may be extracted by iodine in potassium 
iodide solution, or by chlorine or bromine water. All minerals containing 
sulfides should be roasted. In natural or roasted state the sample should be 
very finely pulverized, and usually yields the gold best if first digested with 
nitric acid and washed free of soluble salts. The sample in a flask is covered 
with bromine water, the flask closed with a plug and shaken frequently during a 
period of three or four hours. The purple of Cassius test is applied to the 
extract, removed by decantation after concentration. 

If it is evident that base metals are present in the bromine water extract in 
quantity sufficient to mask the purple of Cassius test, hydrogen peroxide is 
added to the concentrated liquid, slightly alkaline with sodium or potassium 
hydroxide or carbonate.* After boiling the solution until hydrogen peroxide is 
removed, precipitated hydroxides or carbonates are dissolved by hydrochloric 
acid. Gold in exceedingly small quantity exhibits itself as a light-brown 
residue on a fine filter. This indication should be confirmed by a purple of 
Cassius test on the aqua regia solution of the residue; the test carried out in the 
same manner as on the residue from a solution of a metal. 

Benzidine Acetate Tests.—Maletesta and Nola* make use of benzidine 
acetate (1 gram benzidine dissolved in 10 ml. acetic acid and 50 ml. water) as a 
reagent in the detection of gold and platinum in quite dilute solutions. Gold 
gives a blue coloration which gradually changes to violet. The coloration is 
green in the presence of free acetic acid, changing to blue with addition of 
benzidine in excess. Platinum gives a blue flocculent precipitate, the formation 
of which is promoted by heating. Free mineral acids have no influence on the 
gold and retard the platinum reaction only in the cold. Since ferric salts give a 
blue coloration, stable only in excess of benzidine, their absence must be assured 


’ Vanino and Seeman, Ber., 32, 1968, 1899; Rossler, Z. anal. Chem., 49, 733, 1910. 
4 Boll. chim. farm., 52, 461 (1913). c A., 8, 1397 (1914). 
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before application of the test for the precious metals. The limit of sensitiveness 
of the test is 35 parts for gold and 125 parts for platinum per 10,000,000. 

Phenylhydrazine Acetate Test.—E. Pozzi Escot® adds phenylhydrazine 
acetate to a very dilute gold solution which contains an excess of an organic acid 
(formic or citric). A violet coloration, permanent for several hours, is imparted. 
The depth of color is proportional to the quantity when the gold is present in 
less amount than one part in 500,000. 


ESTIMATION 
PREPARATION AND SOLUTION OF THE SAMPLE 


Gold in massive form is practically insoluble in pure nitric, sulfuric or hydro- 
chlorice acid, but in the presence of oxidizing agents is attacked appreciably by 
sulfuric, and actively by hydrochloric acid. Gold is found in minute quantity 
in the nitric acid ® solution of its alloys, and in such as contain selenium the 
amount may be a large part of the total present. 

Gold is attacked energetically by aqua regia. Large amounts of gold are 


dissolved with requirement of least attention when the proportion of hydro- 


chloric acid is several times that of the aqua regia formula (3HCl : 1HNOs). 

Gold is dissolved by solutions of chlorine or bromine, by alkaline thio- 
sulfates; in the presence of free oxygen by iodine in potassium iodide solution, by 
soluble cyanides, by fused potassium or sodium hydroxide; by fused potassium 
or sodium nitrate or sulfide. In a finely divided state, it is dissolved by a 
solution of potassium or sodium hydroxide. 

Gold alloys quickly with molten lead. When in the form of bright, un- 
tarnished particles it alloys readily with mercury. 

The methods generally employed for the determination of gold involve 


_ weighing of the metal. This is separated by wet and dry assay. A chapter is 


devoted to the latter procedure in this text. Gold may be precipitated from 
its solution by displacement by a more positive element or by reducing agents— 
SO», oxalic acid, ferrous sulfate, etc. The methods follow later in the chapter. 

The element resists attack by single acids, but dissolves in a mixture of HCl 
and HNO;—aqua regia. 


SEPARATIONS 


Gold is readily displaced from acid solution by means of base metals, 
aluminum, magnesium, zinc, etc. The insolubility of the metal in HCl, H.SO, 


_ and HNO; when used singly effects a separation from the majority of common 


5 An. chim. anal. chim. appl., 12, 90, 1907; J. Soc. Chem. Ind., 26, 645 (1907). 
apie J. Am. Chem. Soc., 32, 318 (1910) ; E. Keller, Bull. Am. Inst. Mining Eng., 
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metals. Gold is easily reduced by a number of reducing agents—sulfur 
dioxide gas, or solution, sulfites, ferrous sulfate, oxalic acid, dimethylglyoxime, 
etc. 

Separation of Gold from the Platinum Group.’—The elements brought into 
solution with aqua regia and converted to chlorides by expulsion of HNO; by 
repeated evaporation with HCl are treated with SO». Gold precipitates, 
slightly contaminated by the other noble elements. The metal is dissolved in 
aqua regia, HNO; expelled by evaporation with HCl. The solution diluted is 
treated with HCl so as to contain 2-3 ml. HCl (sp.gr. 1.18) and 3-5 drops of 
H.SO, (sp.gr. 1.84) per each 100 ml. of solution and gold precipitated by 
addition of oxalic acid, the solution boiled and filtered through a fine-grained 
filter containing paper pulp, and washed with dilute HCl. Further details 
follow under the gravimetric wet method given later in the chapter. Should 
the gold be contaminated with platinum or palladium the ignited metal will be 
colored markedly by these. 

Separation of Gold from Tellurium.® Gold can be precipitated quantita- 
tively by HNO; at a pH somewhat greater than 1, obtained by buffering 1.5% 
HCl solution with Rochelle salt. Gold is also precipitated quantitatively by 
FeSO, in the presence of 1-2% of HCl. The Te is not precipitated under these 
conditions. 


GRAVIMETRIC METHODS 


Gold is always weighed in metallic state, and is determined most accurately 
in the form of the mass obtained by dilute nitric acid treatment of the silver 
alloy resulting from the operation of cupellation in the method of assaying by 
furnace processes. On account of tediousness in making complete separation 
from associated metals, and of uncertainty in collection of the product in a 
form suitable for accurate weighing, direct precipitation methods are never used 
for the valuation of gold-bearing material, but may be applied to the estimation 
of gold in plating baths, the Wohlwill parting electrolyte and solutions of similar 
type. 

Precipitation of Gold.—From such solutions of auric chloride, slightly acid 
with hydrochloric, freed of oxidizing agents by evaporation and displacement 
with hydrochloric acid, and containing but little of the salts of the alkalies or | 
alkali earths, gold is separated from other than occluded platinum and palladium 
by precipitation with oxalic acid, ferrous sulfate, or hydrazine hydrochloride. 


7 For details of separation of gold from platinum metals by ether extraction consult 
article by F. Mylius, Z. anorg. allgem. Chem., 70, 203, 1911; for ethyl acetate extraction 
by Noyes and Bray, see also V. Lenher and C. H. Kav, J. Phys. Chem., 30, 126, 1926. 

8 Lenher, Smith and Knowles, Ind. Eng. Chem., Anal. Ed., 6, 43 (1934). 
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The reactions are hastened by heat. When salts of the alkalies or earths are 
present, equally good separation and more complete precipitation can be 
obtained by addition of excess of sodium peroxide, boiling vigorously for a few 
minutes and then acidifying with hydrochloric acid. The precipitated metal is 
collected on an ashless filter paper, and, after drying, weighed. 

Gold precipitated from a very weak solution is in such fine form that it is not 
wholly retained by the finest paper. 


WET GOLD ASSAY OF MINERALS 


A wet gold assay, suitable for prospector’s use,’ is carried out by covering one 
assay ton (29.17 grams) of the finely pulverized natural or roasted ore in a por- 
celain mortar with 50 ml. of a solution of 2 parts of iodine and 4 parts potassium 
iodide in 100 ml. of water. Sulfide ores should be roasted and digested with 
nitric acid before treatment with the iodine solution. Similar treatment is 
advantageously applied to all ores. The ore is ground in contact with the iodine 
solution and additions of the halogen are made whenever the liquid becomes 
colorless. The solution is then allowed to stand at least an hour. To the 
filtrate and washings from the pulp, in a glass-stoppered bottle or flask, are 
added 5 grams of gold-free mercury. The liquid is shaken vigorously with the 
mercury until clear. The mercury is then transferred to a small porcelain 
casserole, washed with clean water and dissolved by warming carefully with 10 
ml. nitric acid. The gold mass is washed free of nitrate of mercury by de- 
cantation, dried and annealed by heating in a casserole over a Bunsen flame, and 
the metal weighed. Each milligram represents an ounce per ton. Results 
obtained by this method of assaying are usually more than 50% of the actual 
gold content. 

Electrolytic Method.—The gold content of a cyanide plating bath containing 
no potassium ferrocyanide may be estimated by electrolysis.’ 

Procedure.—A measured quantity, 25 to 50 ml. in a tared platinum dish, is 
diluted to 1 cm. of the rim of the dish and, using a carbon or platinum anode, 
electrolyzed for about three hours at a current density NDio0=0.067 amp. 
(0.0043 per square inch). Completion of deposition is recognized by the lack 
of any deposit within fifteen minutes, on a platinum strip suspended on the rim 
of the dish. The dish plus gold deposit is washed, rinsed with alcohol, dried at 
212° and when cold weighed. 


The following is a summary of the conditions of deposition of gold in compact form 
as described by Classen: 1! 3 grams potassium cyanide were added to a gold chloride 
solution containing 0.0545 gram of gold in 120 ml. This solution heated to about 55° C. 
when electrolyzed at a current, density of ND,oo.=0.38 amp. (0.024 amp. per square inch), 
with a potential difference of 2.7-4.0 volts, deposited its gold content in one and a 
half hours. Time required for deposition is tripled if the electrolyte is at room tem- 
perature. : 

Miller ” deposited 0.1236 gram of gold in two and a quarter hours from 125 ml. 


® De Luce, Mining Sci. Press, 100, 895 (1910); Hawson, Mining Sci. Press, 100, 
936 (1910); Davis, Mines and Minerals, Oct. 1910, Feb. 1911; Austen, Inst. of Min- 
ing and Met., May 31, 1911. 

10 Klectro Deposition of Metals, Langbein. 

1 Classen, “Quantitative Chemical Analysis by Electricity,’’ Classen-Boltwood. 

2 J. Am. Chem. Soc., 26, 1255 (1904). 
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of electrolyte at 50° C. containing 1 gram patesins cyanide by a current of ND o)=0.03 
amp. (0.002 amp. per square inch) and 2.5 volts. 

Perkin and Preble ® use an electrolyte containing ammonium thiocyanate in place of 
potassium or sodium cyanide. 

Gold is removed from the platinum electrode by warming with a solution of chromic 
anhydride in a saturated salt solution 4 or with a solution of potassium cyanide con- 
taining some oxidizing agent as hydrogen peroxide, sodium peroxide or alkali persulfate. 


Sulfur Dioxide-Oxalic Acid Method.—The separation of gold from almost 
all metals except selenium, tellurium, lead and the alkaline earths is effected by 
the following procedure: 

The solution containing preferably 0.5-1.0 gram of gold is acidified so as to 
contain not over 5 ml. HCl (sp.gr. 1.18) per 100 ml. of solution and to each 100 
ml. are added 25 ml. of a saturated solution of SO2. The solution is allowed to 
stand on a steam bath for one hour and 5-10 ml. more of SO2 water added. The 
solution is allowed to cool; it should still smell of SO. The contents are 
poured through a close-grained filter containing filter paper pulp after washing 
several times by decantation with dilute HCl (1 : 99) and finally on the filter, 
the acid being hot. Should the platinum group be present a further separation 
is advisable. The gold is dissolved in dilute aqua regia (8 ml. HCl, 2 ml. 
HNO; and 10 ml. H2O per each gram of gold or less). The gold is filtered from 
the paper pulp and the pulp washed thoroughly with dilute, hot HCl. The 
extract is evaporated to dryness, 2-3 ml. HCl added and the evaporation 
repeated and this repeated a second and third time to expel HNO;. The 
residue is taken up with 5 ml. HCl, 5 drops of H.SO, and 75 ml. H2O per each 
gram or less of gold present. The solution is treated with 25 ml. of a saturated 
solution of oxalic acid per each 75 ml. of solution and boiled 10-15 minutes. 
Now 5-10 ml. of saturated oxalic acid solution are added, the solution again 
boiled, and allowed to stand for about four hours, then filtered through a fine- 
grained ashless filter containing ashless filter paper pulp. The gold is washed 
with very dilute HCl (1 : 99) and ignited and weighed as metallic gold. 


VOLUMETRIC METHODS 


These methods are applicable to the determination of the strength of 
chloride of gold solutions used in photography, electro-gilding, and as electrolyte 
in the Wohlwill parting process. 7 

Preparation of the Sample.—Nitric acid or nitrates in the solutions should be 
removed by repeated evaporations to syrup with addition of hydrochloric acid 

8 Blec. Chem. and Met. Ind., 3, 490. 


14 Classen-Boltwood, ‘ ‘Quantitative Chemical Analysis by Electr? 
1 Rose, “Metallurgy of Gold,” 5th Hd., 469. 
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saturated with chlorine. Free chlorine or bromine should be removed by 
addition of ammonia to formation of permanent precipitate, then making the 
solution very slightly acid with hydrochloric acid and heating until the pre- 
cipitate of fulminating gold dissolves. The gold solution should contain but 
little free hydrochloric acid, an excessive amount of which may be removed by 
ammonia. 


PERMANGANATE METHOD 


Weak gold solutions should be concentrated whenever possible. The 
permanganate method,!® which is not applicable when the sample contains 
organic matter, depends upon the titration, after complete precipitation of gold, 
of the unoxidized portion of a measured quantity of an added reagent of a 
known gold precipitating value. The reagent may be ammonium or potassium 
oxalate, ferrous sulfate or ferrous ammonium sulfate in solutions varying from 5 
to 25 milligrams gold precipitating value and is titrated with a permanganate 
solution of approximately equal oxidizing strength. One part of gold requires 
for precipitation 1.08 of ammonium oxalate, 1.40 of potassium oxalate, 4.22 of 
ferrous sulfate, 5.96 parts ferrous ammonium sulfate, each in crystalline form. 
The most satisfactory precipitations are made with the iron salts. The stand- 
ard solution of either should contain about 0.1% of sulfuric acid. One part of 
gold, in solution as auric chloride, has an oxidizing value equivalent to 0.4808 
part of potassium permanganate. 

The precipitating value of 0.2548 gram of dry Sorenson’s sodium oxalate is 
250 milligrams of gold, and by titrating a solution of this amount of oxalate in 
250 ml. of water, acidulated with a few drops of sulfuric acid, the oxidizing value 
of the permanganate solution is obtained in terms of gold. 

The value of the precipitating reagent and relative oxidizing value of the 
permanganate solution can be checked very accurately by adding a measured 
quantity of the reagent to an excess of gold chloride, filtering, washing thor- 
oughly, incinerating and weighing the precipitate obtained in a tared porcelain 
crucible. 

Procedure.—In carrying out the determination of a gold solution, a meas- 
ured or weighed portion is freed of oxidizing agents, a measured amount of the 
standard precipitating reagent added in slight excess of the amount required to 
decolorize the solution, and digestion on a steam bath or hot plate continued 
until the gold settles out, leaving a clear liquid. A few drops of sulfuric acid 
may be then added and, without filtering, titration performed. The gold value 
of the quantity of reagent added, minus that found of the excess of reagent, is 
the gold content of the amount of the sample taken. 


IODIDE METHOD 


Small quantities of gold are determined by Gooch and Morley’s iodide 
method.!7 A measured or weighed portion of the gold solution is treated, 


Boll. chim. farm., 30 (3), 35 eae Gesterr: Z. Berg.- u. Hiittenw., 182 (1880); 
Sutton, “Volumetric Analysis,” 10t E. A. Smith, “Sampling and ’ Assaying of 
Precious Metals”; Mining Eng. World. . 853 (1913). 

7 Amer. Jour. Sci., 261 (1899); Mining and Eng. World, 37, 853 (1913); “Volumetric 
Analysis,” Sutton, 10th Ed.; “Sampling and Assaying of Precious etals, * 3. A. Smith. 
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as has been described for removal of oxidizing agents, with an excess of free 
hydrochloric acid. Potassium iodide solution is run into the cold liquid until 
the gold precipitated as aurous iodide is completely dissolved. Starch solution 
is then added, and the amount of N/1000 thiosulfate required to decolorize the 
liquid noted. From this amount is deducted the amount of N/1000 iodine 
required to just produce a perceptible rose tint in the liquid. 

The reactions involved are AuCl3+3KI= AuI+1,+3KCl and I,+2Na,.S,03 
=2Nal + Na2S40¢. 

The gold value of the N/1000 solution of sodium thiosulfate should be deter- 
mined by performance of the operations of the method on a known quantity 
of gold, similar in amount and contained in a volume of solution approxi- 
mately equal to that of the analysis. 


Lenher’s Method.—By Lenher’s method !8 of determining gold in solutions 
free of oxidizing agents, sulfurous acid of a reducing strength of 2—5 milligrams 
gold per ml. is used as the reagent. The sulfurous acid requires frequent 
standardizing by means of standard iodine or potassium iodide to which a 
definite amount of standard permanganate has been added or by a gold solution 
of known strength. Using starch as indicator, the iodine liberated by addition 
of potassium iodide can be titrated by sulfurous acid. Bromine liberated by 
potassium bromide according to the equation, AuCl;+2KBr=AuCl+2KCl 
+Breo, can be titrated by sulfurous acid. Excess of magnesium or sodium 
chloride gives to auric chloride a yellow color which by sulfurous acid can be > 
titrated to the colorless or aurous state.. These alkaline salts do not interfere 
in the potassium bromide or iodide reactions. 


COLORIMETRIC METHODS 


Practical application of these methods is made in the estimation of gold in 
the liquors produced in the treatment of ores by the cyanide process. 


PRISTER’S METHOD 


By Prister’s method 19 a slight excess of copper solution is added to a 100- to 
200-ml. portion of a cyanide solution in which the cyanide has been decomposed 
by boiling several minutes after acidifying with hydrochloric acid. Assurance 
of the presence of an excess of copper is made by spot test with a solution of 
potassium ferrocyanide. 


18 J. Am. Chem. Soc., 35, 735, 1913. 
19 J. Chem., Met. and Mining Soc. Africa, 4, 235, 1904. 
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The copper solution is made by boiling for ten minutes in contact with 
copper shavings, a solution of 1 part blue vitriol and 2 parts salt in 10 parts of 
water, and adding a little acetic acid on cooling. A few drops of a 1 to 2% 
sodium sulfide solution are added, the liquid boiled for five minutes, the 
precipitate allowed to settle, and liquid separated by decantation onto a filter. 
The precipitate in the beaker and on the filter is dissolved with 23 to 3 ml. of a 3 
to 5% solution of potassium cyanide to which a few drops of potassium hydrate 
solution have been added. 

Gold is precipitated from this cyanide solution (which may be turbid), by 
addition of 1 to 2 grams of zinc dust and warming to 100° F. for half an hour. 
Liquid is separated by decantation through a filter. The residue on the filter 
and in the beaker is first treated with hydrochloric acid to dissolve zinc, then 
with 10 ml. aqua regia, the reagent being passed several times through the filter. 
Stannous chloride solution is then added to the liquid diluted to 20 ml. Com- 
parison of the coloration produced is made with that from a standard solution of 
gold treated in the same manner. 

Cassel’s Method.—By Cassel’s method *° 0.5 gram potassium bromate is 
mixed with 10 to 50 ml. of the cyanide solution and concentrated sulfuric acid 
added gradually with constant agitation until reaction commences. When the 
reaction stops, a saturated solution of stannous chloride is added dropwise until 
the liquid is just colorless. The tint produced is compared with that from a 
standard gold solution treated in the same manner. 


Moir’s Method.—By Moir’s method a measured quantity of the cyanide 
solution is oxidized by addition of 1 to 2 grams of sodium peroxide and boiling. 
If sufficient sodium peroxide is present, the brown spot produced by addition of 
a few drops of lead acetate will immediately dissolve. The lead-aluminum 
couple formed by addition of aluminum powder precipitates gold, which is 
filtered off. To the aqua regia solution of the precipitate a solution of stannous 
chloride is added drop by drop until the liquid is dissolved. The purple of 
Cassius tint developed is compared with permanent standards composed of 
mixtures of solutions of copper sulfate and cobalt nitrate which have been 
adjusted to shades corresponding to those produced by known amounts of gold 
treated according to the method described. 

Bettel filters suspended matter from the cyanide solution, adds a meas- 
ured quantity of a strong solution of potassium cyanide which contains some 
cuprous cyanide and precipitates gold by the copper zinc couple produced by 
addition of a measured quantity of zinc fume. The remainder of the method 
is the same as Prister’s. 

Dowsett’s 7’ factory test of barren cyanide solutions is capable of detecting 
variation in gold value of 1 cent per ton-in solutions varying from one cent to 
about 15 cents per ton. To 500 ml. of the sample in a bottle with slight 
shoulder are added 10-15 ml. saturated sodium cyanide solution, 2 or 3 drops 
saturated lead nitrate solution and 1—2 grams 200-mesh fine zine dust. The 
stoppered bottle is shaken violently until the precipitate settles rapidly. 


20 Hing. and Mining J., Oct. 31, 1903. 

2 J. Chem., Met. and Mining Soc. S. Africa, Sept. 1918. 

2 Mining Eng. World, 33, 102 (1909); 35, 987 (1911). 

23 Trans., Inst. Mining Met., 22, 190 (1912-13); Chem. and Met. Eng., 12, 460 (1914). 
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Inverting the bottle allows the precipitate to settle into a casserole. Clear 
liquid is removed by decantation. Zinc is dissolved by hydrochloric acid added 
drop by drop until reaction ceases. A few drops excess hydrochloric acid and 
3-5 drops dilute nitric acid (sp.gr. 1.18) are added and the liquid concentrated to 
1-2 ml. The solution is transferred to a $-in. diameter test-tube, about 1 ml. 
of stannous chloride reagent added and grade of cyanide solution estimated by 
the tint obtained after one or two minutes standing. 1/1000 oz. gold per ton of 
original cyanide solution gives a very slight coloration; 15/10000 a slight yellow; 
1/500 a slight pinkish yellow; 3/1000 a strong pink; 1/250 the purple of Cassius. 
Too much nitric acid hinders the production and the presence of mercury causes 
modification of the color. No more lead nitrate should be used than is sufficient 
to produce a rapidly settling precipitate. The stannous chloride reagent is a 
water solution containing about 123% erystals and 10% concentrated hydro- 
chloric acid. 


PREPARATION OF PROOF GOLD 


Commercial gold may contain arsenic, antimony, selenium, tellurium, 
copper, lead, mercury, silver, zinc, palladium, platinum and other metals of the 
platinum group. The method of making pure gold depends to a certain extent 
upon the character and quantity of impurities.“ The method described 
assumes the raw material to be of extreme impurity. The metal is treated in 
10-gram portions. 

When the metal contains silver its solution is effected most quickly by rolling 
extremely thin and annealing before treatment with acids. 

The strips, in a covered No. 6 casserole on a steam bath, are dissolved with a 
mixture of 5 ml. nitric and 50 ml. hydrochloric acid. If but little silver is 
present the quantity of hydrochloric acid may be decreased to 25 ml. The 
solution is evaporated to dryness and the casserole gently heated over a Bunsen 
flame until all the gold is reduced to metal. 

Digestion with ammonia will dissolve most of the silver and copper. After 
decanting the ammoniacal solution and washing with water, the gold is digested 
with hot nitric acid. If the solution is wine colored the digestion is continued 
for several hours, and reheated with fresh portions of acid until the absence of 
color indicates removal of palladium. The gold is now dissolved with 5 ml. of 
nitric and 15 to 20 ml. hydrochloric acids, evaporated to dryness, residue 
moistened with the least quantity of hydrochloric acid, dissolved with about 800 

4 Hing. and Mining J., 68, 785, 1899; ‘Metallurgy of Gold,’’ Rose, 5th Ed.; Min. 


and Sci. Press, Nov. 14, 1903; ‘‘Manual of Fire Assaying,”’ Fulton; “ Assaying of Precious 
Metals,”’ Smith. 
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ml. water and liquid transferred to a 1000-ml. beaker. After the faint cloud of 
silver chloride settles to the bottom of the beaker, the clear liquid only is 
siphoned to another beaker, and allowed to stand another period of several days 
if it appears at all cloudy. The clear liquid is now siphoned into a 1000-ml. 
flask and sulfur dioxide gas passed until the gold is practically all precipitated. 
The gold is allowed to settle, digested with hot nitric acid for a few minutes, 
washed by decantation several times, redissolved with aqua regia, solution 
transferred to a casserole, and nitric acid expelled by repeated evaporation to 
syrup with addition of hydrochloric acid. The product of the second evapo- 
ration is moistened with the least quantity of hydrochloric acid, dissolved with 
water and solution transferred to a 1000-ml. beaker or Erlenmeyer flask. To 
the liquid of about 500-ml. volume are added 11 grams of ammonium oxalate 
crystals. The beaker is permitted to remain on a steam bath until reaction is 
complete. The spongy mass of gold is now washed with hot water by de- 
cantation until free of salts. 

The gold is dried, melted in a clay crucible which has previously been thinly 
glazed with borax glass and poured out into a mold of charcoal, graphite and 
clay or iron polished with graphite. 

The ingot, which will have a volume of half a milliliter, is cleaned by 
paring with a knife and rolled or hammered into a thin sheet. The rolls or 
hammer should be clean, bright and free of grease. 

The gold, cut into convenient strips, is digested for several hours with hydro- 
chloric acid and finally washed thoroughly with distilled water. 

The dried gold thus prepared may be considered 1000 fine. 


FURNACE METHODS OF ASSAY FOR GOLD 


Details of assay for gold and silver by furnace methods will be found 
following the chapter on Silver. 

A considerable portion of this chapter was contributed by W. G. Derby, who 
for many years was connected with the Nichols Copper Company as assayer 
and research chemist. _ 


HYDROGEN 
H, at.wt. 1.008; sp.gr. 0.07; b.p. —253° C.; m.p. —259° C. 


Hydrogen occurs free in small quantities in gases of volcanoes, and certain 
petroleum and gas wells. It occurs as a decomposition product in the decay of 
organic matter. It is found in traces in the atmosphere. With these ex- 
ceptions practically all hydrogen in nature is found combined with oxygen in 
the form of water. The chemist is called upon to determine hydrogen in 
illuminating and fuel gas. A chapter is devoted to gas analysis in Volume II, 
where details for hydrogen determination in gases are given. 

The determination-of hydrogen in organic compounds in combined state 
and in iron, alloys, etc., in its occluded and loosely combined form is accom- 
plished by oxidation to water with subsequent absorption and weighing as such. 
See the chapter on Carbon. 


DETECTION 


The lightness of the gas, its combustibility with oxygen with formation of 
water and its union with chlorine to form hydrogen chloride are methods for its 
detection in gas. Its detection and estimation in solid materials by oxidation 
to water necessitates the removal of free and combined water previous to the 
tests for hydrogen, or a separation of water from the gas before oxidation of the 
gas. Palladium is used for direct absorption of the gas. Details of the 
procedure are given in Volume II in the chapter on Gas Analysis. 

Although various types of combustible gases were known to the alchemists, 
hydrogen was not definitely proven to be a distinct element until 1766 when 
Cavendish established its identity. The element was further studied by 
Lavoisier, from whom it obtained the name hydrogen, water producer. 

The value of hydrogen in fuel and illuminating gas is generally known. In 
form of atomic hydrogen its efficiency for producing a welding gas is greatly 
increased. Its lightness has led to its use in balloons and dirigibles (1000 cubie 


feet of hydrogen will lift 700 pounds). It is used for the hydrogenation of fats ‘ 


(more than 350,000,000 pounds of solid fat produced from liquid fats per 


year) ; it is used in the conversion of coal into petroleum products by its removal 
of oxygen and building up of the hydrogen content; it is used in the production 
of ammonia (Haber-Bosch method). It is valuable in the commercial labo- 
ratory as a reducing agent. 

An interesting (S. L. C.) universal indicator, made by the Synthetical 
Laboratories of Chicago, enables one to determine the pH value from 1.2 to 13. 


442 


HYDROGEN 443 
A chart showing color changes of the indicator is used for comparison in place of 
buffered solutions as standards. 
The color changes from pink pH 1.2 to brownish yellow pH 5, canary yellow 
pH 6.5, green pH 7.6, lavender pH 10 to purple pH 12-13. 


DETERMINATION OF HYDROGEN IN STEEL 


The method is based upon the oxidation of hydrogen liberated from steel 
by heat in presence of a current of oxygen. The water formed is absorbed and 
weighed. 

Procedure.—Preliminary test. The apparatus is set up as shown in detail 
in Fig. 54. The heat is turned on and the oxygen gas passed through the silica 
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Fie. 54. Apparatus for Determining Hydrogen. 


tube I, heated to redness (850° C.) at the rate of 100 ml. per minute, this rate 
having been established by a preliminary test noting the rate of bubbling 
through the acid in G and the pressure in C with the desired volume per minute. 
The gas is purified by passing through D, E, F, G and H, any hydrogen present 
being decomposed in the preheated tube D. Proceed now as follows: 

Allow the gas to pass through the system for 5 to 10 minutes, disconnect the 
tube J after turning off the cocks ‘‘ a’ and “‘b”’ in the order named. Place 
Im the balance case for 5 minutes, then-open and close ‘b” rapidly. The 
oxygen in J will be at atmospheric pressure and at the temperature in the 
balance. Now weigh. Replace the tube again in the train, open the cocks 
“a” and “b” and continue the flow of oxygen for another 10 minutes. If 
there is an increase in weight repeat the test a third time, noting the increase of 
weight during a 30-minute run. This is the blank that must be deducted from 
‘the regular run. It should not exceed 1 milligram. 

_ The Test.—Place in a clay boat previously ignited in a current of oxygen, 
or in a platinum boat containing ignited alundum powder, 10 to 30 grams of 


444 HYDROGEN 


steel in as large pieces as possible (hydrogen is liberated by drilling so that it is 
best to use the metal in strips or in a single piece). Insert the boat in the tube 
and quickly connect up the apparatus. 

Turn on the oxygen at the rate of 100 ml. per minute and continue the flow 
for 30 minutes. Disconnect (after turning off cocks ‘“a” and ‘‘b”’) the 
absorption tube J. Place in balance case as before and equalize the pressure 
by opening the cock “‘b” for an instant. Weigh. The increase of weight, 
minus the blank, is due to the water formed. This weight multiplied by 0.111 
gives the hydrogen of the sample. 


Norrs.—The blank is derived from the oxidation of the rubber connections, and 
this should be determined and deducted from the regular run. 

It is not necessary to burn all the metal to oxide to eliminate the hydrogen. A 
30-minute run is sufficient. 

The P;O; is placed in the tubes interspersed with glass wool; otherwise the tubes 
would pack, preventing the passage of the gas. 


Testing Gas Apparatus for Leaks.—Connections between the parts of the 
gas apparatus, stop cocks, etc., should be tight to avoid intake or loss of gas, 
thus causing an error. The following simple method for testing for leaks is 
applicable to apparatus for the volumetric determination of gas as well as 
testing the tightness of combustion trains. 

Procedure.—Close one end of the train. To the other attach a Hempel gas 
burette with two-way stop cock and connected to a reservoir of water. Open 
the two-way cock to the air and raise the reservoir until half of the gas in the 
tube is expelled. Now turn the cock to open a passage to the combustion train 
(or gas apparatus). Have the level of the water in the reservoir and the 
)urette the same and note the exact reading. Now raise the reservoir about 10 
inches; the gas will be under pressure. Lower the reservoir to its former 
position, levelling the water. If the level in the Hempel tube has risen an 
outward leak is indicated. See Fig. 54. 

Now lower the reservoir to the table and after a few minutes raise to the 
first position. After levelling the water as before note whether the level has 
dropped in the Hempel. If so the apparatus leaks under reduced pressure. 

Isotopes of Hydrogen.—Subsequent to the announcement of the spectral 
evidence for the existence of heavy hydrogen, or deuterium, D, the isotope of 
mass 2, in 1932,1 a vast amount of work has been done on the properties of 
deuterium and its compounds. There is also evidence that a third isotope 
exists in very minute concentrations in water and other sources of hydrogen. 

The analytical chemistry of hydrogen, deuterium, hydrogen deuteride and 
other deuterium compounds is in part based on physico-chemical methods— 
spectrographic; refractometric; mass spectrographic; thermal conductance; 
specific gravity either of the oxide or of the element. Organic compounds 
are burned to form water and deuterium oxide, and the density of the mixture 
enables one to estimate the relative numbers of atoms of hydrogen and deu- 
terium in the compound.” | 


1 Urey, Brickwedde and Murphy, Phys. Rev., 39, 164, 864 (1932). 

* A summary of the important analytical methods is given by A. Farkas, Ortho- 
hydrogen, Parahydrogen and Heavy Hydrogen, Cambridge University Press, 1935. 
H. Erlenmeyer and associates. give practical details for the estimation of deuterium in 
organic substances, Helv. Chim. Acta, 19, 129 (1936); 18, 1464 (1935). 


INDIUM ! 
In, at.wt. 114.76; sp.gr. 7.12; m.p. 155° C.; oxide In,O3 


Occurrence.—Indium is a rare element found in minute quantities in many 
deposits of zinc blende, in some tungsten and most tin ores, and sometimes in 
pyrites, siderite, and galena. It is sometimes found concentrated as an indium- 
gallium alloy of low melting-point in residues from zine retorts. 

Behavior in Solution.2—Indium, like gallium, resembles aluminum in its 
behavior. The pale yellow sesquioxide is obtained by ignition of the hy- 
droxide, precipitated by ammonia from indium solutions: ammonium salts need 
not be added, and an excess of ammonia is immaterial as it has no solvent effect 
upon the precipitate. Indium is not completely precipitated as basic acetate, 
but quantitatively as a yellow sulfide by hydrogen sulfide from solutions con-- 
taining acetic acid and ammonium acetate. Quantitative precipitation of the 
sulfide is also achieved in 0.03 to 0.05 N hydrochloric acid solution. 


DETECTION 


For the detection of indium in an ore, e.g., in zine blende, the mineral is 
dissolved in hydrochloric acid with the addition, if necessary, of a little nitric 
acid, the excess of which is expelled by boiling with hydrochloric acid. Di- 
gestion of the filtered solution with metallic zine precipitates all the indium 
together with lead, copper, cadmium, etc. The precipitate is dissolved in 
nitric acid and the solution evaporated with sulfuric acid to fumes. The mass 
is taken up with water and the lead sulfate filtered off. The filtrate is treated 
with ammonia, boiled, and filtered. The precipitate is dissolved in the 
minimum of hydrochloric acid, the solution neutralized with ammonia, an 
excess of sodium bisulfite added, and boiling continued for some time. A 
white microcrystalline precipitate indicatesindium. Asa confirmatory test the 
precipitate is dissolved in a few drops of hydrochloric acid, and a platinum wire 
is dipped into the solution and held in the Bunsen flame. A bright blue color, 
showing two characteristic bright blue lines (\ 4511.55 and 4101.95) when 
viewed through the spectroscope, confirms the presence of indium. 

z ca aR by W. R. Schoeller, Ph.D., and A. R. Powell, Metallurgical Chemists, 


cae ngland. 
Moser and Siegmann, Monatsh. Chem., 55, 14, 1930. 
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PREPARATION OF THE SOLUTION 


As indium only occurs in minute amounts in ores of other elements, it is 
necessary to employ the procedure indicated by the nature of the material under 
examination. : 


SEPARATIONS # 


(1) From Iron.—The solution is treated with ammonia drop by drop until a 
precipitate begins to appear; this is dissolved in a minimum quantity of 0.1 N 
hydrochloric acid. The resulting acidity should be less than 0.05 N. Hy- 
drogen sulfide is passed for 2 hours at 70° C., and the precipitate washed with 
hydrogen sulfide water barely acidified with hydrochloric acid. Large amounts 
of ferric salt are first reduced with hydrogen sulfide in acid solution; this is 
boiled under carbon dioxide for the removal of the gas, and neutralized after 
cooling. 

(2) From Aluminum.—Indium is precipitated as sulfide from acetate 
solution treated with sulfosalicylic acid (which converts aluminum into a stable 
soluble complex), then neutralized with ammonium carbonate against methyl 
orange, and acidified with a little acetic acid. If the solution is too dilute, the 
indium sulfide does not flocculate readily. 

(3) From Manganese.—In this case, indium is precipitated as sulfide from 
an acetate solution prepared as follows: mineral acid is first neutralized with 
ammonia; the solution is then treated with 30 ml. of 2 N acetic acid and 10 ml. of 
2 N ammonia per 100 ml., heated to boiling, and subjected to a stream of 
hydrogen sulfide till cold. 

(4) From Zinc.—The weakly acid solution is treated with six times as much 
ammonium chloride as the zine present. After addition of methyl orange the 
solution is treated with 10% potassium cyanate solution until the indicator 
turns yellow, and gradually heated to boiling. The dense precipitate of 
indium hydroxide is collected and washed. If zine largely predominates, the 
precipitate is dissolved in dilute hydrochloric acid, the solution neutralized with 
ammonia, and the precipitation repeated. 

(5) From Gallium.—See chapter on Gallium. 


GRAVIMETRIC ESTIMATION 


(1) As Oxide.—Indium hydroxide ‘precipitates, if formed in chloride 
solution, should be washed very thoroughly as indium chloride is volatile. The 
filter containing the hydroxide precipitate is dried in a tared porcelain or silica 
crucible and ignited gradually, finally over a blast burner for 15 minutes. The 


3 Moser and Siegmann, loc. cit. 
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oxide is not volatile at the temperature reached, and is not hygroscopic after 
strong ignition. Factor for In, 0.8270. 

(2) As Sulfide.—The sulfide precipitate is washed with weak ammonium 
acetate solution, dried, heated to 350° C. in a stream of hydrogen sulfide, cooled 
in the same, and weighed as In.S3. Factor for In, 0.7047. 

Estimation in Zinc Blende, Retort Residues, etc.—It is advisable to take as 
much as 100 gms. The procedure follows the lines of that described above 
under ‘‘ Detection’ with the usual precautions to render the separations 
quantitative. The accuracy of the estimation by precipitation with excess of 
sodium bisulfite is at least questionable. The following alternative procedure is 
therefore suggested, though an opportunity to test it in actual practice has not 
yet presented itself. 

The solution of the blende in hydrochloric acid, with the addition of a little 
nitric acid if necessary, is filtered and boiled with metallic zine till nearly 
neutral. The precipitate is collected, dissolved in hydrochloric acid (and 
chlorate if required), and copper and bismuth precipitated from the boiling 
solution with iron wire. The filtrate is again boiled with zinc, and the pre- 
cipitate digested with nitric acid to eliminate tin. The filtered solution is 
evaporated to fumes with sulfuric acid, and the lead sulfate filtered off. The 
last filtrate is precipitated with ammonia and filter pulp, the precipitate dis- 
solved in hydrochloric acid, and the precipitation repeated. This precipitate is 
again dissolved in hydrochloric acid, the acidity adjusted to less than 0.05 N, 
and the indium precipitated as sulfide as described under ‘‘ Separation from 
Tron.” The yellow sulfide is either weighed as such, or converted into and 
weighed as oxide after solution in nitric acid and precipitation with ammonia 
(see ‘‘ Gravimetric Estimation ’’). 


IODINE ! 
I, at.wt. 126.92; sp.gr. 4.94817°; m.p. 113.5°; b.p. 184.4° C.; acids, HI, HIO, HIO;, HIO, 


Iodine is less common than the other members of the halogen group. It is 
found in a few rare minerals such as the iodides of copper, lead and silver; 
the iodate of calcium, ‘‘ lautarite,’”’ occurs in Chili saltpeter, hence is a common 
contaminant of crude nitric acid. The element is found in some mineral: 
waters; it occurs combined in sea water in form of iodides and iodates, hence 
occurs in sea plants. Drift kelp, laminaria digitata and laminaria stenophylla 
are important sources of iodine, as well as the mother liquor from the Chilian 
nitre works, the chief source of iodine. Free iodine, potassium iodide, and 
iodoform are important commercial products. 


DETECTION 


The element may be recognized by its physical properties. It is a grayish- 
black, crystalline solid, with metallic luster, brownish-red in thin layers. It 
vaporizes at ordinary temperatures with characteristic odor. Upon gently 
heating the element the vapor is evident, appearing a deep blue when unmixed 
with other gases, and violet when mixed with air. It colors the skin brown. 
Chemically it behaves very similarly to chlorine and bromine. 

Free iodine colors water yellow to black, carbon disulfide violet, ether 
or chloroform a reddish color, cold starch solution blue. 

Tannin interferes with the usual tests for iodine, unless ferric chloride is 
present. 

Iodide.—The dry powder, heated with concentrated sulfuric acid, evolves 
violet fumes of iodine. Iodine is liberated from iodides by solutions of As’, 
Sb®, Bib, Cu’’, Fe’’’, Cr®, H;Fe(CN)., HNO», Cl, Br, H2O2, ozone. 

Insoluble iodides may be transposed by treatment with H.S, the filtered 
solution being tested for the halogen. 

Iodate.—The acidulated solution is reduced by cold solution of SOs, or 

K,Fe(CN). (acidulated with dilute H.SO,), or by Cu2Cle, H;AsOs, FeSOu, ete. 

1 The observation of Courtois ee of the effect of ashes of sea weeds in corroding 
copper kettles and the liberation of a violet-colored gas by the action of sulfuric acid on 
the ash led to Gay-Lussac’s work in isolating the element (1813). The value of iodine 


for medical purposes as an antiseptic and for relieving inflammation, its use in treatment 
of goitre and in laboratory operations are well known. 
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An iodate in nitric acid may be detected by diluting the acid with water, adding 
starch solution, then hydrogen sulfide water, drop by drop, a blue zone forming 
in presence of the substance. 


ESTIMATION 


In the determination of iodine it should be recalled that although the 
majority of its compounds are soluble in water, the iodides of lead, mercury, 
silver and palladium are difficultly soluble. In their presence special provision 
is made to obtain solution of the sample in iodine determinations. Free iodine 
is but slightly soluble in water, comparatively soluble in presence of potassium 
iodide, and soluble in alcohol. The element is volatile, so that care must be 
exercised in its determination in concentrated solutions, in which it occurs free. 
Decomposition of the sample is given in the section following. 


PREPARATION AND SOLUTION OF THE SAMPLE 


In dissolving the substance it will be recalled that free iodine is soluble in 
alcohol, ether, chloroform, glycerol, benzol, carbon disulfide, solutions of 
soluble iodides. One hundred ml. of water at 11° C. is saturated with 0.0182 
gram iodine, at 55° C. with 0.092 gram. 

Iodides of silver, copper (cuprous), mercury (mercurous), and lead are 
insoluble, also TII, PdIz. Iodides of other metals are soluble; those of bismuth, 
tin, and antimony require a little acid to hold them in solution. 

Todates of silver, barium, lead, mercury, bismuth, tin, iron, chromium, 
require more than 500 parts of water at 15° C. to hold them in solution. 
Iodates of copper, aluminum, cobalt, nickel, manganese, zinc, calcium, stron- 
tium, Magnesium, sodium, and potassium are more soluble. One hundred ml. 
of cold water dissolves 0.00385 gram AgIO; and 0.000035 gram AgI at ordinary 
temperatures. 

Free Iodine (Commercial Crystals).—Iodine is best brought into solution 
in a concentrated solution of potassium iodide according to the procedure de- 
scribed for standardization of sodium thiosulfate under Volumetric Methods. 
The iodinews HOW best determined volumetrically by titration with standar 
thiosulfate or arsenic. 

Iodine or Iodides in Water.—The sample of water is evaporated to about 
one-fourth its volume and then made strongly alkaline with sodium carbonate. 
The precipitated calcium and magnesium carbonates are filtered off and washed. 
The filtrate containing the halogens is evaporated until the salts begin to 
crystallize out. The hot concentrated solution is poured into three volumes of 
absolute alcohol and the resulting solution again filtered. The residue is 
washed four or five times with 95% alcohol. All of the bromine and iodine pass 
into the solution, whereas a large part of chlorine as sodium chloride remains 
insoluble and is filtered off. About half a ml. of 50% potassium hydroxide is 
added and a greater part of the alcohol distilled off with a current of air. The 
residue is concentrated to crystallization and again poured into three times its 
volume of absolute alcohol and filtered as above directed. This time only one 
or two drops of the KOH solution is added and the procedure repeated several 
times. The final filtrate is freed from alcohol by evaporation, the solution 
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taken to dryness and gently ignited, then taken up with a little water and 
filtered. Iodine is determined in the filtrate, preferably by the volumetric 
procedure III, decomposition with nitrous acid, described under Volumetric 
Methods. 

Organic Substances.—If only an iodide is present, the Carius method is 
followed; in presence of other halogens, the ‘‘ lime method” is preferred. 
Details of these methods are given in the chapter on Chlorine under Preparation 
and Solution of the Sample. 

Silver iodide cannot be separated from the glass of the combustion-tube 
by solution with ammonium hydroxide as is the chloride or bromide of silver. 
The compound, together with the glass, is collected upon a filter paper, and 
washed with dilute nitric acid, followed by alcohol; then dried at 100° C. 
After removing most of the iodide and the glass, the filter is ignited in a weighed 
porcelain crucible, the main bulk of the material then added, the substance 
fused and weighed as AgI+glass. The mass is then covered with dilute sul- 
furic acid and a piece of pure zinc added. After several hours (preferably over 
night) the excess zinc is carefully removed and the iodine solution decanted 
from the glass and metallic silver, and the residue washed by decantation. The 
silver is now dissolved in hot dilute nitric acid, then filtered from the residue of 
glass through a small filter. The glass and filter are ignited and weighed. The 
difference between the two weighings is due to silver iodide. 

Minerals. Phosphates.—The substance is decomposed by digestion with 
(1 : 1) sulfuric acid in a flask through which a current of air passes to sweep out 
the iodine vapor into a solution of potassium hydroxide, the sample being 
boiled until all the iodine vapors have been driven into the caustic. lIodates 
are converted to iodides by reduction with sulfurous acid. 

With the iodine content below 0.02%, a 50- to 100-gram sample should be 
taken. 


SEPARATIONS 


Separation of Iodine from the Heavy Metals.—The heavy metals are pre- 
cipitated as carbonates by boiling with solutions of alkali carbonates, the soluble 
alkali iodide being formed. 

Todine is liberated from combination by nitrous acid. 

Silver iodide may be decomposed by warming with metallic zine and sulfuric 
acid. 

Separation of Iodine from Bromine or from Chlorine.—Details of sepa- 
ration and estimation of the halides in presence of one another are given in 
the chapter on Chlorine. Advantage is taken of the action of nitrous acid on 
dilute solutions, free iodine being liberated, while bromides and chlorides are 
not acted upon. 

The solution containing the halogens is placed in a large, round-bottom flask 
and diluted to about 700 ml. Through a two-holed stopper a glass tube passes 
to the bottom of the flask; through this tube steam is conducted to assist the 
volatilization of iodine. A second short tube connected to the absorption appa- 
ratus conducts the evolved vapor from the flask into a 5% caustic soda solution 
containing an equal volume of hydrogen peroxide (about 50 ml. of each). The 
absorption system may be made by connecting two Erlenmeyer flasks in series, 
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the inlet tubes dipping below the solutions in the flasks. It is advisable to cool 
the receivers with ice. 

Two to 3 ml. of dilute sulfuric acid (1 : 1) and 25 ml. of 10% sodium nitrite 
solution are added to the liquid containing the halogens, the apparatus is 
immediately connected, and the contents of the large flask heated to boiling, 
conducting steam into it at the same time. The iodine vapor is gradually 
driven over into the cooled receiving flasks. 

When the solution in the large flask has become colorless it is boiled for half 
an hour longer. The steam is now shut off, the flask disconnected from the 
receiving flasks and the heat turned off. The contents of the receiving flasks 
are combined with the washing from the connecting tubes and the solution 
heated to boiling to expel, completely, hydrogen peroxide. The cooled liquid is 
acidified with a little sulfuric acid and the solution decolorized with a few drops 
of sulfurous acid. Iodine is now precipitated as silver iodide by adding an 
excess of silver nitrate and a little nitric acid and boiling the mixture to coagu- 
late the precipitate, which is then dried and weighed. 

Chlorine and bromine remain in the large flask in combined form and may be 
determined in this solution if desired. 

Separation of Iodine from Chlorine and Bromine by Precipitation as 
Palladous Iodide.—The solution containing the halogens is acidified with hydro- 
chloric acid, and palladous chloride solution added to the complete precipitation 
of the iodide. The compound is allowed to settle in a warm place for twenty- 
four hours or more and then filtered and washed free of the other halogens. 
It may now be dried and weighed as palladous iodide, PdI2, or ignited in a 
current of hydrogen, then weighed as metallic palladium and the equivalent 
iodine calculated. See Gravimetric Methods. 


GRAVIMETRIC METHODS 
PRECIPITATION AS SILVER IODIDE 


The procedure is practically the same as that described for determining 
chlorine. 

Silver nitrate solution is added to the iodide solution, slightly acidified with 
nitric acid. The precipitate is filtered into a weighed Gooch crucible, then 
washed, dried, gently ignited, and weighed as silver iodide. 


AgI X0.5405=I or X0.7071=KI. 


Nore.—TIf filter paper is used in place of a Gooch crucible, the precipitate is removed 
and the filter ignited separately. A few drops of nitric and hydrochloric acid are added, 
the acids expelled by heat and the residue weighed as AgCl. This multiplied by 
1.638=AgI. The result is added to the weight of the silver iodide, which is ignited and 
weighed separately. 
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DETERMINATION OF IODINE AS PALLADOUS IODIDE 


This method is applicable for the direct determination of iodine in iodides 
in presence of other halogens. 

The method of isolation of iodine as the palladous salt has been given under 
Separations. The salt dried at 100° C. is weighed as Pdlb. 


PdI2X0.704=1. 
PdlI, ignited in a current of hydrogen is changed to metallic palladium. 


Pd X2.379=1. 


VOLUMETRIC METHODS 
DETERMINATION OF HYDRIODIC ACID—SOLUBLE IODIDES 


Free hydriodic acid cannot be determined by the usual alkalimetric methods 
for acids. The procedure for its estimation, free or combined as a soluble 
salt, depends upon the liberation of iodine and its titration with standard 
sodium thiosulfate, in neutral or slightly acid solution; or by means of standard 
arsenious acid, in presence of an excess of sodium bicarbonate in a neutral 
solution. The following equations represent the reactions that take place: 


I. Thiosulfate.—2Na.S.03;+1.= 2Nal + NaoSaOg. 
II. Arsenite.—Naz3AsO;+].o+H.2O= Na3;AsO,4+2HI. 


The free acid formed in the second reaction is neutralized and the reversible 
reaction thus prevented: 


HI+ NaHCO;= NaI+H.0+C0O.. 


The presence of a free alkali is not permissible, as the hydroxyl ion would 
react with iodine to form iodide, hypoiodite and finally iodate; hence sodium 
or potassium carbonates cannot be used. Alkali bicarbonates, however, do not 
react with iodine. 

Standard Solutions. Tenth Normal Sodium Thiosulfate——From the 
reaction above it is evident that 1 g. molecule of thiosulfate is equivalent to 
1 g. atom iodine =1 g. atom hydrogen; hence a tenth normal solution is equal to 
one-tenth the molecular weight of the salt per liter, e.g., 24.82 grams 
Na2S203:5H.O; generally a slight excess is taken—25 grams of the crystallized 
salt. It is advisable to make up 5 to 10 liters of the solution by dissolving 125 
to 250 grams sodium thiosulfate crystals in hot distilled water, boiled free of 
carbon dioxide. 0.1 g. of NasCOs is added per liter of solution. The solution 
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is allowed to stand a week to ten days, and then standardized against pure, 
resublimed iodine. 

About 0.5 gram of the purified iodine is placed in a weighing bottle con- 
taining a known amount of saturated potassium iodide solution (2 to 3 grams 
of KI free from KIO; dissolved in about 4 ml. of H.O), the increased weight 
of the bottle, due to the iodine, being noted. The bottle and iodine are placed 
in a beaker containing about 200 ml. of 1% potassium iodide solution (1 gram 
KI per 200 ml.), the stopper removed with a glass fork and the iodine titrated 
with the thiosulfate to be standardized. 

Calculation.—The weight of the iodine taken, divided by the ml. thiosulfate 
required, gives the value of 1 ml. of the reagent; this result divided by 0.012692 
gives the normality factor. 


Norr.—The thiosulfate solution may be standardized against iodine, which has 
been liberated from potassium iodide in presence of hydrochloric acid by a known amount 
of standard potassium bi-iodate, a salt which may be obtained exceedingly pure. 


KIO;-H1IO;+10KI+11HCl =11KCl+6H,0+612. 


A tenth normal solution contains 3.2499 grams of the pure salt per liter. (One 
ml. of this will liberate 0.012692 gram of iodine from potassium iodide.) The purity 
of the salt should be established by standardizing against thiosulfate, which has been 
freshly tested against pure resublimed iodine. 

About 5 grams of potassium iodide (free from iodate) are dissolved in the least 
amount of water that is necessary to effect solution, and 10 ml. of dilute hydrochloric 
acid (1 : 2) are added, and then 50 ml. of the standard bi-iodate solution. The solution 
is diluted to about 250 ml. and the liberated iodine titrated with the thiosulfate reagent; 
50 ml. will be required if the reagents are exactly tenth normal. 


Tenth Normal Arsenite.—From the second reaction above it is evident that 
As2Oz is equivalent to 2I., e.g., to 4H; hence } the gram molecular weight of 
arsenious oxide per liter will give a normal solution: 197.82+4=49.455. 

4.95 grams of pure arsenious oxide is dissolved in a little 20% sodium 
hydroxide solution, the excess of the alkali is neutralized with dilute sulfuric 
acid, using phenolphthalein indicator, the solution being just decolorized. Five 
hundred ml. of distilled water containing about 25 grams of sodium bicarbonate 
are added. If a pink color develops, this is destroyed with a few drops of 
weak sulfuric acid. The solution is now made to volume, 1000 ml. The 
reagent is standardized against a measured amount of pure iodine. The oxide 
may be dissolved directly in sodium bicarbonate solution. 


Notr.—Commercial arsenious oxide is purified by dissolving in hot hydrochloric 
acid, filtering the hot saturated solution, cooling, decanting off the mother liquor, 
washing the deposited oxide with water, drying and finally subliming. 


Starch Solution.—Five grams of soluble starch are dissolved in cold water, 
the solution poured into 2 liters of hot water and boiled for a few minutes. 
The reagent is kept in a glass-stoppered bottle. 

The addition of a few mg. of HglI., then heating to boiling and filtering 
will preserve the starch, 
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DECOMPOSITION OF THE IODIDE BY FERRIC SALTS 
The method takes advantage of the following reaction: 
Fe2(SO4)3+2KI= K.S04+].+2FeSO,. 


The procedure enables a separation from bromides, as these are not acted 
upon by ferric salts. 

Procedure.—To the iodide in a distillation flask is added an excess of ferric 
ammonium alum, the solution acidified with sulfuric acid, then heated to 
boiling, and the iodine distilled into a solution of potassium iodide. The free 
iodine in the distillate is titrated with standard thiosulfate, or by arsenious 
acid in presence of an excess of sodium bicarbonate. 

The reagent is added from a burette until the titrated solution becomes a 
pale yellow color. About 5 ml. of starch solution are now added and the titra- 
tion continued until the blue color of the starch fades and the solution becomes 
colorless. 

One ml. of tenth normal reagent=0.012692 gram iodine, equivalent to 
0.012793 gram HI, or 0.016602 gram KI. 


DECOMPOSITION WITH POTASSIUM IODATE 
The reaction with potassium iodate is as follows: 
5KI+KI0;+6HCl=6KC1+3H20+3I.. 


It is evident that 2 of the titration for iodine would be equal to the iodine 
of the iodide; hence 1 ml. of tenth normal thiosulfate is equivalent to 0.012692 
X2=0.01058 gram iodine due to the iodide. The procedure is as follows: 

Procedure.—A known amount of tenth normal potassium iodate is added 
to the iodide solution, in sufficient amount to liberate all of the iodine, com- 
bined as iodide, and several ml. in excess. Hydrochloric acid and a piece of 
calcite are added. The mixture is boiled until all of the liberated iodine has 
been expelled. To the cooled solution 2 or 3 grams of potassium iodide are 
added and the liberated iodine, corresponding to the excess of iodate in the 
solution, is titrated with standard thiosulfate. If 1 ml. of thiosulfate is equal to 
1 ml. of the iodate, then the total ml. of the\iodate used, minus the ml. thio- 
sulfate required in the titration, gives a difference due to the volume of iodate 
required to react with the iodide of the sample. 


One ml. of N/10 KIO3;=0.01058 gram I in KI. 


Nore.—Tenth normal potassium iodate contains 3.5669 grams KIO; per 1000 ml. 


DECOMPOSITION OF THE IODIDE WITH NITROUS 
ACID (FRESENIUS) 


Nitrous acid reacts with an iodide as follows: 


2HNO.+2HI=2N0O+2H.0+1». 


3H. Dietz and B. M. es ee Chem. Ztg., 2, 1191, 1904. Treadwell and Hall, 
“Analytical Chemistry,’ Vol. 2 
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Since neither hydrochloric nor hydrobromic acid is attacked by nitrous 
aeid, the method is applicable to determining iodine in presence of chlorine and 
bromine; hence is useful for determining small amounts of iodine in mineral 
waters containing comparatively large amounts of the other halogens. 

Nitrous Acid.—The reagent is prepared by passing the gas into cone. 
sulfuric acid until saturated. 

Procedure.—The neutral or slightly alkaline solution of the iodide is placed 
in a glass-stoppered separatory funnel, Fig. 55, and slightly acidified with dilute 
sulfuric acid. A little freshly distilled colorless carbon disulfide (or chloroform) 
is added, then 10 drops of nitrous acid reagent. The mixture is well shaken, the 
disulfide allowed to settle, drawn off from the supernatant 
solution and saved for analysis. The liquor in the funnel is 
again extracted with a fresh portion of disulfide and, if it 
becomes discolored, it is drawn off and added to the first ex- 
tract. If the extracted aqueous solution appears yellow, it 
must be again treated with additional carbon disulfide until 
all the iodine has been removed (e.g., until additional CS, is 
no longer colored when shaken with the solution). The com- 
bined extracts are washed with three or four portions of water, 
then transferred to the filter and again washed until free from 
acid. A hole is made in the filter and the disulfide allowed to 
run into a small beaker and the filter washed down with about 
5 ml. of water. Three ml. of 5% sodium bicarbonate are added 
and the iodine titrated with N/20 or N/50 standard thiosulfate, 
the reagent being added until the reddish-violet carbon disul- 
fide becomes colorless. 

The sodium thiosulfate used is standardized against a 
known amount of pure potassium iodide treated inthe manner | Fie. 55.— 
described above. Apparatus for 


One ml. N/20 Na.S.0;=.00635 gram I, 1 ml. N/50 Deienenl He 
Na2S.03= .002538 gram I. enue! 


OXIDATION OF IODIDE TO IODINE MONOCHLORIDE ! 


Reaction.—K1I0;+2KI+6HCl=3ICl+3KCl1+3H.0. The titration is car- 
ried on in a glass-stoppered vessel. The solution of the iodide is treated with an 
equal volume of cone. HCl and 5 ml. of chloroform are added as an indicating 
layer. During the titration the chloroform layer is colored with iodine but the 
color fades sharply with a single drop of 0.1 N(1/60 Molar) KIO; at the end- 
point. The method is selective for iodide in the presence of chloride. A stand- 
ard solution of potassium permanganate or of ceric sulfate may be used instead 
of the standard iodate. There are other somewhat similar procedures such as 
oxidation of iodide to iodine cyanide (Lang’s Method), oxidation to iodo- 
acetone (Berg’s method) which can not be discussed in detail here.® 

4L. W. Andrews, Z. anorg. allgem. Chem., 36, 76 (1903); J. Am. Chem. Soc., 25, 
756 (1903); G. S. Jamieson, Volumetric Iodate Methods, Chem. Catalog Co., New York, 
1926; E. H. Swift and C. H. Gregory, J. Am. Chem. Soc., 52, 894 (1930). 


5 R. Lang, Chap. III, Neuere massanalytische Methoden, F. Enke, Stuttgart, 1937; 
transl. by Oesper, D. Van Nostrand Co., New York. 
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DETERMINATION OF IODIDE BY OXIDATION TO IODATE— 
METHOD OF WINKLER MODIFIED BY KOLTHOFF ° 


Procedure.—Twenty-five ml. of iodide solution (approx. 0.02 N) are treated 
with 5 ml. of 4 N phosphoric acid, and then a slight excess of freshly prepared 
5% bleaching powder solution added until the iodine, that separates, redissolves 
and the solution becomes colorless. Now 5 ml. of 10% phenol are added and 
the mixture allowed to stand for 5-10 minutes. Five ml. of N potassium 
iodide are added and the solution titrated with 0.1 N thiosulfate. One ml. is 
equivalent to 2.77 mg. KI. 


Norrs.—In presence of bromide the solution is treated with 10 ml. of 3% boric acid 
solution and then with the hypochlorite. The color changes from brown to a darker hue, 
then brighter and finally pure yellow. Now H;POu,, phenol and KI are added followed 
by immediate titration with thiosulfate, as stated above. 

The iodide is oxidized to iodate by the hypochlorite and in presence of bromide 
liberates free bromine. Chlorine water may be used in place of the bleaching powder 
solution. 

Very dilute iodide solutions may be titrated. 


LIBERATION OF IODINE BY MEANS OF HYDROGEN PEROXIDE 
AND PHOSPHORIC ACID? 


Principle.—Iodine is liberated from an iodide by addition of hydrogen per- 
oxide to the solution acidified with phosphoric acid, the iodine distilled into 
potassium iodide and titrated with thiosulfate. 

Procedure.—Fifty ml. of the iodide solution are mixed with 5 ml. of pure 
phosphoric acid and 10 to 20 ml. hydrogen peroxide added, the mixture being 
placed in a round-bottomed flask, connected with a short condenser, delivering 
into two absorption vessels containing a 10% solution of potassium iodide. 
A current of air is drawn through the apparatus, and the contents of the flask 
gradually heated to boiling. The iodine is absorbed in the potassium iodide 
solution and titrated as usual with standard sodium thiosulfate. Twenty 
minutes’ heating is generally sufficient. 


One ml. Na.$.0;=0.012692 gram I, or 0.016602 gram KI. 


Norr.—lodine in urine may be determined by evaporating to 1/10 its volume. 
After adding an excess of sodium hydroxide, the mixture is taken to dryness and gently 
ignited. The ash may be used for the iodine determination. 


OXIDATION OF COMBINED IODINE WITH CHLORINE (MOHR’S 
MODIFICATION OF DUPRE’S METHOD) & 


When a solution of potassium iodide is treated with successive amounts 
of chlorine water, iodine is liberated, which reacts with an excess of chlorine 
with formation of chloride of iodine (ICI) and with greater excess the penta- 
chloride (ICl;), which is changed in presence of water to iodic acid (HIOs). 

Procedure.—The weighed iodide compound is brought into a stoppered 
flask, and chlorine water delivered from a large burette until all yellow color has 

§ Kolthoff and Furman, Vol. Anal., II. J. Wiley & Sons, Inc., New York, 1929. 


7H. Winterstein and E. Herzfeld, Z. Physiol. Chem., 63, 49-51, 1909. Chem. 
Zentralbl., (1), 473-474, 1910. 


8 Sutton, “Volumetric Analysis,’ 10th Ed. 
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disappeared. A drop of the mixture brought in contact with a drop of starch 
solution should produce no blue color. Sodium bicarbonate is now added until 
the mixture is slightly alkaline, followed by an excess of potassium iodide and 
4 to 5 ml. of starch reagent. Standard thiosulfate is now added until the 
blue colorisremoved. The excess of chlorine water is thus ascertained. From 
the value of the chlorine reagent the iodine of the sample may readily be 
calculated. 

The chlorine water is standardized by running 25 to 50 ml. of the reagent 
into potassium iodide solution (see procedure for bromides, p. 192), and titrating 
the liberated iodine with standard sodium thiosulfate. The value of the reagent 
in terms of thiosulfate is thus ascertained and from this the value per ml. in 
terms of iodine. 


OTHER METHODS 
VOLHARD’S METHOD FOR DETERMINING IODIDES 


This procedure is very similar to those for determining chlorine or bromine, 
with the exception that silver iodide formed will occlude both the iodide solu- 
tion and silver nitrate unless the additions of the silver salt are made in small 
portions with vigorous shaking. 

Standard silver nitrate is added to the solution in a glass-stoppered flask, 
shaking vigorously with each addition. As long as the solution appears milky 
the precipitation is incomplete. When the silver iodide is coagulated and the 
supernatant liquid appears colorless, ferric alum solution is added, and the 
excess of silver nitrate titrated with potassium sulfocyanate until the char- 
acteristic reddish end-point is obtained. 

The iodine is calculated from the amount of silver nitrate required. E.g¢., 
total AgNO; added, minus excess determined by KCNS=ml. AgNO; required 
by the iodine. 

Norts.—The ferric salt oxidizes hydriodic acid with separation of iodine, whereas 


the silver iodide is not acted upon; hence the indicator is added after all the iodide 
has combined with silver. 


ADSORPTION INDICATOR METHOD (FAJANS) 


Iodide ion may be titrated with silver nitrate in solution that is neutral or 
slightly acidified with HC.H3O., using eosin indicator. The range of applica- 
tion is from 0.1 N down to 0.0005 N halide to be titrated.® 


noe and Wolff, Z. anorg. allgem. Chem., 137, 221, 245 (1924); Kolthoff and 
van Berk, Z. anal. Chem., 70, 369, 395 (1927), 
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Procedure.—lIodide alone. From 1-3 drops of 0.5% solution of sodium 
eosinate in water are added per 10 ml. of 0.1 N halide, or 1-2 drops of indicator 
per 25 ml. of the more dilute solutions. Titrate with standard silver solution 
until there is a transition to rose red. 

Iodide in presence of chloride. Add 5 ml. of 0.6 N ammonium carbonate 
per 200-100 ml. of solution, 1-3 drops of eosin indicator, and titrate with 
standard silver nitrate. In the absence of ammonium carbonate the endpoint 
appears when more silver has been added than is equivalent to the iodide. 


DETERMINATION OF IODATES 


The procedure is the reciprocal of the one for determination of iodide by 
means of an iodate: 

Reaction.—K10;+5KI+6HCl=6KCI+43H.0+3I.. 

Procedure.—The solution containing the iodate is allowed to run into an 
excess of potassium iodide solution containing hydrochloric acid. The liber- 
ated iodine is titrated with sodium thiosulfate as usual. 

One ml. N/10 Na.S$.0;=0.002934 gram HIOs, or 0.003567 gram KIO3. 


DETERMINATION OF PERIODATES 


The procedure is the same as that described for iodates, the reaction in this 
case, however, being as follows: 


K1I0,+7KI+8HCIl=8KCI1+4H20 +41». 


From the equation it is evident that 1 molecule of the periodate is equivalent 
to 8 atoms of iodine or to 8 atoms of hydrogen; hence $+ the molecular weight 
per liter of solution would equal a normal solution. Therefore, 1 ml. of a 
tenth normal solution would contain 0.019193 +8 =0.002399 gram HIO.. 

One ml. N/10 Na.S.0;=0.002399 gram HIO,, or =0.002849 gram 
HIO4:2H20, or =0.002875 gram KIOx. 


DETERMINATION OF IODATES AND PERIODATES IN A MIXTURE 
OF THE TWO 


The procedure depends upon the fact that an iodate does not react with 
potassium iodide in neutral or slightly alkaline solutions, whereas a periodate 
undergoes the following reactions: 


KI0,+2KI+ H.0=2KOH+KI0;+ 12. 


Procedure.—The sample, dissolved in water, is divided into two equal 
portions. 

A. To one portion a drop of phenolphthalein indicator is added and the 
solution made just faintly alkaline by addition of alkali to acid solution or 
hydrochloric acid to alkaline solution, as the case may require. Ten ml. of 
cold saturated solution of sodium bicarbonate are added and an excess of potas- 
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sium iodide. The liberated iodine is titrated with tenth normal arsenious acid.22 
(Na2S2O; will not do in this case, as the solution is alkaline.) 


One ml. N/10 As2O3=0.0115 gram KIO. 


B. To the other portion potassium iodide is added in excess and the solu- 
tion made distinctly acid. The liberated iodine is titrated with standard 
sodium thiosulfate. (As.O; will not do.) 

Calculation.—In the acid solution, B, both iodates and periodates are 
titrated, whereas in the alkaline solution, A, only the periodates are affected. 
From the reactions for periodates it is evident that 1 ml. Nao2S.0,;=4 ml. As.O3 
for the periodate titration; hence 


Mil. Na.S.0;—ml. As.O;*4=ml. thiosulfate due to KIO3. 
The difference multiplied by 0.003567= grams KIO; in the sample. 


DETERMINATION OF IODINE IN MINERAL WATERS AND BRINES 


The following procedure is given by W. F. Baughman and W. W. Skinner. 

Take such a quantity of the brine or water as will contain not more than 
0.1 g. iodine as iodide or more than 10 g. total salts, Adjust the volume to 
100 ml. or 150 ml. and boil it with a sufficient amount of sodium hydroxide-and 
sodium carbonate to precipitate the calcium and magnesium. [Filter off the 
precipitate and wash with hot water. Introduce the filtrate into an Erlen- 
meyer flask, adjust the volume to about 100 ml., neutralize with dilute sulfuric 
acid, and add 1 ml. of a solution of sodium hydroxide (4 g. per 100 ml.). Heat 
to boiling, add an excess of potassium permanganate, continue the heating 
until the precipitate begins to coagulate, and then allow to cool. Add suf- 
ficient alcohol to cause the permanganate color to disappear, and allow the 
precipitate to settle on the steam bath. Filter and wash with hot water. 
After cooling, add one or two grams of potassium iodide, acidify with hydro- 
chloric acid, and titrate with standard thiosulfate. The number of ml. 
required, divided by 6, represents the number of ml. required by the iodine in 
the sample. 


10 Tn alkaline solutions the arsenious acid titration must be made, whereas in acid 
solutions potassium thiosulfate is used. 

1 Bureau of Chemistry, Dept. Agriculture, Washington, D.C. J. Ind. Eng. Chem., 
11, 563, 1919. 
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IODINE, ITS DETERMINATION IN TRACES AS EXISTING IN 
FEEDSTUFF, WATER, PLANTS, SOILS, TISSUES AND 
ALLIED MATERIALS ” 


The principal points to be emphasized in the determination of iodine are: 
(a) Thorough destruction of the organic portion, without loss of iodine; 
(b) its extraction and measurement, by titration or colorimetrically; (c) the use 
throughout of reagents iodine free.!* 

Apparatus for the destruction of the carbonaceous material are of the 
open and closed form, either in acid or alkali medium. The modified closed 
type suggested by McClendon and Remington ™ because of its simplicity will 
no doubt be welcomed for certain types of work in iodine determinations. In 
the estimation of very small quantities ranging from 0.0004 to 0.001 mg. 
extreme care must be exercised; 1° in such cases one should consult the original 
papers of von Fellenbergs,!”7 R. L. Andrew 18 and Leitch and Henderson.?° 


PREPARATION OF THE SAMPLE 


For the determination of iodine in 10.0 ml. of blood see Turner.’ For the 
determination of iodine in soils see Andrew.'4 In general samples with esti- 
mated amounts of 0.05 mg. or more the following method will suffice. Samples 
of high water content are dried in oven at 110° C. from 4-5 hours; in rare cases 
of high fat content, the sample is extracted with ether, though usually not 
advisable. After dehydration the sample is pulverized. It is now ready to be 
weighed and treated as follows, which is essentially the modified method of 
Kendall ° as suggested by Kelly and Husband.” 

Place the dried sample of 0.5 to 2.0 g. in a 100-ml. nickel crucible; cover 
with 40.0% NaOH, heat in oven for one-half hour. Place inside another 
crucible having sand in the bottom and heat gently over a low flame. When 
frothing has ceased add about 5 g. of powdered or flaked NaOH. A few milli- 
grams of KNOs are added at a time until all carbon is completely oxidized. 
Cool the melt and extract with boiling water (iodine free). The temperature 
must be carefully regulated to insure complete oxidation, yet not high enough to 
volatilize any of the iodine. Transfer the extract to a 700-ml. conical flask 
(filtering if necessary). The cooled solution is then neutralized with syrupy 
phosphoric acid, using methyl orange as indicator. Add 2 to 3 ml. in excess of 
the acid. The solution is boiled for 15-20 minutes to expel any nitrous acid. 


2 Contributed by W. D. Leech. 

18 Reith, J. F., Biochem. Z., 216, 249, 1929. 

4 von J. Schwaibold, Z. anal. Chem., 78, 161, 1929. 

1% Remington et alii, J. Am. Chem. Soc., 52, 3, 1930. McClendon, Remington et alii, 
J. Am. Chem. Soc., 52, 2, 1930. 

1 Turner, R. G., J. Biol. Chem., 88, 2, 1930. 

7 von Fellenbergs, T., Biochem. Z., 139, 371, 1923, and 152, 116, 1924. von 
Fellenbergs, Ergeb. Physiol., 25, 176, 1926. 

18 Andrew, R. L., Analyst, 55, 649, 1930. 

19 Leitch and Henderson, Biochem. J., 20, 1003, 1926. 

20 Kendall, J. Biol. Chem. (1920). 

4 Kelly and Husband, Biochem. J., 18, 951, 1924. 
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Add 2 ml. of 20% sodium acid sulfite and boil for ten minutes to drive off any 
SOs. Usually pieces of broken porcelain are added at this point to prevent 
bumping, 

On cooling add 5 to 10 drops of bromine, at least to a distinctly brown color. 
(Various workers prefer to saturate the solution with chlorine in order to 
oxidize the iodide to iodate; however, care must be used in the amount added 
and the duration of boiling to remove the excess. Chlorine is added until 
a drop of methyl orange is decolorized instantly, followed by two minutes 
of boiling. Chlorine generated from NaCl, MnO: and H2SO, seems to be safe 
for the above use, but not chlorine from calcium hypochlorite.) Boil at least 
five minutes after the color of bromine has disappeared to remove the last trace 
of bromine. Add a few crystals of salicylic acid to liberate any trace of 
bromine. When the solution is cooled, unglazed porcelain is removed. The 
KI solution (0.25 g. of recrystallized KI in 20.0 ml. of iodine-free water) is 
added with 2 ml. of starch solution.22 The liberated iodine titrated with 0.005 
normal thiosulfate (thiosulfate prepared from 0.1 N solution daily; it may be 
preserved with a crystal of thymol to the 0.1 normal solution). The 0.005 N 
thiosulfate solution should be standardized each day by setting free the iodine 
from a standard iodate solution and titrating in the usual way. In this method 
six times the amount of iodine is titrated as occurs in the unknown sample. Ac- 
cording to the following reaction: 


KIO3;+5KI +3H.S0,4,= 31.+3H.0 +3K.,S0,, 
I,+2Na.58:03;= 2Nal4 NaeS4Og. 


The starch solution is prepared by making a paste of 0.5 g. of potato starch, 
adding to 200 ml. of hot water, boiling for fifteen minutes, stirring continually. 
Cool, add 0.2 g. of salicylic acid and stir until the crystals dissolve. Iodine-free 
water is obtained by redistilling distilled water from KOH; KI purified from 
twaces of iodate by recrystallizing from alcohol and finally from iodine-free 
water, the alcohol being previously distilled over potassium hydroxide. 

A control on the reagents should be run, as well as a sample of known iodine 
content if possible. 


2 Nichols, Ind. Eng. Chem., Anal. Ed. 1, 4, 1929. 
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Fe, at.wt. 55.84; sp.gr. 7.85-7.88; m.p. pure 1530°, wrought 1600°, white pig 1075°, 
gray pig 1275°, steel 1375°; b.p. 2450°; Ore Oxides FeO, Fe,0;, Fe;Ox 


Next to aluminum, iron is the most common of the metals. It occurs free 
to a limited extent, sparingly in small grains in certain rocks, in masses in 
basalt and alloyed in meteorites. It occurs in divalent and trivalent form 
combined as ferrous and ferric compounds. It is found in a large number of 
minerals very widely distributed. The more common natural compounds and 
minerals are—ferrous oxide, FeO; ferric oxide (hematite), Fe2O3; magnetite, 
Fe;0,; limonite, Fe(OH).-Fe203; siderite, FeCO3; pyrrhotite, Fe,S,; pyrite 
(Fool’s Gold), and marcasite, FeS2; chalcopyrite, CuFeS.; chromite, FeO- Cr203; 
gothite, Fe.03;-H.O; almandite, Fe;Al.(SiOx)3; andradite, Cas;Fe2(SiO.)s; 
ilmenite, FeTiO;; and a large number of combinations with other elements 
such as manganese, magnesium, zinc, sodium, potassium, nickel, copper, 
tungsten, lead, arsenic, antimony, etc. The yellow and red color of soils is due 
principally to iron compounds. 


DETECTION 


Ferric Iron.—The yellow to red color in rocks, minerals, and soils is gen- 
erally due to the presence of iron. 

Hydrochloric acid solutions of iron as ferric chloride are colored yellow. 

Potassium or ammonium thiocyanate produces a red color with solutions 
containing ferriciron. Nitric acid and chloric acid also produce a red color with 
potassium or ammonium thiocyanate. This color, however, is destroyed by 
heat, which is not the case with the iron compound. The red color of ferric 
iron with the cyanate is destroyed by mercuric chloride and by phosphates, 
borates, certain organic acids, and their salts, e.g., acetic, oxalic, tartaric, citric, 
racemic, malic, succinic, etc. 

1 Tron was used during the early history of man in making weapons and tools. It 
was known to the Assyrians and Egyptians. The production of iron is mentioned in 
the Pentateuch. High grade steel was manufactured in Arabia and Spain during the 
Middle Ages. Pure iron finds little commercial use, but with small amounts of other 
elements it is one of the most important materials used in the industries. The deter- 
mination of the constituents in ferrous alloys, in pig iron, wrought iron and steel has 
received a vast amount of attention by chemists and the published analyses predominate 


with methods dealing with this subject. A special chapter is devoted to steel and ferrous 
alloys in Volume 2. 
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Potassium ferrocyanide, K.Fe(CN),;, produces a deep blue color with ferric 
salts. 

Salicylic acid added to the solution of a ferric salt containing no free mineral 
acid gives a violet color. Useful for detecting iron in alum and similar products. 

Ferrous Iron.—Potassium ferricyanide, K;Fe(CN)s, gives a blue color 
with solutions of ferrous salts. 

Distinction between Ferrous and Ferric Salts. 

KCNS gives red color with Fe’”’ and no color with Fe”. 

K;Fe(CN),; gives a blue color with Fe’ and a brown or green with Fe’’”’. 

NH.OH, NaO8 or KOH precipitates red, Fe(OH); with Fe’” and white, 
Fe(OH). with Fe’, turning green in presence of air due to oxidation.? 

Sodium peroxide produces a reddish-brown precipitate of Fe(OH); with 
either ferrous or ferric salt solutions, the former being oxidized to the higher 
valence by the peroxide. Chromium and aluminum remain in solution, if 
present in the sample. 


ESTIMATION 


Tron is so widely diffused in nature that its determination is necessary in 
practically all complete analyses of ores, rocks, minerals, etc. It is especially 
important in the evaluation of iron ores for the manufacture of iron and steel. 

In the process of analysis iron is obtained in solution as the ferric salt and is 
precipitated together with aluminum, etc., as the hydroxide by ammonium 
hydroxide. It is determined most satisfactorily by volumetric procedure, 
preferably on a separate sample from the aluminum precipitate. If the original 
valences are desired, one portion is run for total iron and another for ferrous 
or ferric iron, care being exercised to prevent oxidation or reduction in obtaining 
the solution. 

Tron ores and minerals are brought into solution by treatment with HCl, or 
HNO; or both, or by means of fluxes such as fusion with Na2CO; followed by 
HCl or by fusion with KHSO,. Ferrous iron is oxidized to ferric form by 

means of HNO; or Br, or Cl or H2Os:. 


PREPARATION AND SOLUTION OF THE SAMPLE 


The material should be carefully sampled and quartered down according 
to the general procedure for sampling. Ores should be ground to pass an 80- 
mesh sieve. In analysis of metals, both the coarse and fine drillings are taken. 


? The green salt is a hydrate of Fe;0s. The white precipitate can be obtained in 
absence of air or by using H2SO; to take up oxygen in solution. 
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The following facts regarding solubility should be remembered: The element 
is soluble in hydrochloric acid and in dilute sulfuric acid, forming ferrous 
salts with liberation of hydrogen. It is insoluble in concentrated, cold sulfuric 
acid, but is attacked by the hot acid, forming ferric sulfate with liberation of 
SO.. Moderately dilute, hot nitric acid forms ferric nitrate and nitrous oxide; 
the cold acid gives ferrous nitrate and ammonium nitrate or nitrous oxide or 
hydrogen. Cold, concentrated nitric acid forms ‘‘ passive iron,”’ which remains 
insoluble in the acid. The oxides of iron are readily soluble in hydrochloric acid, 
if not too strongly ignited, but upon strong ignition the higher oxides dissolve 
with extreme difficulty. They are readily soluble, however, by fusion with 
acid potassium sulfate followed by an acid extraction. Silicates are best 
dissolved by hot hydrochloric acid containing a few drops of hydrofluoric acid 
or by fusion with sodium and potassium carbonates, followed by hot hydro- 
chloric acid. 

Soluble Iron Salts.—Water solutions are acidified with HCl or H2SQ,, so 
as to contain about 3% of free acid. 

Ores.—The samples should be pulverized to pass an 80- to 100-mesh sieve. 

Sulfides, Ores Containing Organic ‘Matter.—One- to 5-gram samples 
should be roasted in a porcelain crucible over a Bunsen flame for about half 
an hour, until oxidized: The oxide is now dissolved as directed in the following 
procedure. 

Oxides, Including Red and Brown Hematites, Magnetic Iron Ore, Spathose 
Iron Ore, Roasted Pyrites, and Iron Ore Briquettes.—One to 5 grams of 
the ore, placed in a 400-ml. beaker, is dissolved by adding twenty times its 
weight of conc. hydrochloric acid with a few drops of 5% stannous chloride 
solution. Addition of 4 or 5 drops of HF is advantageous if small amounts 
of silica are present. The solution is covered with a watch-glass and heated to 
80 or 90° C. until solution is complete. Addition of more stannous chloride 
may be necessary, as this greatly assists solution. An excess sufficient to com- 
pletely decolorize the solution necessitates reoxidation with hydrogen peroxide, 
hence should be avoided. If a colored residue remains, it should be filtered 
off, ignited and fused with a mixture of Na2xCO; and K,CO, in a platinum eru- 
cible. The fusion dissolved in dilute HCl is added to the main filtrate. 


Notre.—tThe ore placed in a porcelain boat in a red-hot combustion tube may be 
reduced with hydrogen (taking precaution first to sweep out oxygen with CO.) and, 
after cooling in an atmosphere of hydrogen, the reduced iron may be dissolved in acid 
and titrated. 


Iron Silicates.—One to 5 grams of the material, placed in a deep plati- 
num crucible, is treated with ten times its weight of 60% HF and 3 to 4 drops 
of concentrated H,SO,y. The mixture is evaporated nearly to dryness on the 
steam bath and taken up with dilute sulfuric acid or hydrochloric acid. The 
latter acid is the best solvent for iron. 

Fusion with Potassium Bisulfate.—The sample is mixed with ten times 
its weight of the powdered bisulfate and 2-3 ml. of concentrated sulfuric acid 
added. A porcelain or silica dish will do for this fusion. The fusion should 
be made over a moderate flame and cooled as soon as the molten liquid becomes 
clear. Complete expulsion of SO; should be avoided. It may be necessary 
to cool and add more concentrated sulfuric acid to effect solution. Iron and 
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alumina completely dissolve, but silica remains undissolved. The melt is best 
cooled by pouring it on a large platinum lid. 

Fusion with Carbonates of Sodium and Potassium.—The residues insoluble 
in hydrochloric acid are fused with 5 parts by weight of the fusion mixture 
(Na2CO;+K2CO;) in a platinum crucible. The Méker blast will be necessary. 
When the effervescence has ceased and the melt has become clear, the crucible 
is removed from the flame, a platinum wire inserted and the melt cooled. Upon 
gently reheating, the fuse may be readily removed by the wire in a convenient 
form for solution in dilute hydrochloric acid. 

The bisulfate fusion is recommended for fusion of residues high in iron 
and alumina. It is an excellent solvent for ignited oxides of these elements. 
The carbonate fusions are adapted to residues containing silica. 


SEPARATIONS 


General Procedure.—In the usual course of analysis silica is removed by 
evaporating the acid solution to dryness, taking up with water and filtering. 
Mercury, lead, bismuth, copper, cadmium, arsenic, antimony, tin, molybdenum 
and other elements precipitated from an acid solution as sulfides are removed 
as such by filtration and iron, after oxidation to the ferric state, is precipitated 
as Fe(OH)3. In the majority of cases it may now be determined by titration. 

Ether Method for Removing Iron from a Solution.*—Ferric chloride dis- 
solved in HCl (sp.gr. 1.1) is more soluble in ether than in this acid. Advantage 
is taken of this fact when it is desired to remove a greater portion of the iron 
in determining copper, nickel, cobalt, chromium, vanadium and sulfur (as 
H.SO,) in steel. The hydrochloric acid solution of iron, etc., is evaporated to a 
syrupy consistency and then taken up with HCl (sp.gr. 1.1) and transferred 
by means of more of the acid to a separatory funnel. The cold acid solution 
is now extracted several times by shaking with ether, each time allowing the 
ether carrying the iron to separate before drawing off the lower layer for re- 
extraction. Three extractions are generally sufficient for removing the iron. 

Since alkali salts cause trouble by crystallizing and clogging the borings 
of the stopcock, the use of alkalies should be avoided when this method of 
separation is used. The iron may be extracted from the ether by shaking 
this with water and drawing off the lower water layer. Since heat is generated 
by the mixing of ether and the ferric chloride-hydrochloric acid solution, 
cooling the mixture under the tap during mixing may be necessary. This 
heating is reduced by using a mixture of ether and hydrochloric acid. Cone. 
hydrochloric acid (sp. gr. 1.19) is saturated with ether, an excess of ether 
separating out as an upper layer. One hundred ml. of the acid will absorb 150 
‘ml. ether. (Dilute hydrochloric acid (sp.gr. 1.1) absorbs only 30 ml. ether.) 


Norre.—tThe ether should be free from alcohol. 
See also (under Separation) the chapter on Titanium. 


The Extraction of Ferric Chloride from Hydrochloric Acid Solutions by 

_ Isopropyl Ether.*—The efficiency of the extraction with isopropyl] ether is very 
* Noyes, Bray, Spear, J. Am. Chem. Soc., 30, 515 (1908). 

*R. W. Dodson, F. J. Forney and E. H. Swift, J. Am. Chem. Soe., 58, 2573 (1936). 
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dependent on the acid concentration; the optimum range is 7.75-8.25 moles 
HCl per liter, when the extraction of ferric chloride is 99.8-99.9% complete. 

Isopropyl ether offers marked advantages over ethyl ether for the extraction 
of ferric iron from aqueous hydrochloric acid solutions, giving a more efficient 
extraction over a wider range of acid concentrations than does ethyl ether. 

The data recorded in the table which follows indicate that a very satisfac- 
tory separation of iron from copper, cobalt, manganese, nickel, aluminum, 
chromium, zinc, quadrivalent vanadium, titanium and sulfur is to be obtained. 
Large amounts of quinquivalent vanadium are extracted; phosphoric acid and 
molybdenum pass into the ether layer with ferric iron. 


Tuer Extraction oF ELEMENTS OTHER THAN IRON FROM 7.75 FoRMAL HypROCHLORIC 
Actp Souurions BY AN EquaL VouumME or JsopropyL ETHER 


; Amount, Amount found 0 
Element taken mg. in ether, mg. Extracted 

CUPL es am A para ee 500 0.0 0.0 

COUR Acne. cali Me on 500 0 0 

EA bro Sues aM aye gost tary 500 00 00 

INE ae eee ene 500 00 00 
AE ose BR cha ee ee Pa 500 00 00 

Oi Ue earn Brey deere cpt A 500 03 01 
acy eee IEE 500 0 0 

NO rei naires eRe one eicereat on 250 54 22 

AUEUs MR Oy eo Ee aah eb cg 48.5 21 43 

FT hs Peal seta) pes Ae 500 

WANES We 258 0.2 0.08 
NENA es 51.5 2 4 

Fell. 500 

NOY LENG tee sears 250 oD) 21 
(ron PH Ea aR Bee 125 56 45 
Te LTT el ecu sh! (aan ee 250 

SEE eee rien ease eae 125 0.00 0.00 
{F (Gs SO))eaeen 62.5 Pp 

| OBL rs ete eae a neal Cl 250 

Bisset sPO wie vweeeants 125 ail Al 
{i (assHsPOs) oie. oe: 62.5 39 62 

SU eran ee aie eee eon 250 


The extractions are performed at an initial hydrochloric acid concentration 
of 7.75 formal. 

Separation of Iron (Co, Mn, Ni, Zn) from Aluminum (U, V, Cb, Ta, Ti, P, 
Zr).—Details of precipitation as FeS in presence of tartrate are given under 
Gravimetric Methods. 

Separation of iron from aluminum may also be effected by pouring the 
solution into a strong solution of a fixed alkali, NaOH, or KOH, or Na2O»o. In 
the latter reagent chromium also passes into solution with aluminum and as 
with the other reagents iron precipitates as the hydroxide. 

Separation of Iron with Cupferron.—Details of the procedure are given 
under Gravimetric Methods. Titanium, vanadium, zirconium accompany 
the iron. Aluminum, cadmium, cobalt, chromium, manganese, nickel and zine 


ri 
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are separated from iron by this precipitation. The method is not commonly 
employed. 


GRAVIMETRIC METHODS FOR THE DETERMINATION OF IRON 


The gravimetric determination of iron may be made from solutions practi- 
cally free from other metals. A number of elements such as phosphorus, ar- 
senic, molybdenum, tungsten, and vanadium, in neutral or slightly alkaline 
solutions, form fairly stable compounds with iron, whereas others such as lead, 
copper, nickel, cobalt, sodium, and potassium may be occluded in the ferric 
hydrate precipitate and are removed only with considerable difficulty. Alu- 
minum, chromium, and several of the rare earths are precipitated with iron, if 
present. These facts taken. into consideration, the volumetric methods are 
generally preferred as being more rapid and trustworthy. 


DETERMINATION OF IRON AS Fe.0; 


Tron is precipitated as the hydroxide and ignited to the oxide, Fe:O3, in 
which form it is weighed. 


Reactions.—FeCl;+3NH,OH= Fe(OH)3;+3NH,Cl. 
2Fe(OH)3+heat= Fe.03;+3H,0. 


Procedure.—One-gram sample, or a larger amount of material if the iron 
content is low, is brought into solution with hydrochloric acid, aqua regia, or by 
fusion with potassium carbonate or potassium acid sulfate, as the case may 
require. Silica is filtered off and the acid solution treated with H.S if members 
of that group are present. 

Separation of Iron from Aluminum (etc.). Sulfide Method.—By the 
following procedure iron is separated from aluminum, columbium, phosphorus, 
tantalum, titanium, uranium, vanadium and zirconium; however cobalt, 
manganese, nickel and zinc accompany iron. Two to three grams of tartaric 
acid per 100 ml. of solution are added, followed by NH,OH until faintly 
alkaline; if a precipitate forms it is dissolved by adding dropwise HCl and then 
more tartaric acid is added. The solution is saturated with H.S, then made 
ammoniacal and again saturated with H,S. The sulfide of iron is precipitated 
(together with Co, Mn, Niand Zn). The precipitate is filtered off and washed 
_ with water containing 1% of ammonium tartrate. It is generally advisable to 
dissolve the sulfide and reprecipitate it, when considerable accuracy is desired. 
The sulfide is now dissolved in HCl, the solution boiled to expel H.S and the 
iron oxidized by addition of HNO; or Br water. 
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Iron is now precipitated as hydroxide by addition of NH,OH, the precipitate 
filtered off and washed with water. The precipitate is again dissolved in HCl 
and the hydroxide reprecipitated, to remove occluded substances. 

Absence of Aluminum and Chromium.—About 1 gram of ammonium 
chloride salt or its equivalent in solution is added, the volume made to about 
200 ml. and ammonium hydroxide added in slight excess to precipitate Fe(OH)3. 
The solution is boiled for about five minutes, then filtered through an ashless 
filter. 

Second Precipitation.—In either case dissolve the precipitate with the 
least amount of hot dilute hydrochloric acid and wash the paper free of iron. 
Add a few ml. of 10% ammonium chloride solution and reprecipitate the’ 
hydroxide of iron by adding an excess of ammonium hydroxide, the volume of 
the solution being about 200 ml. Washing the precipitate by decantation is 
advisable. Three such washings, 100-ml. portions, followed by two or three on 
the filter paper, will remove all impurities. 

Ignition.—The precipitate is ignited wet over a low flame, gradually in- 
creasing the heat. Blasting is not recommended, as the magnetic oxide of 
iron, Fe30,, will form with high heating. The oxide heated gently appears a 
reddish-brown. Higher heat gives the black oxide, Fe;0,. Twenty minutes’ 
ignition, at red heat, is sufficient. 

The crucible, cooled in a desiccator, is weighed and Fe.O0; obtained. 


Factors. Fe.03X0.6994= Fe. 
Fe.03 «0.8998 = FeO. 


Norr.—If Aluminum and Chromium are Present.—In place of ammonium hydroxide 
powdered sodium peroxide is added in small portions until the precipitate first formed 
clears, the solution being cold and nearly neutral. It is diluted to about 300 ml. and 
boiled ten to fifteen minutes to precipitate the iron. Aluminum and chromium are in 
. solution. (Mn will precipitate with Fe, if present.) The precipitate is filtered onto a 
rapid filter and washed with hot water. 


PRECIPITATION OF IRON WITH “ CUPFERRON ”® 


By this procedure iron may be precipitated directly in acid solution in presence of a 
number of elements. Mercury, lead, bismuth, tin, and silver may be partially precipi- 
tated. Copper precipitates with iron, but may be easily removed by dissolving it out 
with ammonia. The method is especially adapted for separation of iron from aluminum, 
nickel, cobalt, chromium, cadmium, manganese and zinc. Titanium, vanadium and 
zirconium accompany iron, if present. 


Procedure.—The solution containing the iron is made up to 100 ml. and 20 
ml. of concentrated hydrochloric acid added. To this cool solution (room 
temperature) Baadiant reagent, cupferron, is slowly added with constant 
stirring, until no further precipitation of iron takes place, and crystals of the 
reagent appear. The iron precipitate is a reddish-brown. Copper gives a 
grayish-white flocculent compound. An excess of the reagent equal to one-fifth 
of the volume of the solution is now added; the precipitate allowed to settle 
for about fifteen minutes, then poured into a filter paper and washed, first with 


5O. Baudisch, Chem. Ztg., 33, 1298, 1905. Jbid., 35, 913, 1911. O. Baudisch and 
y. L, King, J. Ind. Eng. Chem., 3, 627, 1911, 
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2 N HCl, followed by water, then with ammonia and finally with water. The 
drained precipitate is slowly ignited in a porcelain or platinum crucible and the 
residue weighed as Fe2Os: 


Fe,03 x 0.6994= Fe. 


Norrs.—Baudisch’s reagent, the ammonium salt of nitrosophenyl-hydroxylamine 
(cupferron), is made by dissolving 6 grams of the salt in water and diluting to 100 ml. 
The reagent keeps for a week if protected from the light. It decomposes in the light, 
forming nitrobenzene. Turbid solutions should be filtered. 

The precipitates of copper or iron are but slowly attacked by two normal hydro- 
chloric acid in the cold, but decomposed by hot acid; hence the solution and reagent 
should be cold. 

Cold, dilute potassium carbonate solution, or ammonium hydroxide, has no action 
on the iron precipitate; the copper compound dissolves readily in ammonia. An alkali 
hydroxide causes rapid decomposition. 

The precipitation is best made in comparatively strong acid solutions (HCI, H2SO,, 
or acetic acid). 


VOLUMETRIC DETERMINATION OF IRON IN ORES AND 
METALLURGICAL PRODUCTS 


General Considerations.—Two general procedures are commonly employed 
in the determination of iron. 

A. Oxidation of ferrous to ferric condition by standard oxidizing agents. 

B. Reduction of ferric iron to ferrous condition. 

The sample is dissolved as directed under Preparation and Solution of the 
Sample. 


DETERMINATION OF IRON BY OXIDATION METHODS 


Some modification of either the dichromate or permanganate method is 
commonly employed in the determination of iron by oxidation. To accomplish 
this quantitatively, the iron must be reduced to its ferrous condition. This 
may be accomplished in the following ways: 

1. Reduction by Hydrogen Sulfide.—During the course of a complete anal- 
ysis of an ore, H.S is passed into the acid solution to precipitate the members of 
that group (Hg, Pb, Bi, Cu, Cd, As, Sb, Sn, Pt, Au, Se, etc.). The filtrate con- 
tains iron in the reduced condition suitable for titration with either dichromate 
or permanganate, the excess of H.S having been boiled off. If the expulsion of 
H.S is conducted in an Erlenmeyer flask there is little chance for reoxidation of 
the iron during the boiling. Reduction by H.S is very effective and is fre- 
quently advisable. This is the case when titanium is present, since this is not 
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reduced by H.S, but by methods given below. Arsenic, antimony, copper, and 
platinum, which if present, would interfere, are removed by this treatment. 


Reaction.—2FeCl;+ H.S=2FeCl.+2HCI-+S. 


2. Reduction with Stannous Chloride.—SnCl, solution acts readily in 
a hydrochloric acid solution of the ore; the reduction of the iron is easily noted 
by the disappearance of the yellow color. V, Mo and W are also reduced. 
The excess of the reagent is oxidized to SnCl, by addition of HgCl. 


Reactions.—1. 2FeCl;+SnCl.= 2FeCl.+SnCli. 
2. Excess SnCl,+2HgCl.=SnCli+2HeCl precipitated. 


An excess of SnCl, is advisable, but a large excess is to be avoided, as a 
secondary reaction would take place, as follows: 2SnCl.+2HgCls=2SnCl, 
+2Hg. This reaction is indicated by the darkening of the solution upon the 
addition of HgCly. Precipitation of metallic mercury would vitiate results. 
The solution should be cooled before addition of mercuric chloride. About 15— 
20 ml. of saturated mercuric chloride, HgCle, solution should be sufficient. 

3. Reduction by a Metal such as Test Lead, Zinc, Magnesium, Cadmium, 
or Aluminum, in Presence of Either Hydrochloric Acid or Sulfuric Acid.— 
The former acid is preferred with the dichromate titration, and the latter with 
the permanganate. Two methods of metallic reduction are in common use— 
reduction by means of test lead, and reduction with amalgamated zine by means 
of the Jones reductor. 

(a) Reduction with Test Lead.—By this method copper is precipitated 
from solution and small amounts of arsenic and antimony expelled. Sufficient 
test lead is added to the acid ferric solution to completely cover the bottom of 
the beaker. The solution is covered and boiled vigorously until the yellow color 
has completely disappeared, and the solution is colorless. The reduced iron 
solution, cooled, is decanted into a 600-ml. beaker, the remaining iron washed 
out from the lead mat by several decantations with water; two or three 50-ml. 
portions of water should be sufficient; the washings are added to the first 
portion. If the solution becomes slightly colored, a few drops of stannous 
chloride, SnCle, solution are added, followed by 10 ml. mercuric chloride, 
HgCl., solution. The sample is now ready for titration. 

(b) Reduction with Zinc, Using the Jones Reductor.—The acid solution of 
iron, preferably sulfuric acid, is passed through a column of amalgamated zinc.® 
Hither the hydrogen evolved or the zinc reduces the ferric iron to ferrous 
condition. The procedure is described in detail under the Permanganate 
Method for Determination of Iron, page 474. Titanium, vanadium, chromium, 
columbium, uranium and tungsten, if present, will also be reduced. The color 
of the solution will often indicate the presence of contaminants. Molybdenum, 
chromium and uranium compounds reduced give a green color similar to iron. 
Columbium and tungsten give a brown color; titanium a violet and vanadium a 
lavender color. Reduction with zinc is avoided where ferricyanide indicator is 
used, as zinc salts react with ferricyanide. 

° Amalgamated zinc is best prepared by dissolving 5 grams of mercury in 25 ml. 
of concentrated nitric acid with an equal volume of water, 250 ml. of water are added 


and the solution poured into 500 grams of shot zinc, 20-mesh. When thoroughly 
amalgamated the solution is poured off, and the zinc dried. 
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4. Reduction with Sulfurous Acid, Sodium Sulfite or Metabisulfite.— 
SO2 gas is passed into a neutral solution of iron, since iron is not reduced 
readily in an acid solution by this method. The excess SO:2 is expelled by acidi- 
fying the solution and boiling. The action is slow. 

5. Reduction with Potassium Iodide, the liberated iodine being expelled by 
heat. 

In the solution of the ore with stannous chloride and hydrochloric acid, if an 
excess of the former has been accidentally added, it will be necessary to oxidize the 
tron before reduction. This may be accomplished by addition of hydrogen peroxide 
until the yellow color of ferric chloride appears (or by addition of KMnO, solution) ; 
the excess H2O. may be removed by boiling. The iron may now be reduced by one of 
the above methods. 


VOLUMETRIC DETERMINATION OF IRON BY OXIDATION WITH 
POTASSIUM DICHROMATE 


Principle.—This method depends upon the quantitative oxidation of ferrous 
salts in cold acid solution (HCl or H2SQ,) to ferric condition by potassium 
dichromate, the following reaction taking place: 


6FeCl.+ K2Cr20;+ 14HCl= 6FeCl; +2CrCl;+2KCl1+7H,0. 


Potassium ferricyanide is used as an outside indicator. This reagent pro- 
duces a blue compound with ferrous salts and a yellowish-brown with ferric. 
The chromic salt formed by the reaction with iron colors the solution green. 

Reagents Required. Standard Potassium Dichromate.—When oxygen 
reacts with ferrous salts, the following reaction takes place: 


6FeCl.+6HCl1+30= 6FeCl;+3H,0. 


Comparing this reaction with that of dichromate, it is evident that a normal 
solution of dichromate contains one-sixth of the molecular weight of K2Cr.0O; 
per liter, namely, 49.037 grams. For general use it is convenient to have two 
strengths of this solution, N/5 for ores high in iron and N/10 for products con- 
taining smaller amounts. 

Standardization.—For N/5 solution 9.807 grams of the recrystallized de- 
hydrated salt are dissolved and made up to one liter; N/10 potassium dichro- 
mate contains 4.904 grams of the pure salt per liter. It is advisable to allow 
the solution to stand a few hours before standardization. The Sibley iron 
ore furnished by the U. 8. Bureau of Standards, Washington, D. C., is recom- 
mended as the ultimate standard. Other ores uniform in iron may be stand- 
ardized against the Sibley ore and used as standards. 

The equivalent iron in the ore divided by the ml. titration required for com- 
plete oxidation gives the value in terms of grams per ml., e.g., 1.4 gram of ore 
containing 69.2% Fe required“a titration of 95 ml. K:Cr2O; solution; then, 

temils= Ces ie 95=0.0102 gram Fe. 
100 

Stannous Chloride.—Sixty grams of the crystallized salt dissolved in 600 

ml. of conc. HCl and made up to one liter. The solution should be kept well 


stoppered. oe, 
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Mercuric Chloride.—Saturated solution of HgCl, (60 to 100 grams per liter). 

Potassium Ferricyanide, K;Fe(CN)..—The salt should be free of ferro- 
cyanide, as this produces a blue color with ferric salts, which would destroy 
the end-point. It is advisable to wash the salt before using. A crystal 
the size of a pinhead dissolved in 50 ml. of water is sufficient for a series of 
determinations. The solution should be made up fresh for each set of deter- 
minations. 

Apparatus. Chamber burette.—This should read from 75 to 90 ml. in 
tenths and from 90 to 100 ml. in twentieths of a ml. 

Test-Plate.—The usual porcelain test-plate with depressions may be re-. 
placed by a very simple and efficient test-sheet made by dipping a white sheet of 
paper in paraffin. The indicator does not cling to this surface, the drops assum- 
ing a spherical form, which renders the detection of the end-point more delicate. 

Procedure. Iron Ores.—The amount of sample taken should be such that 
the actual iron present would weigh between 0.9 to 1.1 gram. This weight 
can be estimated by dividing 95 by the approximate percentage of iron present, 
e.g., for 50% Fe ore take 22=1.9 gram; 95% iron material would require 1 
gram, whereas 20% Fe ore would require 4.75 grams. 

For samples containing less than 20% Fe it is advisable to use N/10 K2Cr.0, 
solution. 

The sample should be finely ground (80-mesh). 

Solution.—The hydrochloric acid method for solution of the oxidized ore 
with subsequent carbonate fusion of the residue is recommended as being 
suitable for iron ores, briquettes, and materials high in iron. 

Reduction by Test Lead.—The easy manipulation and efficiency of this 
method of reduction make it applicable for a large variety of conditions. The 
acid solution, preferably HCl, is diluted to about 150 to 200 ml., containing 15 to 
20 ml. concentrated hydrochloric acid (sp.gr. 1.19). Sufficient test lead is added 
to cover the bottom of a No. 4 beaker. The solution covered is boiled vigorously 
until it becomes colorless. Copper, if present, is precipitated as metallic copper, 
and small amounts of arsenic and antimony eliminated from the solution during 
the reduction of the iron. The cooled solution is poured into a 600-ml. beaker 
and the mat of lead remaining in the No. 4,beaker washed free of iron, two or 
three 50-ml. washings being sufficient. The main solution and washings are 
combined for titration. If the solution is slightly colored, due to reoxidation 
of iron, a few drops of stannous chloride solution are added to reduce it, followed 
by an excess of HgCl, solution, 20 to 25 ml., and allowed to stand five minutes. 

Titration.—The standard potassium dichromate is run into the solution to 
within 5 to 10 ml. of the end-point, this having been ascertained on a portion 
of the sample. The dichromate is run in slowly near the end-reaction, and 
finally drop by drop until a drop of the solution mixed with a drop of potassium 
ferricyanide solution produces no blue color during thirty seconds. A paraffined 
surface is excellent for this test. 


Ml. K.Cr.0; multiplied by value per ml.=Fe present in sample. % 
_ FeX100 
~ wt. taken 
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Norns.—lIf SnCl; solution has been used for reduction of the iron, it is necessary to 
add the HgCl: rapidly to a cold solution, as slow addition to a warm solution is apt 
to precipitate metallic mercury. 

In case an excess of dichromate has been added in the titration, as often occurs, 
back titration may be made with ferrous ammonium sulfate, (NH,4)2SO,4: FeSO,4:6H.O. 
N/10 solution of this reagent may be prepared by dissolving 9.81 grams of the clear 
crystals in about 100 ml. of water, adding 5 ml. of concentrated H.SO, and making to 
250 ml. The solution should be standardized against the dichromate solution to get 
the equivalent values, by running the dichromate directly into the ferrous solution. 

The ferricyanide indicator should be made up fresh each time it is required. 

Large amounts of manganese in the iron solution titrated cause a brown coloration, 
which masks the end-point. Nickel and cobalt, present in large amounts, are objection- 
able for the same reason. This interference may be overcome by using very dilute 
acid solutions of ferricyanide indicator, so that the insoluble ferricyanide of these 
metals will not form. 

If ferricyanide indicator is used reduction of iron by zine cannot be done, as zinc 
compounds react with ferricyanide. The blue color develops slowly. Allow 3 minutes, 
if necessary. 


DICHROMATE METHOD FOR IRON WITH 
DIPHENYLAMINE INDICATOR 


The disadvantage of the dichromate method in requiring an outside 
indicator (potassium ferricyanide on a spot plate) is overcome by the procedure 
outlined by J. Knop (J. Am. Chem. Soc., 46, 263, 1924) in which diphenylamine 
is used as an internal indicator, the end-point being a violet-blue or blue-black. 

Reagents.—0.1 N Potassium Dichromate solution. 

Sulfuric-Phosphoric Acid Mixture.—150 ml. sulfuric acid (sp.gr. 1.84), 150 
ml. phosphoric acid (d. 1.7), diluted to 1000 ml., 15 ml. used. 

Diphenylamine solution. One g. diphenylamine dissolved in 100 ml. of 
cone. sulfuric acid. Three drops used as indicator. (A color change to brown 
does not impair the efficiency of the indicator.) 

Procedure for Ores.—Half to 1 gram of the ore is digested with 20 ml. of 
cone. hydrochloric acid at 70—80° C., the solution diluted with an equal volume 
of water and filtered. The insoluble residue is fused with sodium carbonate in a 
platinum crucible, the melt dissolved in dilute hydrochloric acid, the iron 
precipitated with ammonium hydroxide and filtered off. The ferric hydroxide 
on the filter is dissolved with a few ml. of dilute HCl and the solution added to 
the main solution containing the iron. 

The iron is now reduced by addition of stannous chloride solution (60 g. 
SnCl, in 600 ml. HCl and 400 ml. H.O) added cautiously until the color of iron 
is no longer evident (other reducible elements must be absent, i.e., Cu, As, 
etc.); the excess of stannous chloride is overcome with mercuric chloride 
solution (saturated solution) as usual. ~ 

Fifteen ml. of sulfuric-phosphoric acid mixture are added and 3 drops of 
diphenylamine indicator, the solution is diluted to 150-200 ml. and titrated 
with 0.1 N potassium dichromate solution. 

Near the end the green color of the solution deepens to a blue-green or in 
presence of a large amount of iron to a grayish blue. The dichromate is now 
added dropwise until the color changes to an intense violet blue. 


1 ml. 0.1 N K2Cr.0;= 0.0056 g. Fe. 
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Norers.—The method has the advantage of having no fading end-point as is obtained 
in the permanganate titrations in presence of mercurous chloride. The method permits 
back titration with standard ferrous solution. Organic substances do not interfere 
as they do in permanganate titrations. Zinc, aluminum, manganese, nickel, cobalt 
and chromium do not interfere. Copper present-in quantities less than 1 mg. does 
not interfere; in larger quantities it lowers results as it assists oxidation of iron by air. 
Trivalent arsenic raises results as it is oxidized by dichromate to pentavalent form. 

“Determination of Iron with Potassium Dichromate.’’ L. Szebellédy, Z. anal. 
Chem., 81, 97-103, 1930.—“‘p-Phenetidine can be used in place of diphenylamine as 
inside indicator in the titration of Fe** with K,Cr.0;. The solution assumes a violet- 
red color as soon as an excess of dichromate has been added. To remove FeCl;, NH.F 
can be used to advantage in place of H;PO,. To 50 ml. of Fe solution in a 100-ml. 
Jena flask add 10 ml. of 9 N H2SO, and 1 ml. of 1% p-phenetidine solution. To . 
remove dissolved air, add 2 g. of KHCO; in several portions and with the last portion 
add 3 g. of NH,F. Add the K;Cr.0; solution until a permanent reddish-violet color is 
obtained. Numerous experiments are described with this indicator.’ C. A., 24, 4729, 


L. A. Sarver recommends keeping the volume below 100 ml. (J. Am. Chem. Soc., 
49, 1473, 1927). 


CERIC SULFATE TITRATION METHOD 


Standard ceric sulfate solution (see Chapter on Standard Solutions) is one 
of the most satisfactory reagents for the titration of ferrous iron, especially in 
solutions containing hydrochloric acid; sulfuric, perchloric nitric and acetic 
acids do not interfere with titrations by ceric sulfate; hydrofluoric and phos- 
phoric acids may be present in fairly high concentrations. The iron is reduced 
by any conventional method, after which 2 drops of 0.025 M o-phenanthroline 
indicator, or 5 drops of 0.1% aqueous solution of erioglaucine or eriogreen is 
added as indicator. o-Phenanthroline ferrous sulfate is the most satisfactory 
indicator for general use: Change deep red to pale blue at the end of oxidation 
of ferrous iron. Erioglaucine (or eriogreen) is especially suitable for indication 
when the iron has been reduced by the stannous chloride-mercuric chloride 
method. The presence of calomel does not interfere with the action of the 
indicator, which changes to pale rose when all of the iron has been oxidized.? 


POTASSIUM PERMANGANATE METHOD FOR DETERMINATION 
OF IRON 


Introduction.—The method depends upon the quantitative oxidation of 
ferrous salts to the ferric condition when potassium permanganate is added to 
their cold solution, the following reaction taking place: 


10FeSO, +2KMn0, +8H.SO.,= 5Fe2(SOx4) 3 +K.S0,4 + 2MnSO, +8H,0. 


Hydrochloric acid in presence of iron salts has a secondary reaction upon 
the permanganate, e.g., 


2KMnO.,+16HCl=2KCI+2MnCl.+8H:20 + 10Cl. 
This reaction may be prevented by addition of large amounts of zine or man- 


ganous sulfates together with an excess of phosphoric acid or by large dilu- 


7 Willard and Young, J. Am. Chem. Soc., 50, 1834 (1928); 55, 3260 (1933); Furman 
and Wallace, 52, 2347 (1930). 


we 
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tion. See note on page 476. The solution is diluted and reduced with zine 
and titrated as directed. 

The reduction of ferric sulfate is best accomplished by passing the solution 
through a column of amalgamated zine in the Jones reductor. In presence 
of titanium, vanadium, chromium, uranium, and arsenic reduction is ac- 
complished by H.S in a hydrochloric acid solution of the iron, or by SOz or 
SnCly. 

Since potassium permanganate enters into reaction with acid solutions of 
antimony, tin, platinum, copper and mercury, when present in their lower state 
of oxidation (also with manganese in neutral solutions), and with SOs, H.S, 
N.O, ferrocyanides and with most soluble organic bodies, these must be absent 
from the iron solution titrated. 

Potassium permanganate produces an intense pink color in solution, so that 
it acts as its own indicator. 

Solutions Required. Standard Permanganate Solutions.—As in the case of 
potassium dichromate, it is convenient to have two standard solutions, N/5 
and N/10. 

From the reaction given above it is evident that 2K MnO, are equivalent to 
5 oxygens, e.g., 2K MnO.= K2.0+2Mn0O-+50; hence a normal solution would 
contain one-fifth of the molecular weight of KMnO,=31.6 grams of the pure 
salt. 

Since commercial potassium permanganate is seldom pure, it is necessary to 
determine its exact value by standardization. This is commonly accomplished 
by any of the following methods: 


(a) By a standard electrolytic iron solution. 
(b) By ferrous salt solution, e.g., (NH4)2SO.4- FeSO.4- 6H.0. 
(c) By oxalic acid or an oxalate. 


Reaction.—2KMn0i+5Na2C.04+8H2SO4 
= K2S04+2MnS04+ 5Na2sO4+ 10CO.+8H.0. 


Standardization of KMnO, against sodium oxalate is recommended as the 
most accurate procedure. 

To standardize.—0.2 g. of pure sodium oxalate, equivalent to 0.2+.0067 
= 29.9 ml. 0.1 N solution (or if preferred 0.67 g. =100 ml. 0.1 N solution), is 
dissolved in 100 ml. hot water and 5-10 ml. H2SOs, (sp.gr. 1.84) and titrated with 
the permanganate solution until a faint pink color, that persists, is obtained. 
The oxalate equivalent in ml. divided by ml. KMnO, required=normality of 
KMnO,, in terms of N/10 solution. 


‘PROCEDURE FOR THE DETERMINATION OF IRON BY THE 
JONES REDUCTOR 


Preparation of Sample.—Such an amount of the sample is taken that the 
iron content is between two- and three-tenths of a gram (0.2 to 0.3 gram). If 
hydrochloric acid has been required to effect solution, or hydrochloric acid and 
nitric acid (25 : 1), as in case of iron and steel, 4 to 5 ml. concentrated sulfuric 
are added, and the solution evaporated to small bulk on the steam bath 
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and to SO3 fumes to remove hydrochloric acid. The iron is taken up with about 
50 ml. dilute sulfuric acid, (1:4), heating if necessary, and filtering if an 
insoluble residue remains.*® 
Preparation of the Reductor.—Cleaning out the apparatus. See Fig. 56. 
The stop-cock of the reductor is closed, a heavy-walled flask or bottle is put into 
position at the bottom, and 50 ml. of dilute 
sulfuric acid poured into the funnel. The 
cock is opened and the acid allowed to flow 
slowly through the zine in the tube, applying 
a gentle suction. Before the acid has drained 
out of the funnel, 50 ml. of water are added,. 
followed by 50 ml. more of dilute sulfuric acid 
and 50 ml. of water in turn. The stop-cock is 
turned off before the water has drained com- 
pletely from the funnel so that the zine is 
always. covered by a solution of acid or 
water. 

Determination of the Blank.—Fifty ml. of 
dilute sulfuric acid, (1 : 4), are passed through 
the reductor, followed by 250 ml. of distilled 

Suction Water, according to the directions given above. 

The acid solution in the flask is then titrated 

with N/10 KMn0O, solution. If more than 3 

or 4 drops of the permanganate are required, 

the operation must be repeated until the blank 

titration does not exceed this amount. The 

Fig. 56.—Jones Reductor. final blank obtained should be deducted 

from the regular determinations for iron. 

The end-point of the titration is a faint pink, persisting for one minute. 

Reduction and Titration of the Iron Solution.—The sample is diluted 

to 200 ml., and, when cold, is run into the funnel, the stop-cock opened and 

the solution drawn slowly through the column of zinc into the flask, about four 

minutes being required for 200 ml. of solution. Before the funnel has com- 

pletely drained, rinsings of the vessel which contained the sample are added; 

two 50-ml. portions are sufficient, followed by about 50 ml. of water. The 

stop-cock is closed before the solutions have completely drained from the funnel. 

Titration.—The flask is removed and tenth normal solution of perman- 

ganate added until a faint pink color, persisting one minute, is obtained. The 
blank is deducted from the ml. reading of the burette. 


One ml. N/10 KMnO.=.005584 gram Fe; or .007984 gram Fe.O3. 


5 The titration may be conducted in presence of HCl by adding MnSO,and H;PO,, 
“Zimmermann-Reinhardt reagent,’”’ or by high dilution. (Reagent—200 g. MnSO,-- 
4H.0 + 100 ml. H,O + 400 ml. syrupy H3PO,.) 
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OPTIONAL PERMANGANATE METHOD FOR IRON IN ORES 


1. Solution of the Sample.—0.5 gram of ore. 8-oz. flask. With oxidized 
ores add 10-15 ml. of HCl and warm gently until the iron oxide is dissolved; 
then if sulfides are also present add 5 ml. of HNO; to decompose them also. 
With straight sulfides use 10 ml. of HCl and 5 ml. of HNO;. When decom- 
position is complete add 5 ml. of H2SQ, and boil over a free flame nearly to 
dryness. 

Refractory Ores.—Certain silicates, oxides of iron, furnace slags, etc., do 
not decompose with acid treatment. Decomposition may be accomplished 
by fusion methods followed by solution of the fused mass with water and 
hydrochloric acid. Fusions with Na,CO; and K2COs; are made in a nickel or 
platinum crucible and are recommended for materials high in silica. Fusions 
with an acid flux, K.SO, (+5 ml. H,SO,sp.gr. 1.84) or KHSO, are recommended 
for oxides. These latter fusions are conveniently carried out in Pyrex flasks 
held by a heavy wire clamp. About 10-15 grams of the solid flux is added 
to the ore in the flask and the fusion completed by heating until the mix 
becomes transparent. Oxides which do not readily decompose may be brought 
into solution, frequently, by adding a little piece of filter paper to the molten 
mass in the flask. The carbon thus furnished reduces the oxides, effecting 
decomposition. If decomposition is incomplete, the water and acid extraction 
is made, the soluble constituents decanted off and the residue again fused 
with more KHSO, and filter paper. It may be necessary to follow KHSO, 
fusion by the Na2CO; fusion, on the insoluble residue remaining from the acid 
extraction of the KHSO, mass. 

2. Reduction.—After cooling, add 30 ml. water, 10 ml. HCl and 6 grams of 
20-mesh granulated zinc. It is not necessary to get salts into solution. Now 
add 3 ml. of a 4% copper sulfate solution. Allow to stand until the action 
has become feeble. 

3. Add 50 ml. of cold water and then 10 ml. of cone. H,SO, and allow to 
stand until the zinc is nearly all dissolved. 

4, Filtration from Insoluble Gangue and Excess Zinc.—Prepare a filter by 
placing a rather thick wad of absorbent cotton in a funnel and wetting it into 
place. Place a battery jar, or a liter beaker containing about an inch of cold 
water, under the funnel. Have the beaker marked at the 700-ml. point. 

5. When the zinc in the flask has nearly all dissolved, filter the liquid 
through the absorbent cotton and wash out the flask at least 10 times with 
cold water, pouring through the filter. Use the wash bottle reversed to save 
time, and use enough water for each wash to completely cover the absorbent 
cotton. Allow to-drain between washes. Continue the washing until the 
filtrate reaches the 700-ml. mark on the beaker. 

6. Titration of the Sample.—Titrate at once with standard permanganate 
to a very faint pink tinge and take reading. 

7. A blank should previously be run on the zine to determine any correction 
(usually due to a little iron) necessary. Deduct this correction from the above 
reading. 

8. Multiply the ml. of permanganate used by the factor for iron. 
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Diphenylamine Indicator in Permanganate Titrations of Iron.°—As in 
case of titrations of iron with potassium dichromate, diphenylamine may be 
used in potassium permanganate titrations. The advantage of the indicator 
is in the fact that titrations may be made in presence of considerable hydro- 
chloric acid and in the presence of tin and mercury salts without a fading end- 
point, obtained when permanganate is used alone. The blue color is more 
intense than the pink of potassium permanganate. 

Procedure. Decomposition and Reduction of Sample.—The procedure 
given on page 474 applies also to this method. 

Titration.—About 15 ml. of phosphoric-sulfuric acid mixture are added 
and the solution is diluted to about 100 ml. 0.2 ml. (4 drops) of diphenylamine © 
indicator is added and the titration now made with the standard potassium 
permanganate solution. The color becomes green, deepening to a blue-green 
or grayish blue. The reagent is now added ‘“ dropwise” until an intense 
violet blue or dark blue color is obtained. 


1 ml. 0.1 N KMn0O,=0.005584 g. Fe. 


Norss.—If 0.5584 gram of sample is taken, then 1 ml. of 0.1 N potassium perman- 
ganate is equivalent to 1% of iron. 

The phosphoric-sulfuric acid mixture prevents the yellow color of iron from producing 
a green with the blue end-point. A larger amount of indicator than is recommended 
should not be used, as this necessitates a blank being deducted for the action of the 
oxidizing agent on the indicator. 


Standardization of Potassium Permanganate-Oxalate Method.—Weigh 0.2 
to 0.3 gram of pure sodium oxalate, place in a beaker and add 200 ml. of water 
and about 5 ml. cone. sulfuric acid. Heat to boiling and titrate with the 
potassium permanganate solution. The reaction starts slowly, but with the 
progress of the titration the action becomes vigorous. Towards the end of 
the reaction the pink color fades less rapidly and finally a permanent pink color 
is obtained with one drop of the reagent. 

Calculation of Normality.—Since 67 grams of sodium oxalate per 1000 ml. 
of solution is a normal solution, the ml. equivalent of the amount taken is 
obtained by dividing by 0.067. This value divided by the titration of the 
oxalate with the reagent being standardized will give the normality of the 
reagent. 

Example.—Suppose 0.268 gram of sodium oxalate required a titration of 
50 ml. of the permanganate solution. Since 67 g. is equivalent to 1000 ml. 
N solution of sodium oxalate, then 0.268 is equivalent to 


0.268 X 1000 divided by 67=4 ml. N soln. 
4 divided by 50=0.08 N. 


9 Wilfred W. Scott, J. Am. Chem. Soc., 46, 1396, 1924. 
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DETERMINATION OF FERRIC IRON BY TITRATION WITH A 
TITANOUS SALT SOLUTION 


MerHop or Knecut AND Hispert (Mopirinp By THORNTON, CHAPMAN, 
AND Woop") 


Introduction.—The iron solution, which may contain hydrochloric acid, 
sulfuric acid, or hydrofluoric acid (provided boric acid be added in considerable 
excess), but not nitric acid, is titrated while cold (about 20° C.) with a standard 
solution of titanous sulfate, using potassium thiocyanate as indicator, until 
the red color of the ferric thiocyanate just disappears. 

Any substance that might reduce the ferric iron or oxidize the titanous salt 
should, of course, be absent. Many forms of organic matter, however, do 
not interfere. Copper is quantitatively precipitated as cuprous thiocyanate, 
and certain other metals of the hydrogen sulfide group are not without effect. 
Platinum salts, chromic acid (but not chromic salts), and vanadic acid exert an 
oxidizing action on the titanium compound. 

Reagents. Titanous Sulfate Solution (1/10 Normal).—The titanium 
solution is prepared by mixing 100 ml. of a 20% solution of titanous sulfate with 
80 ml. of sulfuric acid (1 : 1) and making the volume up to 1 liter with cold 
water. 

Potassium Thiocyanate Solution.—One hundred grams of the crystals are 
dissolved in water, the resulting solution is filtered, and the clear filtrate is 
diluted to 1 liter. 

Ferric Ammonium Sulfate Solution."—Forty-eight grams of ferric alum 
crystals are dissolved in water, the solution is acidified with 50 ml. of concen- 
trated sulfuric acid, and the volume is made up to 1 liter. 

Apparatus.—The titanous sulfate solution, prepared as described above, is 
charged into the storage bottle S, Fig. 57, the volume being so regulated as to 
fill the container to its neck. The stop-cock # is then turned so that the liquid 
rises in the burette B and continues upwards until hydrostatic equilibrium has 
been attained. With the hydrogen supply from the Kipp generator K turned 
on, the burette is allowed to empty itself by properly manipulating the cock F, 

10}. Knecht and EK. Hibbert, ‘New Reduction Methods in Volumetric Analysis,” 
pp. 10 and 68, 1925. Longmans, Green and Co. 

1 W.M. Thornton, Jr., and J. E. Chapman, J. Am. Chem. Soc., 43, 91, 1921; 
W. M. Thornton, Jr., and A. E. Wood, J. Ind. Eng. Chem., 19, 150, 1927. 

2H, Knecht and E. Hibbert employ titanous chloride, which for most purposes is 
equally satisfactory. A high-grade titanium trichloride (15% solution) may be pur- 
chased from Schering-Kahlbaum, A. G. (Akatos, Inc., 114-118 Liberty St., New York 
City). See I. M. Kolthoff and O. Tomiéek, Rec. trav. chim., 43, 776, 1924. A N/10 
solution of titanous sulfate can be prepared in the following manner: Thirty-eight grams 
of potassium titanium oxalate (K»TiO(C.0,4).:2H.2O), 32 grams of ammonium sulfate, 

_and 80 ml. of concentrated sulfuric acid are placed in a 750-ml. Kjeldahl flask and heat 
is applied very carefully till frothing has ceased; thereafter the solution is boiled to 
decompose the oxalate. After cooling and diluting to 1000 ml., the solution is filtered, 
and the titanium is reduced by passing the liquid slowly through a Jones reductor, the 
latter having a bore of 2 cm. and containing a column of amalgamated zinc 45 cm. long. 
The deoxidized solution is mixed by bubbling carbon dioxide through it just prior to 
being poured into the storage bottle. Cf. W. M. Thornton, Jr., and R. Roseman, 
Am. J. Sci. (5), 20, 14, 1930. an 

18 The ferric alum solution will serve for a “back titration” in any analysis, and it will 
enable the operator to quickly detect any change in the oxygen-consuming capacity 
of the titanous salt solution. 
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and a current of hydrogen is maintained through the apparatus till it is reason- 
ably certain that all air has been displaced from within the system. It suffices 
to pass a slow stream of the protecting gas for about an hour; though it may 
be well also, after letting the solution stand for a day or two, to repeat the 
sweeping for a shorter interval (say fifteen minutes). After each attempt to 


Fic. 57.—Apparatus for Storing and Using a Titanous Salt Solution. 
J, Rubber-tubing connection; 7’, thermometer with enclosed scale; G, glass-wool filter. 


remove the air, the burette is refilled, in which state it is ready for service. 
The rubber connections should be wired and coated with shellac varnish. If 
the apparatus is carefully assembled, the standard reagent will show a change of 
titer considerably less than one part in a thousand per month; certainly, as far 
as the solution in the bottle is concerned. 

Standardization.—Some specimens of ferrous ammonium sulfate, as pro- 
cured in the market, contain very nearly the theoretical amount of iron 
(14.24%), this being the total quantity of iron and not simply that present in 
the ferrous condition; but it is hardly safe to make this assumption with 
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samples of the salt that have not been tested.'4 On the other hand, the 
“* Sibley ” iron ore, which may be obtained from the Bureau of Standards with 
certified analysis, is a reliable standard. 

Against Ferrous Ammonium Sulfate.—One and five-tenths grams of the C. 
P. crystals are weighed into a 300-ml. Erlenmeyer flask and dissolved in 90 ml. 
of water. Ten ml. of sulfuric acid (1 : 1) are added, and the solution is titrated 
with N/10 potassium permanganate, which, by the way, need not have been 
standardized until the end-point is reached. After boiling for ten minutes,!* 
the quid is permitted to cool thoroughly, 5 ml. of the thiocyanate solution are 
introduced, and the flask is joined to the burette in the manner shown in the 
cut (Fig. 57). The air is expelled from within the reaction vessel by passing a 
moderately rapid current of carbon dioxide through the test solution for five 
minutes; whereupon, while continuing the flow of carbon dioxide, the titanous 
sulfate is added dropwise till there is no further diminution of color, allowing 
ample time, when nearing the end of the titration, for each portion to exert its 
full effect before introducing the next. 

Against the ‘‘ Sibley ’? Iron Ore.—About 1.5 grams of the ore (previously 
dried at 100° C.) are weighed with exactness and dissolved in 10 ml. of concen- 
trated hydrochloric acid, using for the dissolution a small Erlenmeyer flask 
fitted with a cut-off calcium chloride tube to serve as a trap,!” and adding about 
3 drops of hydrofluoric acid toward the end to decompose the silica (and 
silicates). This solution is transferred to a Pyrex evaporating basin, 25 ml. of 
sulfuric acid (1 : 1) are added, and the hydrochloric and hydrofluoric acids are 
removed—as completely as may be—by evaporating on the steam-bath. The 
residue is taken up with water, heating if necessary, the solution cooled, 
transferred to a 500-ml. volumetric flask; and, the volume being about 300 ml., 
it is oxidized with permanganate as described above, omitting, however, the 
subsequent boiling. The solution is then diluted to the mark and aliquot 
portions of 100 ml. each are taken with an accurate pipette. The remaining 
procedure is the same as that given under Ferrous Ammonium Sulfate. 

Procedure. Ferric Iron.—The solution, which may contain any amount 
of iron up to 0.28 gram,!8 and which should preferably occupy a small volume 
(not much greater than 100 ml.), is titrated with titanous sulfate—using the 
same quantities of reagents and in other respects proceeding as prescribed 
above. 

Total Iron.—To determine the entire amount of iron in a given material, 
notwithstanding its state of oxidation, the whole of it must be gotten into the 
ferric condition. This may be accomplished in any one of three ways: (1) the 
solution is treated with ammonia and hydrogen peroxide and boiled to decom- 
pose the excess of peroxide and finally acidified with hydrochloric acid; (2) the 


“W. M. Thornton, Jr., and A. E. Wood, loc. cit., p. 153. 

1+ Bur. Standards, Standard Sample No. 27a. Cf. T. F. Buehrer and O. E. Schupp, 
Jr., J. Ind. Eng. Chem., 18, 121, 1926. 

16 The boiling serves to destroy the small excess of permanganate. An alternate 
procedure is to add 5 to 10 ml. of an approximately N/10 solution of sodium arsenite 
to the test solution, which should also contain hydrochloric acid (P.S. Brallier, J. Ind. Eng. 
Chem., 19, 846, 1927). 

17 ¥, A. Gooch and P, E. Browning, Am. J. Sci. (3), 39, 197, 1890. 

#8 On the determination of very small amounts of iron by means of titanous sulfate 
see J. I’. King and R. N, Washburne, J. Phys. Chem., 30, 1688, 1926. 
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sulfuric acid solution is titrated with permanganate until the pink color just be- 
comes visible (see standardization) ; (3) the ferrous salt is oxidized with potassium 
chlorate in the presence of hydrochloric acid and the excess of the chlorate is 
removed by evaporation. The second method is generally to be preferred. 
Large amounts of hydrochloric acid may be expelled by evaporating on the 
steam-bath with sulfuric acid in excess; but with small concentrations of said 
acid the evil effect upon permanganate may be offset by adding a sufficient 
quantity of the Zimmermann-Reinhardt preventive reagent, leaving out, of 
course, the phosphoric acid.!® This is prepared by dissolving 67 grams of 
manganous sulfate (MnSO,:4H.O) in 500 ml. of water, adding 130 ml. of 
sulfuric acid (sp.gr. 1.82), and diluting to 1000 ml. 


IODOMETRIC DETERMINATION OF IRON 


Iron in the ferric form may be determined iodometrically, as in case of 
cupric ion determination. The reaction of the iodide ion with iron is: 


2Fet*+ + 21-= 2Fet*-+1,°. 


Procedure.—The solution, free from other substances liberating iodine from 
KI and containing about 2 ml. of 4 N HCl per 10 ml., is treated with about 
1-2 g. KI and titrated with standard solution of thiosulfate as in case of the 
copper determination, using starch as an indicator. 

One ml. 0.1 N thiosulfate is equivalent to 0.005584 g. Fe. 


THIOSULFATE TITRATIONS OF SMALL AMOUNTS OF IRON IN 
GLASS SANDS” 


Apparatus and Reagents.— Silver Dishes,4” diam. by 2” deep, 999.5-999.75 fine- 
ness. 

Potassium Iodide Solution.—120 g. KI in 200 ce. 

Starch Solution.—500 ml. clear cold common salt (NaCl) solution mixed with 100 
ml. glacial acetic acid and 3 g. solublestarch. Bring just toa boil and then cool for use. 

Standard Thiosulfate Solution.—1.55 g. Na2S.O3-5H2O crystals in solution boiled 
one hour and diluted to one liter with freshly boiled water. Sterilize container and 
measuring flask and burette by rinsing first with conc. HCl and then with boiled water. 

To Standardize.—Weigh 15-16 mg. iron wire (2” of No. 30 gauge) on a gold button 
pele or precisely 10 inches on an analytical scale, and divide the latter into five equal 
lengths. 

Dissolve each portion in 150-ml. beaker by mixture of 3 ml. water and 1 ml. HNO;, 
boil out nitrous fumes, add a crystal of chlorate to oxidize carbonaceous matter, heat 
a moment, dilute to 100 ml., add ammonia in excess, boil, filter on 9 em. paper, wash, 
discard filtrate, wash the ferric hydroxide from the paper into a 180-ml. “copper” flask 
by means of a wash bottle jet, place the flask beneath the funnel, pour a boiling mixture 
of Ey vl, Water and exactly 1 ml. HCl slowly around the paper to dissolve all hydroxide 
and wash. 

Swirl contents of flask to wash down particles of hydroxide, boil down to about 10 ml., 
cool, pipette 1 ml. KI solution into flask, titrate immediately by thiosulfate solution, in a 
50-ml. Exax burette, until the yellow color is almost discharged. Pipette 1 ml. starch 
solution into flask and discharge progressively blue, purple, pink and straw colors. 


19 Phosphoric acid produces a precipitate of titanic phosphate, which obscures the 
thiocyanate end-point. 
_ 29 By Lewis B. Skinner, Cons. Chem. and Met. Engr., Denver, Colorado. Ind. Eng. 
Chem., Anal. Ed. 3, 411, 1931. 
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Insert a glass tube, bent to hook on the rim of the flask and to conform to the side 
and terminating at the bulge, connected to a sodium bicarbonate wash bottle and a 
limestone and muriatic acid carbonic acid generator and pass COz at the rate of about 
four bubbles per second, this to avoid air-oxidation. 

Discharge color which may return by adding thiosulfate drop by drop until the 
solution remains colorless some fifteen minutes. 

é pe etique should be conducted over white surfaces and between the observer and a 
window. 

Deduct the 0.1-0.2 ml. found in a blank consisting of 1 ml. HCl and the same volume 
of water, multiply the iron taken by its percentage of purity and by 1.4298 and divide 
by the milliliters used to obtain the value of the thiosulfate per ml. It should be equiva- 
lent to about 0.0005 g. Fe.O;. 

‘ Sodium Hydroxide Solution—500 g. NaOH per liter, stored in ceresine-protected 
ottle. 

Sodium Chlorate Solution.—300 g. NaClO; per liter. 

Sodium Sulfide Solution—200 g. Na2S-9H.O per liter. For wash water, dilute 50 
ml. to one liter. 


METHOD A. SANDS LOW IN ALUMINA, ETC. 


Run blanks; the aggregate of the iron in the reagents used is sufficient to 
vitiate results. 

Procedure.—Weigh 10 g. of 100-mesh sand into a silver dish, add 100 ml. 
48% C. P. HF (no sulfuric), evaporate to dryness, cool, add 10 ml. sodium 
hydroxide solution and 1 ml. sodium chlorate solution, evaporate to dryness, 
heat over naked gas flame to incipient redness and quiet fusion, run the melt 
around the sides of the dish until it solidifies, cool, add 100 ml. water, heat until 
disintegration takes place, transfer to 250-ml. beaker, scrub the dish first with 
water and then with 1 ml. HCl, add 10 ml. HCl and 1 ml. HNO; to make acid, 
boil, add a crystal of chlorate, boil again, cool somewhat, add ammonia in 
excess, boil, allow ferric hydroxide to settle a minute or so, filter through 9-cm. 
paper, wash, discard filtrate and handle the precipitate as in the case of 
standardizing. 

Deduct the blank reading from that obtained, multiply by the value of the 
thiosulfate per ml. and move the decimal point one place to the right for 
per cent Fe.0O3. 

Should the run-down in the “ copper ” flask go to dryness, take up with 2 
ml. water, 1 ml. HCl, a few drops of HNOs, boil, dilute, filter off any insoluble 
residue, precipitate by ammonia and treat the ferric hydroxide as before. 
Merely adding HCl to dissolve the dried mass and then titrating will give too 
low results; the residue must be re-oxidized and the nitric acid must be removed 
by precipitation by ammonia and filtering. 


METHOD B. SANDS CONTAINING SEVERAL 
PER CENT OF ALUMINA 


Any proportionately high amounts of extraneous matter present with the 
ferric chloride prolong the time of titrating quite materially, so it is desirable 
to remove alumina. Further, alumina tends to prevent the volatilization of 
silica by reasonable amounts of HF, so residual silicic acid should be removed. 

Procedure.—Proceed as in Method A up to fusion in silver dishes, except to 
use 20 ml. of sodium hydroxide, instead of 10 ml., and omit the sodium chlorate. 
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Transfer the disintegrated aqueous solution from the silver dish to a 400-ml. 
beaker, cleaning as before; add 3 ml. HCl to avoid tearing the filter paper later, 
dilute to 250 ml., add 10 ml. sodium sulfide solution, boil, cool, allow the solution 
to stand until the supernatant liquid is entirely free of a greenish color or is 
somewhat yellow, preferably over night; filter on a 1l-cm. paper (pouring just a 
small amount of the solution around the paper at the start to ‘‘ harden ”’ it), 
wash with warm sodium sulfide water, set the filtrate aside to see whether or not 
any further precipitation occurs; transfer the precipitate from the paper to the 
beaker in which precipitation was made by wash bottle jet, place beaker 
beneath funnel, dissolve the black stain on the paper by a boiling mixture of 3 
ml. HCl and 7 ml. water, this dissolving FeS but not necessarily AgeS ; wash with 
hot water, boil the solution.free of H.S, Ag:S not dissolving but FeS doing so, 
add 1 ml. HNOs, thus dissolving Ag.S, evaporate to dryness to dehydrate silicic 
acid, add 10 ml. of 1:1 HCl and 1 ml. HNOs, boil, dilute to 100 ml., boil again, 
filter through a 9-cm. paper, breaking up clots of SiO», discard precipitate; add 
ammonia in excess to the filtrate and treat the ferric hydroxide precipitate as 
described before. 


Nores.—It is advisable to re-standardize the thiosulfate about every two weeks. 
Without sterilization the solution will change almost daily. 

Complete ferric hydroxide separations cannot be made in the presence of organic 
matter from distilled water or any other source, nor by sodium hydroxide, because of 
the delicacy required. 

For ordinary work 5 g. charges may be used, cutting down the amounts of reagents 
recommended proportionately. 

Decomposition is complete as a result of the hydrofluoric rundown and the simple 
and expeditious fusion by sodium hydoxide. 

The “copper” flask is made of glass, so-called because of its desirable form for 
making copper and other titrations as used in smelter laboratories of the West. 

The sodium chlorate is used to eliminate organic matter, derived largely from ceresine 
in the hydrofluoric acid. In the sodium sulfide separation organic matter does not 
inhibit and it is not desired to convert ferrous to ferric iron, so the chlorate is omitted. 

When boiling down in the copper flask with only one ml. of HCl present, no acid is 
eliminated even at a concentration of 10 ml., so dried specks which may have been caused 
by splattering of the solution should be dissolved by running the hot 10 ml. of HCl 
around the sides at the finish. Greater quantities of HCl prolong the straw color at the 
finish of the titration and give higher readings. The 1 ml. HCl is more than ample to 
take into solution any ferric hydroxide which may occur in analyzing glass sands. 

By suitable minor modifications this method may be applied to the delicate deter- 
minations of iron in glass, clays, feldspars, barites, etc. 


STANNOUS CHLORIDE METHOD FOR DETERMINATION OF 
FERRIC IRON 


The procedure is based upon the reduction of the yellow ferric chloride to 
the colorless ferrous salt by stannous chloride, the following reaction taking 
place: 

2¥FeCl;+SnCl.= 2FeCl.+SnCh. 


The method is of value in estimating the quantity of ferric iron in presence 
of ferrous, where the two forms are to be determined. In order to obtain the 
total iron the ferrous is oxidized by adding a few crystals of potassium chlorate 
and taking to dryness to expel chlorine, and then titrating with stannous 
chloride. 
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The accuracy of the method depends upon the uniformity of conditions of 
temperature, concentration, etc., of making the run with the sample and of 
standardizing the stannous chloride. The solution should be free from other 
oxidizing agents, or from salts that give colored solutions. 

The amount of iron in terms of ferric oxide that can be estimated by this 
procedure ranges from 0.002 gram to 0.05 gram. 

Reagents. Stannous Chloride Solution.—The reagent is prepared by dis- 
solving 2 grams of stannous chloride crystals in hot concentrated hydrochloric 
acid and making up to 1 liter. The solu- 
tion should be kept in a dark bottle to 
which the titrating burette is attached in 
such a way that the liquid may be 
siphoned out into this, as shown in the 
illustration, Fig. 58. The air entering the 
bottle passes through phosphorous or 
pyrogallic acid to remove the oxygen. In 
this way, protected from the air, the rea- 
gent will keep nearly constant for several 
weeks. It is advisable, however, to re- 
standardize the solution about every ten 
to fifteen days. One ml. will be equiv- 
alent to about 0.001 gram Fe. 

Standard Iron Solution.—8.6322 grams 
of ferric ammonium alum is dissolved in 
dilute hydrochloric acid and made up to 
one liter. The iron is determined in 
100-ml. portions by the dichromate method. 
One ml. will contain about 0.001 gram Fe. 

Procedure.—To the sample in a cas- 
serole is added 25 ml. of concentrated 


Heavy Wall Tube 
with sma! bore 


Pressure releasé 
tube. Finger placed 
over opening during 
filling of burette 


4 ; Fia. 58.—A tus f 
hydrochloric acid and an equal volume - ee Neivatince Sen! 


of water. The resulting solution is heated 
to boiling and quickly titrated with the stannous chloride reagent, until the 
yellow color fades out and the solution becomes colorless. 


Norr.—tThe titration should be done quickly, as the iron will reoxidize on standing 
and the solution again become yellow. ‘The true end-point is the first change to 2, 
colorless solution. 
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COLORIMETRIC METHODS FOR THE DETERMINATION OF SMALL 
& AMOUNTS OF IRON 


IRON TRACES. (THIOCYANATE METHOD # 


Introduction.—By this method 1 part of iron may be detected in 50 million 
parts of water. The presence of free mineral acid increases the sensitiveness 
of the method, so that it is especially applicable to the determination of small 
amounts of iron in mineral acids. It is available in presence of many of the 
ordinary metals and in presence of organic matter. Silver, copper, cobalt, and | 
mercuric chloride, however, interfere. 

Nitric acid gives a color with thiocyanates that may be mistaken for iron. 

This method, like the stannous chloride method, determines only the ferric 
iron. It is based on the fact that ferric ion and an alkali thiocyanate, ammo- 
nium or potassium, in an acid solution give a red color, the intensity of which is 
proportional to the quantity of iron present. With KCNS the color is due to the 
formation of the undissociated compound, Fe(CNS)3-9KCNS-4H,0. 

Reagents Required. Standard Iron Solution.—A ferric solution, the iron 
content of which has been determined, is diluted and divided so as to obtain 
0.0004 gram Fe. This is made up to 2 liters with water containing 200 ml. of 
of normal ammonium thiocyanate solution, is used as a standard. One 
hundred ml. contains 0.00002 gram Fe. 

Normal thiocyanate contains 76.1 grams of NH4CNS per liter. 

Procedure.—The weighed sample, 1 to 10 grams, or more if necessary, Is 
dissolved in dilute H.SO, and oxidized by adding dilute permanganate, KMn0O,, 
solution drop by drop until a faint pink color is obtained. The sample is diluted 
to exactly 100 ml. and is poured into a burette graduated to 75 ml. Two 
colorless glass cylinders of the 100-ml. Nessler type are used for comparison 
of standard and sample. Into one cylinder is poured 100 ml. of the standard 
solution, made as directed above. Into the second cylinder containing 10 ml. 
of sulfuric acid with 10 ml. ammonium thiocyanate, NH,CNS, diluted to 
60 or 70 ml., the sample is run from the burette until the depth of the color 
thus produced on dilution to 100 ml. exactly matches the standard. From the 
number of ml. used the weight of the sample is calculated. One hundred ml. 
of the standard contains 0.00002 gram Fe. 

Dividing the weight of iron in the standard by the weight of sample used 
and multiplying by 100 gives the per cent of iron in the sample. 


Norss.—If other metals are present that form two series of salts, they must be in 
the higher state of oxidation, or the color is destroyed. (Sutton.) Oxalic acid, if pres- 
ent, destroys the color. Oxidation with KMnO, or KCIO; with subsequent removal of 
Cl, prevents this interference. (Lunge, Chem. News, 73, 250 (1896).) 

Chlorides of the alkaline earths retard or prevent the thiocyanate reaction. (Weber, 
Chem. News, 47, 165 (1883).) 

The colorimeter used for the determination of minute quantities of lead would serve 
admirably for the determination of traces of iron by the thiocyanate method. 

Acids, hydrochloric or sulfuric (diluted), may be added directly to the ammonium 
thiocyanate solution. 


Thomson, J. Chem. Soc., 493 (1885), and Chem. News, 51, 259 (1885). 
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FERRON METHOD (7-IODO 8-HYDROXYQUINOLINE 5 
SULFONIC ACID) ” 


A 0.2% aqueous solution of the reagent is used. The solution is made 
neutral to methyl orange paper. From 1 to 5 ml. of the reagent is added to the 
unknown which is made up to volume in a Nessler tube or colorimeter cup, and 
compared in the usual way with standards. The reagent solution has a bright 
yellow color; a concentration of 1 part of ferric iron in 107 parts of solution 
gives a perceptible change to green. The color is stable to light, but 
excess of acid or base destroys it. The solution may contain colorless 
ions, but should be free of large concentrations of colored ions or of ions that 
hydrolyze. Ferrous ion does not interfere; from 1.7-3 p.p.m. of Ni; 1.7 p.p.m. 
of Co; 0.3-1.5 p.p.m. of Cr does not interfer. Copper precipitates the reagent. 


THIOGLYCOLLIC ACID METHOD? 


The reagent, HSCH.,COOH, thioglycollic acid is a liquid. The solution to 
be tested should be neutral or very slightly acid and free of oxidizing agents. 
One drop of the reagent is added, then 0.5 ml. of conc. ammonium hydroxide, 
and the color developed is compared with that of a standard prepared under 
like conditions. The pinkish or purplish tint is due to a ferrous complex, and 
the reagent reduces ferric salts. One part of iron per 4 or 5 million of solution 
can be detected. The chief interfering ions are those of cobalt, nickel, man- 
ganese and uranium. If both ferric and ferrous iron are present, then the ferric 
ion may be determined by the thiocyanate or the ferron procedure in a portion 
of the solution, and the total iron by the thioglycollic procedure in a second 
portion of the solution. 


SALICYLIC ACID METHOD FOR DETERMINING SMALL AMOUNTS 
OF IRON * 


Salicylic acid produces an amethyst color with neutral solutions of ferric 
salts, the depth of the color being proportional to the concentration of the ferric 
iron in the solution. The reaction is useful in determining small amounts of 
iron in neutral salts, such as sodium, ammonium, or potassium alums, sulfates, 
or chlorides, zine chloride, etc. Phosphates, fluorides, thiosulfates, sulfites, 
bisulfites and free mineral acids should be absent. The sample should not 
contain over 0.0002 gram iron, as the depth of color will then be too deep for 
colorimetric comparisons. As low as 0.00001 gram ferric iron may be detected. 
Ferrous iron produces no color with the reagents; hence the procedure serves 

for determining ferric iron in presence of ferrous. 
The material is dissolved in 20 ml. of pure water, the sample filtered if 
cloudy, and transferred to a Nessler tube. Dilute potassium permanganate 
solution is added until a faint pink color is produced and then 5 ml. of a satu- 
rated solution of salicylic acid. .(The reagent is filtered and the clear solution 
used.) Comparison is made with standard solutions containing known amounts 


2 Yoe, J. Am. Chem. Soc., 54, 4139 (1932). 


23 Lyons, J. Am. Chem. Soc., 49, 1916 (1927). 
* FeCl; Colorimetric Method of Hostetter (J. Am. Chem. Soc., 41, 1531, 1919). 
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of ferric iron, the standards containing the same reagents as the sample. If 
desired the standard iron solution (0.086 gram ferric ammonium alum, clear 
crystals, dissolved in water containing 2 ml. of dilute sulfuric acid and made to 
1000 ml.; each ml. contains approximately 0.00001 gram Fe’’’) is added from a 
burette to 5 ml. of salicylic acid diluted to 25 ml. in a Nessler tube, until the 
color of the standard matches the sample. A plunger is used to stir the liquids. 


TECHNICAL ANALYSIS OF IRON AND STEEL * 


The elements carbon, manganese, phosphorus, sulfur, and silicon are in- 
variable constituents of iron and steel, and are always included in an analysis. 
Copper and arsenic are sometimes found; aluminum, chromium, nickel, 
molybdenum, tin, titanium, tungsten, vanadium, and zine occur in special 
alloy steels. Minute traces of oxygen, hydrogen, and of many other elementary 
constituents frequently are present, but are of so little importance that they 
are seldom considered in an analysis. 

The importance of the subject has called for a special chapter on the subject 
of iron and steel. This may be found in Volume II of this work. The individual 
determinations are given in chapters throughout Volume I. We will deal with 
a few determinations here. 


PREPARATION OF THE SAMPLE 


The sample of borings is taken from several portions of the piece by a drill, 
free from oil or grease, and stored in a heavy manilla envelope. For carbon 
determinations samples contaminated by oil or grease should be thoroughly 
washed with ether before making the determination. 


TOTAL CARBON 


The determination is required for an accurate estimation of carbon where 
the color test indicates the carbon content outside the limits of requirement, 
or in cases where interfering substances are present. In material where the 
carbon content is of extreme importance, the color method is not used. Details 
of the procedure for determining carbon by direct combustion are given in 
the chapter on Carbon. The following procedure is recommended by the 
Bureau of Standards: 

(a) In Irons.—Two grams of iron are mixed with about twice the weight 
of purified ferric oxide. The mixture is placed in a platinum boat, which is 

» By W. W. Scott. ' 


‘ 
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lined with a suitable bed material, and is burned in a current of oxygen, as 
described below. 

(6) In Steels.—The method is the same as for irons with omission of the 
ferric oxide mixture. 

Details of Direct Combustion Method. Furnaces and Temperature of 
Burning.—Porcelain tubes wound with ‘‘ nichrome”’ wire, provided with suit- 
able heat insulation and electrically heated, are used, and readily give tem- 
peratures to 1100° C. Type FB 301 Hoskins tube furnace and the hinged 
type, are satisfactory. The temperature control is by means of an ammeter 
and rheostat in series with the furnace, with occasional check by a thermocouple. 

Boats and Lining.—Platinum boats provided with a long platinum wire for 
manipulation in the tube are mostly used; alundum ones occasionally. The bed 
or lining on which the steel rests is 90-mesh ‘‘ RR alundum, alkali-free, specially 
prepared for carbon determination.’”’ A layer of this alundum is also placed 
in the bottom of the combustion tube to prevent the boat sticking to the glaze. 
A platinum cover for the boat is sometimes used, and is essential when the 
combustion is forced. 

The nature and quality of the bed material are matters of great importance. 
Alumina as prepared from the sulfate or from alum may not be free from 
sulfate or alkali, both of which have given serious trouble at the Bureau. The 
alkali, if present, may not manifest itself by an alkaline reaction until after 
one or two combustions have been made, using the same bed material. Even 
the ordinary white ‘‘ alundum ”’ on the market carries a few hundredths of 1% 
of alkali. Iron oxide has been tried, and when pure should, apparently, give 
good service. As yet, however, it has been difficult to obtain or prepare 
acceptable material for use with steels. Quartz sand gives rise to a fusible slag 
which, melting before combustion is complete, incloses bubbles of carbon dioxide 
gas. This defect would probably inhere in any other material of an acid 
character. The presence in the silica bed after combustion of crystals which 
appear to be carborundum has occasionally been noted.”® 

Purity of Oxygen. Blanks.—Oxygen may be made electrolytically, 
whereby the content of this element is usually 99 to 99.5%, and sometimes 
higher. Even with this gas a slight blank is usually obtained. Whenrunninga 
blank, in addition to the usual precautions, the rate at which the oxygen is 
introduced should be the same as when burning a sample, and the time should 
be three to five times as long. 

Method of Admitting Oxygen and Rate of Combustion.—The furnace being 
at the proper temperature, the boat containing the sample is introduced. 
Oxygen is admitted either at once or after the boat has reached the temperature 
of the furnace, as the operator prefers, or as the nature of the steel may demand. 
_ The rate of flow of the oxygen varies-with the absorption apparatus used and 
with the preference of the operator, and may be considerably more rapid when 
absorbing carbon dioxide in soda lime than in an alkaline solution. A rapid 
flow of oxygen also facilitates the burning of resistant samples. A continuous 
forward movement of the gas current is maintained at all times. The time 
for a determination varies, of necessity, with the nature of the sample and the 
rate of flow of the oxygen, ranging from ten to thirty minutes. The endeavor 


2 Statement of Mr. George M. Berry, of the Halcomb Steel Co. 
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is to obtain a well-fused oxide. With all samples close packing in a small space 
is conducive to rapid combustion and to fusion of the resulting oxide. 

Authorities differ as to the advisability of allowing the oxide of iron to fuse 
thoroughly. Even when fusion does take place additional carbon dioxide is 
obtained very frequently by grinding the oxide and reburning. Often more 
than one regrinding and reburning are necessary in order to reduce the amount 
of carbon dioxide obtained to that of the constant blank. 

Oxides of sulfur have been found very difficult to eliminate from the gases 
leaving the tube. Lead peroxide (‘‘ nach Dennstedt ”’) heated to 300° C. and 
zinc at room temperature appear to retain them best. 

Attention is called to the inadmissibility of using dry agents of different 
absorptive power in the same train, in positions where a difference could possibly 
affect results. 

Weighing of Tubes.—There is much greater difficulty in securing constant 
conditions when weighing absorption tubes than is usually considered to be 
the case. Electrical effects, caused by wiping as a preliminary to weighing, 
may occasionally cause errors in weight running into the milligrams. The 
use of counterpoises of equal volume and similar material and shape is recom- 
mended. 

If tubes are weighed full of oxygen, care is necessary to secure a uniform 
atmosphere in them. Even though the attempt is made to keep the apparatus 
always full of oxygen, some air is admitted when the boat is pushed into the 
combustion tube, and a much longer time is required to displace this than is 
usually allowed, unless the flow of oxygen during aspiration is rapid. The 
same is true if the tubes are weighed full of air by displacing the oxygen left in 
them after the steel is burned. Another source of error may arise from the 
air admitted when putting the boat into the tube, if this air contains much 
carbon dioxide, as is the case when a gas furnace is used. The boat is usually 
pushed at once into the hot furnace, and as combustion begins almost imme- 
diately, there is no opportunity for displacing this air before the steel begins 
to burn. 


GRAPHITE IN IRON 


Two grams of iron are dissolved in nitric acid (sp.gr. 1.20), using 35 ml. and 
heating very gently. The residue is collected on an asbestos felt, washed with 
hot water, then with a hot solution of potassium hydroxide (sp.gr. 1.10), fol- 
lowed by dilute hydrochloric acid and finally by hot water. After drying at 
100° C., the graphite is burned in the same manner as the total carbon, but 
without admixture of ferric oxide. 


MANGANESE IN IRON AND STEEL 


AMMONIUM PrERsULFATE MetTHop 


Small amounts of manganese may be determined colorimetrically by the 
persulfate method, provided the sample does not contain over 1.5% of 
manganese. 


Reaction.—2Mn(NO3;3) et 5 (NH) 28.03;+8H20 
— 5(NHa,) 0804+5H2S0,+4HNO;4+2HMn0O, 
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One tenth to 0.2 gram of steel, according to the amount of manganese in the 
sample, is placed in a 10-in. test-tube and 10 ml. of nitric acid (sp.gr. 1.2) 
are added. The sample is heated in a water bath until the nitrous fumes 
are driven off and the steel is completely in solution. Fifteen ml. of AgNO; 
solution (1.5 g. per |.) are added to the cooled sample, followed immediately 
with about 1 gram of ammonium persulfate crystals. The solution is warmed 
(80 to 90° C.) until the color commences to develop, and then for half a minute 
longer, and then placed in a beaker of cold water until the solution is cold. 
Comparison is now made with a standard steel treated in the same way, 
the comparison being made exactly as indicated for determining carbon by 
the color method. See chapter on Carbon. 

Example.—If the standard, containing 0.6% Mn, is diluted to 15 ml., each 
ml.=0.04% Mn. If the sample required a dilution of 20 ml. to match the 
standard, then 0.04 X20=0.8% Mn. 


Nore.—If preferred, the sample may be titrated with standard sodium arsenate, 
one ml. of which is equivalent to 0.1% on basis of 0.1 gram sample. 


Leap Oxipr Meruop (DEsHEY) 


Oxidation of the manganese in the steel is effected in a nitric acid solution 
by addition of red lead (or by lead peroxide); the lead peroxide, formed, 
oxidizes the manganese nitrate to permanganic acid. The solution is now 
titrated with standard sodium arsenite, the following reaction taking place: 


2HMn0.+5Na;As0;+4HNO;=5Na;As0.+3H,0+2Mn(NO3)>. 


One fifth gram of steel is placed in a 150-ml. beaker and dissolved with about 
30 ml. of nitric acid (sp.gr. 1.12). After violent action has subsided, the 
beaker is placed on a hot plate and when the iron has dissolved, 20 ml. of 
water added. The manganese is now oxidized by adding red lead in small 
portions at a time, until the solution appears brown with a pinkish purple 
foam on the surface. The solution is diluted with hot water until the volume 
is about 100 ml. and then boiled for a few minutes. It is now placed in a 
dark closet to cool. (A fresh batch of samples may be started in the meantime.) 
The solution is carefully decanted off from the peroxide, and with the washings 
of the peroxide residue, titrated with standard sodium arsenite to the yellowish 
green end-point. The sodium arsenite is made by dissolving 4.96 grams of 
pure arsenious acid together with 25 grams of sodium carbonate in 200 ml. 
of hot water and the solution diluted to 2500 ml. The arsenite is standardized 
against a steel sample of known manganese content, or against standard 
permanganate solution. 


BisMuTHATE METHOD FOR DETERMINING MANGANESE 
(See also A. S. T. M. methods in Vol. 2) 


This is the most accurate method for determining manganese in iron and 
steel. The procedure is as follows: 

Procedure.—One gram of drillings is dissolved in 50 ml. of nitric acid 
(sp.gr. 1.135) in a 200-ml. Erlenmeyer flask. Iron should be filtered. The 
solution is cooled, about 0.5 gram of sodium bismuthate is added, and it is 
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then heated until the pink color has disappeared. Any manganese dioxide 
separating is dissolved in a slight excess of a solution of ferrous sulfate or sodium 
sulfite. The solution is boiled till free from nitrous fumes.’ After cooling 
to 15° C., a slight excess of bismuthate is added and the flask is shaken vigor- 
ously for a few minutes. Then 50 ml. of 3% nitric acid are added and the 
solution is filtered through asbestos. A measured excess of ferrous sulfate 
is run in and the excess titrated against permanganate solution which has 
been compared with the iron solution on the same day. A great many steels 
now carry small amounts of chromium as impurity. In such cases titration 
against arsenite solution is recommended, or removal of the chromium by 
zine oxide and subsequent determination of the manganese by the bismuthate 
method. 
Permanganate solutions are standardized against sodium oxalate. 


DETERMINATION OF PHOSPHORUS 
(See A. S. T. M. methods in Vol. 2) 


(a) Preparation of Solution and Precipitation of Phosphorus.—Two 
grams of sample are dissolved in nitric acid (sp.gr. 1.1385) and the solution is 
boiled until brown fumes no longer come off. Ten ml. of permanganate solu- 
tion (15 grams to I liter) are added, and the boiling is continued. Sodium sul- 
fite solution is added to dissolve the oxide of manganese, and the solution is 
again boiled and then filtered. With irons the insoluble residue should be tested 
for phosphorus. After cooling the filtrate, 40 ml. of ammonia (sp.gr. 0.96) are 
added, the solution is agitated, and when the temperature is at 40° C., 40 ml. 
of molybdate solution are added and the solution is shaken vigorously for 
five minutes. After settling out, the yellow precipitate is treated according to 
one of the following methods, 6 or c: 

(6) Alkalimetric Method.—The precipitate is washed with 1% nitric acid 
solution followed by 1% potassium nitrate solution until the washings are 
no longer acid. The precipitate is dissolved in a measured excess of standard- 
ized sodium hydroxide solution and titrated back with standardized nitric acid 
using phenolphthalein. The solutions are standardized against a steel with 
a known amount of phosphorus. 

(c) Molybdate Reduction Method.—The precipitate is meee ten to 
fifteen times with acid ammonium sulfate (prepared according to Blair) or 
until the washings no longer react for iron or molybdenum. It is dissolved 
in 25 ml. of ammonia (5 ml. ammonia of 0.90 sp.gr. to 20 ml. water). The filter 
is washed well with water and 10 ml. of conc. sulfuric acid added to the 
filtrate, which is run through the reductor at once and titrated against a N/30 
permanganate solution which has been standardized against sodium oxalate. 


GRAVIMETRIC MrtHop. Sunrur BY OXIDATION 


Five grams of iron or steel are dissolved in a 400-ml. Erlenmeyer flask, 
using 50 ml. of conc. nitric acid. A little sodium carbonate is added, the 
solution is evaporated to dryness, and the residue baked for an hour on the 
hot plate. To the flask 30 ml. of cone. hydrochloric acid are added, and 
the evaporation and baking are repeated. After solution of the iron in another 
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30 ml. of cone. hydrochloric acid and evaporation to a syrupy consistency, 
2 to 4 ml. of the same acid are added, followed by 30 to 40 ml. of hot water. 
The solution is then filtered and the residue washed with hot water. The 
sulfur is precipitated in the cold filtrate (about 100 ml.) with 10 ml. of a 
10% solution of barium chloride. After forty-eight hours the precipitate is 
collected on a paper filter, washed first with hot acid (containing 10 ml. of 
concentrated hydrochloric acid and 1 gram of barium chloride to the liter) 
until free from iron and then with hot water till free from chloride; or, first 
with cold water, then with 25 ml. of water containing 2 ml. of concentrated 
hydrochloric acid to the liter. The washings are kept separate from the 
main filtrate and are evaporated to recover dissolved barium sulfate. 

The paper containing the insoluble residue above mentioned is put into 
a platinum crucible, covered with sodium carbonate free from sulfur, and 
charred without allowing the carbonate to melt. The crucible should be 
covered during this operation. Sodium nitrate is then mixed in and the mass 
_ fused with the cover off. An alcohol flame is used throughout. The melt is 
dissolved in water and evaporated, with hydrochloric acid in excess, to dryness 
in porcelain. The evaporation with water and hydrochloric acid is repeated 
to insure remoyal of nitrates. The residue is extracted with a few drops of 
hydrochloric acid and water, the insoluble matter is filtered off, and barium 
chloride is added to the filtrate. The barium sulfate obtained is added to 
the main portion. 

Careful blanks are run with all reagents. 


Norr.—For volumetric method see chapter on Sulfur. 


DETERMINATION OF SILICON 


One gram of pig iron, cast iron, and high silicon iron or 5 grams of steel, 
wrought iron, and low silicon iron are taken for analysis. (By taking multiples 
of the factor weight 0.4693, SiOz to Si, the final calculation is simplified.) 
The sample is placed in a 250-ml. beaker and 20 to 50 ml. of dilute nitric acid 
added. If the action is violent, cooling the beaker in water is advisable. 
When the reaction subsides, 20 ml. of dilute sulfuric acid (1:1), are added, 
the mixture placed on the hot plate and evaporated to dense white fumes. 
The residue is taken up with 150 ml. of water containing 2 to 5 ml. of sulfuric 
acid and heated until the iron completely dissolves. 

The solution is filtered and the silica residue washed first with hot dilute 
hydrochloric acid (sp.gr. 1.1), and then with hot water added in small portions 
to remove the iron sulfate. The residue is now ignited and weighed as silica. 
= If there is any doubt as to the purity of the silica, moisten the residue 

(in'a platinum crucible) with conc. sulfuric acid and add a few ml. of hydro- 
fluoric acid (crucible cover full), evaporate to dryness, ignite and weigh. 
The loss of weight is due to silica. 


Norr.—If the ash is colored by iron oxide, silica is determined by difference after 
expelling the silica by adding 4 to 5 ml. of hydrofluoric acid and a few drops of sulfuric, 
taking to dryness and igniting the residue. 

‘The following acid mixtures are recommended by the U. P. Ry. For steel, wrought 
iron and low silicon iron, 8 parts by volume of HNO; (sp.gr. 1.42); 4 parts of conc. H2SO. 
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(sp.gr. 1.84); 6 parts HCl (sp.gr. 1.2), and 15 parts by volume of water. For dissolving 
pig iron, cast iron and high silicon iron, a mixture of 8 parts by volume of conc. nitric 
acid and 5 parts of conc. sulfuric acid, diluted with 17 volumes of water, is used. 


Rapid Method for Determining Silicon in Foundry Work.—Liquid iron, 
dropped into cold water from a ladle 3 ft. above the water, will form shot 
in shapes depending on its chemical composition, silicon especially having a 
marked effect. Shot 1 to 3 in. in diameter, with concave upper surface, con- 
tain over 2% silicon. Flat or irregular shot contain low silicon, and shot 
with elongated tails contain very low silicon. 

Other Methods for Determination of the Less Common Elements in 
Steel.—Other elements more commonly sought in alloy steel are copper, 
nickel, chromium, vanadium, tungsten, titanium and molybdenum. Methods 
for estimation of these elements are given in the chapters dealing with these 
substances. A.S.T.M. Methods for Steel may be found in Vol. 2. 

Silicon.23—Dissolve twice the factor weight (2.4693 g.) in 35 ml. mixed 
acid and evaporate to dryness. Take up with 10 ml. 1:1 HCl and 100 ml. . 
water. Filter with suction and wash well with hot water and 1:1 HCl. 
Ignite to constant weight in a porcelain crucible. 


Wt. X100+2=% Si. 


In some cases it is necessary to ignite in a platinum crucible and weigh the 
impure silica. This is then treated with a few drops of H2SO, and HF. The 
difference in weight before and after treating is SiOe. The Drown method or 
A. F. A. modification is also used. 

Sulfur.2°—A 5.0 g. sample is weighed into a 300-ml. flask and the flask fitted 
with thistle and extension tubes (see sketch). The extension tube is immersed 
in a 500-ml. beaker containing 200 ml. water and 20 ml. CdCl.. Add enough 
1: 1 HCl to thistle tube to complete solution of drillings. Heat flask gently 
with a shielded burner until evolution is complete and steam passes over. 
Disconnect delivery tube and use as a stirring rod. Add 25 ml. HCl to beaker 
(or enough to dissolve the sulfide). Add 10 ml. fresh starch solution and titrate 
with standard iodine solution. 

Phosphorus.?*— Dissolve 0.2 g. drillings in 45 ml. 1:3 HNO;. Add 5 ml. 
KMn0O, solution (25 g. per liter) and boil 5 minutes. Clear the solution 
with sodium hyposulfite solution and boil 3 minutes. Add 40 ml. ammonium 
molybdate solution (see below) and NH,OH in excess and shake well. Allow 
precipitate to settle at least 15 minutes. Filter on a Gooch filter with paper 
pulp and wash into a flask. Dissolve the ammonium phosphomolybdate with 
standard NaOH and titrate back with standard HNOs, using phenolphthalein 
as indicator. 

Ammonium Molybdate Solution—(A) 120 g. MoO;, 200 ml. H,0, 200 
ml. NH,OH, 70 ml. HNO;. To solution (A) add (B) 600 ml. HNOs, 1300 ml. 
H,0. 

Manganese.”*—Dissolve 0.3 g. drillings in 40 ml. 1:3 HNO3. Oxidize 
with sodium bismuthate, avoiding great excess. Reduce with a small amount 
of sodium hyposulfite. Cool thoroughly and add an excess of sodium bis- 


*s Routine Methods of the Bethlehem Foundry and Machine Co. By courtesy of 
M:.G. Thorp. 
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muthate. Filter on asbestos with suction and wash with 1:6 HNO;. Titrate 
with standard sodium arsenite solution. 

Nickel.?*— Dissolve 0.5 g. drillings in 40 ml. 1 : 1 HCl and oxidize with 5 ml. 
HNOs. Boil off all brown fumes and cool slightly. Add 50 ml. tartaric acid 
(20%) solution, make slightly ammoniacal and heat to boiling. Add 10 ml. 
dimethylglyoxime (10%) solution (either alcoholic or alkaline) for each 1% Ni 
present and heat gently for 15 minutes. Filter in a tared Gooch crucible 
prepared with asbestos, dry and weigh. 


Wt. X0.20316 X 100 X2= % Ni. 


Chromium.”»—Dissolve 1.0 g. drillings in 40 ml. 1:5 H,SO.4. Oxidize 
with 5 ml. HNO; and add 5 ml. KMnOs, (permanent solution of 25 g. per 
liter). Boil 15 minutes. Add carefully 40 ml. NH,OH and boil 10 minutes. 
Add 20 ml. 1:1 H,S0Q,, cool somewhat, and filter on paper. Add standard 
FeSO, in excess and titrate back with standard KMn0O, to a slight pink end- 
point. 

Total Carbon.2*—Weigh 0.5 g. drillings into a combustion boat filled with 
120-mesh alundum and burn in a porcelain tube in an electricfurnace. Oxygen 
is admitted through a H,SO, wash bottle, an empty bottle and an “‘ Ascarite ”’ 
bottle in series. The products of combustion pass through a granulated zinc 
“U ” tube and H.SO, bulb into a modified Midvale absorption bulb filled with 
“ Ascarite.”’ This train is a modification of the Stetser and Norton apparatus. 
(“‘ Ascarite ”’ is a hydrated sodium-asbestos mixture.) The absorption bulb is 
weighed immediately before and after use. 


Wt. CO: 0.2729 X2X100=% C. 


Graphitic Carbon.2*—Dissolve 1.0 g. drillings in 35 ml. 1:3 HNO;. Filter 
on asbestos, wash repeatedly with hot water. Ignite as above. 


DETERMINATION OF TITANIUM, IRON AND SILICA 
IN ILMENITE?’ (FeTiOs) 


Apparatus. The Jones Reductor——The Jones reductor used for titanium reduction 
is a 1000-ml. burette. It is 2 in. in inside diameter and above the stop-cock is 20 in. long. 
The stem below the stop-cock is 6 mm. in inside diameter and is 5 in. in length. The 
stem is inserted in a No. 8 rubber stopper which also carries a short bent tube acting 
as an inlet tube for CO2. The outlet tube is the side arm of a 1000-ml. suction flask. 

The reductor is charged with about 900 g. of 20-mesh amalgamated zinc *8 supported 
on a one in. mat, of glass wool. Then 500 g. of amalgamated zinc are added in sticks 
23 in. in length and } in. in diameter. The 20-mesh zinc should make a column of 
six in. in height and the stick zinc should increase the height to 12 in. 

, Solutions Required. Standard Ferric Ammonium Sulfate Solution.—Dissolve 30 g. 

of Fe2(SO4)3(NH,4)2SO4-24H,O in 300 ml. of distilled water and 20 ml. of H2SOx, (1: 1). 
Oxidize any ferrous iron that may-be present by adding, drop by drop, a dilute solution 
of KMnO, to the first tinge of pink; then dilute to 1000 ml. and mix. Standardize by 
passing 100 ml. of the solution through the reductor as specified in the method for tita- 


27 Standard Method of the National Lead Company. 

28 Dissolve about 20 g. of mercury in 50 ml. of HNO; (1 : 1), dilute to a volume of 
250 ml. with water and transfer to a stout 1000-ml. flask. Add to it 1800 g. of zinc and 
shake for a minute or two. Pour off the solution, wash thoroughly with tap water and 
finally with distilled water, 
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nium and titrate with standard KMnO, solution whose iron value has been ascertained. 
Run a blank and make correction for same. Calculate the value of one ml. in terms of 
iron. The iron value multiplied by 1.4344 gives the value in TiO2. The iron value 
multiplied by 0.86139 gives the titanium value.”° 

Potassium Thiocyanate Indicator.——Make up a saturated solution. 

Sulfuric Acid Wash Water—To 1000 ml. of cold distilled water add 50 ml. of 
H.SO, (sp.gr. 1.84). 

Standard KMnO, Solution.—Dissolve 3.16 g. of KMnO, and make up to 1000 ml. 
with distilled water. Standardize ®° against Bureau of Standards sodium oxalate and 
calculate to terms of iron. 


PREPARATION OF THE SAMPLE 


Sample out about 40 g. of the ore which has been ground to pass a 100-mesh 
sieve. Mix thoroughly, weigh out about 5 g. and grind to an impalpable 
powder in an agate mortar. Mix thoroughly. 


A. DETERMINATION oF TITANIUM 3} 


Method.—Weigh out 0.5 g. of the finely ground sample, brush into 250-ml. 
beaker and add about 5 ml. of water. Agitate to spread the sample over the 
bottom of the beaker and add 25 ml. of HCl (sp.gr. 1.18); digest on the water 
bath over night. From time to time stir to prevent residue from adhering to 
the beaker. If any residue has already done so, loosen by means of a glass rod. 
When decomposition has finally taken place, add 20 ml. of H2SOxz (sp.gr. 1.84) 
and evaporate to fumes of SO; and fume for two hours. Cool, dilute with 
100 ml. of distilled water and heat on the hot plate for 45 minutes; add hot 
water from time to time to keep the volume constant. When the iron and 
titanium sulfates are completely in solution, filter, wash several times with hot 
H.SO, wash water and finally with hot distilled water. Reserve the filtrate. 

Transfer the residue to a No. 2 R.B. porcelain crucible, dry, ignite over a 
flame, add 15 g. of K28.0; and fuse. Start the fusion over a low flame,*” 
gradually increasing the heat as the fusion progresses. When the full strength 
of the flame has been attained, continue heating for 20 minutes. Cool, leach 
out with 50 ml. of water to which 10 ml. of H.SO. (1:1) has been added; 
filter and wash. Combine with the main filtrate and bring to boiling. 

Set the reductor in the mouth of the suction flask and clean by filling with 
hot dilute H.SO, (1 : 4); allow the solution to remain a few minutes, then draw 
off and wash several times with distilled water. Titrate the cleanings with 


29 Titanium sulfate is oxidized by ferric sulfate according to the following reaction: 

Ti2(SOxz)s + Fe2(SOx)3 = 2Ti(SO.)2 -+ 2FeSO.. 

The valence change in iron is one; therefore its chemical equivalent value is 55.84. 

The valence change in titanium is one; its chemical equivalent value is 47.9. 

Hence to convert iron values to titanium values multiply by 47.9/55.84=0.85781. 

30 A ferrous salt is oxidized by KMnO, according to the following reaction: . 

10FeSO. + 2KMn0O, + 8H2SO,4 = 5Fe2(SO.) zt 2MnSO, + K,SO4 + 8H,0. 

The valence change in iron is one; hence its chemical equivalent value is 55.84. 

The chemical equivalent value of Na2C.0, is 67. 

Should 0.2 g. of NazC.0, require 30 ml. of KMnQ, solution, 1 ml. of KMnO, solution 
= 0.2/.30 = 0.00667 < 55.84/67 g. of iron. 

* Both titanium and iron may be run on the same portion. See B. 

® If started at too high a temperature, the melt will froth over the top of the crucible. 
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standard KMnO, solution to the first tinge of pink. If they take more than 
two or three drops of KMnO., solution, repeat until the desired result is obtained. 

When the reductor is thoroughly cleaned, fill it just above the 20-mesh zine 
with hot H,SO,4 wash water, add the hot solution containing the titanium and 
wash the beaker with hot water.** Allow the solution to remain in the reductor 
at least 20 minutes. While the titanium is being reduced, displace the air in the 
flask with CO».34 When the titanium is reduced and the air in the flask has 
been displaced, allow the solution to pass into the suction flask until the level of 
the liquid is just above the surface of the 20-mesh zinc; ** then add 100 ml. of hot 
H.SO. wash water and allow to drain as before. Finally wash four times with 
hot distilled water, allowing the washings to drain each time to just above the 20- 
mesh zine before making another addition of the wash water. Keep a con- 
tinuous flow of COz2 passing at the rate of two bubbles per second. 

Disconnect, add 5 ml. of the KCNS indicator and titrate °° with the standard 
ferric alum solution to the first tinge of a light wine color. An additional 0.1 
ml. of the standard should give a pronounced wine color. Take the first reading. 

Run a blank determination and make correction for same. 

Calculate to titanium content. 

Accuracy.—Duplicate titrations should not disagree more than 0.1 ml.*” 


B. DrtreRMINATION OF ToTAL IRON 


Method.—Proceed as described in “‘ A” up to the stage where reduction is 
made. Instead, however, of adding the KCNS indicator and titrating with 
ferric alum solution, titrate at once with standard KMnO, solution to the first 
permanent tinge of pink.?8 Runa blank determination and correct accordingly. 

Calculate *® to per cent of iron. 


0.0056 X 23.91 X 2 x 100 = 26.78%. 
See footnote, method C. 


83 The solution in the reductor at this stage should just cover the upper surface of 
the zine column. 

34 The CO, is most conveniently supplied by tapping a cylinder of the liquefied gas. 

*% Do not at any time during the reduction and washing allow the solution to get 
below the upper level of the 20-mesh zinc; air will get into the flask and oxidize the reduced 
titanium. 

36 Do not agitate until near the end of the titration. 

37 Ilmenite is usually free from interfering metals, such as copper, arsenic, antimony, 
etc. When present, remove them by passing H.S through the acid solution. Filter, 
wash, boil to expel H.S, oxidize with 10 ml. of 3% HO» and then continue boiling for 20 
minutes longer to expel the HO. Cool somewhat and add a slight excess of KMnO, 
solution to destroy any H.S or H.O2 that may remain. The solution after heating 
again is ready for the reductor. 

38 Both iron and titanium may be determined on the same portion. After deter- 
mining the iron, transfer the solution to a large-sized beaker and evaporate down to a 
volume of 100 ml.; cool, dilute to 400 ml. with distilled water, bring to boiling and then 
put through the reductor and determine titanium. Where the time factor is not para- 
mount, this procedure should be followed, as considerable labor is saved thereby. 

%9 Both iron and titanium are titrated by the KMnO, solution. The method of 
calculating for iron content is best shown by the following example. 

Let the titration require 55 ml. of KMnO, solution. 

And let 1 ml. of KMnOs, solution = 0.0056 g. of iron. 

Let the titanium content be 30%. 

If 1 ml. of KMn0O, solution = 0.0056 g. of iron, 
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Accuracy.—Duplicate titrations should not disagree more than 0.15 ml.‘ 
C. DETERMINATION OF FERROUS IRON “ 


Apparatus.—In the mouth of a 500-ml. wide-mouth Erlenmeyer flask, set a 
glass funnel. The stem of the funnel should reach half way down the flask. 
Place in the funnel a 5-ml. pipette; the upper stem above the bulb should be 
about 2 in. long. The lower end of the pipette should be just above the 
solution when liquid is in the flask. 

Method.—Weigh out 0.5 g. of finely ground sample and brush into the flask. 
Set funnel and pipette in place, connect the upper end of the pipette with a CO» 
generator and displace the air in the flask with CO. When the air has been ~ 
displaced, raise the pipette slightly and pour through the funnel 20 ml. of HCl 
(sp.gr. 1.18) and 50 ml. of H.SO, (1:1). Set the pipette back in place and 
heat on gauze over a low flame until the ore is completely decomposed. Avoid 
excessive heating; 4? decomposition should take place in about 7 minutes. 

Cool, add 100 ml. of cold distilled water, again cool and titrate with the 
standard KMn0O, solution to the first tinge of pink. Calculate to FeO.“ 

Run in duplicate. 


D. DETERMINATION OF SILICA 


Method.— Weigh out 1.0 g. of the finely ground ore,* brush into a 250-ml. 
beaker and treat as described in ‘‘ Method A” through the filtering off of 
the residue. Discard the filtrate (No. 1). Transfer the residue to a 15-g. 


Then 1 ml. of KMnO, solution = (0.0056 < 0.85781) = 0.00479 g. of titanium. 

The titanium in 0.5 g. of ore is 30 X 1/100 X 4 = 0.15 g., which will require 0.15 
x 1/0.004824 = 31.09 ml. of the KMn0O, solution. 

The iron requires (55.0—31.09) = 23.91 ml. of the KMnO, solution. 

..The iron content of the ore is 


0.0056 X 23.91 XK 2 X 100 = 26.78%. 
See footnote, method C. 


40 For the removal of impurities such as copper, arsenic, antimony, etc., see footnote, 
method A. 

41 Method of L. E. Barton. 

* Keep CO; passing through the system during the whole course of the determination. 

48 Tf the solution is evaporated too far, low results will be obtained. 

44 Also calculate to Fe203. This may be done as follows: 

Suppose the ore to contain 10% of FeO and 26.78% of total iron (see footnote, 


method B). 
The ore will therefore contain: 
10 x 25 = 7.77% of Fe as FeO, 
26.78 — 7.77 = 19.01% of Fe as Fe.03;, 
159.68 
19.01 v4 T11.68 => 27.18% of Fe.0;. 


4s When the titanium and iron content is low, the determination may be made on 
this 1-g. portion, in which case filtrates No. 1 and No. 2 may be used. ‘The second fil- 
trate, however, contains HCl. To remove it, precipitate the titanium and iron with 
NH,OH (sp.gr. 0.9), boil, filter and wash. Dissolve the precipitate with 10 ml. of hot 
H.SO, (1: 2) and transfer to the main filtrate. Warm and proceed as described in 
“Method A.’”’ See also“ Method B.”’ 
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platinum crucible, dry and ignite over a Bunsen flame. Cool, add 5 g. of 
NazCO3; mix, cover with 2 g. of NasCO; and fuse for thirty minutes. Cool, 
transfer to a 300-ml. porcelain casserole; leach out with 100 ml. of water, remove 
the crucible, police it, and wash. Transfer washings to the main solution, 
make acid with HCl (sp.gr. 1.18) and evaporate to dryness. Bake over a low 
flame on the hot plate to dehydrate the silica. Cool, add 20 ml. of HCl (sp.gr. 
1.18) and heat to dissolve any oxides of iron and titanium that may be present, 
dilute to a volume of 150 ml., boil, filter and wash with hot distilled water. 
Discard the filtrate (No. 2). Transfer the precipitate to a 15-g. platinum 
crucible, dry on a hot plate, heat over a low flame until the paper is completely 
charred,** and then over the full flame until the paper has been completely 
removed. Cool in a desiccator and weigh. Add 6 ml. of HF and two or three 
drops of H2SO, (sp.gr. 1.84); evaporate on a hot plate to dryness; ignite over a 
flame to drive off the last traces of H2SO,; cool and weigh. Repeat with 2 ml. 
of HF and a drop or two of H2SOs, (sp.gr. 1.84). 

The loss in weight is SiO». 

Accuracy.—Duplicate determinations should agree within 0.10%. 


46 Do not allow the paper to ignite over flame. 
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Pb, at.wt. 207.21; sp.gr. 11.34; m.p. 327.5°; b.p. 1620° C.3 oxides, Pb,O, PbO, Pb:O;, 
Pb;O., PbO» 


The occurrence of lead in native state is rare and in comparatively small 
amounts. It occurs combined in a large number of minerals, principally as 
sulfide in galenite (galena), PbS. Among the other more common minerals: the 
carbonate, cerussite, PbCO3; the sulfate; anglesite, PbSO.; the phosphate, 
pyromorphite, Pbs(PbCl) (PO4)3; minium, Pb3;0.4; wulfenite, Pb MoO,; crocoite, 
PbCrO,. Also sulfo-salts, silicates, vanadates, arsenate, etc. Galena, the 
chief source, is frequently associated with marcasite (white iron pyrites), zinc 
blende (sphalerite), ZnS and pyrite, FeSe. 


DETECTION 


In cold, sufficiently concentrated solutions containing HCl lead precipitates 
as PbCle, white, accompanied with silver and mercurous chloride, if these are 
present. It is distinguished from silver and mercury by its solubility in hot 
water (solubility at 100° C. three times that at 20° C.). 

Potassium chromate precipitates yellow PbCrO, when added to a neutral or 
faintly acetic acid solution of lead. The precipitate dissolves in free mineral 
acids. The mineral acid may be neutralized by sodium or ammonium acetate. 

Sulfuric acid precipitates PbSO., white. The sulfate is soluble in hot con- 
centrated HCl, HNO; or H.SO,. It is soluble in sodium or ammonium ace- 
tates, sodium thiosulfate. The solubility in water is decreased by addition of a 
little H.SO. or by presence of an appreciable amount of alcohol. 

Hydrogen sulfide precipitates PbS, black, when added to a solution con- 
taining lead. ‘Traces of lead may be detected in presence of 1 ml. HCl (sp. gr. 
1.19) per 100 ml. of solution. Three times this acidity, however, has an 

1 Lead was employed by man many centuries ago as is shown by the objects made of 
this metal that have been found in ancient ruins. It was employed as a roofing material 
during the Medieval Ages. It was used during the early periods and is still used for 
manufacture of pipes. Itis employed in storage batteries, covering of cables, in chemical 
industries—lead chambers in sulfuric acid manufacture, lead crystallizing pans etc.; 
it is employed in making shot and rifle bullets, and in alloys—pewter, type metal, 
Babbitt, and solder. Compounds of lead are extensively used—paint pigments, drying 
agents for oils, lead glass, plumber’s cement, covering of steel to prevent rusting and 
many other purposes. All lead compounds are cumulative poisons. 
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appreciable effect on precipitation, as PbS is soluble in HCl or HNO; solu- 
tions stronger than 0.3 N. The test is best made in HCl solutions. (Caution: 
other members of the H.S group should be absent.) 

Sodium carbonate will transpose PbSO, to PbCO; forming a precipitate 
easily soluble in hot dilute acid solutions. Spongy metallic lead may be pre- 
cipitated from the solution by zinc. 

General Procedure.—Lead is precipitated from a slightly acid solution as 
PbS, black. PbS is separated from As, Sb, Sn by its comparative insolubility 
in (NH4).S.; from HgS by its solubility in dilute HNO; and is converted to 
PbSO, by heating to fuming with H.SO,, separating it from Bi, Cu and Cd. 
The PbSOs, is converted to acetate by action of ammonium acetate, from which 
PbCrO., yellow, is precipitated by a soluble, neutral chromate (K.CrO,, 
K.Cr207 etc.). 


ESTIMATION 


In addition to the valuation of ores, such as galena, PbS, etc., the determina- 
tion of lead is required in a large number of substances of commercial impor- 
tance. It is determined in lead mattes; certain slags; drosses from hard lead; 
cupel bottoms; lead insecticides (arsenate of lead, etc.) ; paint pigments (white 
lead, red lead, yellow and red chromates, etc.) ; it is determined in alloys such as 
solder, type metal, bell metal, etc. Its estimation is required in the analysis of 
a large number of ores, especially in minerals of antimony and arsenic. Traces 
of lead are determined in certain food products, where its presence is undesir- 
able. Its use in the industry makes its determination of special importance. 

Tf the ore is decomposed by HCl some of the lead may remain with silica and 
be volatilized as the chloride. That remaining in solution, unless provided for, 
will precipitate with the ammonia precipitate and will be reported as alumina. 
If H,SOz is used in the decomposition of the ore, lead will remain with the silica 
as PbSO,. 


PREPARATION AND SOLUTION OF THE SAMPLE 


In dissolving the ores, alloys or the metal lead, the following facts should be 
kept in mind. The metal is soluble in hot dilute nitric acid. Lead nitrate is 
-comparatively insoluble in concentrated nitric acid, but dissolves readily upon 
dilution with water. Decomposition of an ore may generally be effected by 
treating with HNO; (1:1). (If HCl or HNO; is used, as may be advisable 
with certain sulfides, it is necessary to expel these acids with H,SO, taking to 
fumes, cooling, adding a little water and again evaporating to fumes, otherwise 
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low results will be obtained.?) In the process of analysis the lead is left with 
the residue, which may contain, in addition to the silica, BaSO,, tin and anti- 
mony salts, which persist in holding up lead, preventing its complete solution in 
ammonium acetate. The National Lead Company employs fusion with 
Na.COs, leaching, filtering off the PbCO; and BaCOs, dissolving in HCl, heating 
to expel COs, and precipitating PbS with H.S. 

Oxides and Carbonates.—These are generally soluble in dilute nitric acid. 
Hydrogen peroxide, sodium nitrite, etc. must be added to dissolve lead peroxide 
or red lead. 

Sulfides.—It is often desirable to start with HCl to expel H.S and follow 
this with HNO; or a mixture of HNO; and H.S0,; in any case taking to fumes 
with H:SO.. (See discussion above.) The residue may be extracted with 
ammonium or sodium acetate to dissolve PbSO,. In presence of BaSO,, a 
fusion, as given under the discussion above may be advisable. 

Silicates and Slags.—These are decomposed by fusion with NasCO3 and 
K.,CO;, extracting the mass with water (traces of lead may dissolve), and 
converting the PbCO; formed to the nitrate, or to the chloride according to 
directions stated above. If preferred the ore may be treated with HF and 
H.SO., taken to fumes to expel silicon tetrafluoride and the lead determined 
in the residue. 

Alloys.—These are best decomposed by treatment with dilute nitric acid. 
The lead may then be converted to sulfate as in case of the ores. Specific 
details are given in the body of the text. Alloys of lead, antimony, tin and 
copper may be decomposed by the following method, which avoids formation 
of insoluble oxides of antimony and tin. A 0.5 gram sample is digested with 
10 ml. of concentrated H»SO, until a clear solution is obtained or at least until 
there is no residue of unattacked metal. The solution is cooled and then diluted 
with about 100 ml. of dilute (1 to 4) H.SO,. Five ml. of concentrated HCl are 
added. The solution is brought to a boil, allowed to cool and stand 4 hours. 
Lead is precipitated as sulfate and the antimony, tin and copper remain in 
solution. On the class of sample indicated, the lead sulfate may be determined 
gravimetrically. 


SEPARATIONS 


General Procedure for Separation of Lead. Separation as Lead Sulfate.— 
Lead may be separated from a number of elements whose sulfates are soluble in 
water and dilute acid solutions by conversion to the sulfate, PbSO,.. Barium, 
columbium, silica, tantalum, and tungsten accompany lead. Antimony, 
bismuth and silver may contaminate the lead sulfate and occasionally chro- 
mium and nickel may be found with this residue. In the presence of much bis- 
muth or iron it is necessary to wash the residue with 10% sulfuric acid solution 
to keep the bismuth in solution and to prevent the formation of the difficultly 
soluble basic ferric sulfate. In absence of these contaminating substances, lead 
sulfate is best separated by adding to the dilute sulfuric acid solution an equal 
volume of alcohol before filtering to prevent a slight amount of the lead from 
dissolving, which would otherwise occur. 


* Communicated to the editor by W. J. Brown, Chief Analyst, National Lead 
Company. 


LEAD 503 


Separation of Lead from the Acid Insoluble Residue—Extraction of Lead 
by Ammonium Acetate.—Lead may be completely separated from silica, 
barium, tin and antimony by extraction with ammonium acetate, provided a 
sufficient amount of this reagent is used. Separation from barium sulfate may 
be effected even when the amount of barium is 100 times that of lead.»4 Cal- 
cium, if present in the solution, will also be extracted to a considerable extent 
and will accompany the lead. [Free sulfuric acid must be absent as it retards 
the extraction and will prevent this entirely if it is present to the extent of 10%. 
In the separation of lead from silica the presence of free acetic acid is desirable 
(20 g. of ammonium acetate and 3 ml. of 80% acetic acid per 100 ml. of extrac- 
tion solution). Occasionally it is well to remove the silica by HF and H.SO, 
treatment prior to the extraction of the lead. The filter containing the impure 
sulfate, obtained by one of the procedures for solution of the sample, is placed 
in a casserole and extracted with about 50 ml. of hot, slightly ammoniacal 
ammonium acetate, the stronger the acetate the better. The clear liquid is 
decanted through a filter and the extraction repeated until the residue is free 
from lead (1.e., no test is obtained for lead with K.Cr.0;). A very effective 
method of extraction is by adding solid ammonium acetate directly to the 
sample on a filter and pouring over it a hot solution of ammonium acetate. 

Lead sulfate containing arsenic should be dissolved in ammonium acetate, 
the extract made alkaline and lead precipitated as PbS. Arsenic remains in 
solution. 

Ammonium Carbonate Method.—Lead may be separated from barium 
sulfate by digesting the mixed sulfates with ammonium carbonate solution, 
whereby the lead sulfate is transposed to lead carbonate and ammonium sulfate, 
while barium sulfate is not changed. The soluble ammonium sulfate may be 
washed out with ammonium solution followed by water. Since lead carbonate 
is slightly soluble in the ammonium salt, the filtrate is treated with hydrogen 
sulfide and the dissolved lead recovered as PbS. The residue containing lead 
carbonate and barium sulfate is treated with dilute nitric or acetic acid. Lead 
passes into solution, while barium sulfate remains insoluble. 

Separation of Lead from Calcium. —Calcium, if present, will accompany 
lead in the acetate extract. The acetate solution of lead and calcium is eva- 
porated to fumes with H.SO.. The cooled residue is taken up with water and 
NaOH added to dissolve the lead. The extract is filtered from calcium and 
lead determined in the filtrate, acidified with HCl. 

If antimony is present, PbSO, carries down an appreciable amount of this 
element. Consult the section on pig lead, Vol. II. 

Hydrogen Sulfide Method.—Separation from Barium, Columbium, 
Tantalum and Members of the Ammonium Sulfide, Ammonium Carbonate and 

“Water Soluble Groups.—Lead sulfide is precipitated from an acid solution 
containing tartaric acid. 

Separation from Tungsten.—Advantage may be taken of the solubility of 
tungstic acid in ammonia and ammonium tartrate. Lead as sulfate remains in 
the residue. Any entrained lead in the tungsten filtrate may be precipitated 
as sulfide by H.S, keeping the solution alkaline with NH.OH. 


3.W. W. Scott and S. M. Alldredge, Ind. Eng. Chem., Anal. Ed. 3, 32, 1931. 
495% of the Pb is extracted when the ratio of Pb : Ba is 1 ; 100, 
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Notes on Solution and Separation of Lead.'—It is a good practice to effect solution 
with dilute HNO; (1 :1) and proceed as directed in ‘‘ Determination of Lead in an Ore.” 
When the nature of ore is such as to necessitate the use of HCl, fume, cool, take up with 
a few ml. of water, fume again and repeat this operation. It has been our experience 
that HCl may not be expelled by a single fuming and unless it is, low results are obtained. 

Another cause for low results is the pernicious habit BaSO, and separated tin and 
antimony compounds have for holding up lead after the PbSO, has been treated with 
ammonium acetate. We separate the occluded lead from barium by a fusion with 
Na.CO; and K2COs, leach, filter off the BaCO; and PbCO,, dissolve in HCl and boil to 
expel CO.. The solution is neutralized with NH,OH and then made acid with acetic; 
HS is passed to precipitate the lead. The occluded lead is separated from tin and 
antimony by a fusion of the treated residue with S-Na,CO; mixture. After leaching, the 
tin and antimony are found in solution while the lead is present in the residue as PbS. 

A cause for high results is the use of the theoretical factor 0.641 for the conversion of - 
PbCrO, to Pb when the precipitate is heated to 100° C. and even to 110° C. An alloy 
having a lead content of 85% will invariably total 0.4% too high and examination of the 
PbCrO, will show the presence of water. Tor this reason, we use the factor 0.6375, which 
is constant for all weights of precipitate. 


GRAVIMETRIC METHODS 
DETERMINATION OF LEAD AS LEAD SULFATE 


This method is generally considered among the best of the gravimetric 
methods for the determination of lead. 

Solutions Required. “ Lead Acid.”—Mix 300 ml. of H.SOxg (sp. gr. 1.84) 
and 1800 ml. of distilled water. Dissolve 1 g. of c.p. lead acetate in 300 ml. of 
distilled water and add this to the hot solution, stirring meanwhile. Let stand 
24 hours and filter through a thick asbestos pad. 

Dilute Alcohol for Washing.—Mix equal parts of denatured alcohol and 
distilled water. 

Procedure for Ores.—The material is brought into solution according to the 
procedure outlined under the preparation and solution of the sample, the lead 
precipitated as PbSO, by addition of an excess of sulfuric acid, nitric or hydro- 
chloric acid expelled by taking to fumes (H2SO,) and the impure sulfate filtered 
off and washed, first with water containing 10% of its volume of H.SO, until 
free of soluble impurities, and then with 50% alcohol solution to remove the 
free acid. 

Purification.—The lead sulfate is dissolved from the impurities of the residue 
by repeated extraction with a strong solution of ammonium acetate. The 
separation from barium sulfate is complete,® very little SiO» dissolves, calcium, 


5W. J. Brown, Chief Analyst, National Lead Company. 
6S. M. Alldredge—Research, Univ. So. Calif., 1930. 
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if present, will accompany lead. The acetate solution is evaporated to dryness, 
taken up with water and a large excess of sulfuric acid added. Lead sulfate is 
again filtered and washed as before. Water is expelled by heating to 110° C. 
or by gentle ignition. 

PbSO, X 0.6833 = Pb. 


Norr.—In presence of Ca, Bi, Si, W, Cb, Ta, Ba, Sb, Ag, washing with dilute alcohol 
will not remove these completely. The solubility of PbSO, is increased by the presence 
of HCl and HNOs, hence the necessity for, their removal. 

In determining lead in alloys the sulfate precipitation generally gives PbSO, as a 
difficultly soluble salt free from impurities. In case of ores, however, SiO» will be present 
and an acetate extraction of the PbSO, is necessary (100 ml. of a saturated solution of 
ammonium acetate will dissolve a little over 3 grams of PbSO,). The PbSO, is reprecipi- 
tated from the extract, after diluting with water, by adding a large excess of H2SO, 
(acidity should be 10% H.SO,). 


Procedure for Determination of Lead in Alloys.—In a covered 300-ml. 
Erlenmeyer flask dissolve 1 g. of the alloy in 20 ml. HoSOg (sp. gr. 1.84); heat 
the solution nearly to boiling until the metal is completely decomposed and the 
PbSO, is white (this may take 30 minutes or more) and finally boil for several 
minutes. Allow to cool, but not below 60° C., and then add slowly 50 ml. of 
water while the solution is agitated. Heat to boiling for several minutes in 
order to insure complete solution of antimony sulfate. Allow the PbSO, to 
settle out until the solution is clear, not letting the temperature fall below 60° C. 
If the liquid does not clear quickly, it must be heated longer.. When clear, pour 
the solution through a weighed porcelain Gooch crucible with asbestos mat, 
decanting the solution as completely as possible without allowing more than 
a very small amount of PbSO, to go over into the crucible. Now add 10 ml. 
more of H.SOx, (sp. gr. 1.84) to the PbSOx, in the original flask, and boil for 
several minutes. Cool, add slowly 30 ml. of water, and again heat to boiling 
for a few minutes; allow the solution to cool to about 60° C. and completely 
transfer the PbSO, to the Gooch crucible. Wash the precipitate with ‘“ lead 
acid” reagent.’ Remove the beaker containing these solutions and wash out 
the “lead acid ” with dilute alcohol; set the Gooch crucible inside a porcelain 
crucible; dry and ignite for five minutes over a Meker or Bunsen burner; cool 
and weigh as PbSO,, which contains 68.33% lead. 


Norss.—Copper alloys are best decomposed by nitric acid, followed by sulfuric 
acid. The greater part of the acids are expelled by concentration to strong fumes, the 
solution 's cooled and diluted with water. In presence of lead, PbSO4 remains as a precip- 
itate while copper, tin and zinc are in solution. 


7 Washing the lead sulfate with ‘‘lead acid’”’ prevents the solution of PbSO, by the 
wash soluti:on. 
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DETERMINATION OF LEAD AS THE MOLYBDATE, PbMoO, 


This method is rapid and has the following advantages: 

a. The sulfation of lead is avoided. 6. The acetate extraction is eliminated. 
c. The precipitate may be ignited. d. The ratio of lead to its molybdate com- 
pound is less than either lead to PbSO, or to PbCrOu, lessening the magnitude of 
error through weighing. 

Cobalt, calcium, strontium and barium have little effect in presence of 
ammonium acetate. In absence of this salt they interfere slightly. 

The solution should be free from CrO., AsO., POu, Ti and Sn. 

Procedure.—The ore or alloy is decomposed with nitric acid or aqua regia 
as the case may require. (Silica if present is eliminated by taking to dryness, 
dehydrating, taking up with dilute nitric acid and filtering.) To the clear 
liquid, 2 g. of ammonium chloride are added and then sufficient ammonium 
acetate to destroy the excess of free nitric acid, i.e., 2 g. per ml. of free HNO; 
present. 

Lead is now precipitated by adding 40 ml. of ammonium molybdate solution 
(4 g. per liter+10 ml. acetic acid), per 0.1 g. of lead present, stirring the mixture 
during the addition. After boiling for two or three minutes the precipitated 
lead molybdate is allowed to settle, then filtered and washed with small portions 
of hot water containing 2% of ammonium nitrate and ignited over a Bunsen 
burner to dull red heat. 

The cooled residue is weighed as PoMoO,. PbMo0O.X0.5643 = Pb. 


Norrs.—If antimony or other members of the group are present in the original 
sample, it is advisable to dissolve the residue in HCI and reprecipitate the lead with 
molybdate reagent. 

If lead is in the form of the sulfide, as may be the case in a complete analysis of a 
substance, it is decomposed with hot dilute HNO; and precipitated as PhMoOx.. 


Galena is best decomposed by treating with hydrochloric acid to expel sulfur 
as oxidation of sulfur to sulphate is not desirable in this method. ~ If lead sul- 
fate has formed due to oxidation of sulfur, it is advisable to treat any residue, 
remaining from the acid extraction, with ammonium acetate, adding the acetate 
extract to the solution containing the lead. 

The sample, evaporated to dryness, is treated with about 10 ml. of dilute 
nitric acid (1: 1) and a little water then heated and filtered. About 2 grams 
of ammonium chloride are added and for each ml. of free nitric acid (sp. gr. 1.42) 
two grams of ammonium acetate are necessary (total 10-15 g.). The precipi- 
tate generally appears a light canary yellow or yellowish white. 

Washing the precipitate with water containing a little ammonium nitrate 
prevents the formation of colloidal lead molybdate, which would pass through 
the filter paper. (Use about 2 g. of nitrate per 100 ml.) 

The pulp used is paper pulp made by breaking up ashless filter paper and 
agitating it thoroughly with hot water in a flask. W. W. Scott preferred 
omitting the pulp and using a fine-grained ashless filter paper ; the washing of the 
precipitate being conducted with wash water containing ammonium nitrate. 
A filter crucible may be used in place of a paper filter. 
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DETERMINATION OF LEAD AS THE CHROMATE, PbCrO, 


This method is applicable to a large class of materials and is of special value 
in precipitation of lead from an acetic acid solution, the method depending 
upon the insolubility of lead chromate in weak acetic acid. 

Procedure.—The solution of the sample, precipitation of the lead as the 
sulfate and extraction of lead with ammonium acetate have been given in detail. 

The filtrate, containing all the lead in solution as the acetate, is acidified 
slightly with acetic acid and heated to boiling. Lead is precipitated by addition 
of potassium dichromate solution in excess (10 ml. of 5% KeCr20, solution are 
generally sufficient). The solution is boiled until the yellow precipitate turns 
to a shade of orange or red. The precipitate is allowed to settle until the 
supernatant solution is clear. (This should appear yellow with the excess of 
dichromate reagent.) The PbCrO, is filtered onto an asbestos mat in a tared 
filter crucible, washed with water, dried in an oven at about 110° C. and the 
cooled compound weighed as PbCrOy. 


PbCrO,X0.64112= Pb. 


Norrs.—Impurities, such as iron, copper, cadmium, etc., in the acetate solution of 
lead seriously interfere in the chromate precipitation. These should be leached out 
with water containing a little sulfuric acid before extracting the lead sulfate with am- 
monium acetate. See remarks under section on Traces of Lead. 

If a standard solution of potassium dichromate is used in the precipitation of lead 
the excess of the reagent, upon filtering off the precipitate, may be titrated and the lead 
determined volumetrically. A known amount of dichromate solution (added from a 
burette) sufficient to precipitate all the lead and about one-third of the volume in excess 
is added to the hot solution. After boiling about two minutes the precipitate is filtered 
off quickly and washed several times with hot water. The filtrate, or an aliquot part of 
it, is made acid with 5 ml. of concentrated sulfuric acid and titrated with standard ferrous 
sulfate at about 60° C., using potassium ferricyanide as an outside indicator; the end- 
point is a blue color produced by the slight excess of the ferrous salt reacting with the 
indicator. The excess of dichromate may be determined by adding 3 to 4 grams of solid 
potassium iodide, KI, to the solution diluted to about 500 ml. with water to which 15 ml. 
of concentrated sulfuric acid have been added. The liberated iodine is titrated with 
ees thiosulfate, with starch solution indicator. Bi, Sb, Ba, Sr and Ca interfere 
slightly 

One ml. N/10 K.Cr,07=0.01036 gram Pb. One ml. N/5 K,Cr,0;=0.02072 gram Pb. 


ELECTROLYTIC DETERMINATION OF LEAD AS THE PEROXIDE, 
PbO, 


An electric current passed through a solution of lead containing sufficient 
free nitric acid will deposit all the lead on the anode as lead peroxide. The 
method is excellent for analysis of lead alloys. The following substances inter- 
fere: Bi, Sn, Sb, Ag, Mn will contaminate the PbO, precipitate; Cl, Hg, As, 
Te, Se, P prevent complete deposition. 


8 The yellow precipitate gives high results, since it is difficult to wash. The crys- 

talline orange or red compound may be quickly filtered and washed. The A. 8S. T. M. 

recommends the factor 0.6375 when the lead has been separated as the chloride. 

ms Ee ae present add 2 g. of citric acid dissolved in a little hot water before filtering off 
e 
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Procedure.—The sample containing not over 0.1 gram lead is brought into 
solution by heating with dilute nitric acid, 1:1. The solution is washed into 
a large platinum dish with unpolished inner surface. Twenty to 25 ml. of con- 
centrated nitric acid (sp. gr. 1.42) are added and the solution diluted to about 
150 ml. 

The sample is electrolyzed in the cold with 0.5 to 1 ampere current and 2 to 
2.5 volts, the platinum dish forming the anode of the circuit, a spiral platinum 
wire or a platinum crucible dipped into the solution being the cathode. Three 
hours are generally sufficient for the deposition of the Pb. Overnight is advis- 
able, a current of 0.05 ampere being used. 

A rapid deposition of the lead may be obtained by heating the solution to - 
60 to 65° C. and electrolyzing with a current = 1.5 to 1.7 amperes per 100 sq. cm., 
the E.M.F. varying within wide limits. Stirring the solution with a rotating 
cathode aids in the rapid deposition of the PbOs2. 

To ascertain whether all the lead has been removed from the solution, more 
water is added so as to cover a fresh portion of the dish with water. The elec- 
trolysis is complete if no fresh deposition of the peroxide takes place after half an 
hour. 

The solution is siphoned off while more water is being added until the acid is 
removed, the current is then broken, the dish emptied of water and the deposits 
dried at 220° C. and weighed as PbOs». 


PbO: X0.8643 = Pb. (Empirical Factor) 


Notre.—The deposit of lead peroxide may be removed by dissolving off with warm 
dilute nitric acid (1 : 3) and a little H.Os. 
For volumetric estimation of the peroxide PbO: see page 524. 


VOLUMETRIC METHODS 


VOLUMETRIC FERROCYANIDE METHOD FOR THE 
DETERMINATION OF LEAD 


Although the gravimetric methods for the determination of lead are con- 
sidered the more accurate, yet the volumetric procedures may be frequently used 
with advantage. The ferrocyanide method has been pronounced by Irving C. 
Bull ° to be the best of the procedures in common use, the results being accurate. 

Procedure.—Lead sulfate is obtained according to the method outlined 
under Preparation and Solution of the Sample. The lead sulfate is transferred 
to a small beaker and gently boiled with 10 to 15 ml. of a saturated solution of 


» Chem. News, 87, 53, 1903. 
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ammonium carbonate, the liquid having been added cold and brought up to 
boiling. After cooling, the precipitate is filtered on the original filter paper 
from which the lead sulfate was removed. The lead carbonate is washed free of 
alkali with cold water. The filter with the precipitate is dropped into a flask 
containing a hot mixture of 5 ml. of glacial acetic acid with 25 ml. of water. 
The lead carbonate is decomposed by boiling and the solution diluted to 100 ml. 

Titration.—The sample warmed to 60° C. is titrated with a standard solution 
of potassium ferrocyanide, using a saturated solution of uranium acetate, as an 
outside indicator. The excess of ferrocyanide produces a brown color with 
the uranium acetate drop on the tile. 

Free ammonia must be absent, as it reacts with uranium acetate and gives 
low results. .NH.4OH precipitates reddish brown, gelatinous uranous hydrox- 
ide, U(OH).. 

The bulk of solution to be titrated should be as near as possible to 100 ml., 
including 5 ml. of glacial acetic acid. 

A 1% potassium ferrocyanide solution is used in the titration. This 
reagent is standardized against a known amount of lead in solution as an acetate. 

A correction of 0.8 ml. is generally necessary on account of the indicator. 
This is determined by a blank titration. 

Antimony, bismuth, barium, strontium and calcium interfere only to a 
very slight extent, the error being negligible. 


THE PERMANGANATE METHOD FOR LEAD? 


The following method for the determination of lead in ores has proved very 
satisfactory in the great majority ef cases. It depends upon the separation 
of the lead as sulfate, the conversion of the sulfate to carbonate, the solution 
of the carbonate in acetic acid, followed by the precipitation of the lead as 
oxalate. The lead oxalate is then decomposed in dilute sulfuric acid and the 
separated oxalic acid titrated with standard permanganate. 

Ordinary constituents of lead ores do not interfere, with the exception of 
lime. As high as 10% of CaO in an ore, however, is without effect. Barium 
interferes only by forming a combination with lead that resists the reactions, 
with consequent low results. The remedy is easy and is described below. 

Procedure.—Decompose 0.5 gram of the ore in a 250-ml., pear-shaped flask, 
such as is commonly called a “‘ copper-flask.”” The treatment may usually be a 
very gentle boiling with 10 ml. of hydrochloric acid for a short time, then adding 
5 ml. of nitric acid and continuing the gentle boiling until decomposition is 
complete. Now add 6 ml. of sulfuric acid and boil over a free flame to strong 
fumes. Allow to cool. 

_ Add 100 ml. of cold water and 5 ml.-of sulfuric acid and heat to boiling. Re- 
move from the heat, add 10 ml. of alcohol (cautiously) and cool under the tap. 

Fold a 9-cm. filter with particular care to creasing the fold that will come 
next to the precipitate as thin as possible, so it will lie flat and not easily allow 
material to get under the edge. Filter the mixture through this. Return the 
first portions of the filtrate if not clear. Wash 6 times with cold water con- 
taining 10% of alcohol. Any trace of lead sulfate remaining in the flask will be 
recovered subsequently. 


10 By Albert H. Low. 
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With a jet of hot water, using as little as possible, rinse the precipitate from 
the filter, through a short funnel, back into the flask. (In the known or as- 
sumed presence of barium, interpolate the following short procedure: Add 
10 ml. of hydrochloric acid and boil over a free flame almost to dryness. Allow 
to cool, add 20 ml. of water and a few drops of ammonia, sufficient to neutralize 
the acid.) Place the flask again under the original funnel and pour through 
the filter 10 ml. of a cold saturated solution of ammonium carbonate. Remove 
the flask and heat the contents just to boiling, then cool completely under the 
tap. Pour the cold mixture through the original filter. Wash out the flask 
well with cold water, pouring through the filter, and then wash filter and pre- 
cipitate 10 times with cold water containing about 5% of the ammonium car- - 
bonate solution. Reject the filtrate. 

Again using a jet of hot water, wash the precipitate from the filter into a 
small beaker. Add 5-6 ml. of glacial acetic acid and heat to boiling. Replace 
the flask under the funnel and pour the hot acid mixture through the filter. 
Wash out the beaker with hot water and then wash the filter 10 times with 
hot water slightly acidulated with acetic acid. (Small amounts of lead car- 
bonate may be dissolved directly upon the filter, without previous transference 
to a beaker.) 

Add to the filtrate 10 ml. of a cold saturated solution of oxalic acid, heat to 
boiling and then cool completely under the tap. Be particular to get as cold 
as possible. Now filter the lead oxalate through a 9-cm. filter. Using cold 
water, wash out the flask thoroughly and then wash filter and precipitate 10 
times. 

Place about 25 ml. of cold water in the flask, add 5-6 ml. of sulfuric acid 
and then about 100 ml. of hot water. Drop the filter and precipitate into this. 
Wipe out any lead oxalate adhering in the funnel with a small piece of dry 
filter paper and drop into the flask. Heat the acid mixture nearly to boiling 
and then titrate it with standard potassium permanganate solution to a faint 
pink tinge. Calculate the result from the known lead value of the perman- 
ganate. 


The permanganate commonly used for iron titrations will serve, although rather 
strong for lead. Theoretically, 1.857 times the iron factor will give the lead factor. 
Owing to slight losses of lead an empirical factor must be used. This is 1.879 times the 
iron factor. Based on this factor and on 0.5 gram of ore taken for assay, 1 ml. of a 
permanganate solution containing 1.544 grams per liter will equal 1% lead. It may be 
standardized directly on lead as follows: Convert about 0.250 gram of pure lead foil 
to sulfate by boiling with 6 ml. of sulfuric acid. Continue according to the above 
entire process. Finally, divide the percentage value of the lead taken by the ml. of 
permanganate required, to obtain the percentage value of 1 ml. in lead. A comparison 
of this figure with the iron value of the permanganate may be made, to check the con- 
version factor given above. The personal equation may cause a slight difference. 

Norrs.—Metallic lead is converted to lead sulfate by boiling with strong sulfuric 
acid. The reaction takes place with the hot concentrated acid, the metal changing to 
the white lead sulfate solid, soluble in large excess of sulfuric acid; this is unnecessary, 
as decomposition is complete with the amount stated. 

Conversion of lead sulfate to carbonate before changing to acetate appears at 
first thought to be an unnecessary step, but experience has shown that a direct conver- 
sion of sulfate to acetate by dissolving in ammonium acetate leaves sufficient sulfate 
in the solution to cause low results, as much as 10% of lead apparently escaping sub- 
sequent conversion to oxalate. In the procedure for converting the lead to carbonate 
any small amount of lead sulfate remaining does no harm. It frequently occurs that, 
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the carbonate formed does not completely dissolve in acetic acid. If a cloudy solution is 
obtained, a few drops of ammonia will furnish enough ammonium acetate to dissolve the 
small amount of sulfate remaining. The precipitation of lead oxalate is not interfered 
with by the ammonium salt present, a large amount of which, however, should be avoided. 
Ammonium oxalate may be added in place of oxalic acid. 


VOLUMETRIC DETERMINATION OF LEAD BY THE 
MOLYBDATE METHOD 


Lead is precipitated from an acetic acid solution by a standard solution of 
ammonium molybdate, the termination of the reaction being recognized by the 
yellow color produced by the excess of reagent when a drop of the mixture comes 
in contact with a drop of tannin solution, used as an outside indicator. The 
method is rapid, but is not as accurate as the chromate-iodide method. 

Reagents. Ammonium Molybdate.—4.26 grams of the salt are dissolved in 
water and diluted to 1000 ml. Ona half gram sample basis 1 ml. of the reagent 
is equivalent to about 1% lead. 

Standardization.— Dissolve 0.2 g. of pure lead foil in 5 ml. of cone. sulfuric 
acid by boiling gently in a 250-ml. pear-shaped flask. When the lead has been 
converted to sulfate, dilute (on cooling) with water and filter off the PbSO,. 
Now follow the details of the procedure given below, after isolating the lead 
as sulfate. Note the ml. of molybdate reagent required and divide this into 
0.2 to get the equivalent value in terms of lead per ml. of reagent. One ml. 
should be equivalent, approximately, to 0.005 g. Pb. 

Tannin Indicator.—0.1 g. tannic acid per 20 ml. water. The reagent should 
be prepared fresh for each day’s analysis. 

Procedure. Decomposition.—Follow the usual procedure recommended 
for decomposing lead ores, using HCl, HNO; and finally H,SO.. Evaporate to 
strong sulfuric fumes, and take up with water. Filter off the lead sulfate and 
wash with a 10% sulfuric acid solution, to remove sulfates of the metals, and 
finally with water containing a little alcohol, remembering that PbSOz is slightly 
soluble in water. 

The lead sulfate is now brought into solution as lead acetate by extraction 
with ammonium acetate slightly acidified with acetic acid. (Use a strong 
solution of the reagent.) In absence of calcium and barium, the writer prefers 
to convert the lead sulfate to carbonate by boiling with ammonium carbonate 
solution, according to the permanganate method for lead (p. 509), and then 
to the acetate by dissolving the lead carbonate in dilute acetic acid. Thus 
sulfates are eliminated. The addition of a few drops of ammonia to the acetic 
acid solution insures the solubility of the lead. (PbSO, may be present in small 
amount and does not readily dissolve in acetic acid.) The results are more con- 
cordant in absence of sulfate. The acetate solution of lead is now titrated with 
the standard molybdate solution. 

Titration.—The solution is divided into two portions, one being kept in 
reserve. To one is added the standard solution of ammonium molybdate, from 
a burette, until a drop of the titrated solution, brought in contact with a drop 
of tannin indicator, on a white tile, or paraffined surface, gives a brown or yellow 
eolor. The reserve solution is now added in portions, the titration being 
continued, until the last portion has been used and the brown color obtained. 
This precaution avoids over-running the end-point. 
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THE CHROMATE-IODIDE METHOD FOR THE VOLUMETRIC 
DETERMINATION OF LEAD 


The method depends upon the action of chromates on potassium iodide 
with a resulting liberation of an amount of free iodine in direct ratio to the 
chromate present, which in turn is a measure of the amount of lead isolated as 
lead chromate. The liberated iodine is determined by titration with a standard 
solution of thiosulfate. 

Solutions Required. Ammonium Acetate Extraction Solution.—A satu- 
rated solution of ammonium acetate, filtered to remove foreign matter if 
present, is diluted with twice its volume of distilled water and 30 ml. of 80% 
acetic acid is added per liter of solution. 

Hydrochloric Acid Mixture.—To a liter of saturated salt solution, filtered 
if necessary, are added 150 ml. of distilled water and 100 ml. of concentrated 
hydrochloric acid. 

Potassium Dichromate.—Saturated solution, filtered if not clear. 4 

Starch Solution. 

Procedure. 1. Solution of the Sample.—Half a gram of the finely divided 
ore (if the factor weight 0.6907 g. is taken, 1 ml. N/10 reagent in final titration 
is equivalent to about 1% Pb) is dissolved in a beaker or a flask (Low’s type) 
by adding 20 ml. of cone. hydrochloric acid and heating gently until the action 
subsides. If the decomposition is incomplete, about 5 ml. of nitric acid are 
added and the heating continued. 

2. About 5 ml. of sulfuric acid are added and the solution evaporated to 
strong fumes. After cooling, about 50 ml. of water are added and the solution 
is boiled to dissolve the soluble salts. If the ore is low grade, 5-10 ml. of ethyl 
alcohol are now added, the precipitate is allowed to settle and then washed 
by decantation three or four times with 1 : 15 sulfuric acid (i.e., about 10% 
solution), and finally transferred to the filter with the dilute acid and washed 
once with pure cold water. 

3. By means of a fine jet from a wash bottle filled with ammonium acetate 
extraction reagent, heated to near boiling, the precipitate is transferred to 
the beaker or flask in which the precipitation was made. This may be done 
by carefully spreading out the filter in the funnel or by breaking the filter 
and washing the paper free of the lead sulfate with a fine stream of the reagent. 
If the precipitate does not go into solution, more of the acetate is added and 
heat gently applied until it dissolves. The solution is now diluted to 150 ml., 
heated to boiling and 10 ml. of the saturated dichromate solution added and 
the boiling continued ten minutes. The yellow color of the lead chromate 
precipitate changes to red. This is important to obtain a precipitate of definite 
composition. 

4. The precipitate is filtered, the containing vessel washed out with hot di- 
lute ammonium acetate wash solution (50 ml. of the extraction solution diluted 
to 1000 ml.) and the precipitate washed ten times with the reagent. 

5. The original beaker or flask is now placed under the funnel and the 
lead chromate is dissolved on the filter by adding cold dilute hydrochloric acid 
mixture, stirring up the precipitate with a jet of the reagent, adding the 
acid until all the chromate has dissolved and the color has been completely 
removed from the filter. At least 50 ml. of the reagent should be used. 
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At this stage either of the following methods may be followed; both pro- 
cedures give good results. The second method (J. Ind. Eng. Chem., 17, 678, 
1925) is less expensive. 


A. Repuction sy JopiIpE 


For low grade ores the entire solution is taken and treated with potassium 
iodide solution; in case of high grade ores, about half the solution is set aside 
in reserve, and upon completing the titration of the first portion, the reserve is 
added and the titration completed. This precaution is taken because a loss of 
iodine is apt to occur if much iodine is liberated at one time, free iodine being 
apt to escape as vapor from the easily saturated solution. (The solution is a 
poor solvent of iodine.) To the solution are added 5 ml. of 25% potassium 
iodide and the liberated iodine is titrated with N/10 sodium thiosulphate until 
the iodine color begins to fade; starch solution is now added in sufficient quan- 
tity to produce a distinct blue color and the titration continued until the blue 
color changes to pale green. 

A background of white assists in recognition of the end-point. A sheet of 
white paper placed under the beaker will do, if the base of the stand is not 
already white. 

Standardization of the Thiosulfate——This is best standardized against 
metallic lead. 0.6907 gram of pure lead should require 100 ml. of N/10 thio- 
sulfate. 0.2 gram of lead is taken or a fraction of the factor weight (0.6907). 
The lead foil is dissolved in 5 ml. of sulfuric acid by bringing to vigorous boiling; 
upon eooling the residue is taken up with water and treated exactly according 
to the method outlined in steps 2-6 of the regular procedure. One ml. of 
N/10 thiosulfate is equivalent approximately to 0.0069 gram of lead. 


Norrs.—If barium is present in the sample, the residue left from the acetate ex- 
traction may contain lead. This is treated with about 10 ml. of strong hydrochloric 
acid, evaporated to dryness, 25 ml. of the acetate reagent added, the mixture boiled, 
filtered and the residue washed. The filtrate contains the lead that remained with 
the residue. 

In considering the reactions that take place it must be remembered that it is the 
combined chromate radical that is responsible for the liberated iodine. The equation 
represents what takes place: 


2PbCrO,+6KI+16HCl =2PbCl.+2CrCls+6KC1+8H20+3L. 


It is evident that Pb is equivalent to 31. Therefore a normal equivalent of Pb is 
3 of its atomic weight, 207.21 divided by 3=69.07, hence 1 ml. of a N/10 solution will 
titrate iodine equivalent to .006907 g. P Pb. 

Since Fe equivalent is 55.84, Fe to Pb =69.07 divided by 55.84=1.237, factor of 
iron to lead. 


; Example in Standardization of Sodium Thiosulfate.—If 0.2035 g. of lead required 
30.05 ml. of thiosulfate solution, then 1 ml. would be equivalent to 0.00677 g. lead. 


B. Repuction spy Ferrous SULFATE 


With experience the results are excellent. In the hands of the inexperienced 
analyst low results are obtained due to loss of PbSO, during the washing, incom- 
plete extraction of the sulfate with acetate, loss of chromate and incomplete 
solution of PbCrO, before the final steps of titration. 
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Reagents.—Ferrous Solution.—0.1 N. 39.3 g. ferrous ammonium sulfate 
hexahydrate per liter. 

Standardize against 0.1 N. potassium dichromate. 

Potassium Dichromate.—0.1 N. 4.903 grams per liter. 

Phosphoric-Sulfuric Acid Mixture.—One volume 85% HPO, with 1 volume 
H.SO, (1.84). 

Diphenylamine Indicator.—One gram dissolved in 100 ml. H.SO, (1.84). 

The chromate solution is diluted to about 100 ml, 10 ml. of phosphoric- 
sulfuric acid mixture are added and 4-5 drops of diphenylamine indicator. 
The standard ferrous sulfate reagent is now run in until the yellow color changes 
to green. The excess of ferrous sulfate is oxidized by back titration with 
standard dichromate reagent until the green color changes to a deep blue. The 
difference between the two titrations (the ml. must be converted to a common 
basis of 0.1 N by multiplying by the factors of the reagents before subtracting 
the K.Cr.0O, titration from the FeSO, titration) is due to the ferrous sulfate 
oxidized by the chromate. 

One ml. of 0.1 N. ferrous sulfate solution required by the chromate is 
equivalent to 0.006907 g. Pb. 


Norrs.—If much HCl is present the blue color will not be obtained. Addition of 
1 g. ammonium acetate per ml. HCI present will prevent this difficulty. If the end-point, 
is a dirty green in place of blue add the solid acetate until a blue color develops. Add 
additional standard ferrous sulfate until a green color is obtained and back titrate with 
dichromate to a blue color. Note the total ferrous and dichromate reagents used. 


DETERMINATION OF SMALL AMOUNTS OF LEAD 


The determination of minute quantities of lead is required in baking powders 
canned goods and like products in which small amounts of lead are objection- 
able. Traces of lead ranging from 5 to 100 parts per million (0.0005 to 0.01% 
Pb) are best determined colorimetrically on 0.5 to 1 gram samples; larger 
amounts of lead should be determined gravimetrically. 


GRAVIMETRIC METHODS FOR DETERMINING TRACES OF 
LEAD 


The determination of extremely small amounts of lead cannot be accom- 
plished by the usual methods of precipitation, as the lead compounds remain in 
solution in a colloidal state. The addition, however, of certain substances, 
which form amorphous precipitates with the reagents used for throwing out lead 
causes the removal of lead from the solution by occlusion, For example, 
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adding a sufficient quantity of a soluble salt of mercury, copper, or arsenic 
to a solution containing a trace of lead, and then saturating the solution with 
H.§8, will cause the complete removal of lead from the solution. Iron and 
alumina thrown out of the solution as hydroxides will carry down small amounts 
of lead, and completely remove it from the solution, if they are present in 
sufficient quantity. Lead may be extracted from finely pulverized substances 
by means of hot ammonium acetate and precipitated from the extract as lead 
sulfide. Advantage may be taken of these facts in determining traces of lead 
in presence of large amounts of other substances. 

Amount of the Sample.—It is advisable to bave the final isolated lead 
compound over 0.01 gram in weight, hence, in a sample containing 10 parts of 
lead per million, 800 to 1000 grams of the material should be taken, since a kilo- 
gram of the material would contain 0.01 gram, Pb or 0.0156 gram PbCrO,, 
or 0.0146 gram PbSOx,, or 0.0177 gram PbMoO,. Large samples should be 
divided into several portions of 100 to 250 grams each, the lead isolated in each, 
and the final extracts, containing the lead, combined. For the given amount of 
occluding agent, stated in the procedure, the treated portion should contain not 
over 0.01 gram lead. 


EXTRACTION OF LEAD WITH AMMONIUM ACETATE AND 
SUBSEQUENT PRECIPITATION 


It is frequently desirable to extract the lead from the mass of material and 
precipitate it from the liquor thus obtained. The procedure worked out by the 
writer is applicable to determining traces of lead in aluminum salts, but with 
modifications may be applied to a wide range of substances. 

Extraction of Lead.—The desired weight of finely powdered substance, in 
100-gram portions, is placed in 6-inch porcelain casseroles (1000 ml. capacity). 
To each portion are added, with vigorous stirring, 500 ml. of lead-free, boiling 
hot ammonium acetate solution (83%). The reaction is apt to be energetic, 
so that care must be exercised to avoid boiling over. The residue from alu- 
minum salts is crystalline and may be separated from the extract very readily 
by filtering through two filter papers in a large Biichner funnel and applying 
suction. The residue is tamped down to squeeze out the adhering extract and 
washed with 100 ml. more of hot ammonium acetate followed by 100 to 200 ml. 
of hot water, again tamped down and sucked as dry as possible. The lead 
extracts are now combined and lead precipitated as sulfide. 

Precipitation of Small Amounts of Lead.—To the solution containing lead 
are added 2-3 ml. of a 10% copper sulfate or cadmium sulfate reagent. Hydro- 
gen sulfide is passed into the liquor until it is saturated. The copper or cad- 
mium sulfide assists the settling of lead sulfide. Gently warming on the steam 


The reagent is made by dissolving one part of lead-free ammonium acetate in 
two parts of distilled water. The purity of the reagent should be tested. The re- 
agent must be boiling, when added, to obtain best results. Experiments have shown 
that considerable alumina and iron dissolve if the proportion of the reagent falls much 
below 5 ml. of 33% acetate per gram of sample. With twice this amount of reagent the 
extract is free from iron and alumina. Small amounts of alumina and iron, however, 
do not interfere in the lead determination. 

22 200 to 300 grams of material may be handled in a 6-inch Biichner funnel. 


516 LEAD 


bath for half an hour coagulates the precipitate and facilitates settling. The 
liquor is decanted through a double filter in a small Biichner funnel and the 
residue washed onto the filter with water saturated with HS gas. 

The precipitate is washed several times with ammonium sulfide to remove 
sulfides of the arsenic group and the residue then dissolved in a hot mixture of 
hydrochloric and nitric acids (1 part HCl, 5 parts HNO; and 15 parts H20). 
Ten ml. of cone. sulfuric acid are added to the solution, and the mixture is 
evaporated to SO; fumes but not to dryness. The residue is taken up with 100-— 
125 ml. of water containing*2 ml. of sulfuric acid and boiled to dissolve the 
soluble salts of iron, alumina, copper, etc. After cooling, one-third the vol- 
ume of 95% alcohol is added (30-40 ml.), the lead sulfate allowed to settle for - 
an hour or more, then filtered and washed several times with 30% alcohol. The 
residue is extracted with hot ammonium acetate and lead chromate precipi- 
tated from the filtrate,!% made slightly acid with acetic acid, by adding 10 
ml. of potassium dichromate reagent and boiling, filtering, washing, drying and 
weighing, according to the standard procedure. (Page 507.) 


PbCrO1X<0-6411 = Pb. 


PRECIPITATION OF LEAD BY OCCLUSION WITH IRON 
HYDROXIDE 


Wilkie found ™ that ferric hydroxide has the property of occluding lead, five 
parts of Fe(OH); removing one part of lead from solution. Advantage is taken 
of this property of iron hydroxide in precipitating small amounts of lead. 

Procedure.—The required amount of material is weighed out in 50-gram lots 
and brushed into large beakers. If the material contains organic matter, it is 
treated with 200-ml. portions of concentrated hydrochloric acid, the mixture 
heated just below the boiling-point of HCl solution, and potassium chlorate 
added, a few crystals at a time, until the organic matter is decomposed (hood). 
If the material dissolves in water, the water solution is treated with 5 ml. of 
concentrated hydrochloric acid and a few crystals of potassium chlorate and the 
liquor boiled. 

Addition of Ferric Iron.—If sufficient iron is not already present, ferric 
chloride is added in such quantity that the iron content of the sample will be 
from twenty to fifty times that of the lead (larger amounts of iron will do no 
harm) present in the solution. Five to 10 ml. of concentrated nitric acid are 
added and the sample boiled for ten to fifteen minutes. 

Precipitation of Iron and Lead.—Ammonium hydroxide is now added to 
precipitate all of the ferric hydroxide. This highly absorbing precipitate 
adsorbs the finely divided or colloidal lead compound carrying it out of solution 
completely. The solution is filtered hot through fast filters, threefold. The 
filtering must be rapid and the liquid kept hot to prevent clogging of the filters. 


18 Should lead chromate fail to precipitate, the solution should be treated with 
HS to complete saturation, the sulfite collected on a filter, then dissolved in acid and 
the procedure described above repeated. If the solution still remains clear, the absence 
of lead is confirmed. 

4 J. M. Wilkie, Chem. News, 99, 311, 1909. 
_ _} Occlusion of lead by zine sulfide, precipitated by H»S from a formie acid solution, 
is suggested; iron and alumina would not interfere. 
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Separation of Lead from Iron.—The precipitate is dissolved in hot hydro- 
chlorie acid (free from lead). The solutions are combined, if several portions 
of the sample are taken. Concentrated sulfuric acid is added and the sample 
evaporated to small volume and heated until the white sulfuric acid fumes 
appear. The usual procedure is now followed for separation of the lead sulfate, 
acetate extraction of lead and final precipitation of lead chromate. 


PbCrO,4X0.6411 = Pb. 


Notr.—In place of using alcohol to decrease the solubility of lead sulfate, many 
prefer to add sulfuric acid so that the acidity of the solution will be 2-10% free H2SO.. 


MODIFICATION OF SEEKER-CLAYTON METHOD FOR 
TRACES OF LEAD IN BAKING POWDER 


One hundred grams of baking powder are treated with 25 ml. of water 
followed by 75 ml. of conc. hydrochloric acid added in small portions to avoid 
excess frothing. The mixture is heated until the starch has decomposed (iodine 
test gives blue color with starch), the solution becoming clear and turning 
yellow. The free acid is neutralized with ammonium hydroxide and when the 
solution is cold, 400 ml. of lead-free ammonium citrate, saturated with H.S, 
are added. Additional H.S is passed into the slightly alkaline solution, the 
sulfides of iron and lead allowed to settle, the clear supernatant liquor decanted 
off, the sulfides collected on a filter and washed. The precipitate is dissolved in 
nitric acid, lead separated as a sulfate, extracted with acetate and precipitated 
as dichromate according to the procedure recommended under the acetate 
extraction. 


COLORIMETRIC ESTIMATION OF SMALL AMOUNTS OF LEAD 
SULFIDE METHOD 


Introduction.—Hstimation of small amounts of lead by the intensity of the 
brown coloration produced by the sulfide in colloidal solution was first proposed 
by Pelouze. The procedure was modified by Warington and by Wilkie to 
overcome the color produced by accompanying impurities, among these, iron, 
which is almost invariably associated with lead. The method is useful in 
determining traces of lead in drinking water, in food products, baking powders, 
canned goods, phosphates, alums, acids such as sulfuric, hydrochloric, citric, 
tartaric and the like. By this procedure on a gram sample one part of lead per 
million may be detected and as high as 50 parts may be estimated. For larger 
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amounts of lead, a smaller sample must be taken. Nickel, arsenic, antimony, 
silver, zinc, tin, iron, and alumina, present in amounts such as commonly occur 
in these materials, do not interfere. 

In order to obtain accurate results it is necessary to have the solutions under 
comparison possess the same general character. ‘‘ It must be remembered that 
the tint depends to a large extent on the size of the colloidal particles of lead, 
which in turn depend upon the nature of the salts in the solution and upon the 
way that the solution has heen prepared.” Vigorous agitation, salts of the 
alkalies and alkaline earths tend to coagulate the colloidal sulfide. 

Reagents Required. Standard Lead Solution.—A convenient solution 
may be made by dissolving 0.1831 gram of lead acetate, Pb(C2H302).°3H20 | 
in 100 ml. of water, clearing any cloudiness with a few drops of acetic acid and 
diluting to 1000 ml. If 10 ml. of this solution is diluted to 1000 ml. each ml. 
will contain an equivalent of 0.000001 gram Pb. 

Harcourt suggests a permanent standard made by mixing ferric, copper and 
cobalt salts. For example 12 grams of FeCl; together with 8 grams of CuCl, 
and 4 grams of Co(NOs)2 are dissolved in water, 400 ml. of hydrochloric acid 
added and the solution diluted to 4000 ml. One hundred and fifty ml. of this 
solution, together with 115 ml. of hydrochloric acid (1 : 2), diluted to 2000 ml. 
will give a shade comparable to that produced by the standard lead solution 
above, when treated with the sulfide reagent. The exact value per ml. may be 
obtained by comparison with the lead standard. 

Alkaline Tartrate Solution.—Twenty-five grams of C.P. sodium potassium 
tartrate, NakKC,H,0.:4H;0, is dissolved in 50 ml. of water. A little ammonia 
is added and then sodium sulfide solution. After settling some time the reagent 
is filtered. The filtrate is acidified with hydrochloric acid, boiled free of H.S and 
again made ammoniacal and diluted to 100 ml. 

Ammonium Citrate Solution—Ammonium citrate solution is prepared in 
the same way as the tartrate solution above, 25 grams of the salt being dissolved 
in 50 ml. of water. 

Potassium Cyanide.—A 10% solution is made from the lead-free salt. 

Sodium Sulfide——A 10% solution, made from colorless crystals. Sodium 
sulfide may be made by saturating a strong solution of sodium hydroxide with 
hydrogen sulfide gas, and then adding an equal volume of the sodium hydroxide. 
The solution is diluted to required volume, allowed to stand several days, and 
filtered. 

Sodium metabisulfite.—The solid salt, NazS20s. 

Apparatus.—The color comparison may be made in Nessler tubes, or in a 
colorimeter. The Campbell and Hurley modification of the Kennicott-Sargent 
colorimeter is excellent for this purpose,!¢ Fig. 59. The colorimeter is simple in 
construction and operation. 

The tubes for holding the solutions to be compared are those of one of the 
well-known colorimeters, in which the unknown solution is placed in the left 
hand tube while the color is matched by raising or lowering the level of a 
standard solution in the right-hand tube by means of a glass plunger working 
in an attached reservoir. 

The accompanying diagram shows the essential features of construction of 
the colorimeter employed in the tests described below. The unknown solution 


16 J, Am. Chem. Soc., 33, 1112, 1911. 
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is placed in the left-hand tube A, which is 19 cm. long, 3 cm. in diameter, and 
graduated for 15 cm. The standard solution is placed in the right-hand tube 
B, which is the same size as A, the graduated portion being divided into 100 
divisions of 1.5 mm. each. The tube B is permanently connected by a glass 
tube with the reservoir C in which the glass plunger D works, so that the level 
of the liquid in B can be readily controlled by raising or lowering the plunger. 
As the tube B and reservoir C are made in one piece, the liquid used for the 
standard solution comes in contact with glass only, thus preventing any possi- 
bility of chemical change due to contact with the container. The plunger is pro- 


5 Hole 
” 
Ye Hole 


by 


Fig. 59.—Hurley’s Colorimeter. 


vided with a rubber collar EZ, so placed as to prevent the plunger from acci- 
dentally striking and breaking the bottom of the reservoir. The tubes A and B, 
. with the connecting reservoir, rest on wooden supports, the one under A and B 
being provided with holes for the passage of the light, and are held in position by 
spring clips ff. This arrangement allows the glass parts to be readily removed 
for cleaning and filling. The light for illuminating the solution is reflected 
upward through the tubes A and B by means of the adjustable mirror G. The 
best results are obtained by facing the colorimeter toward a north window in 
order to get reflected skylight through the tubes, care being taken to avoid light 
reflected from adjacent objects. The black wooden back of the colorimeter 


520 LEAD 


serves the double purpose of a support for the parts of the instrument and of a 
screen, as it is interposed between the color tubes and the source of light. 

The light, passing upward through the tubes A and B, impinges on the two 
mirrors H and J cemented to brass plates sliding in grooves cut at an angle of 
45° in the sides of the wooden box J. This box is supplied with a loosely-fitting 
cover, thus allowing easy access for the purpose of removing and cleaning the 
mirrors. The mirror H is cut vertically and cemented in such a position as to 
reflect one-half of the circular field of light coming through the tube A. The 
light passing upward through’ B is reflected horizontally by the mirror J, through 
a hole in the brass plate supporting the mirror H. One-half of the circular field 
of light from the tube B is cut off by the mirror H, the vertical edge of which 
acts as a dividing line between the two halves of the circular field. The image 
of one-half of the tube B is then observed in juxtaposition to the opposite half 
of the image of the tube A. 

The juxtaposed images are observed through a tube K, 2.5 cm. in diameter 
and 16 cm. long, lined with black felt and provided with an eye-piece having a 
hole 1.5 mm. in diameter. At the point M in the tube K is placed a diaphragm 
having an aperture 8 mm. in diameter. All parts inside the box J except the 
mirrors are painted black so that no light except that coming through the tubes 
A and B passes through the tube K. By having the apertures in the eye-piece 
and diaphragm properly proportioned only the image of the bottoms of the 
tubes A and B can be seen, thus preventing interference of light reflected from 
the vertical sides of the tubes A and B. 

A person looking through the eye-piece observes a single circular field divided 
vertically by an almost imperceptible line when the two solutions are of the 
same intensity. By manipulating the plunger D, the level of the liquid in B can 
be easily raised or lowered, thus causing the right half of the image to assume a 
darker or lighter shade at will. In matching colors with an ascending column 
in B, that is, gradually deepening the color of the right half of the field, the 
usual tendency is to stop a little below the true reading while in a comparison 
with a descending column the opposite is the case. 

Procedure.—If lead is between 10 to 50 parts per million a I-gram sample 
is taken. If it is above or below these extremes the amount of sample is regu- 
lated accordingly. In materials containing organic matter it is not advisable 
to take more than a 1-gram sample. 

Substances containing organic matter, such as starch in baking powder, 
should be decomposed by fusion with sodium peroxide, or with sodium or potas- 
sium sulfate containing a few drops of sulfuric acid. A Kjeldahl digestion with 
concentrated sulfuric acid and potassium bisulfate may occasionally be advis- 
able. Sulfuric acid discolored by organic matter should be mixed with 4 to 5 
grams of potassium bisulfate, taken to fumes and then diluted with water. The 
material may be extracted with ammonium acetate and lead determined in the 
extract. See notes. 

To the solution containing the sample are added 10 ml. of tartrate solution 
(or 20 ml. of citrate solution with phosphates of lime, etc.), 10 ml. of hydro- 
chloric acid and the mixture brought to boiling. Small amounts of ferric iron 
are now reduced by adding 0.5 gram sodium metabisulfite. Sufficient am- 
monium hydroxide is added to neutralize the free acid and 5 ml. in excess; then 3 
ml. potassium cyanide (to repress any copper color that may be present to 
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reduce higher oxides), and the mixture heated until the solution becomes color- 
less. The entire solution or an aliquot portion is placed in the comparison 
cylinder, and diluted to nearly 100 ml. If the Kennicott-Sargent apparatus is 
used the standard color solution is forced into the adjacent cylinder, until the 
color in this cylinder matches the one containing the sample. The number oi 
ml. of the standard is noted. This blank is due to the slight color that the 
solutions of the samples invariably have. Four drops of the sulfide reagent are 
added to the sample and this is mixed by means of a plunger, avoiding any more 
agitation than is absolutely necessary to make the solution homogeneous. 
After one minute the comparison is again made, the colored standard being 
foreed into the cylinder until its color matches the sample. It is advisable to 
take several readings with ascending and descending column of standard reagent, 
taking the average as the true reading. 

Calculation.—Suppose the standard= 0.000001 gram Pb per ml., blank=5 
ml., total reading= 22 ml., one gram of sample being taken for analysis. Then 
22 —5=17 ml.=0.0017% Pb or 17 parts per million. 


Notes.—Iron must be completely reduced before adding ammonium hydroxide 

and potassium cyanide. 

llen’s method of reducing iron with sodium metabisulfite is excellent. The salt 
may be made by passing SO, into a saturated solution of sodium carbonate at boiling 
temperature, until the liquor is just acid to methyl orange. The water evaporated 
during the treatment is replaced during the action. NaS.O; separates and may be 
filtered off and the water removed by centrifuging. 

If a separation from iron is desired, the lead may be extracted with ammonium ace- 
tate solution. Ten grams of the powdered material are mixed with 75 ml. of a 33% 
ammonium acetate solution 17 (25 grams of the salt dissolved in 50 ml. H.O), the reagent 
being added boiling hot. The mixture is diluted to 500 ml., a portion filtered, and the 
determination made on an aliquot part of the total, following the directions above. 

The following may be present, if their amounts do not exceed the following limits: 
nickel 0.1%, arsenic 0.2%, zinc 0.2%, antimony 0.05%, copper 0.25%, iron 1.0%, 
aluminum 10%, tin 1.4%. 


DITHIZONE EXTRACTION METHOD-COLORIMETRIC 
DETERMINATION 4 


/N=N-C.Hs 
Dithizone is a contraction for diphenylthiocarbazone, C =S 
\NH—NH-—C,H:. 
The reagent is capable of detecting 1 part of lead per 20 million parts of solution. 
Many other metals react with the reagent, but there are only three, Sn™, Bi 
and Tl that are extracted with the lead from ammoniacal cyanide solution by a 


_ chloroform solution of the reagent. Oxidizing agents destroy the reagent. 


After extraction and suitable separations, the lead may be determined either 
by the color of the chloroform extract (brick red), or by other colorimetric 


The ammonium acetate should be free from lead. 

Hi. Fischer, Z. angew. Chem., 42, 1025 (1929); Fischer and Leopoldi, Z. angew. 
Chem., 47, 90 (1934) ; Winter et ale Ind. Eng. Chem., Anal. Ed. 7, 265 (1935); Wil- 
loughby et al., Ind. Eng. Chem., Anal. Ed. Uf OB PAS (1935) : Wayne E. White, ibid., 8, 
231 (1936) ; Garatt, Analyst, 60, 817 (1935) ; Ellis, Analyst, 61, 178 (1986) ; Clifford 
and Wichmann, J. Assoc. Official Agr. Chem., 19, 130 (1936); "Methods of “Analysis, 
Assoe. Official Agr. Chem., 4th Ed., pp. 375-389, 1935. 
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procedures, for example the sulfide colorimetric method. The dithizone 
coloimetric method applies for 0.2 to 0.0001 mg. of Pb. 

Reagents Needed. Dithizone.—The commercial reagent may be purified 
by dissolving about 1 g. of it in 50 ml. of chloroform and extracting with pure 
or redistilled 1% ammonia solution in successive portions of about 75 ml. each 
(the reagent is orange colored in ammoniacal solution). The ammoniacal 
extracts are combined, acidified with HCl, and the reagent is then extracted 
to CHCl; used in successive, portions of about 20 ml. each. The reagent is 
recovered by evaporation and drying at not over 50°C. Suitable reagents 
contain from 1 to 10 mg. dithizone per 100 ml. of chloroform. The solution 
should be green. 

Citric acid.—0.5 g. per ml. (free from lead). 

Potassium Cyanide.—10% in redistilled water. 

Conc. Ammonia.—Redistilled. 

Standard Lead Solution. 1 mg. per ml. in 1% HNO3. 

Test of Reagents.—Add citric acid equal to the maximum amount to be 
used (10 g.) to an excess of distilled ammonia, so that the pH is greater than 9. 
Add 10 ml. of 10% KCN solution, and shake in a separatory funnel with dithi- 
zone reagent. If the layer of chloroform is more than faintly red, it will be 
necessary to purify appropriate ammoniacal mixtures by dithizone extraction 
before using them in a determination. With good redistilled reagents the 
blank should be small and fairly reproducible. 

Apparatus.—Separatory funnels ranging up to 300 ml. capacity are needed. 
These should be of lead-free glass. Soft glass is generally very unsatisfactory 
and Pyrex ware is superior. All vessels should be scrupulously clean, the final 
rinsing to be with freshly distilled water (best from a resistant glass still). 

Procedure.—An adequate sample is prepared either by simple solution in 
appropriate lead free reagents (distilled water or nitric acid), or by dry or wet 
destruction of organic matter, followed by HNOs. 

After adding from 1 to 10 g. of citric acid depending on the amount of 
iron, aluminum etc. expected, make the solution ammoniacal with pH between 
8.5 and 10 (bluish-green to blue toward a drop of thymol blue), after neutraliz- 
ing and adding 5 ml. of 10% KCN solution. Extract with successive 20 ml. 
portions of dithizone reagent. With small expected amounts of lead, a 1 mg. 
per 100 ml. solution is used, and more concentrated reagents for larger lead 
content. 

Prepare standards from the standard lead solution using the same quantities 
of all reagents as used in the analysis, and extracting in the same fashion. Use 
Nessler tubes for the comparison. The color standards are stable enough to 
last for at least 1 day. 


Nortrs.—Tin may be removed after the extraction by evaporation, destruction of 
the organic matter. The metals are extracted from the chloroform with 10% HCl 
solution, and the tin is volatilized by repeated evaporation to dryness after adding 
10 ml. of HBr—Br. mixture (100 ml. 40% HBr plus 15 ml. bromine, both redistilled). 
The lead may be redissolved in nitric acid and converted into the dithizone complex. 

Bismuth is extracted by dithizone from a solution at pH 2. The acidity is adjusted 
with the aid of m-cresol purple indicator by adding ammonia or nitric acid as may be 
necessary. The solution should be of 25-30 ml. volume and should be extracted twice 
with equal portions of dithizone reagent, then with successive 5 ml. portions until] no 
further color change is observed in the chloroform layer. The aqueous layer is then 
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extracted with small portions of chloroform to remove the dithizone. The pH is then 
adjusted to 8.5 and the usual lead extraction is made. 

If the material contains thallium, then lead and thallium in the dithizone extract 
see be separated or estimated by other means, as for example by spectrographic 
analysis. 


SPECIAL METHODS FOR COMMERCIAL PRODUCTS 
DETERMINATION OF LEAD IN AN ORE AS LEAD CHROMATE” 


Solutions Required. Potassium Dichromate.—Make up a hot saturated 
solution of KsCr.0;. Cool and reserve for use. 

Ammonium Acetate.—Measure out 400 ml. of water and 400 ml. of NH,OH 
(sp. gr.=0.9) into a large beaker and add acetic acid (80%) until the solution is 
neutral; then add sufficient acetic acid (80%) to make the solution 2% acid 
with acetic (80%). : 

Acid Ammonium Chloride.—Measure out 300 ml. of water and 300 ml. of 
NH.OH (sp. gr.=0.9) into a large beaker; make just neutral with HCl (sp. 
gr.=1.18) and then add sufficient HCl to make the solution 1% acid. 

Method.—Weigh from 1 to 2 g. of the dried and finely ground ore into a 
250-ml. beaker, add 20 ml. HNO; (1 : 1), digest in a warm place for one hour; 
add 10 ml. H.SO, and evaporate to fumes. Cool, take up with 100 ml. water, 
boil for 5 or 10 minutes and allow to stand overnight in the cold. Filter and 
wash with dilute H,SO, (1:9). Transfer the precipitate back to the original 
beaker, set under the funnel and pour through the paper about 60 ml. of boiling 
ammonium acetate solution.2° Replace with a clean 300-ml. beaker; boil the 
solution containing the PbSO, and filter through the same paper. Wash well 
with hot water; dilute the filtrate to a volume of 150 ml., add 2 ml. acetic acid 
(80%), bring to boil, add 20 ml. of the K2Cr.0, solution, again bring to a boil, 
stir and allow to stand in a warm place for two hours. Filter on a previously 
prepared and weighed porcelain Gooch crucible, washing two or three times 
by decantation using boiling water. Finally, transfer all of the precipitate 
to the Gooch crucible, wash three or four times with boiling water and finally 
‘ with alcohol. Dry at 105 to 110° C. for one hour; cool and weigh. The 
increased weight is PbCrO... Multiply by 0.6375 for lead.24 (Theoretical 
factor 0.6411.) 

Accuracy.—Duplicate determinations should check within 0.1% of lead. 

19 Standard Method of the National Lead Company. 

20 When appreciable amounts of calcium are present, use 50 ml. of ammonium 
acetate solution and 50 ml. of acid ammonium chloride solution for the solution of the 


bSO, as described above. 
21 Rmpirical factor. 
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DETERMINATION OF LEAD IN BASIC CARBONATE OF LEAD 
(CorropEp Wuitr Lrap) 


Basic carbonate, white lead (2PbCO;-Pb(OH):2) contains approximately 
80% of combined lead and 20% carbonic acid and combined water, with traces 
of silver, antimony, lead, and other metals. The analysis of basic carbonate, 
white lead can best be carried out by Walker’s method.” 

Procedure.—“ Weigh 1 gram of the sample, moisten with water, dissolve in 
acetic acid, filter, wash, ignite, and weigh the insoluble impurities. To the 
filtrate from the insoluble matter add 25 ml. of sulfuric acid (1 : 1), evaporate 
and heat until the acetic acid is driven off; cool, dilute to 200 ml. with water, 
add 20 ml. of ethyl alcohol, allow to stand for two hours, filter on a Gooch 
crucible, wash with 1% sulfuric acid, ignite, and weigh as lead sulfate. Calcu- 
late to total lead (PbSO4 0.4833 = Pb) or calculate to basic carbonate of lead 
(white lead) by multiplying the weight of lead sulfate by 0.8526. 

“ The filtrate from the lead sulfate may be used to test for other metals, 
though white lead is only rarely adulterated with soluble substances; test, 
however, for zinc, which may be present as zinc oxide. 

“Instead of determining the total lead as sulfate it may be determined as 
lead chromate by precipitating the hot acetic acid solution with potassium 
bichromate, filtering on a Gooch crucible, igniting at a low temperature, and 
weighing as lead chromate.” 


LEAD PEROXIDE (PbO.) AND TRUE RED LEAD (Pb;0,) IN 
COMMERCIAL RED LEAD BY THE THIOSULFATE IODIDE 
METHOD * 


(Method of Diehl 24 modified by Topf 2°—not applicable when substances are 
present, other than oxides of lead, that liberate iodine under conditions given.)”® 


Weigh 1 g. of the finely-ground sample, transfer to a 200-ml, Erlenmeyer 
flask, add 10 ml. of a mixture of 7 parts by volume of chloroform and 8 parts by 
volume of c.p. glacial acetic acid; then add as quickly as possible 40 ml. of the 
“red-lead solution ”’ at room temperature. Rub with the flattened end of a 
glass rod until nearly all of the red lead has been dissolved; add 30 ml. of water 
containing 5 or 6 g. of sodium acetate, and titrate at once with 0.1 N sodium 
thiosulfate, adding the latter rather slowly and keeping the liquid constantly 
in motion by whirling the flask. When the solution has become light yellow, 
rub-up any undissolved particles with the rod until free iodine no longer forms, 
wash off rod, add the sodium-thiosulfate solution until pale yellow, add starch 
solution and titrate until colorless, add decinormal iodine solution until blue 
color is just restored and subtract the amount used from the volume of sodium 
thiosulfate that had been added. 


22 P. H. Walker, Bureau of Chemistry Bulletin No. 109, revised, U. S. Dept of Agri- 
culture, pp. 21 and 22. 

23 A.S.T.M. Method. 

*4 Dinglers Polytech. J., 246, 196 (1882). 

% Z. anal. Chem., 26, 296 (1887). 

*6 Lead Peroxide.—If sample contains an appreciable amount of nitrite (nitrate has 
no effect on method), leach out water-soluble matter, dry residue and determine PbO: 
as above, calculating to basis of original sample. 
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Calculation.—The iodine value of the sodium-thiosulfate solution multiplied 
by 0.942= PbO.; the iodine value multiplied by 2.7=Pb30,4; the PbO» value 
multiplied by 2.866= Pb30.. 

The “ red-lead solution,” the sodium-thiosulfate solution and the starch 
solution shall be prepared as follows: 

Red-Lead Solution.—Dissolve in a large beaker (about 1.1 liter) 600 g. of 
“Tested Purity” crystallized sodium acetate and 48 g. of KI in about 500 
ml, of 25% acetic acid solution (made by mixing 150 ml. of glacial acetic 
acid with 450 ml. of distilled water). Warm the beaker and contents on 
a steam-bath, stirring occasionally, until a clear solution is obtained. Cool this 
solution to room temperature, dilute to exactly 1000 ml. with the 25% acetic 
acid solution and mix thoroughly. If preferred, the red-lead solution may be 
prepared separately for each titration, as follows: Dissolve 30 g. of the 
“ Tested Purity ”’ crystallized sodium acetate and 2.4 g. of e.p. KI in 25 ml. of 
the 25% acetic acid solution, warming gently and stirring until a clear solution 
is obtained. Cool this solution to room temperature, dilute to 40 ml. with the 
25% acetic acid solution, and mix thoroughly. 

Sodium-Thiosulfate Solution (decinormal).—Dissolve 24.83 g. of ¢.p. so- 
dium thiosulfate, freshly pulverized and dried between filter paper, and dilute 
with water to 1 liter at the temperature at which the titrations are to be made. 
The solution is best made with well-boiled water free from COs, or let stand 
8 to 14 days before standardizing. Standardize with pure, re-sublimed iodine, 
as described in Treadwell-Hall, “‘ Analytical Chemistry,” Vol. II, p. 602, 1910, 
and also against pure potassium iodate; thée’two methods of standardization 
should agree within 0.1% on iodine value. 

Starch Solution—Stir up 2 to 3 g. of potato starch with 100 ml. of 1% 
salicylic acid solution, and boil the mixture till starch is practically dissolved, 
then dilute to 1 liter,2* or as per Lord.?” 


LEAD PEROXIDE (PbO:) AND TRUE RED LEAD (Pb;0,) IN 
COMMERCIAL RED LEAD BY HYDROGEN PEROXIDE— 
PERMANGANATE METHOD * 


The following is a convenient and relatively accurate method which depends 
upon the interaction of lead peroxide and of hydrogen peroxide and a titration 
of the excess of the latter by potassium permanganate. 

Treat 1 gram of the sample in a beaker with 15 ml. of nitric acid, specific 
gravity 1.2 (110 ml. nitric acid, specific gravity 1.42, to 100 ml. of water. This 
solution should be aerated to free it from all nitrous fumes). Stir the sample 
until all trace of red color has disappeared. Add from a calibrated pipette or 
burette exactly 10 ml. of dilute hydrogen peroxide (1 part of 3% hydrogen 
peroxide to 3.5 parts of water). Add about 50 ml. of hot water and stir until 
all the lead’ dioxide has passed into solution. In the case of some coarsely- 
ground oxides the contents of the beaker may have to be gently heated to 
effect complete solution. After the oxide has completely passed into solution, 
dilute with hot water to about 250 ml. volume, and titrate directly with a 
standard potassium permanganate solution, having an iron value of 0.005. 
Titrate to the faint pink permanganate color. 


27 “Notes on Metallurgical Analysis,” p. 103, 1903. 
28 J. A. Schaeffer, J. Ind. Eng. Chem., 8, 237, 1916. 
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A blank titration on the hydrogen peroxide solution must now be made. 
Into a beaker pour 15 ml. of nitric acid having the strength as above given and 
add exactly the same amount of hydrogen peroxide (10 ml.). Dilute to 250 ml. 
with hot water and titrate with standard potassium permanganate to a faint 
pink color. 

The difference between the number of ml. of potassium permanganate 
required for the blank titration and the number required for the red lead 
titration is the amount of potassium permanganate required for the hydro- 
gen peroxide which was reacted on by the lead dioxide. The difference between 
the two amounts of potassium permanganate required multiplied by 3.058 
gives the percentage of red lead present. To determine the lead dioxide present 
multiply this difference by 1.067. 

The basis of the calculations depends on the fact that each ml. of potassium 
permanganate solution (iron value, 0.005) is equivalent to 3.058% of true red 
lead on a one gram sample. A red lead or orange mineral having 100% true 
red lead content requires 32.7 ml. potassium permanganate solution of the 
above strength. 

It is always advisable to make several blank determinations each day where 
this analysis is constantly made and when only occasionally used a blank 
titration should be made before each analysis. The strength of the hydrogen 
peroxide solution will vary but the permanence of the permanganate solution 
renders the method accurate over a long period of time. 

Standard Potassium Permanganate.—It is necessary to always have a 
potassium permanganate solution with an iron value of exactly 0.005 if the 
method described for red lead is used. Dissolve 5.75 grams c.p. salt in two 
liters distilled water and store in a brown bottle in a dark place for a week or 
more. By this time all organic matter will have been oxidized and after filter- 
ing the solution through an asbestos filter the solution is ready for standardiza- 
tion. As small amounts of MnO, destroy the permanence of this solution, it 
is necessary that it be removed by filtering. The method described in Bureau 
of Standards Circular No. 40 should be used. This method is as follows: 

Ina 400-ml. beaker, 0.25 gram of sodium oxalate is dissolved in 200 to 225 ml. 
of hot water (80—90° C.) and 10 ml. of (1 : 1) sulfuric acid added. The solution 
is at once titrated with the solution of permanganate, the solution being stirred 
continuously and vigorously. The permanganate must be added at the rate of 
10 to 15 ml. per minute and the last 0.5 to 1 ml. must be added drop by drop, 
each drop being allowed to decolorize fully before the next is added. The 
solution should not be below 60° C. by the time the titration is completed. 
With a permanganate solution having an iron value of 0.005 per ml., 41.66 ml. 
of the permanganate are required to react with 0.25 gram sodium oxalate. 

If the first titration shows that the solution is too strong a small amount of 
distilled water should be added. To calculate exactly how much water to add 
divide 41.66 by the number of ml. required in the titration and multiply by the 
number of ml. remaining in the bottle. The difference between this product 
and the number of ml. in the bottle will be the volume of water to add. 

If the solution is too weak this difference multiplied by 0.00283 will be the 
grams of potassium permanganate salt to add. After the addition of water or 
salt the solution should again be titrated and if a titer of 41.66 is not obtained 
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water or salt added until this titer is obtained. A solution carefully prepared 
in this manner should keep for months. 


Nots.—Where numerous determinations of true red lead must be made it is con- 
venient to have a burette scaled directly to read in terms of percentage of Pb;O, in the 
sample. Details for the scaling of the burette in this manner and for using it are given 
in “Chemical Analysis of Lead and Its Compounds” by Schaeffer, White and Calbeck, 
3rd Edition, pages 79 to 81. 


RAPID METHOD FOR DETERMINING LEAD IN ZINC ORES OF THE 
SULFIDE TYPE” 


The following procedure, a modification of the volumetric molybdate meth- 
od, is convenient and has proven accurate enough for control work on zinc ores 
of the sulfide type, such as are found in the Tri-State field, and on “ roasted ” 
or oxidized ore. 

(a) Zinc Sulfide Ore.—Heat a 5 g. sample with 50 ml. dilute nitric acid 
until the ore is well oxidized. Add 15 ml. concentrated sulfuric acid and keep 
on hot plate till SO; fumes are copiously evolved. Cool and dilute with 300 ml. 
water. Boil and allow to settle for 4 hours. * Filter through fine filter paper 
and wash well. Place the paper and contents in the beaker from which the 
filtration was made and add about 12 ml. of saturated ammonium acetate 
solution. Heat until all lead sulfate is dissolved and then add 100 ml. water. 
Titrate with standard ammonium molybdate solution (4.335 g. of the salt 
dissolved in water and diluted to 1000 ml.), using tannic acid (0.5% solution) 
as an outside indicator, the end-point being the attainment of a brownish 
coloration when a drop of the titrated solution is brought into contact with a 
drop of the indicator. 

The size of the sample may be varied to suit its lead content. Thus if the 
latter is about 0.2%, a 10 g. sample is convenient; for a lead content of 5%, 
a 2 g. sample is recommended. 

Although 1 ml. of molybdate solution made up as above theoretically equals 
.005 g. lead, the solution should be standardized either against assay litharge 
or pure lead foil. 

(b) ‘‘ Roasted,” or Oxidized Zinc Ore.— Digest a 5 gm. sample on hot plate 
with 40 ml. concentrated sulfuric acid until the ore is completely broken down 
and until dense fumes of SO; are evolved. Cool, add 300 ml. water, heat to 
complete dissolution of soluble matter, and allow to settle for 4 hours. Then 
proceed as from point marked * in (a) above. 

Analysis of Pig Lead.—See Volume II. Alloys. 

Lead in Pigments.—Consult the chapter on Paint and Paint Pigments in 
Volume II. 

Tetraethyl Lead.—See Volume II.— Petroleum Products. 

The contributions of J. R. Sheppard, Consulting Chemist and Metallurgist, 
Saginaw, Mo., formerly Director of Research, The Eagle-Picher Lead Co., 
Joplin, Mo., and of W. J. Brown, Chief Analyst of the National Lead Co., to 
the preliminary revision of this chapter are acknowledged. The final revision 
was by A. J. Nicklay, Research Chemist, The Eagle-Picher Lead Co. The 
testing of the accuracy of certain methods was carried out by Lenora White 
and. S. M. Aldredge. 

29 By -W. M. Bratton, Hillsboro Zinc Oxide Plant, Eagle-Picher Lead Co. 
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Mg, at.wt. 24.32; sp.gr. 1.69-1.75; m.p. 651°; b.p. 1110° C.; oxide MgO 


Magnesium is one of the most abundant of the metals and is widely dis- 
tributed in nature, occuring only in combined state. The following are the 
more important ores in which the element occurs: Magnesite, MgCO;; dolomite, : 
CaCOs3: MgCOs3; kieserite, MgSO,: H.O; kainite, MgSO: KCl-6H.O; carnallite, 
MeCl,- KCl-6H:.O; in the silicates, enstatite, MgSiO;; tale, H:,Mg3(Si0z2)s; 
meerschaum, forsterite, MgSiOu; titanate, MgTiO;; olivine, MgeSiO4- Fe2Si0,; 
serpentine, HsMg;3Si.O4. It occurs as boracite, 4MgBi0O7;-2MgO-MegCls. It 
is found in sea-water, and in certain mineral waters. It occurs as a phosphate 
and carbonate in the vegetable and animal kingdoms. 


DETECTION 


In the usual course of analysis magnesium is found in the filtrate from the 
precipitated carbonates of barium, calcium, and strontium. The general pro- 
cedure for removal of the preceding groups may be found in the section on 
Separations given on the following page, 531. Magnesium is precipitated as 
white magnesium ammonium phosphate, MgNH.4POu,, by an alkali phosphate, 
Nas, HPO., NaNHsHPO,, etc., in presence of ammonium chloride and free 
ammonia. The precipitate forms slowly in dilute solution. This is hastened 
by agitation and by rubbing the sides of the beaker during the stirring with a 
glass rod. Crystals soon appear on the sides of the beaker in the path of 
contact, and finally in the solution. 

Procedure.—To the filtrate from calcium precipitation by ammonium 
oxalate add 5 ml. of 15 N NH,OH and 25 ml. of NazHPO, solution and stir. 

1'The Romans were familiar with the oxide of magnesium, “magnesia alba.” The 
sulfate was obtained by Grew from a natural spring in Epsum, England. The metal was 
obtained in impure form by Davy in 1808. The metal in powdered form is used in photo- 
graphic flash lights, in flares, the ribbon is likewise used. The element is used in alloys, 
magnalium is an alloy of aluminum and magnesium; duraluminum, an alloy of aluminum, 
copper, silicon with a small percentage of magnesium, The alloys are employed where 
lightness and strength are required, for example in aircraft. The oxide magnesia is a re- 
fractory material and an insulator, magnesium oxychloride is used in stucco and as an 
insulator. Magnesium carbonate is the basis of silver polishes and certain toothpowders. 
The hydroxide, milk of magnesia, is a mild remedy for acidity of the stomach. Asbestos 


is a silicate of magnesium, likewise talc and soapstone. The carbonate and sulfate are 
valuable pharmaceutical products. i 
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If no precipitate forms, let the mixture stand for at least half an hour, stirring 
frequently. A white crystalline precipitate indicates the presence of magne- 
sium. Filter and wash the precipitate with alcohol. Confirm as follows:— 
Treat the precipitate or a small portion, if the amount is large, with 5 ml. of 
2 N H.SO,, and to the solution add 10 ml. of alcohol and stir vigorously. If a 
precipitate forms (BaSO, etc.) filter off, saving the filtrate. To the filtrate 
(or solution, if no precipitate forms) add 10 ml. of water, 20 ml. of NH,OH 
and 5 ml. of NasHPO, (10% soln.) and let the mixture stand at least half an 
hour. A white crystalline precipitate confirms the presence of magnesium. 

Baryta or lime water added to a solution containing magnesium produces 
a white precipitate of magnesium hydroxide. 

Both the phosphate and the hydroxide of magnesium are soluble in acids. 


Delicate Colorimetric Test for Magnesium.—Titan yellow G 2 has been proposed by 
Kolthoff 3 as a reagent for the detection of magnesium. To 10 ml. of the solution to be 
tested 0.1 to 0.2 ml. of a 0.1% solution of the indicator in water and about 0.25 to 1 ml. 
4 N sodium hydroxideare added. In the absence of magnesium the mixture has a brown- 
ish-yellow color; if 5 mg. magnesium per liter are present, the solution turns nicely red, 
with 1 mg. Mg p.1. orange. If a blank without Mg is used for comparison, 0.2 of a mg. 
Mg p. l. can be detected (sensitivity). Small amounts of calcium intensify the color of 
the magnesium reaction product, which must be considered in the application of the re- 
-agent to the colorimetric determination of magnesium in presence of calcium salts. 
The reaction is very suitable for the detection and approximate estimation of traces 
of magnesium in alkali salts. Similarly it can be used for the detection of this element in 
ealeium salts. In testing calcium carbonate for the presence of magnesium, the most 
delicate procedure is to dissolve this salt in a small excess of hydrochloric acid then add 
the indicator and make alkaline with 1 to 2 ml. 4 N sodium hydroxide, a precipitate of 
calcium carbonate not interfering. Fifty mg. of calcium carbonate are treated with 4 
drops 4 N HCl, 10 ml. of water and 0.2 ml. 0.1% titan yellow, and 1 to 2 ml. 4 N sodium 
hydroxide are added. In the presence of 0.1% magnesium in the calcium carbonate a 
bright red color appears and even 0.01% of magnesium can be detected by comparing 
with a blank. In the so called “chemically pure”? commercial products of calcium car- 
bonate, the presence of magnesium is easily shown. 

Nickel and cobalt must be absent as they give the same reaction as magnesium. 
Consult original article. 


DETECTION WITH p-NITROBENZENE-AZO-RESORCINOL 4 


Reagent.—0.1 g. of the compound in 100 ml. of 1% NaOH. The reagent 
is stable for a few months. 

Test.—All other metallic ions than magnesium and the alkalies should be 
removed; ammonium salts must be removed before the test is made. The 


2]. Titan yellow G: Sodium salt of the diazoamino compound of dehydro-thio-p- 
toluidinsulfonic acid (or the mixed diazoamino compound of dehydro-thio-p-toluidin- 
_, sulfonic acid and primuline dehydro-thio-p-toluidinsulfonie acid). 


| SO;Na SO;Na 


HC BENG - (as 5— CH 
2 EA RMN ER a DIVE WA 3 
O° el N =N—NH— a tt) 


(Schulz’ Farbstofftabellen, No. 198, 1923; F. M. Rowe, Color Index, No. 813, 1924.) 
3J. M. Kolthoff, Biochem. Z., 185, 344, 1927. 
‘* Suitsu and Okuma, J. Soc. Chem. Ind. Japan, 29, 132 (1926); Ruigh, J. Am. Chem. 
Soc., 51, 1456 (1929); Engel, ibid., 52, 1812 (1980). 
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solution (10 ml.) that may contain magnesium is treated with 1 drop of the 
reagent and then made strongly alkaline with NaOH. ‘The presence of mag- 
nesium is indicated by a blue color or precipitate. 


ESTIMATION 


The element is determined in the complete analysis of a large number of 
substances; in the analysis of ores, minerals, rocks, soils, cements, water, etc. 

In analytical procedures magnesium passes into the filtrate with the alkalies 
after separating the elements of the HCl, H2S, (NH4).S and (NH4)2CO3; groups,’ 
where it is separated from the alkalies by precipitation as magnesium am- 
monium phosphate. Should arsenates or phosphates be present in excess of 
the amounts taken care of by the iron and aluminum (ete.) present, magnesium 
will come down with the ammonium precipitate and will be weighed as iron 
and aluminum oxides, unless provision is made to avoid this. 

Decomposition of the substances containing magnesium and separation 
of the element are given later. 


PREPARATION AND SOLUTION OF THE SAMPLE 


In solution of the material it will be recalled that the metal is soluble in 
acids and is also attacked by the acid alkali carbonates. It is soluble in am- 
monium salts. The oxide, hydroxide, and the salts of magnesium are soluble 
in acids. Combined in silicates, however, the substance requires fusion with 
alkali carbonates to bring it into solution. 

General Procedure for Ores.—One gram of the ore is treated with 20 ml. of 
cone. hydrochloric acid and heated gently until the material is decomposed. 
If sulfides are present, 5 to 10 ml. of cone. nitric acid are added and the material 
decomposed by the mixed acids. If silicates are present and the decomposition 
is not complete by the acid treatment, the insoluble material is decomposed by 
fusion with sodium carbonate, or the entire sample may be fused with the alkali 
carbonate, the fusion is dissolved in hydrochloric acid and taken to dryness. 
Silica is dehydrated as usual by heating the residue from the evaporated solu- 
tion. This is taken up with 50 ml. of water containing about 5 ml. conc. 
hydrochloric acid, the silica filtered off and, after removal of the interfering sub- 
stances according to procedures given under the next section on Separations, 
magnesium is determined as directed in the sections on Methods. 
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SEPARATIONS 


Removal of Members of the Hydrogen Sulfide Group. Copper, Lead, 
Bismuth, Cadmium, Arsenic, etc.—The filtrate from silica °is diluted to about 
200 ml. and hydrogen sulfide gas passed in until the members of this group 
are completely precipitated. The sulfides are filtered off and washed with H.S 
water and the filtrate and washings concentrated by boiling. This treatment 
is seldom necessary in analysis of many silicates and carbonates in which these 
elements are absent. 

Removal of Iron, Aluminum, Manganese, Zinc, etc.—The concentrated 
filtrate from the hydrogen sulfide group, or in case the treatment with hydrogen 
sulfide was not required, the filtrate from silica, is boiled with a few ml. of 
nitric acid to oxidize the iron (solution turns yellow), about 5 ml. of concen- 
trated hydrochloric acid added, and the solution made alkaline to methyl 
orange by adding NH,OH, drop by drop until a yellow color is obtained. 
If zinc, cobalt, and nickel are present, these are best removed as sulfides by 
passing hydrogen sulfide into the ammoniacal solution. 

Separation of Magnesium from the Alkaline Earths.—The alkaline earths 
are precipitated either as oxalates, recommended when considerable calcium is 
present, or as sulfates, recommended in presence of a large proportion of barium, 
the magnesium salts being soluble. A double precipitation is necessary to 
recover magnesium occluded by calcium oxalate. Magnesium is precipitated 
from the filtrates as a phosphate, according to directions given later. Details 
of the separation of magnesium from the alkaline earths may be found in the 
chapter on Barium. 

An excellent procedure for the separation by means of sulfuric acid is to 
evaporate the solution to dryness, concentrating first in a porcelain dish and 
finally to dryness in a platinum dish, and then adding about 50 ml. of 80% 
aleohol and sufficient sulfuric acid to combine with the alkaline earths and 
magnesium, with slight excess. This precipitates barium, strontium, and cal- 
cium as sulfates, while the greater part of the magnesium isin solution. After 
settling, the precipitate is filtered and washed free of sulfuric acid by means 
of absolute alcohol, then with 40% alcohol to remove any magnesium sulfate 
remaining with the precipitate. Magnesium is determined in the filtrate by ex- 
pelling the alcohol by evaporation, and then precipitating as magnesium am- 
monium phosphate according to directions given for the determination of this 
element. 

Separation of Magnesium from the Alkalies—Members of the HCl, H,S, 
(NH,)2S and (NH,4)2CO3 groups being removed, magnesium is quantitatively 
precipitated as phosphate free from the alkalies by addition of a soluble phos- 
phate (Na,HPO.s, NaNH.sHPOu,, (NH4)2HPO, etc.) to the ammoniacal solution. 
Details are given under the gravimetric method that follows later. 

Separation of Magnesium by Precipitation with 8 Hydroxyquinoline.“—The 
reagent precipitates the following elements in acid-acetate solution: Cu, Bi, Cd, 
Al, Zn, quantitatively, and Ag, Hg, Pb, Sb, Va, U, Fe, Ta, Ti, Co, Ni, Cb, Mn 

5 See previous paragraph. 

6%. H. Skraup, Monatsh. chem., 2, 139, 518, 1881; ibid., 3, 381, 531, 1882. R. 
Berg, J. prakt. Chem., 115, 178, 1927; J. Robitschek, J. Am. Ceram. Soc., 11, 587, 1928; 


I. M: Kolthoff and E. B. Sandell, J. Am. Chem. Soc., 50, 1900, 1928; G. E. F. Lundell and 
H. B. Knowles, Bur. Standards J. Research, 1929. 
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and Zr from acetic acid solution, with exception of Ag, all of above and in 
addition Ba, Be, Ca, Mg and Sn in ammoniacal solution, effecting separation 
from the alkalies. After the removal of the interfering elements (see list above) 
by precipitation with HCl, H.S, (NH4).S and removal of the alkaline earths, 
magnesium is precipitated by the reagent as follows:—The solution containing 
0.1 g. MgO equivalent per 100 ml. and sufficient N H.Cl to prevent precipitation 
of Mg(OH)s, is heated to about 70° C. and 8 hydroxyquinoline reagent (5 g. 
powder per 100 ml. 2 N acetic acid) is added to complete precipitation of 
magnesium and 10% excess to the feebly acid solution and then sufficient 
NH,OH to make the solution alkaline. (The excess of the reagent colors the 
solution yellow.) The solution is settled, filtered, washed with dilute NH,OH ° 
(1 : 40), dried at 130-140° C. and weighed as Mg(C)»H,ON)>., containing 12.91% 
of MgO. 

Separation of Magnesium from Iron and Aluminum.—Magnesium phos- 
phate is precipitated in presence of tartaric acid. 


GRAVIMETRIC DETERMINATION OF MAGNESIUM 


PRECIPITATION OF MAGNESIUM AS MAGNESIUM AMMONIUM 
PHOSPHATE AND ESTIMATION AS PYROPHOSPHATE 7 


Magnesium is determined in the filtrate from the alkaline earths after the 
removal of members of the HCl, HS, (NH4).S and the alkaline earths, which 
would interfere with its determination. Should phosphates be present in the 
original material, magnesium is apt to precipitate with iron and aluminum when 
the solution is made alkaline with NH,OH. The phosphate radical may be 
removed by precipitation from an acid (HNO) solution by ammonium molyb- 
date. The phosphate is filtered off and washed with water containing HNO; 
(2%). The free acid is neutralized by adding NH.OH in presence of methyl 
orange indicator until a yellow color develops. The solution should contain 
sufficient NH,Cl to prevent precipitation of Mg(OH). by NH.OH. If man- 
ganese is present it must be removed by precipitation with H.S or by Br in 
ammoniacal solution. Calcium is removed by a double precipitation as oxalate. 
If barium is present it is removed as BaSQ, by precipitation with H2SO.. 
Should molybdenum be present it may be removed as sulfide. The solution 
should contain sufficient NH,Cl to prevent precipitation of Mg(OH)», but a 
large quantity is undesirable. Since the separations may lead to loss of mag- 

TL. L. de Koninck, Z. anal. Chem., 29, 165, 1890. Alice W. Epperson, J. Am. 


pong 50, 324, 1928. J. M. McCandless and J. I. Burton, J. Ind. Eng. Chem., 19, 
496, : 
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nesium through occlusion and adsorption, double precipitations should be 
made. Finally, the precipitation should be made under conditions that would 
give MgNH,PO,:-6H2O uncontaminated by Mg3(PO4)o, Mg(NH,)4(PO,)s, or 
Mg(OH):. The first and last would lead to low results, the second to high 
results, and a mixture to an uncertain error. A double precipitation is recom- 
mended, the precipitations being made by adding the soluble phosphate reagent 
to a slightly acid solution and then making alkaline with NH:OH. Diam- 
monium phosphate is a satisfactory precipitant. It is interesting to note that 
a high concentration of (NH,)H.PO, and NH.CI results in a precipitate (phos- 
phate of ammonia) forming which may be mistaken for magnesium. This dis- 
solves on dilution. The magnesium salt is ignited to MgeP.20;. 

Reactions. —(N H4)2HPO.+ MgCl.+ NH,sOH= MgNH,4P0.+2NH,.CI+H20 
and 2MgNH.PO, ignited = 2NH; +H.0+ Mg-,P.0O;. 

Procedure.—The combined filtrates from the double precipitation of 
calcium, free from interfering elements, are neutralized with HCl and made 
faintly acid. The solution is diluted so as to contain not over 0.1 g. MgO per 
100 ml. and for each 100 ml. 20 ml. of a 10% solution of (NH4) HPO, solution 
are added. The solution is stirred vigorously (avoiding touching the sides of 
the vessel with the stirring rod) and while stirring NH,OH is added dropwise 
(conveniently from a burette) until the free acid is neutralized and a further 
addition of 10 ml. per each 100 ml. of solution present. The precipitate is 
allowed to settle at least four hours, preferably overnight, and is filtered through 
filter paper and washed with cold dilute (1 : 20) solution of NH,OH. 

The precipitate is dissolved in warm dilute HCl (1 : 4), catching the solution 
in the beaker, in which the precipitation was made, dissolving any magnesium 
precipitate adhering to the beaker and stirring rod. The solution is diluted to 
100-150 ml., 1-2 ml. of the diammonium phosphate reagent added followed by 
NH.OH added drop by drop as before until the solution is alkaline and now 5 
ml. in excess of each 100 ml. of solution. The precipitate is allowed to settle 
and stand for four hours or more and is filtered onto a paper filter (ashless) and 
washed with NH.OH (1 : 20), carefully cleaning out the beaker of all adhering 
precipitate, adding this to the filter. (Some of the phosphate is apt to adhere 
to the walls of the beaker, hence the precaution.) 

The filter is folded and with its contents placed in a crucible that has been 
previously weighed. After drying in an oven the paper charred by gentle 
heating over a low flame. The heat is gradually increased and finally to the 
full blast of a flame at a temperature of 1000° C. until a constant weight is 
obtained. The residue is Mg»P.Oy. 


Factors. Mg.P207X0.3621= MgO or 0.2184= Mg or 0.7574 
= MeCoO; or *1.0812= MgSO; or X2.2139= MgSO,-7H20. 


‘Notes on Magnesium.—The ignition is conducted gently at first to gradually oxidize 
the carbon that the precipitate contains. With rapid ignition the particles are inclosed 
in the mass in 4 form that it is almost impossible to completely oxidize, so that the final 
residue is gray instead of white. L. L. de Koninck ® considers that the blackening of 
the precipitate is frequently due to the presence of organic bases in commercial ammonia 
and its salts, rather than to the fibers of filter paper occluded in the mass. With caution, 
the filter and residue may be ignited wet, the heat being low until the filter completely 
chars and then being increased, with the cover removed, until the residue is white. 


87%. anal. Chem., 29, 165 (1890). 
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Impurities.—The precipitate may contain traces of lime that remained soluble in 
ammonium oxalate. This may be determined by dissolving the pyrophosphate in dilute 
sulfuric acid followed by addition of 9 to 10 volumes of absolute alcohol. Calcium 
sulfate, CaSO,, precipitates and settles out on standing several hours. It may be filtered 
off, dissolved in hydrochloric acid and precipitated as oxalate in the usual way and 
so determined. 

A residue remaining after treating the pyrophosphate with acid is generally SiOs. 

The presence of manganese may be detected by dissolving the magnesium pyro- 
phosphate, Mg»P20,, in nitric acid and oxidizing with sodium bismuthate. (See method 
under Manganese.) 


Properties of Ammonium Magnesium Phosphate.— Readily soluble in dilute 
acids. One hundred ml. of pure water at 10° C. will dissolve 0.0065 gram. 
The presence of ammonia greatly decreases the solubility of the salt, e.g., 2.5% — 
ammonia decreases the solubility to 0.00006 gram MgO per 100 ml. The 
presence of ammonium salts increase the solubility of the precipitate, e.g., 1 
gram of ammonium chloride will increase the solubility to 0.0013 gram MgO.9 

A large amount of NH,Cl tends to prevent precipitation of magnesium so 
that its removal may be advisable. This may be accomplished by J. Lawrence 
Smith method 1° by making the solution slightly acid with HCl and adding 2-3 
ml. concentrated HNO; per gram NH.,Cl present, covering the beaker until the 
evolution of gas has ceased and then evaporating to dryness.1! 

A pink color of the precipitate indicates contamination by Mn. 

Hillebrand and Lundell ” claim that asbestos should not be used as a filter- 
ing medium for the magnesium precipitate as some types are attacked by 
alkaline solvents containing soluble phosphates. 


VOLUMETRIC DETERMINATION OF MAGNESIUM 


TITRATION OF THE AMMONIUM MAGNESIUM PHOSPHATE WITH 
STANDARD ACID 


The procedure known as Handy’s volumetric method for magnesium," de- 
pends upon the reaction MgNH,PO.,+H.SO.1= MgSOi,+NH4H2PO, An 
excess of standard sulfuric acid is added to the precipitate and the excess of acid 
titrated back with standard sodium hydroxide. 

Procedure.—The method of precipitation of the magnesium ammonium 
phosphate is the same as has been described under the gravimetric method. 


® Am. J. Sci. (3), 5, 114, 1873. 

10 Am. J. Sei., 15, 94, 1853. 

uJ. L. Smith, Am. Chemist, 111, 201, 1873. A.C. Langmuir, J. Am. Chem. Soc., 
22, 104, 1900. 

2“ Applied Inorganic Analysis,” John Wiley & Sons, New York. 

13 James Otis Handy, J. Am. Chem. Soc., 22, 31 (1900). 
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The precipitate is washed several times by decantation with 10% ammonium 
hydroxide solution (1 part NH,OH, sp. gr. 0.90 to 9 parts water), and finally on 
the filter. After draining, the filter is opened out, the moisture removed as 
much as possible by means of dry filter papers. The residue may be dried in 
the room for about forty-five minutes or in the air oven at 50 to 60° C. for fifteen 
to twenty minutes..4 When the filter has dried, ammonia will have been 
expelled. The substance is placed in a dry beaker, N/10 sulfuric acid added in 
excess (methyl orange indicator), the solution diluted to 100 ml. and the excess 
of acid titrated with N/10 sodium hydroxide. 


One ml. N/10 H.SO.,=0.002016 gram MgO. 


OXINE METHOD FOR DETERMINATION OF MAGNESIUM 


The details of the precipitation of aluminum by Berg’s method with 8- 
oxyquinoline has been described; in acids magnesium remains in solution. On 
making the solution alkaline magnesium precipitates with the addition of this 
reagent. Interfering elements must be absent, the alkalies may be present in 
the solution. The filtrate from the oxalate precipitation is taken for the 
determination of magnesium. 

Procedure.—Fifty to one hundred ml. of solution containing the magnesium, 
free from interfering elements, and containing 1-2 ml. of 2 N NH,Cl and about 
1 ml. of free 6 N NH.OH are heated to boiling and the oxine solution added, 
drop by drop, the precipitate allowed to settle, then filtered off, washed and 
weighed as Mg(CgHgNO)>. 

In an 0.001 M. solution magnesium can be determined by this method, 
accurately to 1% according to Kolthoff. 


THE SAMPLING AND ANALYSIS OF CRUDE, CAUSTIC AND 
DEAD-BURNED MAGNESITE © 


By H. E. CiEeaves 


Sampling.—In pulverizing dead-burned magnesite it should be kept in mind 
that this material is very abrasive and that any grinding between iron surfaces, 
such as in a disc pulverizer or on a bucking board, will result in contamination 
of the sample with a considerable quantity of iron. 

The method of sampling used in this laboratory is as follows: The sample 
from the bin is cut to about 15 lbs. through a Jones Sampler. This sample is 
crushed through a small jaw crusher and cut through a Jones sampler to about 
1000 grams. This is crushed to pass an 8 mesh screen, using a Spiegel mortar 
made of case-hardened tool steel (Arthur H. Thomas, Cat. No. 7320). The 
material is crushed in the mortar by hammering the pestle, avoiding any grind- 
ing action. The sample is then cut to about 100 grams through the Jones 
sampler, crushed to pass a 100 mesh screen, using the Spiegel mortar, and finally 
cut to about 25 grams by quartering on an oil cloth. 


1 Low, “Technical Methods of Ore Analysis,’’ John Wiley & Sons, New York. 
15 Method of the North West Magnesite Company. 
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Analysis. Ignition Loss—Weigh 1 gram into a platinum crucible, weigh 
crucible and sample, heat in electric muffle at 1000° C. for 30 minutes, cool and 
weigh. Loss in weight X100 gives ignition loss in per cent. 

Silica. Weigh 0.5 gram into a platinum erucible containing about 2 grams 
of anhydrous sodium carbonate, mix, cover and fuse over a gas flame or in an 
electric muffle. Cool, loosen by squeezing the sides of the crucible, transfer to 
a 3 inch evaporating dish, cover with a watch glass and add sufficient hot dilute 
HCl to dissolve the fusion. Dissolve the material remaining on the cover and 
in the crucible with a little hot dilute HCl, pour into the evaporating dish and 
rinse crucible and cover with warm water, using finger to loosen any silica which 
may cling to the crucible. When fusion is dissolved remove and wash watch’ 
glass and evaporate solution to dryness over a water bath. If, when about 
half evaporated, any material remains undissolved on the bottom of the dish, 
stir it up with a stream of hot dilute HCl from a wash bottle. When dry bake 
in an oven at 110-118° C. until no odor of HCl can be detected. Do not heat 
above 118° C.; the silica may combine with the magnesia above this tempera- 
ture, causing low results. When sufficiently baked dissolve with a small 
quantity of hot dilute HCl, dilute with twice the quantity of hot water, heat to 
boiling and filter through an 11 em. No. 40 Whatman paper into a 250 ml. 
beaker, loosening silica clinging to the dish with a policeman and rinsing dish 
into filter with hot water. Wash filter 8 times with hot water, circling wash 
stream around top of paper. Burn filter in a weighed platinum crucible, cool, 
and weigh. Moisten silica in crucible with a drop of water, add a drop of dilute 
H.SO,, add about 1 ml. of HF, evaporate on hot plate until free from SO; fumes, 
ignite in muffle at 1000° C., and weigh. Loss in weight multiplied by 200 gives 
per cent of silica. Weight of residue in crucible, obtained by subtracting 
weight of empty crucible from weight of crucible after volatilization of silica, is 
added to weight of ReOs. 

Iron and Alumina (R;,0;).—To filtrate from the silica add about 4 grams of 
NH,Cl and a few drops of rosolie acid solution, heat to boiling, add a little 
paper pulp, make very slightly ammoniacal with dilute ammonia, as shown by 
faint pink color of rosolic acid, and filter through an 11 em. No. 31 Whatman ~ 
paper into a 600 ml. beaker. Without washing, transfer paper with precipitate 
back into same 250 ml. beaker, add about 25 ml. of hot dilute HCl, pulp paper 
by stirring with a glass rod, add about 100 ml. of hot water and a few drops of 
rosolic acid solution, and reprecipitate by making faintly ammoniacal with 
dilute ammonia. Filter through an 11 cm. No. 31 Whatman paper into 
previous filtrate, wash beaker and paper 4 times with 1% NH,NO; solution. 
Transfer filter and precipitate to a No. 2 annealing cup and ignite in a muffle, 
cool, empty onto balance pan and weigh. Add weight of residue from silica 
determination to this weight, subtract weight of 2-11 cm. No. 31 Whatman 
papers and multiply by 200 to get % of R2Os. 

Lime.—Make filtrate from above slightly acid, add about 8 grams of 
NHz,Cl, and 75 ml. of ammonium oxalate solution, stir to dissolve NH,Cl, 
dilute to within 1/2 in. of top of beaker, make slightly ammoniacal and let 
stand over night. Filter through an 11 cm. No. 30 Whatman paper, wash 
beaker and paper once with water, dissolve precipitate by filling funnel twice 
with hot, dilute HCl, letting solution run back into same 600 ml. beaker, wash 
paper at least 6 times or until volume of solution in beaker is about 300 ml., 
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using hot water. Add ammonia until solution is faintly acid, heat to boiling, 
add about 25 ml. of ammonium oxalate solution, make faintly ammoniacal, 
remove to asbestos board on hot plate where solution will keep hot but will not 
boil. When precipitate has settled, remove from hot plate and when cool 
filter through an 11 cm. No. 30 Whatman paper. Wash beaker 3 times and 
paper 12 times more with water, circling wash stream around top of paper. 
To beaker add about 50 ml. of cold water, 25 ml. of dilute H.SO,, dilute to 
about 300 ml. with boiling water, drop paper containing calcium oxalate 
precipitate into beaker and stir, without pulping paper. Titrate to a faint 
pink with standard potassium permanganate solution. M1. of permanganate < 
lime factor X200 gives % of lime. 

Magnesia.—Ordinarily the difference between the sum of the above 
determinations and 100 is reported as magnesia. Where a direct determination 
of the magnesia is required the following is the method used: Make the com- 
bined filtrates from both lime precipitations up to 1000 ml. in a volumetric 
flask, and take a 200 ml. aliquot. Heat to 50° C., add from a pipette drop by 
drop, with stirring, 10 ml. of cold saturated ammonium phosphate solution. 
If a precipitate does not form with the first few drops add a little ammonia. 
In a few minutes stir and add about 10 ml. of paper pulp. Then, with stirring, 
add 25 ml.1:1NH,OH. Let stand over night, filter through an 11 cm. No. 40 
Whatman paper. Dissolve precipitate with hot dilute HCl, letting solution 
run back into same beaker, wash with hot water until volume is about 150 ml., 
add a few drops of rosolie acid indicator, add 1 ml. ammonium phosphate 
solution, then make alkaline with dilute ammonia, stirring until precipitate 
forms. In a few minutes stir and add 10 ml. paper pulp. Then with stirring 
add 20 ml. 1:1 ammonia. Let stand over night. Filter through an 11 cm. 
No. 40 Whatman paper. Wash with 2 funnels of cold 1: 10 ammonia, drain 
well, place filter in a No. 2 annealing cup, place in front of muffle till charred 
and paper is burned, finish to 1000° C. Grams Mg,P.0, X.3621 1000 gives 
% MgO. 

Solutions. Dilute HCl.—One part conc. HCl to 3 parts water. 

Dilute NH,OH.—One part conc. NH,OH to 3 parts water. 

Dilute H,SO,.—One part conc. H.SO, to 3 parts water. 

Rosolic Acid Solution.—One gram rosolic acid in 100 ml. 75% grain alcohol. 

Ammonium Nitrate Wash Solution——Ten grams ammonium nitrate to a 
liter of water. : 

Ammonium Oxalate Solution.—Sixty grams ammonium oxalate to a liter of 
water. Keep solution warm with heat from a 100 watt electric light to prevent 
crystallization. 

Potassium Permanganate Solution—Solution used in this laboratory is 
approximately 1/28 normal so that 1 ml. equals 0.001 grams CaO or 0.2% on a 
0.5 gram sample. Made by dissolving 11 gm. KMn0O, to each liter of water, 
standardizing with Bureau of Standards sodium oxalate, diluting to give re- 
quired factor and restandardizing. 

Paper Pulp.—Make by moistening quantitative filter paper clippings with 
water, add cone. HCl and stir vigorously. Add water, filter through Biichner 
funnel, wash with hot water to free from acid. Put pulp in container, add 
water, shake to disintegrate. Add water till consistency is right to pour easily. 
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When lime is precipitated as oxalate, in the presence of considerable quanti- 
ties of magnesia, the precipitate will be contaminated with magnesium oxalate, 
the amount of contamination increasing with increased concentration of 
undissociated magnesium oxalate. The ammonium oxalate added, if ionized 
will tend to prevent ionization of the magnesium oxalate, as the two salts 
contain a common ion. A considerable quantity of ammonium chloride is 
added, therefore, to decrease the ionization of the ammonium oxalate, thus 
decreasing the oxalate ions in the solution and increasing, as a result, the dis- 
sociation of the magnesium oxalate. 

As dilution also increases the dissociation of the magnesium oxalate, as 
large a volume as possible within reason should be used when precipitating the: 
lime. A volume of 550 ml. is used in the laboratory for the first precipitation 
and about 400 ml. for the second. 


ANALYSIS OF MAGNESIA !6 


1. Loss on Ignition.—A 2.0000 gram sample is ignited to constant weight 
with a Fisher burner. 

2. Decomposition.—1.0000 gram mixed with approximately an equal weight 
of reagent Na2CO; in a platinum crucible is sintered with a Bunsen burner. 
The cake is dissolved in an excess of dilute HClO. sufficient to provide an excess 
for refluxing to dehydrate the silica. 

3. Silica—Double dehydration with HClO, with intervening filtration. 
The silica is corrected for impurities with HF and H.SOx,,. 

4. R,O;.—Double precipitation with NH,OH. 

5. Other Constituents.—Fe,03, TiOs, P.O;, etc., determined as in standard 
methods for rock and clay analysis. The iron is reduced to Fe+* and titrated 
with K,Cr.0; using sodium diphenylamine-sulfonate as an indicator. 

6. CaO.—Calcium is separated by triple oxalate precipitation. 

7. MgO.—Ammonium salts in the combined filtrates from CaO destroyed 
with HNO;. Solution made up to definite volume and aliquots equivalent to 
.2000 or .2500 gram MgO twice precipitated as phosphate, taking precautions 
suggested by Lundell and Hoffman.!7 The MgeP,O; is corrected for CaO and 
MnO content. 

More frequently MgO is not determined directly. 


a 


PROCEDURE FOR THE DETERMINATION OF CALCIUM IN 
BURNED MAGNESITE # 


To a 1.000 g. sample in a 250 ml. Pyrex beaker add 5 ml. of water and 10 ml. 
of 60% perchloric acid, then heat on a steam bath until the solvent action is 
complete. Fume off the excess of HClO, by placing the beaker on a high 
temperature hot plate, the last traces of HClO, being removed by heating the 
wall of the beaker with a burner flame. No damage is done if some of the 


16 Outline of procedure used by the Norton Co., Worcester, Mass. Courtesy of 
M. O. Lamar. 

17 Bur. Stand. Jour. Res., 5, 279, 19380. 

18 Caley and Elving, Ind. Eng. Chem., Anal. Ed. 10, 264 (1938). 
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magnesium perchlorate is dehydrated or decomposed by this treatment. After 
cooling, dissolve the salts in about 20 ml. of water, filter off the silica and wash 
successively with small portions of hot water. To save time in evaporation the 
volume of the wash water should not exceed 50 ml. The filtrate and washings 
are received in a 250 ml. beaker. Evaporate the solution to 9 ml., and add 1 ml. 
of dilute (1 : 4) sulfuric acid, cool and then add very slowly from a pipette 
90 ml. of pure methanol (CH;0H). Allow the vessel to stand at least one hour, 
then filter off the precipitated calcium sulfate on a weighed porcelain filter 
crucible. Wash with successive small portions of 90% CH3;0H. About 50 ml. 
will be required. A rubber policeman is used to transfer the last traces of the 
precipitate to the filter crucible. Wipe off the outside of the crucible with a 
cloth moistened with benzene to remove any rubber dissolved by the action of 
the CH30H on the rubber crucible holder. Dry the crucible at 110° C. for 
30 minutes, then place it in a muffle or crucible furnace and heat for 30 
minutes at 400-500° C. Cool and weigh. The weight of CaSO, in grams 
X 41.19 gives the percentage of CaO in the sample. 

The amount of sodium and potassium present should not exceed a few 
milligrams since they form slightly soluble double sulfates with calcium. The 
above procedure is valid when the R.O; content of the material does not exceed 
3t04%. With higher percentages of these oxides much longer periods of time 
may be necessary between precipitation and filtration. 

The procedure for the determination of calcium in a limestone or dolomite is 
nearly the same as that for the determination of calcium in a burned magnesite. 
For all materials that contain more than 5% of calcium the following slight 
modification is advisable: 

Remove the silica as described for calcined magnesia. To the filtrate and 
washings after the removal of the silica, add 1 or 2 ml. of the dilute sulfuric acid. 
Evaporate the solution to 5 ml., add 15 ml. of water and then add very slowly 
180 ml. of pure CH;OH while stirring constantly. Filter after 1 hour. 


METHODS FOR THE ANALYSIS OF MAGNESIUM ALLOYS " 
ALUMINUM 


Aluminum is one of the most important constituents of the present mag- 
nesium alloys, the amounts varying up to 12%, and in special cases even higher. 
The alloys are quite soluble in acids, usually being dissolved in either hydro- 
chloric or sulfuric acid, depending upon the method of analysis. 


19' Abridged by the Editor (N. H. F.) from Methods of the Dow Chemical Co., 
Midland, Mich., supplied by the courtesy of A. W. Besgetoor, Chief Analytical Chemist. 
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The standard method of analysis is the gravimetric, based upon the pre- 
cipitation of Al(OH); with ammonia and burning to Al,O3;. This method is 
slow and subject to considerable error unless handled by an expert, and there 
may prove to be appreciable variation among different analysists. It is best to 
make up known standards and check back against them frequently. 

A successful potentiometric titration of aluminum in magnesium alloys 
may be made with the aid of a vacuum tube potentiometric machine and an 
antimony electrode, eliminating the necessity to plot the readings. 


POTENTIOMETRIC DETERMINATION 


Solutions.—(1) Brom phenol blue indicator, .04%. Weigh out .40 gm. into 
a mortar, add 8.25 ml. of N/10 NaOH and mix until solution is complete. 
Transfer to a one-liter volumetric flask and make to volume with distilled water. 

(2) N/1 NaOH. 

Procedure.— Weigh accurately a sample of the proper size (4%—2.8-3.3 gm. 
6%—1.9-2.3 gm. 8%—1.5-1.7 gm. 10%—1.3-1.5 gm. 12%—1.1-1.3 gm.) 
into a 250-ml. beaker. Cover the sample with 25 ml. of water and add conc. 
HCl. (For 4% and 6% alloys, use 8 ml. HCl per gm. of sample, adding it in 
small portions and allowing sufficient time for it to react between each addition. 
For 8% and higher, add 8 ml. per gm. of sample and } ml. in excess; the } ml. 
excess may be eliminated for any alloy if, in the experience of the analyst, it is 
found to be unnecessary to give a 10-ml. back-titration of excess acid.) After 
the sample has dissolved cool and dilute to 100 ml., add 2 ml. of brom phenol 
blue indicator and NH,Cl (for 4% add 10 gm.; for 6% add 7 gm.; and all other 
5gm.). Titrate with N/1 NaOH to the blue endpoint, using the stirrer of the 
potentiometer machine to stir the solution. Stop the stirrer and heat to 
boiling. Start the stirrer and continue to heat so that the temperature remains 
just below the boiling point. Titrate with N/1 NaOH to the potentiometric 
endpoint and calculate the per cent aluminum present by the following formula: 


ml. N/1 NaOH X.00899 x 100 


sample weight X.819 peel: 


(The empirical factor 0.819 applies up to alloys containing 12% Al.) 


GRAVIMETRIC DETERMINATION 


Solutions.—(1) Dilute NH,OH. One part of conc. NH,OH to 4 parts of 
water. 

(2) Methyl red indicator. The indicator is made by boiling a small amount 
of methyl red powder with water and decanting to a small bottle. About 5 ml. 
of this solution should be used. 

(3) Dilute HCl. One part cone. HCl to 4 parts of water. 

(4) 2% NH.Cl solution. 20 gm. per 980 ml. H,0. eee 

Procedure.— Weigh accurately a 5-gm. sample into a 400-ml. beaker. Add 
20 ml. of cone. H.SO. and with the cover glass in place dissolve by slowly adding 
water from a wash bottle. Do not allow the reaction to proceed too rapidly. 
If there is much residue when the sample is dissolved, filter immediately through 
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a rapid qualitative paper into a 250-ml. volumetric flask.2° If there is only a 
slight residue, add nitric acid to clear and make to volume without filtration. 
Take an aliquot which will give approximately 60-80 mg. of ignited Al,Os, or 


for 12% alloys use .25 gm. actual sample =12.5-ml. aliquot; 
for 10% alloys use .40 gm. actual sample= 20-ml. aliquot; 
for 8-2% alloys use .50 gm. actual sample= 25-ml. aliquot. 


In no case use more than .6 gm. of actual sample, even for very low alloys. 
Add 25 ml. of cold saturated NH,Cl and 5 ml. of methyl red indicator, heat to a 
boil and carefully add dilute NH4sOH until just neutral. Immediately filter 
the precipitated Al(OH); on a 11 cm. No. 40 Whatman filter paper (or equal 
grade) and wash once with warm 2% NH.Cl solution; do not police the beaker. 
Carefully wash the precipitate over the edge of the funnel into the original 
beaker. Care must be taken not to puncture the filter paper, and it is best to 
start the stream off the paper and not break it while on the paper. This treat- 
ment makes it unnecessary to wash the paper with acid in order to reprecipitate 
the aluminum. Add 10-15 ml. of dilute HCl washing down the sides of the 
beaker well with the acid. Heat to a boil and reprecipitate as before, adding 
15 ce. of saturated NH.Cl solution. Then filter through the same paper, wash, 
and police the beaker well ” several times with warm 2% NH:.Cl solution.” 
Follow with a wash or two of water. Allow the precipitate to drain well, 
transfer to tared crucibles with covers, and ignited at 950—1,000° C. for an hour 
or more. Keep the covers on except when in’ the muffle, where an electric 
muffle is used. If convenient to use higher temperature, such as those attained 
with a blast lamp, 1,200° C. is desirable, but great care must be taken during 
ignition. 

Weigh the Al,O3 as rapidly and accurately as possible with the covers on 
the crucibles. A good balance and weights are necessary as the precipitate is 
small. 


gm. Al,O3 x .529 X 100 
sample weight 


=% Al 


20 This residue may be copper, silicon or other reduced metals. If much silicon is 
present in the alloys it must be removed before the aluminum can be determined gravi- 
metrically.. This can best be done by dehydration with sulfuric acid and removal by 
filtration, washing very thoroughly. Then make the sample to volume and proceed 
with the regular analysis. 

4 This amount of acid may not dissolve all the Al(OH); precipitate, which may have 
precipitated in a form which will require a large excess of acid to dissolve. The Mg(OH), 
which might be occluded and is the reason for the double precipitation will dissolve 
yery readily even in a slightly acid solution. 

2 The Al(OH); precipitate will stick to the beaker very tenaciously and will require 
considerable policing, this to be done with a rubber-tipped policeman. A procedure 
which is convenient is to wash the beaker as well as possible and then wash the sides 
down with a few ml. of dilute HCl and reprecipitate this as before. The volume of 
the solution in this case can be kept low enough so that all of the precipitate can be 
poured into the funnel and washed at once. 

*3 Chloride ion is necessary for filtration of Al(OH)3, otherwise the filtration will 
become very slow and the aluminum precipitate will go back into solution. The 
chloride, if reasonably low, will burn off upon ignition and cause no trouble. 
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MANGANESE 


Manganese is used as an alloying ingredient in practically all magnesium 
alloys, the amounts varying from 0.1% to 2%. 

The bismuthate method is used entirely with satisfactory results. 

Solutions.—(1) N/10 FeSO, (approx.): Weigh 28-29 gm. of FeSO4-7H.O 
crystals and dissolve. Transfer to a liter volumetric flask, add 25 ml. of conc. 
H.SO,4 and make to volume. Allow to stand overnight. This solution must 
be standardized each time before use. To standardize take a 25-ml. aliquot, 
add 5 ml. of 1: 1 H;POu,, and titrated with N/10 KMnO;, to the pink endpoint. 


ml. N/10 KMnO, 


N (FeSO,) = 35 
(2) 1: 1 H3PO,4: One part water to one part 85% H;POx.. 
(3) N/10 KMnOy,: Regular standard solution. 
Procedure.— Weigh accurately a pair of samples— 


for .6-2% Mn use 1 gm.; 
for .1-.6% Mn use 3 gm. 


Dissolve in 1: 4 H,SO, and when solution is complete add 8-10 ml. of cone. 
HNO; (avoid a large excess) to dissolve the dark residue. Boil for two minutes, 
cool, add 4 gm. of sodium bismuthate, and allow to stand for 3-5 minutes with 
frequent stirring. Filter through an asbestos pad “% with the aid of suction. 
The filtrate should be clear; if not, refilter. 

Immediately titrate the filtrate with N/10 FeSO., adding 5 ml. of 1: 1 
H;PO, at the endpoint when the color has practically faded out. Continue 
the titration until colorless, add 1 ml. in excess and back-titrate with N/10 
KMn0O, to the pink endpoint. 


ml. net N/10 FeSO. X.0011 X 100 


sample weight moe 


ZINC 


Zine has become one of the important ingredients in magnesium alloys. 
It is usually present in amounts up to 3%. 

For zinc the titration with potassium ferrocyanide is the standard method 
used. Many elements will interfere, thus making a separation necessary in 
practically all cases. The separation of cadmium is difficult, depending upon 
the separation as sulfide at different acid concentrations. Even in the case 
where only magnesium is present, it is necessary to carry out the sulfide separa- 
tion before actual determination. ! 

Several methods of titration have been tried with various indicators, both 
internal and external. The best indicator, we have found, is diphenyl benzidine 


24 Do not use paper to filter off the excess bismuthate, since it will reduce a small 
amount of the permanganate. A good asbestos pad will filter quite well and rapidly. 
If it is made up in a Biichner funnel, several filtrations can be made through the same 
pad. Since chloride reduces permanganate, the asbestos used must be chloride-free. 
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(Cone and Cady, J. Am. Chem. Soc., 49, 356-60 (1927)), an internal indicator 
which gives a good endpoint. The titration must be made slowly. 

Standard Solutions——(1) ZnCl.: Weigh very accurately 4-5 gm. of pure 
Zn and dissolve in HCl. Dilute to one liter at 20° C. and calculate the Zn 
equivalent per ml. Use 20 ml. for the titration to standardize the KiFe(CN).«¢ 
solution. 

(2) K4Fe(CN).: Dissolve 17-20 gm. of the crystalline potassium ferro- 
cyanide per liter. Allow to stand for three weeks or more: for immediate use 
.3 gm. of the ferricyanide (K;Fe(CN)«,) per liter can be added, but such a 
solution gradually changes strength. Standardize as gm. Zn equivalent per ml. 
against the standard Zn solution. 

Indicator.—Diphenyl benzidine: 1 gm. per 100 ml. of conc. H,SO,. 

Procedure.— Weigh accurately a suitable sample into a 400-ml. beaker (up 
to 2.5% Zn use 5 gm. sample; for 2.5-3.5% Zn use 2.5 gm. sample). Dissolve 
in 1-10 H,SO, and dilute to 250 ml.” Neutralize slowly with 30% NaOH until 
a very slight precipitate of Mg(OH)2 remains. (The proper acidity can be 
obtained more easily by neutralizing until the Mg(OH;) dissolves very slowly, 
and then adding 3 gm. of sodium acetate.) The solution should be neutral to 
methyl orange. Cool, and pass in a rapid stream (8 bubbles per second) of 
HS for 20-30 minutes. Add 10 ml. of filter paper pulp and filter through a 
rententive paper such as a Whatman 42 or a No. 2. Wash twice with warm 
water, discarding the filtrate. Dissolve from the paper with 20 ml. of hot 1:4 
HCl. Wash the paper several times with hot water or to a volume of 150 ml. 
Boil out the HS (test with lead acetate paper), cool, add 10 gm. of NH.Cl, 
and neutralize just to the litmus endpoint with 1:4 NH,OH. Add 15 ml. of 
1:4 H.SO,. At this time there should be a volume of 200 ml. and the tempera- 
ture should be that of the room. Add a small crystal of K;Fe(CN). and 5-6 
drops of freshly prepared diphenyl benzidine indicator. Allow to stand until 
the bluish purple color develops. Titrate with the standardized K,Fe(CN).«, 
solution. The titration must be made slowly: near the endpoint the solution 
will develop a bright purple color and the endpoint comes when one drop 
changes the color of the solution from the purple to a very light pea-green which 
holds for several minutes. 


ml. K4Fe(CN). x F* X100 


sample weight 
I'*=Zn equivalent per ml. 


An 


SILICON 


Silicon has become an important alloying ingredient in casting alloys. They 
contain up to .5% Si, and in the case _of experimental samples even higher. 
Sulfuric acid is the most satisfactory dehydrating agent. 
The perchloric acid dehydration is useful, particularly for the lower Si 
contents, as in pure Mg, or in alloys where it is not an added ingredient. It is 
not necessary to take to dryness when using this acid. While the price is 


25 When copper and cadmium are present they must be removed. If cadmium is 
absent, use the electrolyte from the copper determination (see copper). The filtrate 
from the cadmium separation (see cadmium) can be used for the zine determination if 
cadmium is present. 
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constantly being lowered, the advantages to be gained at present do not offset 
the price consideration. A certain number of determinations are spoiled by 
deflagration. It is necessary to wash the papers exceptionally well, particularly 
at the top. 


DETERMINATION 


Weigh accurately samples of approximately 5 gm. into 400-ml. beakers. 
Add 20 ml. of cone. H»SO,4 and with the cover-glass in place dissolve by slowly 
adding water from a wash bottle, using the least amount of water possible. 
Add 10 ml. of conc. HNO; and evaporate on the hot plate until MgSO.-7H.O 
starts to crystallize or the solution starts to bump. Add 75-100 ml. of cone. ~ 
H.SO, and continue the evaporation. ‘The anhydrous salt will then crystallize 
out and reduce the tendency to bump. Boil off as much of the excess acid as 
possible: it is convenient to leave on the hot plate all night. In all cases it is 
necessary to dehydrate for at least two hours after the fumes of SO; begin to 
come off, 

Allow to cool to about 60° C. and add about 20 ml. of water from a wash 
bottle, very carefully. If the sample is allowed to cool completely at this 
point, the MgSO, will crystallize out and many times will break the beaker. 
As the temperature permits, dilute until about 250 ml. or more of water has been 
added, stirring frequently in order to prevent the formation of two layers and 
having the solution boil over when they are mixed. The acid must be diluted 
out so that it is weaker than 1 : 5, or it will break through the filter paper when 
filtered. Allow to cool, filter through a No. 42 Whatman or equal grade paper, 
and wash very well. Ignite at 950° C. in a tared platinum crucible for a direct 
weight figure: this figure will always be high due to contamination. Add cone. 
H.SOu,, enough to moisten the residue, and fill the crucible half full with HF. 
Evaporate to dryness on the hotplate, using asbestos pads so that it does not 
boil too rapidly. Ignite for a short time at 950° C. in the muffle. Cool in a 
desiccator and weigh. The loss in weight is due to the SiO». A non-volatile 
residue should be run on each new batch of HF, and if it is too high it should not 
be used. 


HF loss X.4672 X 100 


sample weight ao 


COPPER 


Small amounts of copper are generally present in magnesium alloys as 
impurities. It is very desirable to determine these with reasonable accuracy, 
since copper gives definite characteristics to the alloys. However there are 
alloys which contain 2% copper and, in special cases, even more. 

For an accurate determination of small amounts of Cu the electrolytic 
method is much to be preferred, but the iodide method is convenient for routine 
analysis, particularly when appreciable percentages are present. The only 
element so far alloyed with magnesium which will interfere with the electrolytic 
method is tin, and it must be removed by dissolving in nitric acid, boiling to 
a low volume, and filtering off the metastannic acid formed. 
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For alloys up to 6%, use a 5-gm. sample. For higher alloys use propor- 
tionate samples, but do not have more than .3 gm. of copper to plate out. 
Dissolve in 12 ml. of cone. H2SOx., dilute to 100 ml., add 2 ml. of conc. HNO;, 
and boil for 2 minutes. Cool and filter off any insoluble residue, catching the 
filtrate in a 250-ml. electrolytic beaker, washing the paper well. There should 
be a final volume of 175 ml. In the case where there is tin present, dissolve in 
HNO; and boil to a small volume (but not dry), dilute to 100 ml., filter off the 
metastannic acid, and wash well. Dilute the filtrate to 175 ml., add 2 ml. of 
conc. H.SO,, boil for 2 minutes and cool. Copper will not plate well if the 
acidity is too high, but this can be regulated by partially neutralizing with 
NH.OH if necessary. 

The electrodes to be used are platinum gauze electrodes of the rotating type, 
and should be clean and bright when used. If they are not they should be 
dipped into a 1:1 HNO; solution and the acid washed off well. Place the 
electrodes in position so that when the anode is rotated it will not strike the 
cathode. Raise the solution to be electrolyzed so that it just covers the elec- 
trodes: increase the volume if necessary. Rotate the anode so that there is 
slight (not rapid) movement throughout the solution. Electrolyze with a 
current of 2 amperes to start with, and finish with 3 amperes for each solution. 
Lower current densities may be used, but will require a longer time to remove all 
the copper. Sufficient current should be used so that there is a good action 
(bubbles coming off the cathode). Electrolyze for an hour for very low copper 
and, where there is a very distinct blue color, until that has completely faded 
out; in the latter case continue the electrolysis for a half hour longer.?” It is 
best to test each solution for complete electrolysis by raising the solution or 
increasing the volume so as to bring some of the bright platinum wire into the 
solution: if no color of copper appears, it is completely plated out. Lower the 
electrolytic beaker, and wash it well with hot water without breaking the cur- 
rent. Remove the electrodes completely from the solution,?® breaking the 
current, and wash them by dipping in three successive beakers of hot water. 
Allow to drain well and then rinse well with 95% alcohol to remove the water. 
Drain well, shaking off the excess alcohol, and dry in the 100° C. oven for a few 
minutes. Allow to cool in a desiccator and weigh as soon as possible (platinum 
will cool very rapidly). Dissolve the copper plate in 1:1 HNOs, wash off the 
acid, rinse as previously, dry and weigh. 


(Weight of electrode+plate) — (weight of electrode) =gms. copper 
gm. copper X100 _ G,ebpoer 
sample weight ‘°- PP 


lopipE MrtHop 


Solutions.—(1) Starch indicator. Take about 5 gm. of soluble starch, 
shake up with 50 ml. of water, add about 40 ml. of normal NaOH solution, and 


26 See method for lead for alternate electrolytic method. 

27 Manganese if present will show up as purple HMnO,, or even as an oxide precipi- 
tated on the anode, but does not interfere. 
_ 28Tf cadmium or zine are to be determined, save this solution and proceed as for 
those metals (see cadmium and zinc). 
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swirl until clear. Add phenolphthalein indicator and 200 ml. of water; titrate 
until neutral with normal HCl, make to about 500 ml., and mix well. 

(2) LiL N Nae8203. 

Procedure.—Weigh out a pair of samples of approximately 5 gm. each. 
Dissolve in H2SO, and filter the precipitate of metallic copper as soon as the 
solution is completed. Do not start the determination unless the copper can 
be filtered off as soon as the sample is in solution. (Note next paragraph.) 

With cadmium present in amounts less than 2%, there is little danger of 
metallic cadmium being filtered off with the copper. When over 2%, cadmium 
is thrown out to a great extent, and for exact work the electrolytic method 
should be used. A suitable excess of acid and intermittent stirring for 15 
minutes will dissolve all but traces of cadmium from the spongy black or red 
copper precipitate. Where copper is very low a strip of aluminum foil added 
near the end assists in getting a complete separation of the copper. Wash the 
copper and transfer as much as possible back to the original beakers. Run 
hot 1: 1 HNO; through the paper and dissolve all the copper by boiling, adding 
more acid if necessary. Tin, if present, may be removed at this point by boiling 
down almost to dryness after adding more HNOs, diluting back, and filtering 
off metastannic acid. 

Boil the HNO; solution about three minutes, cool a little, and make alkaline 
with ammonia as shown by the deep blue color; then boil for three minutes. 
Now make acid with acetic acid, add 5 ml. excess glacial acetic acid, then boil 
two or three minutes. The volume should be 60 to 100 ml. Cool to room tem- 
perature, add 3-5 gm. of KI, and titrate in about three minutes with .1 N 
Na.S203 solution, using starch solution indicator at the finish. 


sample weight F Zo CORDEE 


CADMIUM 


Cadmium is sometimes alloyed with magnesium, but seldom to exceed 2%. 
There are two methods used for analysis, the electrolytic and the iodide. In 
both cases the same elements, viz. copper and zine, will interfere, and the same 
separations must be made. 

The most satisfactory method for the removal of copper is by electrolysis 
in acid solution ; but it can also be removed with H.S in a strongly acid solution. 

The separation of cadmium and zinc is quite difficult, depending upon the 
separation with H.§ at different acid concentrations. If the acidity is too high, 
the cadmium will not precipitate completely, and if too low zine will be carried 
down. The magnesium which is present makes a good indicator in this case. 
In neutralizing the solution, when the Mg(OH). will dissolve readily in 15 
minutes with a slight amount of stirring, the cadmium will precipitate without 
the zinc. A strong caustic solution gives the best form of Mg(OH), for this 
purpose. 

SEPARATION OF ZINC 

Solutions.—(1) Strong NaOH. 45-48%, from C.P. NaOH. 

(2) H.S. Any good source. 

Procedure.—This procedure is not effective if HCl is used. For alloys up 
to 2% weigh 5 gm. of sample accurately ; for higher percentages use proportion- 
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ate samples, but none to contain more than .1 gm. cadmium. Dissolve in 
12 ml. of conc. H.SO, and remove the copper electrolytically,” as outlined 
under that method. Partially neutralize with strong NaOH until the chunky 
Mg(OH). precipitate formed will just readily and completely dissolve with 
slight stirring in 15 minutes. Pass in a slow stream of H.S (one bubble per 
second) for 5 to 10 minutes or until the cadmium is precipitated. It is best to 
avoid using an excess of H2S because the zinc might be precipitated and deter- 
mined as cadmium. Filter through a No. 42 Whatman paper (1l-cm.) and 
test for complete precipitation of the cadmium by adding several drops of 
NaOH and 10 ml. of H.S water. If a yellow color appears, return everything 
to the original beaker and wash the paper well. Pass in a slightly more rapid 
stream of H.S. Adda few ml. of paper pulp and filter. Wash the precipitate 
twice with hot water, filling the paper completely full and allowing it to drain 
completely each time.*° 


Evectrotytic Mrtuop 


Solution.—(1) 10% KCN. 10 gm. in 90 ml. of water. 

Procedure.—Dissolve the precipitate of cadmium in HCI and add 5 ml. 
conc. H,S0Ox,, boil to fumes and transfer to an electrolytic beaker. Add 2 drops 
of phenolphthalein indicator and NaOH until distinctly alkaline (red color). 
Cd(OH). will precipitate. Add 10% KCN solution until the precipitate just 
dissolves. 

The electrodes to be used are platinum gauze electrodes of the rotating type, 
and should be clean and bright when used. If they are not, they should be 
dipped into a 1:1 HNO; solution and the acid washed off well. Place the 
electrodes in position so that when the anode is rotated it will not strike the 
cathode. Raise the solution to be electrolyzed so that it just covers the elec- 
trodes, increasing the volume if necessary. Rotate the anode so that there is 
slight (not rapid) movement throughout the solution. 

Electrolyze for 30 minutes with a current of .6 amperes per electrode, then 
raise to 1.2 amperes per electrode for another 30 minutes. Lower the elec- 
trolytic beaker, and wash it well with hot water without breaking the current. 
Remove the electrodes completely from the solution, breaking the current, and 
wash them by dipping in three successive beakers of hot water. Allow to drain 
well and then rinse well with 95% alcohol to remove the water. Drain well and 
dry in the 100° C. oven for a few minutes. Allow to cool in a desiccator and 
weigh as soon as possible. (Platinum will cool very rapidly.) Dissolve the 
cadmium plate in 1:1 H.SOu., wash off the acid and rinse as previously, dry 
and weigh. 

(Weight of electrode+ plate) — (weight of electrode) =grams of cadmium 


gm. cadmium X100 
’ sample weight 


= % cadmium 


y loping Mrtuop 
Solutions.—(1) N/101,.. Regular standard solution. 
(2) N/10 NaeS.03. Regular standard solution. 


29 Where copper has been determined, the electrolyte from that test can be used for 
cadmium. : 
80 Save the filtrate and washings for the zinc determination, when Zn is present. 
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(3) Starch indicator. See iodide method for Cu. 

Procedure.—After filtering off the CdS, as given under “ Separation of 
Zinc,” transfer the paper and precipitate to the original beakers, add 50 ml. 
of water, and stir to break up the paper and -precipitate. Add 20.00 ml. of 
N/10 I.,*! or an excess, and 10 ml. of cone. HCl. Stir until all the CdS has 
reacted and titrate back with N/10 Na.S.O, to the colorless starch endpoint; 


then back-titrate with N/10 I, to a distinct blue. 


Net ml. N/10 I, x.0056 x 100 


sample weight 7/0, coe 


IRON 


There are no alloys of magnesium and iron, so this analysis has to deal with 
iron only as a small impurity. One of the standard methods can usually be 
used, the choice depending on what elements are present. If aluminum is 
present, it is impossible to precipitate and filter off the iron; if aluminum is 
absent, and if there is no appreciable amount of copper or tin present, it is 
more accurate to precipitate and titrate with titanous chloride. In the case of 
the aluminum alloys it is most practical to dissolve the metal and titrate with 
either dichromate or permanganate without separation. 


PERMANGANATE MeEtTuHop 


Solutions.—(1) 1:4 H.SO.4 One part conc. H,SO, to 4 parts of water. 

(2) 1:1 H3PO4. One part 85% H;PO, to one part of water. 

(3) N/50 KMnOy. 50 ml. of N/10 KMnO,j diluted to 250 ml. and stand- 
ardized against Bur. of Standards sodium oxalate. 

Procedure.— Weigh a 5-gm. sample, dissolve it in 1: 4 H.SOx, in a 400-ml. 
beaker, dilute to 250 ml. and cool. Add 5 ml. of 1:1 H;PO, and titrate to a 
light pink endpoint. Run a blank, using the same volume of water and re- 
agents, and deduct this from the titration. 


Net ml. KMn0O,X.001117 X 100 
sample weight 


= % iron 


NICKEL 


Nickel is seldom used for alloying, except in a few special cases where the 
nickel is as high as 50% or more. As an impurity it is very important, since 
extremely small amounts will give the magnesium metal definite characteristics. 

The method to be used is the standard dimethylgloxime method. Very 
few elements interfere, but it is preferable to have large amounts of copper, iron, 


3! The standard procedure is to add about 250'ml. of water and a moderate amount 
of dilute HCl to the macerated CdS precipitate and paper. Then add the excess iodine 
and proceed with the regular titration, As a method which would probably work 
equally well it is possible to acidify the iodine with N/1 HCl before adding it. However, 
the method as outlined gives satisfactory results in these cases, because the cadmium is 
apenas (below 2%) and the CdS precipitate does not readily react until the acid 
is added. 
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lead and cobalt absent; these are usually not encountered in any high per- 
centage in magnesium alloys, and usually no separations are made preliminary 
to the determination. 


DIMETHYLGLOXIME Mprruop 


Solutions.—(1) NH,Cl. Saturated solution. 

(2) Dimethylgloxime. Approximately a 1% sol. in 1:1 ethyl alcohol. 

(3) NH.,OH. 1:4 solution. 

Procedure.—For alloys containing up to .6% of nickel, weigh 5-gm. samples 
and dissolve in HNO;. For higher alloys use proportionate samples, but none 
to contain more than .04 gm. of nickel. For high nickel alloys it will be neces- 
sary to make a sample to volume and use an aliquot. The solution should have 
a volume of 200 ml., and preferably be free from copper and lead (if these 
metals are present, remove by electrolysis). Add 30 ml. of NH,Cl solution and 
sufficient tartaric or citric acid to keep the iron and aluminum in solution. 
Neutralize with NH,OH and if any precipitate forms add more NH,Cl or 
tartaric acid, whichever is needed. Make just acid, warm to 70° C., and add 
25 ml. of dimethylgloxime. Neutralize to litmus and add a slight excess of 
NH,OH. If the precipitate is large, allow to settle for one-half hour, and if 
same is small, overnight. Filter through a tared Gooch crucible and wash with 
hot water several times. Dry for one hour at 100° C. and weigh. 


Weight precipitate X .2032 x 100 
sample weight 


= % nickel 


TIN 


In experimental alloys it is sometimes necessary to analyze for tin; at 
present there are no commercial magnesium alloys containing it. 

The determination, either volumetrically or gravimetrically, is quite simple. 
The volumetric method is to be preferred because the precipitate of metastannic 
acid which is filtered off in the gravimetric determination is practically always 
contaminated with whatever salts that are present. In the volumetric deter- 
mination any metal which will remain in a reduced state after solution and use 
up iodine upon titration will interfere. Also very large amounts of copper or 
anything which makes the endpoint difficult to detect should be absent. Usu- 
ally no interfering elements are present. 


CALCIUM 


It is only recently that calcium alloys have been produced; previously 
the metal had been present only as a smallimpurity. The alloy contains vary- 
ing amounts of calcium, but generally it is present at around 80%. 

There are two methods of analysis available, the potentiometric and the 
volumetric. The method to be used depends upon the amounts and kinds of 
impurities present, and the conditions. The potentiometric method is the 
most rapid and usually is used unless a very accurate analysis is desired or if 
there are special separations to be made. In those cases the volumetric method, 
using N/10 KMnO,, is used. 
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For the determination of calcium as a small impurity in magnesium alloys 
or metal, it is necessary to remove the interfering elements and most of the 
magnesium before the determination is made by the usual method. . 


PorentiometTric Mrruop 


Solutions.—(1) N/1 NaOH. Regular Standard solution. 

(2) N/1 Na.CO;. Regular standard solution. 

Procedure.— Weigh accurately a 2-gm. sample (for routine analysis the 
calculation can be much simplified if exactly .2-gm. samples are titrated; for 
accurate work a sample should be chosen so that a 10-ml. titration of N/1 
NasCO 3 is obtained). Add carefully 25 ml. of water and when the violent 
reaction is over add 10 ml. of conc. HCl, or enough to clear the solution. Make 
to 100 ml. volume and take a 10-ml. aliquot (for a larger titration, when needed, 
use a larger aliquot). Neutralize with N/1 NaOH to the methyl red endpoint. 
Heat the solution to boiling and titrate the magnesium potentiometrically 
with N/1 NaOH. 


ml. N/1 NaOH X.0122 X 100 
sample weight 


= % magnesium 


Immediately following the magnesium titration, titrate the calcium po- 
tentiometrically, increasing the heat and speed of the stirrer slightly. 


ml. N/1 Na2CO; X.020 x 100 
sample weight 


=% calcium 


If exactly .2 gm. of sample is titrated, the calculation becomes: ml. N/1 
Na2CO;3X10=% calcium. 


VoutuMETRIC Mrtruop 


Solutions.—(1) NH.Cl. Saturated solution. 

(2) NH,OH (1:4). One part of conc. NH,OH to four parts of water. 

(3) (NHa)eHPO. 15% solution. 15 gm. of the salt dissolved in 85 ml. 
of water. 

(4) NH,OH (1:10). One part conc. NH,OH to ten parts of water. 

(5) H2SO,4 (1:4). One part conc. H.SO, to four parts of water. 

(6) HCl (1:4). One part cone. HCl to four parts of water. 

Procedure.— Weigh 2-gm. samples accurately. Dissolve in 25 ml. of water, 
adding 10 ml. of cone. HCl and 5 ml. HNO; when the violet reaction has sub- 
sided. The solution should be clear. Heat to boiling and cool. Make the 
sample to 500 ml. and take a 20-ml. aliquot. Add 20 ml. of NH.Cl solution 
and precipitate the iron and aluminum by making the solution slightly alkaline 
to methyl red with 1:4 NH,OH. Filter and wash well. If the precipitate is 
large it is well to dissolve this precipitate and reprecipitate. Heat the filtrate 
to boiling and slowly add 20 ml. of ammonium oxalate solution with stirring, 
bring back to a boil while stirring and allow it to settle for 20 minutes. Filter 
the precipitate through a No. 42 Whatman (or equal grade) paper and wash 
with hot water twice. Wash the oxalate precipitate over the sides of the funnel 
into the original beakers and dissolve in 1: 4 HCl, reprecipitate, filter through 
the original paper and wash with hot water until chloride- and oxalate-free. 
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Puncture the paper and wash the precipitate through into the original beaker, 
saving the paper. Add 15 ml. 1: 4 H.SO, and heat to 80° C. and titrate with 
N/10 KMnO,, using the torn up paper, adding it just as the endpoint is reached. 
Continue the titration to the light pink endpoint. 


ml. N/10 KMnO.X.0020 x 100 
sample weight 


=% calcium 


Acidify the filtrate from the calcium determination, and heat to about 70° C. 
Add 15 ml. of 15% (NH4)oHPOs, solution. Neutralize with 1:4 NH,OH to 
litmus paper and then add conc. NH.OH equal to 1/9 of the final volume of 
the solution while stirring well (do not hit the sides of the beaker with the 
stirring rod). Allow to set at least 2 hours and filter through No. 42 Whatman 
(or equal grade) paper. Wash with cold 1: 10 NH,OH, completely filling the 
funnel and allowing to drain completely each time. Drain well, fold papers, 
transfer to tared crucibles, and place in front of the muffle until dried, and the 
papers are burned off completely. Ignite at 950°C. The precipitate should 
be white; if not, break up with a platinum wire and reignite. Cool in a desic- 
cator and weigh the MgeP.0;. 


gm. Mg2P207 X.2184 X 100 
sample weight 


= % magnesium 


CALCIUM AS A SMALL IMPURITY 


Solutions.—(1) N/1 NaOH. 40 gm. per liter. (Approx.) 

(2) NH,Cl. Saturated solution. 

(3) (NH,)2C.0.4. Saturated solution. 

(4) NH,OH (1:4). One part conc. NH,OH to four parts of water. 

(5) H.SO, (1:4). One part conc. H.SO, to four parts of water. 

(6) KMnO,, N/10. Regular standard solution. 

Procedure.— Weight accurately a 5-gm. sample into a 400-ml. beaker, add 
50 ml. of water and dissolve with a slight excess of conc. HCl, transfer to a 
500-ml. volumetric flask. Neutralize with approximately N/1 NaOH to the 
methyl red endpoint, and add about 5 g. of ordinary sugar. Calculate the 
amount of approximate N/1 NaOH required to precipitate the sample if 
it were pure magnesium. Add 95% of the calculated amount, make to volume 
and mix well. Filter through a good qualitative paper into a dry graduated 
cylinder, discarding the first 25 ml. of filtrate. Transfer 300 ml. of the filtrate 
into a beaker, acidify, add 25 ml. of NH,Cl solution. Heat to boiling, neu- 
tralize with 1:4 NH.OH, and slowly add 20 ml. of (NH4)2C.O, solution while 
stirring. Allow to settle 20 minutes-and filter through a No. 42 Whatman 
‘(or equal grade) paper.. Wash with hot water until chloride- and oxalate-free. 
Puncture the paper, washing the precipitate through into the original beaker. 
Save the paper. Add 15 ml. of 1: 4 H»SO, and heat. to 80°C. Titrate with 
N/10 KMnO,, tearing up the paper and adding it as the endpoint is reached. 
Continue the titration to the light pink endpoint. 


ml. N/10 Us 8 op lees 
3/5 of sample wt. Se Mee 
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Nortsr.—In the case of alloys containing zinc, etc., the interfering elements must be 
removed. This can best be accomplished by the addition of a calculated excess of 
standard NaS as in rapid method (see below), and a correction made on NaOH to add. 


LEAD 


Recently lead has been used in a few experimental alloys. These contain 
about 4% of lead. 

There are three methods available for this determination, the electrolytic 
and precipitation of the lead as either sulfate or chromate. The electrolytic is 
the preferred method, and thus far the chromate method has not been used 
for alloys. See the Chapter on Lead, p. 500. 


RAPID METHOD FOR DETERMINATION OF TOTAL MAGNESIUM 
IN MAGNESIUM ALLOYS 


In the marketing of certain magnesium alloy scrap, it is necessary to have a 
control method to indicate when the material meets the guarantee for per cent 
total Mg. Two general methods are available for this, namely a potentiometric 
titration, or a modification of the rapid method for determination of magnesium 
oxide in dolomitic limestone. 

The first method tried was the potentiometric titration, but the results were 
low and not consistent. In the rapid limestone method the results were found 
to be more consistent, and this method is used. Magnesium is determined by 
this method by determining the amount of NaOH necessary to precipitate it. 
In our case, the aluminum will interfere, as well as such metals as copper, zinc, 
cadmium, manganese and tin. In order to prevent this interference, a solution 
of NaS is added to precipitate the interfering metals. 


Lime Mertuop 
Solutions.—(1) 30% NaOH. 30 gm. C.P. NaOH dissolved in 70 ml. 


of water. 

(2) NaS solution. Dissolve one gm. Na.S-9H.O in 100 ml. of water. 
10 ml. of this solution should be titrated with N/1 HCl to determine its acid 
equivalent. 

Procedure.— Weigh a sample of between .4 and .5 gm. of the alloy and add 
25 ml. of water. Dissolve with 5 ml. of conc. HCl. Transfer to a 250-ml. 
volumetric flask and add 10 ml. of aqueous methyl red indicator. Add drop- 
wise, from a pipette, a solution of 30% NaOH with vigorous shaking between 
each addition until the aluminum has been precipitated, but allow a good red 
colortoremain. Stopper the flask and shake violently for 3 minutes. Continue 
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the neutralization with N/1 NaOH, shaking violently between each small 
addition, to the yellow endpoint. Add 10 ml. of the Na.S solution and shake 
well. Neutralize with N/1 HCl, but leave slightly on the alkaline side; this 
should not require as much as the acid equivalent of the Na»S added. Run in 
from a burette 50 ml. of N/1 NaOH and make to volume. Shake well and 
filter through a fluted filter paper, using a dry funnel and beaker. Discard the 
first 25 ml. of solution. Pipette a 25-ml. aliquot of the filtered solution into a 
flask and titrate with N/10 HCl to the methyl red endpoint. The difference 
between the N/1 NaOH and the N/10 HCl used for back-titration is equivalent 
to the N/1 NaOH used to precipitate the magnesium. The per cent magnesium 
is calculated as 


(ml. N/1 NaOH—ml. N/10 HCl) X.0122 x 100 


: = nesium 
sample weight et 
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Mn, at.wt. 54.93; sp.gr. 7.2; m.p. 1260°; b.p. 1900° C.; oxides, MnO, 
Mn,0; Mn;O, (ignition in air), MnO:, MnO;, Mn,O, 


Manganese occurs associated with iron in many rocks. As oxide it is 
found in sandstones and limestones, especially in rocks high in iron. In these 
the percentage seldom exceeds 0.5%. The more important minerals are:— 
pyrolusite, black oxide of manganese, MnOs, the chief source; manganite, 
Mn.0;:H,.0; psilomelane, a hydrous manganese manganate; rhodochrosite, 
MnCoO;; rhodenite, MnSiO; and spessartite, Mn3A1,(Si04)s3. 


DETECTION 


seneral Procedure.—In the usual course of analysis manganese is found in 
the filtrate from the hydroxides of iron, aluminum and chromium, the previous 
groups having been removed with hydrochloric acid, hydrogen sulfide and 
ammonium hydroxide in the presence of ammonium chloride. Manganese, 
cobalt, nickel and zine are precipitated as sulfides in an ammoniacal solution. 
The sulfides of manganese and zinc aredissolved by cold dilute hydrochloric acid, 
HS expelled by boiling and manganese precipitated as the hydroxide by addi- 
tion of potassium hydroxide in sufficient amount to dissolve the zine (sodium 
zincate). Manganese is now confirmed by dissolving this precipitate in nitric 
acid and adding a strong oxidizing agent such as sodium bismuthate, red lead 
or lead peroxide to the conc. nitric acid solution. A violet-colored solution 
is produced in presence of manganese. Chlorides should be absent. 

Manganese in soils, minerals, vegetables, etc., is detected by incinerating 
substances, treating with nitric acid, and adding perchloric acid, and the solution 
is evaporated to strong fumes of HClO, to destroy organic matter. HNO; 
(sp.gr. 1.135) is added, the solution is boiled to expel free chlorine, followed by 
the addition of ammonium persulfate, silver nitrate, and boiling, etc. A pink 
color is produced in the presence of manganese. 

‘Manganese compounds were thought to be those of iron until Scheele (1774) 
proved these to be distinct. The metal is used largely in alloys of iron—speigeleisen, 
ferro-manganese, manganese steel. Manganese bronze is an alloy of manganese and 
copper; manganin, an alloy of copper, nickel and manganese. In the analysis of man- 


ganese ‘compounds, volumetric methods take advantage of the varying valences of the 
element (See oxides above). Certain compounds are valuable analytical reagents. 
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Manganese compounds heated with borax in the oxidizing flame produce 
an amethyst red color. The color is destroyed in the reducing flame. 

Fused with sodium carbonate and nitrate on a platinum foil manganese 
compounds produce a green-colored fusion (‘‘ robin egg blue ’”’). 


ESTIMATION 


The bismuthate method is now considered to be the most accurate method 
for manganese in high grade manganese ores, ferro-manganese, and manganese 
metal. The gravimetric method is of interest in connection with special 
problems. Very small quantities of manganese are best estimated colori- 
metrically after the manganese has been converted into permanganic acid. 

Speigeleisen or ferromanganese is an important alloy for the steel industry. 
The element is determined in certain paint pigments—green and violet man- 
ganous oxides, in dryers of oils, etc. It occurs in a number of alloys. 

In analyses, manganese passes into the filtrate from the double ammonia 
precipitation and is in part precipitated with calcium and the remainder as 
manganese ammonium phosphate with magnesium, unless provision is made 
for its separation and estimation. 


PREPARATION AND SOLUTION OF THE SAMPLE 


In dissolving the sample the following facts will be recalled: The metal dis- 
solves in dilute acids, forming manganese salts. The oxides and hydroxides 
of manganese are soluble in hot hydrochloric acid. _Manganous oxide is soluble 
in nitric or in sulfuric acid; the dioxide is insoluble in dilute or concentrated 
nitric acid, but is soluble in hot concentrated sulfuric acid. 

Ores of Manganese.—A sample of powdered ore weighing 1 gram is brought 
into solution by digesting with 25 to 50 ml. of hydrochloric acid (1.19) for fifteen 
to thirty minutes onthe steam bath. If much silica is present 5 to 10 ml. hydro- 
fluoric acid will assist solution. Five ml. of sulfuric acid are added and the 
mixture evaporated and heated until fumes of sulfur trioxide are evolved. 
_ The residue is taken up with a little water and warmed until the sulfates have 
dissolved. If decomposition is incomplete and a colored residue remains, this 
is filtered off, ignited in a platinum dish and fused with a little potassium bisul- 
fate. The fusion is dissolved in water containing a little nitric acid and the 
solution added to the bulk of the sample. 

Sulfide Ores—Pyrites, etc.—The sample may be treated with HNO; and 
evaporated with HC10O,; the residue is taken up with HNO; (sp.gr. 1.135), the 
solution is boiled to expel free chlorine and the determination completed by the 
bismuthate method. 
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Slags.—These may best be decomposed by treating with HNO; (sp.gr. 
1.135) plus a few drops of HF and evaporation with HClO... The determination 
is completed as described in the preceding paragraph. 

Iron Ores.—May be treated in the same fashion as slags (preceding 
paragraph). 

Alloys. Manganese Alloys.—One gram of ferromanganese is dissolved in 
50 ml. of dilute nitric acid (sp.gr. 1.185) and treated with sodium bismuthate 
and the solution heated to boiling. The solution is cleared with H.SOs, 
cooled and diluted to 500 ml. and 10 to 25 ml. is treated with about 30 ml. 
of dilute nitric acid and manganese determined by the bismuthate method. 

Manganese Bronze.—The sample may be dissolved in HNO; (sp.gr. 1.135) 
and the determination of manganese made by the bismuthate method. 

Ferro-titanium Alloy.—This is best decomposed by fusion with sodium 
peroxide in a pure iron crucible, the fusion is taken up in water and rendered 
slightly acid with HNOs;. Sufficient HNOs; (sp.gr. 1.42) is added to give a 
specific gravity of 1.135. The determination is completed by the bismuthate 
method. 

Manganese in Ferro-chrome and Metallic Chromium.—Fuse one or two 
grams of the 40-mesh sample of low carbon ferro-chromium or of the 100- 
mesh high carbon ferrochromium in a pure iron crucible with 8 to 12 grams of 
Na.Oz, dissolve the melt in water, filter and wash the residue with water. The 
iron residue containing the manganese is dissolved in nitric acid (sp.gr. 1.135) 
and the determination completed by the sodium bismuthate method. 

For the determination of manganese in silico-manganese and manganese- 
silicon, the sample is dissolved in platinum in HF and HNO; and the solution 
evaporated to several ml. The residue is taken up with HNO; (sp.gr. 1.135) 
containing 1.25 grams of boric acid, the solution digested for ten minutes at 
approximately 80° C., transferred to an Erlenmeyer flask and the determination 
completed by the bismuthate method. 

Ferro-aluminum.—The method used for steel is suitable for this substance. 

Vanadium Alloys.—For vanadium alloy, fuse the sample cautiously with 
Na2O2 in a pure iron crucible, dissolving the melt in water, add a little NazOz., 
boil for three minutes and filter. The residue is dissolved in HNO; (sp.gr. 
1.135) plus a small amount of H.SO; and the determination completed by the 
bismuthate method. 

Molybdenum Alloys.—The manganese in these alloys may be determined 
in the same way as in steels. 

Tungsten Alloys and Ferrotungsten.— Dissolve the sample in HF and a 
little HNO; in a platinum dish, add HClO, and evaporate to fumes of HOIO.. 
Transfer to a 250-ml. beaker with 100 ml. of water, boil to expel free chlorine, 
filter and wash with 1% HNO;. Add sufficient HNO; (sp.gr. 1.42) to give a 
nitric acid solution of 1.135 specific gravity and finish by the bismuthate 
method. The tungstic acid residue may be tested by treating with a 5% excess 
of 10% NaOH solution and a little Na:Os, boiling and filtering. Any residue 
is dissolved in HNO; (sp.gr. 1.135) plus a little H.SO3, and added to the 
main solution. Complete the determination by the bismuthate method. 

Ferro-Silicon.— Dissolve the sample in HF and HNO; and add either 
H.SO, or HClO, and evaporate to fumes of sulfur trioxide or of HClO,, take 
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up with HNO; (sp.gr. 1.135), boil in case HClO4 was used and complete by 
the bismuthate method. 

Iron and Steel.—0.5 to 1 gram of steel is dissolved by heating with 30 to 
50 ml. of dilute nitric acid (1.1385). The volumetric method by oxidation with 
sodium bismuthate is generally recommended, no separations of other sub- 
stances being required, as manganese may be determined directly in the sample. 

Manganese in high carbon iron and steel is best worked by solution in HNO; 
(sp.gr. 1.135) and giving a preliminary oxidation with ammonium persulfate 
to destroy the carbon, followed by cooling, and completing by the bismuthate 
method. 

Pig and Cast Iron.—One gram of the drillings is dissolved in 30 ml. of 
dilute nitric acid (1.135 sp.gr.), and as soon as the action has ceased the sample 
is filtered through a 7-cm. filter and the residue washed with 30 ml. more of 
the acid. The filtrate containing the manganese is now treated according to the 
procedure for steel. 


MATERIALS INSOLUBLE IN ACID 


Silico-Manganese, Ferro-Chrome, Ferro-Tungsten.—These alloys are best 
decomposed by fusion with sodium carbonate and magnesium oxide, in pro- 
portion of 2 parts Na2CO3 and 1 part MgO. The fused mass is broken down 
in a mortar with water, the paste transferred to a beaker and then water added 
to make the solution to about 150 ml. Sodium peroxide is added and the 
solution boiled. The precipitate MnO; is allowed to settle and is then washed 
by decantation. The residue may contain impurities such as SiOz, etc., from 
which separations may be necessary. 


SEPARATIONS 


This section includes methods of special separations of manganese from 
elements that may interfere in its determination. As is frequently the case, 
isolation of manganese is not necessary, since it may be determined volumetri- 
cally in presence of a number of elements, which would interfere in its gravi- 
metric determination. The analyst should be sufficiently familiar with the 
material to avoid needless manipulations, which not only waste time, but 
frequently lead to inaccurate results. 

Removal of Elements of the Hydrogen Sulfide Group.—This separation 
may be required in the analysis of certain alloys where a separation of manganese 
from copper is required. 

The acid solution containing about 4% of free hydrochloric acid (sp.gr. 1.2), 
_ 1s saturated with hydrogen sulfide and the sulfides filtered off. Manganese 
passes into the filtrate: This treatment will effect a separation of manganese 
from mercury, lead, bismuth, cadmium, copper, arsenic, antimony, tin and the 
less common elements of the group. 

Separation of Manganese from the Alkaline Earths and the Alkalies.—The 
separation is occasionally required in the analysis of clays, limestone, dolomite, 
etc. It is required in the complete analysis of ores. In the usual course of a 
complete analysis of a substance, the filtrate from the hydrogen sulfide group is 
boiled free of H.S and is treated with a few ml. of nitric acid to oxidize the iron. 
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The solution is made slightly ammoniacal with ammonia, in presence of am- 
monium chloride, whereby iron, aluminum and chromium are precipitated as 
hydroxides. The filtrate is treated with hydrogen sulfide or colorless ammonium 
sulfide, whereby manganese, nickel, cobalt and-zinc are thrown out as sulfides 
and the alkaline earths and alkalies remain in solution. 

Separation of Manganese from Nickel and Cobalt.—The free acid of the 
sulfate or chloride solution of the elements is neutralized with sodium carbonate 
and a slight excess added. It is now made strongly acid with acetic acid and 5 
grams of ammonium acetate added for every gram of nickel and cobalt present. 
The solution is now diluted to about 200 ml. and saturated with hydrogen 
sulfide, whereby nickel and cobalt are precipitated as sulfides and manganese 
remains in solution. 

Separation of Manganese as Manganese Dioxide.— Manganese is precipi- 
tated as MnO, from acid solution by KCl1O;, KBrO; and from alkaline solution 
by Cl, Br ete. The importance of this separation makes it advisable to place 
the details of the procedure later in the text under Gravimetric Methods. 
Reducing agents should be absent. If the precipitate of MnO, is large, ap- 
preciable amounts of Fe, Co, Sb and V will be occluded. The oxides of W, Si, 
Cb and Ta will precipitate with MnO». See details under the Gravimetric 
Methods. 

Separation of Manganese from Iron and Aluminum, Basic Acetate Method. 
—The procedure effects a separation of iron, aluminum, titanium, zirconium 
and vanadium from manganese, zinc, cobalt and nickel. 

The separation depends upon the fact that solutions of acetates of iron, 
aluminum, titanium, zirconium and vanadium are decomposed when heated 
and the insoluble basic acetates precipitated, whereas the acetates of manganese, 
zinc, cobalt and nickel remain undecomposed when boiled for a short time. 


Fe(C,:H302);+2HOH= 2HC2H;02.+Fe(OH)2: C2H30.. 


The solvent action of the liberated acetic acid is prevented by the addition of 
sodium acetate which checks ionization of the acid. The method requires care 
and is somewhat tedious, but the results obtained are excellent. 

Procedure.—To the cooled acid solution of the chlorides is added a concen- 
trated aqueous solution of sodium carbonate from a burette with constant stir- 
ring until the precipitate that forms dissolves slowly. A dilute solution of the 
carbonate is now added until a slight permanent opalescence is obtained. With 
the weak reagent and careful addition of the carbonate drop by drop the proper 
neutralization of the free acid is obtained. With considerable iron present the 
solution appears a dark red color, fading to colorless as the quantity of iron 
decreases to a mere trace in the solution. Three ml. of acetic acid (sp.gr. 1.044) 
are added to dissolve the slight precipitate. The more perfect the neutraliza- 
tion before heating the less amount of reagent required for precipitating iron— 
an excess of reagent does no harm. If this does not clear the solution in two 
minutes, more acetic acid is added a drop at a time until the solution clears, 
allowing a minute or so for the reaction to take place with each addition. The 
solution is diluted to about 500 ml. and heated to boiling and 6 ml. of a 30% 
sodium acetate solution added. The solution is boiled for one minute and 
removed from the flame. (Longer boiling will form a gelatinous precipitate, 
difficult to wash and filter.) ‘The precipitate is allowed to settle for a minute 
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or so, then filtered, while the liquid is hot, through a rapid filter and washed 
with hot, 5% sodium acetate solution three times. The apex of the filter is 
punctured with a glass stirring rod and the precipitate washed into the original 
beaker in which the precipitation was made with a fine stream of hot, 1: 1 
hydrochloric acid solution from a wash bottle. (Dilute HNO; may be used in 
place of HCL.). 

A second precipitation with neutralization of the acid and addition of sodium 
acetate is made exactly as directed above. It is advisable to evaporate the 
solution to small volume to expel most of the free mineral acid before addition of 
Na2CO; to avoid large quantities of this reagent. The filtrates contain man- 
ganese, zinc, cobalt and nickel; the precipitate iron, aluminum, titanium, zir- 
conium, and vanadium. 


GRAVIMETRIC METHODS 
SEPARATION OF MANGANESE AS MANGANESE DIOXIDE 


Manganese is oxidized to MnO, in neutral solution of the manganous salt 
by chlorine, bromine, hypochlorite, hypobromite, ferricyanide; in acid solution 
by ammonium or potassium persulfate, potassium bromate or potassium per- 
chlorate. The reaction with bromate follows: 


5Mnt++2BrO;-+4H,O = 5MnO, +Br.+8Ht. 


Iron may be present up to 100 : 1 but in excess of this hinders precipitation. 
In presence of large amounts of iron precipitation with hydrated zinc sulfate is 
advisable. A high concentration of ferric iron and a low concentration of 
manganese favor the formation of permanganate. In presence of iron under 
definite conditions results are reproducible and an empirical factor has been 
worked out. The National Bureau of Standards recommends multiplying the 
theoretical by 1.028. _Kolthoff and Sandell apply a slightly lower factor under 
conditions given below. These authors recommend precipitation of MnO, by 
means of potassium bromate in presence of dilute acid, giving preference to 
this method over persulfate, since this reagent is not decomposed by boiling 
as is the persulfate as the precipitation of MnO, is more certain in presence of 

iron. Details of the method follow later. 


POTASSIUM BROMATE -—METHOD FOR DETERMINATION OF 
MANGANESE ? 


Convenient quantities for the separation range from 20 to 150 mg. of man- 
ganese. The method is useful in determining comparatively large amounts of 
manganese and is specially suited to the evaluation of manganese ores. 


2 Volumetric Determination of Manganese as Dioxide, by I. M. Kolthoff and E. B. 
Sandell, Ind. Eng. Chem., Anal. Ed. 1, 181, 1929. 
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The ore is brought into solution preferably by treating the finely ground 
sample with HCl and KCIO;. If iron is not already present an amount about 
equal to that of the manganese is added in form of ferric nitrate or sulfate. The 
presence of this iron makes it possible to get consistent results. Zine sulfate 
may be added in place of iron; a slightly higher empirical factor is then necessary. 

Separation of Manganese.—To a volume of about 50 ml., containing 20 to 
150 mg. manganese, sufficient dilute sulfuric or nitric acid is added to make the 
solution 0.8 to 1.0 N with respect to acid. Iron or zine should be present for 
consistency of the empirical factor as stated above. One to 2 grams of potas- 
sium bromate are then added and the solution is heated to boiling and the boiling 
continued from 10 to 20 minutes according to the amount of iron present. 
(Samples containing a large ratio of iron require longer boiling than those in 
which the ratio is small.) If the iron content is more than 100 : 1 the period of 
precipitation is increased to such an extent that it is advisable to use the 
bismuthate method. Water is added to replenish that lost by boiling. The 
precipitate is filtered through ordinary filter paper, passing the first portion 
again through the filter if it is turbid. Wash the dioxide thoroughly with 
hot water, using 6-10 portions of about 10 ml. each. The manganese may now 
be determined either gravimetrically or volumetrically. If it is determined 
gravimetrically an ashless filter paper should have been used and the oxide 
ignited and weighed as Mn3;0,4. The oxide may be dissolved in H2SQu, the 
excess of acid expelled and the residue weighed as MnSQO,.. ‘The results for 
Mn should be multiplied by 1.02 if zine is present and iron absent, or by 1.01 
if iron alone is present. (See also under Volumetric Methods for the details 
that follow at this stage.) 

Manganates of zine or calcium will be precipitated if present in large 
amounts. 

Manganese may also be precipitated by ammonium persulfate in an am- 
moniacal solution, potassium chlorate and chloride of lime in presence of zinc 
chloride in a neutral solution.’ 


DETERMINATION OF MANGANESE AS PYROPHOSPHATE 


Manganese is precipitated as ammonium manganese phosphate, NH4Mn- 
PO,, and then ignited to pyrophosphate, Mn2P.0;. The method is known as 
Gibbs’ Phosphate Process. 

Procedure.—The cold solution of manganese chloride * obtained as directed 
in previous sections, should be diluted so as to contain not over 0.1 gram of 
manganese oxide equivalent per 100 ml. of solution. A cold saturated solution 
of ammonium sodium phosphate (microcosmic salt, 170 grams per liter; 9 ml. 
precipitates an equivalent of 0.1 gram of the oxide) is now added in slight excess. 
The solution is made strongly ammoniacal and heated to boiling, the boiling 
being continued until the precipitate becomes crystalline. After allowing to 


3 J. Pattinson, J. Chem. Soc., 35, 365, 1899. 
“ Gibbs, Chem. News, 17, 195, 1368. 
5 Some "analysts prefer to add the phosphate reagent to the strongly ammoniacal 
sonny boiling hot. 
B. also F. A. Gooch and M. Austin, a J. Sci. (IV), 6, 233, 1898. A. A. Blair, 
“The Chemical Analysis of Iron,” 8 ed., p. 106.) 
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settle until cold, the precipitate is filtered off (the filtrate being tested with more 
of the precipitating reagent to assure that an excess had been added), and dis- 
solved in a little dilute hydrochloric or sulfuric acid. 

Reprecipitation of the Phosphate.—The free acid is neutralized with am- 
monia added in slight excess until the odor is quite distinct, the solution heated 
to boiling, and a few ml. of additional phosphate reagent added. The crystal- 
line precipitate is filtered into a weighed Gooch crucible, washed free of chlorides 
with very dilute ammonia (AgNO3;+HNOs; test), dried and ignited to the pyro- 
phosphate. The ignition is conducted, as in case of magnesium, by heating 
first over a low flame and gradually increasing the heat to the full power of the 
burner. The final residue will appear white or a pale pink. 


Mn:P.0, x 0.4997 a MnO, 
Mn:;P.0, <0.3870= Mn. 


Notrs.—Zine, nickel, copper and other elements precipitated as phosphates should 
be absent from the solution. The separation from iron is generally made by the basic 
acetate method and manganese precipitated from the filtrate, free of other elements, 
as the peroxide MnOz, by means of bromine added to the ammoniacal solution. Other 
oxidizing reagents may be used, as has been stated. The dioxide is dissolved in strong 
hydrochloric acid and the above precipitation effected. 


VOLUMETRIC METHODS 
VOLHARD’S METHOD FOR MANGANESE & 


The method is based on the principle that when potassium permanganate is 
added to a neutral manganese salt all of the manganese is oxidized and pre- 
cipitated. When this stage is reached any excess of permanganate is imme- 
diately evident by the color produced. The calculation of results may be based 
on the reaction, 


38MnS0.+2KMn0.+ 2H.O — 5MnO, +K2S0,4 +2H2S0,, 
or 


5Zn804+-6MnSO1+4K Mn0,+14H.0=4KH80.4+- 7H 2801+ 5ZnH»: 2Mn0s;, 


the ratio in either case being 2K MnO,=3Mn. 

Procedure.—The material decomposed with hydrochloric and nitric acid 
and taken to fumes with sulfuric acid, as stated for the preparation of the 
sample, is cooled and boiled with 25 ml. of water until all salts have dis- 
solved; then continue as follows: Transfer the mixture to a 500-ml. graduated 
flask and add an emulsion of zinc oxide in slight excess to precipitate the iron. 


6 Applicable for high grade ores. 
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Agitate the flask to facilitate the precipitation and see that a slight excess of 
zinc oxide remains when the reaction is complete. Now dilute the contents of 
the flask up to the mark with cold water, mix thoroughly and allow to stand a 
short time and partially settle. By means of a graduated pipette draw off 
100 ml. of the clear supernatant liquid and transfer it to an 8-oz. flask. While 
the precipitate in the 500-ml. flask may appear large, it actually occupies but a 
very small space, and any error caused by it may consequently be neglected. 
Likewise the error in measurement due to change of temperature during the 
manipulation is insignificant. Heat the solution in the small flask to boiling, 
add two or three drops of nitric acid (which causes the subsequent precipitate 
to settle more quickly) and titrate with a standard solution of potassium per- — 
manganate. The permanganate causes a precipitate which clouds the liquid 
and it is therefore necessary to titrate cautiously and agitate the flask after 
each addition, and then allow the precipitate to settle sufficiently to observe 
whether or not the solution is colored pink. A little experience will enable 
one to judge by the volume of the precipitate formed, about how rapidly to 
run in the permanganate. The final pink tinge, indicating the end of the reac- 
tion, is best observed by holding the flask against a white background and 
observing the upper edges of the liquid. When this point is attained, bring the 
contents of the flask nearly to a boil once more and again observe if the pink 
tint still persists, adding more permanganate if necessary. In making this 
end-test avoid actually boiling the liquid, as a continual destruction of the color 
may sometimes thus be effected and the true end-point considerably passed. 
When the color thus remains permanent the operation is ended. Observe the 
number of ml. of permanganate solution used and calculate the result. 

It is customary to use the same permanganate solution for both iron and 
manganese. Having determined the factor for iron, this may be multiplied 
by 0.29527 to obtain the factor for manganese. It will be observed that 
2KMn0O, are required for 3Mn, and in the reaction for iron that 2KMnO, 
are required for 10Fe. 


VOLUMETRIC DETERMINATION OF MANGANESE 
BISMUTHATE METHOD 


The determination of manganese by the bismuthate method is generally 
conceded to be the most accurate analytical procedure for determination of 
this element in iron and steel. It is simple and rapid, and generally can be 
accomplished without a previous separation being necessary. The principle 


7 An empirical factor 0.2984 is recommended by Cir. No. 26, National Bureau of 
Standards, in place of 0.2952 to obtain the manganese factor from iron. 
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of the process depends upon the fact that under certain conditions bivalent 
manganese can be quantitatively oxidized to permanganic acid by sodium 
bismuthate. This permanganic acid can now be titrated by a standard reduc- 
ing agent such as sodium thiosulfate, 
arsenious acid, or ferrous sulfate. 
The application of the bismuth- 
ate method to the determination of 
large amounts of manganese has 
been made by Thos. R. Cunningham 
and R. W. Coltman (J. Ind. and Eng. 
Chem., 16, 58, 1924). They recom- 


mend the following procedures: 


DETERMINATION OF MAN- 
GANESE IN MANGANESE 
ORES 


Descriptions of the application 
of the bismuthate method to the de- 
termination of manganese in man- 
ganese ores, ferro-manganese, and 
manganese metal are given in the Fie. 60. Fie. 61. 
following paragraphs. The adapta- 
tion of the method to other products high in.manganese is easily made after 
the operator becomes familiar with the conditions necessary. 

Reagents Required.—(1) Concentrated nitric acid (specific gravity 1.42), 
freed from nitrous oxide by passing air through the solution for half an hour. 
If air from a compressor is used, it must be freed from oil and dust. 

(2) Nitric acid of specific gravity 1.135, made by adding 500 ml. of the 
above acid to 1300 ml. of water. 

(3) Dilute nitric for washing, prepared by adding 30 ml. of the concentrated 
acid described above to 1 liter of water. 

(4) Sodium bismuthate. This reagent generally contains approximately 
80% of NaBiO;. If there is any doubt as to its oxidizing power, it may be 
tested as follows: 

One-half gram is shaken up with 4 grams of potassium iodide and a little 
water in a stoppered flask. Fifteen milliliters of hydrochloric acid (specific 
gravity 1.19) are added and the solution is allowed to stand in the dark, with 
occasional shaking, until the bismuthate has entirely decomposed. The solu- 
tion is diluted to 300 ml. and titrated with 0.1 N sodium thiosulfate, starch 
_being used as indicator. ; 


One ml. of 0.1 N Na:S.03;=0.0140 gram NaBiO3. 


(5) Ammonium persulfate (C.P.). 

(6) Ferrous ammonium sulfate. 

(7) Hydrogen peroxide (3%). 

(8) Sulfurous acid. Solution of sulfur dioxide in water. 
(9) Standardized 0.1 N potassium permanganate. 
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Solution of the Ore.—Grind the sample to pass 100-mesh and dry approxi- 
mately 2.005 grams in a small 10-ml. weighing bottle, provided with a ground 
glass stopper, at 120° C. for one hour, or 105 to 110° C. for 2 hours. Cool the 
bottle and ore in a desiccator and weigh, the stopper being loosened for a second 
or so just before completion of the weighing. Empty the ore into a 400-ml. 
beaker, stopper the bottle and reweigh. Subtraction of the weight of the bottle, 
plus the residue, gives the weight of the dry ore transferred to the beaker. 
Dissolve the sample by heating with about 40 ml. of nitric acid (1 to 1) in a 
400-ml. covered beaker, adding hydrogen peroxide in small portions until the 
violent evolution of oxygen is over and no black particles of ore remain. Rinse 
the cover glass and sides of the beaker with hot water and add bismuthate in . 
small (0.05 gram) portions until a permanent precipitate of manganese dioxide 
forms. Any organic matter is thus destroyed and the excess of hydrogen 
peroxide removed. Boil for 2 or 3 minutes and then add sulfurous acid, drop 
by drop, until the solution clears. Boil the solution for 5 minutes longer and 
filter it into a 500-ml. volumetric flask. Wash the siliceous residue well with 
water and ignite it in platinum. Treat the residue with several drops of 
sulfuric acid (sp. gr. 1.84), several ml. of nitric acid (sp. gr. 1.42) and sufficient 
hydrofluoric acid (48%) to dissolve the silica and evaporate the solution to 
fumes of sulfur trioxide. Dissolve the residue in water and add to the solution 
in the flask. Bring the solution to a temperature of about 20° C., and make it 
up to the mark with water at this temperature. 

Organic matter, including graphite, may best be destroyed by the addition 
of 30 to 35 ml. of perchloric acid (60%) to the 400-ml. beaker containing the 
HNO; solution of the sample and boiling until fumes of HClO, are freely evolved 
and MnO; begins to separate. Fifty (50) ml. of nitric acid (sp. gr. 1.135) are 
added, the solution boiled for several minutes to expel free chlorine, and the 
separated MnO, cleared by the addition of perhydrol (30% H;O2) drop by drop. 
The solution is boiled for about 3 minutes longer, filtered, etc., as described in 
the preceding paragraph. 

With artificial manganese dioxide, where the weight of insoluble residue is 
insignificant, or in case the residue from an ore is flocculent and not sandy, the 
treatment with hydrofluoric and sulfuric acids may be omitted and the ore solu- 
tion rinsed directly into the flask. Any barium in the ore will precipitate when 
the sulfuric acid solution of the residue is added to the main solution, but the 
barium sulfate does not interfere with the subsequent operations. 

Trial Determination.—As it is desirable that the back titration with per- 
manganate be not too great (say, from 10 to 20 ml.), it is best, when ores of 
unknown manganese content are being analyzed, to make a rough preliminary 
determination of the amount of manganese present, so that the amount of 
ferrous salt added may not be excessive. For this purpose transfer 25.0 ml. of 
the well-mixed solution with a pipette to a 300-ml. Erlenmeyer flask and add 
12 ml. of nitric acid (specific gravity 1.42) and about 13 ml. of water. Cool 
this solution, add 1.7 grams of bismuthate, agitate the mixture for 1 minute, 
dilute with 50 ml. of water, and filter through asbestos, washing the residue 
with dilute (3%) nitric acid. Add 2.5 grams (weighed) of the solid ferrous 
ammonium sulfate to the filtrate and titrate back with the 0.1 N permanganate. 
Calculate in the usual manner the weight of manganese present in the 25-ml. 
portion. As 100 ml. will be used in the actual determination, multiply the 
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result by 4, and calculate approximately the amount of bismuthate necessary 
(26 grams for 1 gram for manganese) and also a weight of ferrous sulfate that 
will give from 10 to 20 ml. in the back titration. The bismuthate is weighed 
out roughly, and the necessary ferrous sulfate weighed out to within half a 
milligram just preceding the titration. 

Final Determination.—Transfer two 100-ml. aliquot portions with a pipette 
to 750-ml. Erlenmeyer flasks and add 50 ml. concentrated nitric acid and 50 ml. 
of water to each. (Total volume, 200 ml.) Cool the solutions (with ice, if 
possible) and add the calculated amount of bismuthate all at once. Agitate 
the contents of the flask briskly for 1 minute, add 200 ml. of cold water, and filter 
through asbestos, washing the residue with dilute nitric acid (solution No. 3) 
until the washings do not show the slightest trace of pink. 

Place the weighed ferrous salt in a liter beaker and add the contents of 
the suction flask to it. Stir thoroughly until the permanganic acid has been 
decolorized and all the salt dissolved. Titrate at once with the standardized - 
0.1 N potassium permanganate to faint pink color. 

Typical Analysis.—T wo grams of ore were dissolved and made up to 500 ml.; 
two 100-ml. aliquot portions were oxidized and 9 grams of ferrous salt added to 
reduce the permanganic acid formed. 


MANGANESE IN MANGANESE ORE 


Aliquot Aliquot 

No. 1 No. 2 
PBB am NPRAUMOU SNA cycler upate wie 6s aes vig be eos: cs 20.1 20.2 
Equivalent of ferrous salt, ml...............! 2228.6 228.6 
Pi eneMce malar sic teks stl ewe ds Souter. 208.5 208.4 
Weight of manganese, gram...............00005 0.2291 0.2290 
Percentage Of MANGANESE...) 6. ee neces eee ee es 57.26 57.24 


ANALYSIS OF FERROMANGANESE AND MANGANESE METAL 


The weight of sample used is governed by the manganese content; for 80% 
ferromanganese 0.30 gram may be used and for manganese metal, 0.25 gram. 
As there is no difficulty in obtaining a uniform sample, it is preferable to weigh 
out individual portions of the 100-mesh sample for the determination, instead 
of using an aliquot part of a large sample. The following procedure as regards 
the quantity of acid and final volume presupposes the presence of about 0.25 
gram of manganese. 

The sample is transferred to a 750-ml. Erlenmeyer flask and dissolved in 
15 ml. of nitric acid (sp.gr. 1.135), 5 ml. of perchloric acid (60%) are introduced 
and the solution is boiled gently until the perchloric acid fumes strongly. 
The heat applied to the flask should be such that the perchloric acid refluxes 

“down the sides, no great amount being lost by volatilization. After several 
minutes’ heating, when a small amount of manganese dioxide has separated out, 
the liquid is cooled, treated with 10 ml. of water and 50 ml. of nitric acid 
(sp.gr. 1.135) and heated to boiling. Sulfurous acid or sodium nitrite solution 
in sufficient amount to just dissolve the manganese dioxide and to reduce any 
chromium present to the trivalent state is added and the solution is boiled for 
5 minutes to expel oxides of nitrogen. After cooling to room temperature, 
sufficient nitric acid (sp.gr. 1.135) is added to bring the volume of the solution 
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to 250 ml., as shown by a mark on the flask, and the liquid is cooled to 10 to 
15° C. The manganese is then oxidized with bismuthate and determined as 
described under ‘‘ Analysis of Manganese Ore.” 

About 7.5 grams of sodium bismuthate are necessary for the oxidation and 
9 grams of ferrous salt will reduce the permanganic acid resulting from a 0.2500- 
gram sample of 95% manganese metal. 

The following data are from typical determinations on a sample of standard 
high-carbon ferromanganese: 


MANGANESE IN FERROMANGANESE 


: KMn0O4 0.1N 
Weight of F a Back 
sample salt | Mauncarentc, | zation | trent | eae 
& g- ml. mite ml. 
0.2500 eo 191.3 13.4 177.9 78.15 
0.2500 (63) 191.3 13.4 177.9 78.15 
0.3000 9.0 229.2 isyre PAs iys' 78.19 
MANGANESE IN MANGANESE METAL 
. KMn0O,4 0.1N 
Weight of F : Back 
No. eample | salt | Radlvalentot) titration | te ar 
& &. ml. ml. ml. 
1 0.2000 8.000 203.8 28.5 ilrasys} 96.29 
D 0.2500 9.000 229.2 10.0 219.2 96.32 
3 0.2500 9.000 229.2 10.2 219.0 96.24 


Norrs.—The conditions necessary for securing complete oxidation of large quantities 
of manganese and for preventing the permanganic acid from undergoing any appreciable 
decomposition during the subsequent filtration are summarized below. 

Concentration of Nitric Acid.—The manganese should be present in a solution con- 
taining from 11% (specific gravity 1.062) to 22% (specific gravity 1.135) by weight of 
nitric acid. If the concentration of nitric acid falls much below 11%, the oxidation 
of the manganese will not be complete unless the time of shaking be increased to more 
than 1 minute. 

Concentration of Manganese.—A solution of permanganic acid containing about 
0.05 gram of manganese per 100 ml. has the maximum stability, but the weight of 
manganese can be increased to 0.1 gram in 100 ml. without danger of any material 
decomposition occurring during the time required for filtering off the excess of bis- 
muthate. When the concentration of manganese rises much above 0.10 gram per 
100 ml., the rate of decomposition of the permanganic acid is unduly rapid. 

Amount of Sodium Bismuthate Necessary.—Approximately 26 grams of sodium 
bismuthate (79% NaBiO;) must be used for 1 gram of manganese. 

Time of Oxidation.—Shaking for 1 minute is sufficient to insure complete oxidation 
of the manganese to permanganic acid provided the foregoing conditions are adhered to. 

Chlorides should be removed by taking the solution to fumes with H,SO,. The 
residue is dissolved in a small amount of water and the solution is evaporated to fumes 
a second time to insure the removal of every trace of chloride. 

The only common metals that seriously interfere with the determination are cerium, 
cobalt, and sexivalent chromium. A method for the determination of cerium outlined 
by Metzger is exactly the same in principle as the bismuthate method for manganese. 
Any cerium present must therefore be separated as oxalate in acid solution, and the 
oxalic acid in the filtrate destroyed by evaporation with sulfuric and nitric acids as a 
preliminary to the determination of manganese. 
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The pink color produced by large amounts of cobalt interferes with the titration 
of permanganic acid. This can be overcome by separating the manganese from the 
bulk of the cobalt by precipitating it with sodium or potassium chlorate. 

While trivalent chromium is in hot solution oxidized to the sexivalent state by 
bismuthate and by permanganic acid, the error caused by small amounts of trivalent 
chromium is not appreciable provided ‘the solution is kept cold (10° C.), and is oxidized, 
filtered, and titrated as rapidly as possible. When more than a small percentage of 
chromium is present, it should be separated from the manganese by one of the several 
methods that have been proposed. Precipitation of the manganese from a nitric acid 
solution with sodium or potassium chlorate with subsequent filtration does not effect 
complete removal of chromium, but is useful in some cases. Fusion with sodium 
peroxide followed by filtration will give a complete separation, manganese remaining 
in the residue as oxide and chromium passing into the filtrate as sodium chromate. 
Watters precipitates chromium and ferric iron with zinc oxide and determines manganese 
in the filtrate, while Cain precipitates chromium and vanadium from a ferrous solution 
with cadmium carbonate and analyzes the filtrate for manganese. Sexivalent chromium 
interferes with the determination of manganese by the bismuthate method and must 
be reduced to the trivalent condition prior to the final oxidation with bismuthate. 

Although any vanadium present is reduced by the ferrous sulfate added during the 
determination, it is re-oxidized by an equivalent amount of permanganic acid during 
the back titration, the manganese titration as a consequence being unaffected. 


ANALYSIS FOR MANGANESE ORES ® 


Approximately 0.5000 gram of the agate ground sample is transferred to a 
small (10 ml.) weighing bottle provided with a ground glass stopper and heated 
for one hour or longer (to constant weight) at 120° C. (this temperature is 
recommended by the U. 8S. Bureau of Standards) in an oven through which 
there is passed a rapid stream of air that has been dried by passage through 
concentrated sulfuric acid and subsequently preheated to the temperature of 
the oven. The bottle and ore are allowed to cool in a desiccator and accurately 
weighed, the stopper being loosened for a second or so just before the completion 
of the weighing. The contents of the bottle are transferred to a 250-ml. beaker 
and the weighing bottle is stoppered and reweighed. Subtraction of the weight 
of the bottle plus any small amount of adhering ore from the original weight of 
the bottle plus the sample gives the exact weight of the dry ore transferred to 
the beaker. Manganese ores are frequently so hygroscopic as to render neces- 
sary the procedure described if the highest accuracy is desired. The use of 
0.5000-gram sample is based on the assumption that the ore contains approxi- 
mately 50% manganese. If the percentage of manganese should be higher or 
lower than 50% to the extent of 3% or more, a correspondingly smaller or 
larger weight should be taken in order that the weight of manganese will be 
approximately 0.2500 gram. 

Fifty ml. of nitric acid (sp.gr. 1.135) and 1 to 3 ml. (a sufficient amount) 
of hydrogen peroxide (30%) diluted with 10 ml. of water are added to the beaker 
containing the sample. .The solution is warmed and stirred until the mineral 
appears to have been decomposed completely and nothing but a comparatively 
white siliceous residue remains. The solution is then filtered on a 9-cm. paper 
into a 750-ml. Erlenmeyer flask and the paper and residue are washed thor- 
oughly with nitric acid (sp.gr. 1.135) to remove all manganese nitrate. The 
residue is ignited in a 50-ml. platinum crucible at a low temperature, treated 
with 2 to 8 drops of sulfuric acid (sp.gr. 1.84) and 2 ml. of hydrofluoric acid 


8 Method of the Electro Metallurgical Company, supplied by T. R. Cunningham. 
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(48%) and the solution evaporated to dryness. The residue is fused with 1 or 
2 grams (a sufficient amount) of potassium pyrosulfate, the melt dissolved in 
25 ml. of nitric acid (sp.gr. 1.135) and added to the main solution. 

Approximately one gram of sodium bismuthate is next added to the nitric 
acid solution of the manganese obtained as described in the preceding para- 
graph and, to insure the oxidation of hydrogen peroxide and of any organic 
matter, the liquid is boiled for several minutes. A sufficient volume of sul- 
furous acid to clear the solution is then introduced and the contents of the flask 
are boiled for five minutes to expel oxides of nitrogen, diluted with nitrie acid 
(sp. gr.1.135) to a volume of 250 ml. (as shown by a mark on the flask), and 
cooled to a temperature of 10 to 15° C. 

Provided the preceding instructions have been followed, the manganese will 
be present in a concentration of approximately 0.001 gram per ml. of solution. 
The concentration of manganese (approx. 0.001 gram per ml.), the strength of 
nitric acid (sp.gr. 1.135), and the temperature (10 to 15° C.) specified are condi- 
tions which insure the maximum stability of the permanganic acid formed as 
further described. Approximately 7.0 grams of sodium bismuthate (80%) are 
added to the flask and the solution is briskly agitated for 1 minute, diluted with 
250 ml. of cold water, and immediately filtered on a layer of acid washed asbes- 
tos supported on a 2” alundum or perforated porcelain plate resting in a large 
glass funnel. To insure the complete oxidation of the manganese to perman- 
ganic acid under the conditions specified, it is essential that sodium bismuthate 
(80% Na BiOs;) be used in the ratio of at least 26 grams to every gram of man- 
ganese in solution. ‘The filter and residue are washed with cold 3% nitric acid 
(made by diluting colorless nitric acid, sp.gr. 1.42, with cold water) until the 
washings are entirely colorless, when the filtrate and washings are immediately 
treated as described in the next paragraph. After having transferred the solu- 
tion and excess of sodium bismuthate to the filter, at no time should the filter be 
allowed to suck dry until the washings are colorless, or else permanganic acid 
will be retained by the residue. 

Nine grams of special C.P. ferrous ammonium sulfate taken from a well- 
mixed bottle of the salt are weighed on a clock-glass by means of an analytical 
balance and added to solution of permanganic acid. As soon as the reduction is 
complete and the salt has completely dissolved, the excess of FeSO4-(NH,4)2SO4 
is determined by titration with a 0.1 N solution of potassium permanganate. 

Provided the operations are carried out as described, small amounts of 
chromium (2% or less) do not interfere with the determination. Larger 
amounts of chromium interfere to some extent and should be separated prior 
to the oxidation with bismuthate. 


ANALYSIS OF SILICO MANGANESE ALLOYS ® 


Determination of Manganese.—Thirty-five one-hundredths (0.3500) of a 
gram of the 100-mesh sample of silico-manganese (65 to 70% manganese) or 
one (1.0000) gram of ferromanganese silicon is covered with from 5 to 10 ml. 
of hydrofluoric acid (48%) in a large platinum dish provided with a gold or 
platinum cover and when the reaction begins to slow up nitric acid (sp.gr. 1.42) 


’ Method of the Electro Metallurgical Company, submitted by T. R. Cunningham. 
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is added, a few drops at a time until the sample has dissolved completely. 
A further addition of about 5 ml. of hydrofluoric acid is made. 

The contents of the dish are evaporated on a sand bath to approximately 
2 ml., when 5 ml. perchloric acid (60%) are introduced and the solution eva- 
porated to fumes of perchloric acid. The contents of the dish are transferred 
to a 750-ml. Erlenmeyer flask with 175 ml. of cold water and a few drops of 
sulfurous acid, and the solution is boiled for 4 or 5 minutes to expel free chlorine. 
Seventy-five (75) ml. of nitric acid (sp.gr. 1.42) free from nitrous fumes, and 
approximately 0.5 gram of sodium bismuthate are introduced and the liquid 
boiled for several minutes longer. Sulfurous acid is next added, dropwise, 
until the permanganic acid or any precipitate that formed has dissolved and an 
excess of about 1 ml. (sufficient to reduce to the trivalent form any chromium 
present in the solution) has been provided. The liquid is finally boiled for 
about 5 minutes to completely expel oxides of nitrogen, diluted with cold water 
to 250 ml. (as shown by a mark on the flask), cooled to 15° C. and treated as 
described in the third paragraph. 

Providing the preceding instructions have been followed, the manganese 
will be present in a concentration of approximately 0.001 gram per ml. of 
solution. The concentration of manganese (approximately 0.001 gram per ml.), 
the strength of nitric acid (sp.gr. 1.135) and the temperature (10-15° C.) speci- 
fied are conditions which insure the maximum stability of the permanganic acid 
as further described. Approximately 7 grams of sodium bismuthate (80%) are 
added to the flask and the solution is briskly agitated for 1 minute, diluted with 
250 ml. of cold water and immediately filtered on a layer of acid-washed asbestos 
supported on a 2-in. alundum or perforated porcelain plate resting in a large 
glass funnel. To insure the complete oxidation of the manganese to perman- 
ganic acid under the conditions specified, it is essential that sodium bismuthate 
(80% NaBiO;) be used in the ratio of at least 26 grams to every gram of man- 
ganese in solution. The filter and residue are washed with cold 3% nitric 
acid until the washings are entirely colorless, when the filtrate and washings are 
immediately treated as described in the next paragraph. At no time should 
the filter be allowed to suck dry until the washings are entirely colorless. 

Nine (9.000) grams of ferrous ammonium sulfate, taken from a well-mixed 
bottle of the salt, are weighed on a clock-glass by means of an analytical balance 
and added to the solution of permanganic acid. As soon as the reduction is 
complete and the salt has completely dissolved, the excess of FeSO1-(NH,) SO. 
is determined by titration with an 0.1 N solution of potassium permanganate. 
The following equations show the reactions which occur: 


H.Mn.0,+10FeSO01+-7H2SO,4 = 5Fe2(SO4)3 +2MnS0O.+8H,0. 
10FeSO1+2KMn0.+8H.2S04=5Fe2(SO4)3-+2MnSO01+ K.S0.+8H.0. 


Provided the operations are carried out as described, small amounts of 
chromium (2% or less) do not interfere with the determination. Larger 
amounts of chromium interfere to some extent and should be separated prior 
to the oxidation with bismuthate. 

Ferrous ammonium sulfate is used to reduce the permanganic acid formed. 
It is added in solid form, weighed to +0.5 mg., just before the determination is 
started. This salt is preferable to ferrous sufate, as it goes into solution more 
readily. The manganese value of the ferrous salt must be known, and for this 
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purpose 5.0000 grams (40.5 mg.) are titrated with the standard permanganate 
used. This titration should be made in sulfuric acid solution. If the salt is 
kept in a well-corked bottle, the standard will suffer practically no change, and 
having once been well mixed and standardized may be used indefinitely. If 
preferred, a 0.1 N solution of ferrous ammonium sulfate may be used instead of 
the solid salt. 

The excess of ferrous salt is now titrated with a standardized solution of 
potassium permanganate, preferably of about 0.1 N strength. The perman- 
ganate may be standardized against National Bureau of Standards sodium oxa- 
late, according to their recommendations, by means of pure manganous oxalate 
as hereinafter described, or against pure anhydrous manganous sulfate. Owing - 
to the difficulty of preparing the lattersalt so that it isof theoretical composition, 
the first two methods of standardization are preferable. After the normality 
of the solution against sodium oxalate has been determined, the theoretical 
factor—viz., 1 ml. 0.1 N KMnO.=0.001099 gram of manganese—may be used. 

Standardization against MnSO.4.—In order to determine the value of the 
permanganate in terms of manganese, manganous sulfate prepared in the fol- 
lowing manner may be used: 

Potassium permanganate (the ordinary C.P. product) was reduced in the 
presence of sulfuric acid with a little less than the calculated amount of oxalic 
acid, and the manganese dioxide formed is filtered off and discarded. The 
solution of manganese sulfate is treated with ammonium carbonate and the 
resulting manganese carbonate filtered and washed free from sulfates by de- 
cantation. This precipitate is added to a boiling solution of oxalic acid, and the 
manganous oxalate formed filtered and washed free from acid with distilled 
water. This productis converted to the sulfate by heating to constant weight at 
480° to 520° C., with an excess of sulfuric acid. An accurately weighed amount 
of the pure manganous sulfate (2.7536 grams of MnSOu,, equivalent to 1.0018 
grams of manganese) is dissolved and made up to 1 liter with nitric acid (spe- 
cific gravity 1.135). One hundred and 200-ml. portions of this solution are 
oxidized with sodium bismuthate, filtered, and reduced by addition of accurately 
weighed amounts of ferrous ammonium sulfate, the excess of which is deter- 
mined by means of 0.1 N permanganate that had been standardized against 
sodium oxalate. The relation between the ferrous ammonium sulfate and the 
permanganate is carefully determined. The results that are obtained, confirm 
Blum’s statement that either manganous sulfate or sodium oxalate may be used 
as the primary standard for the bismuthate method, or expressed in another 
form, that the manganese is quantitatively oxidized to the heptavalent state. 


2Mnt++5NaBi0;+14H—-2Mn0,-+5Bit+++5Nat+7H.0. 


The following substances interfere with the method; nitrous oxide, Cl, Ce, 
Co, Cr, V, P, Ag, Sb. 

Iodometric Method for Determining Manganese.— Manganese is precipi- 
tated as dioxide according to the procedure described under the Gravimetric 
Methods—Bromate Method. The dioxide placed in the flask in which the 
precipitation is made is treated with 50—75 ml. of water and 5 ml. of 20% solution 
of KF -2H.O and 5 ml. 4 N H.SO, and about 1-2 grams of KI. The liberated 
iodine is titrated with 0.1 N Na.S.O; solution. Use a weaker solution of 
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Na.S.0; if the amounts of Mn are small. Near the end-point the flask should 
be shaken and the titration completed. 

Empirical factors—Zine present and iron absent: 1 ml. 0.1 N Na2S.Os, 
0.002747 1.02 =0.002801 g. Mn. Iron present: 1 ml. 0.1 N Na.S.0Os, 
0.002747 X 1.01 =0.002774 g. Mn. 

Ferrous Sulfate Method for Manganese.—Separate manganese as dioxide 
according to the method described under Gravimetric Methods—Bromate 
Method. To the washed precipitate add dilute sulfuric acid and an excess of 
standard ferrous sulfate. Titrate the excess with standard potassium per- 
manganate. Convert the two solutions to equivalent volumes and multiply 
the difference (FeSO:-KMnO,) by the empirical factors given above under 
Todometric Method. 


Norrs.—Kolthoff and Sandell 1° state that chromium does not affect results. Molyb- 
dates, except in small amounts, give results that are too low; tungsten to a less extent 
gives low results. Phosphoric acid in appreciable quantities interferes. Cobalt and 
iron may be present to the extent of 70 mg. with 75 mg. Mn. Small amounts of lead, 
nickel and bismuth may be present. Chlorides are oxidized by the bromate and do not 
interfere. Ammonium salts should not be present in quantity. Vanadium is absorbed 
by the MnOz, but does not interfere with the Ferrous Sulfate Method. 


FORD-WILLIAMS METHOD FOR MANGANESE 


In this method manganese dioxide is precipitated by potassium chlorate 
from a nitric acid solution. Chlorine dioxide gas that is formed by the reaction 
is boiled off, the manganese dioxide is dissolved by an excess of ferrous sulfate 
or oxalic acid and the excess of the reducing agent is titrated with standard 
potassium permanganate. 

Reagents.—0.03 N solutions of potassium permanganate, ferrous sulfate (or 
oxalic acid or sodium oxalate). See Manganese in Steel for preparation of 
reagents, chapter on Iron. 

Procedure.—A sample of about 3 grams of steel is dissolved in 60 ml. of 
dilute nitric acid (sp.gr. 1.2). (For ores see Preparation and Solution of the 
Sample.) The solution is evaporated to about 50 ml. and 50 ml. concentrated 
nitric acid added and about 3 grams of potassium chlorate. The solution is 
boiled for about 15 minutes and the flask removed from the source of heat. 
(KCIO; added to boiling HNO; will cause an explosion.) Fifty ml. more of 
nitric acid (d. 1.42) are added and 3 grams of KCIO; and the solution again 
boiled. After cooling under water of a tap, the precipitated MnO; is filtered 
onto asbestos (an asbestos mat over a plug of glass wool in a funnel), and is 
washed with concentrated nitric acid until free from i iron and then with water 
until free from acid. 

The precipitate is now placed in a flask, together with the asbestos, 50 ml. 
of the standard ferrous ‘sulfate are added and the solution diluted to about 
200 ml. The mixture is shaken to dissolve the MnO, and the excess of 0.03 N 
ferrous solution is titrated with 0.03 N potassium permanganate. 

Calculation.—If the permanganate is standardized against sodium oxalate, 
the oxalate equivalent of 1 ml. of the permanganate solution multiplied by 
0.4099 will give the equivalent manganese per ml., according to theory (see 
note). 


10 Ind. Eng. Chem., Anal. Ed. 1, 181 (1929). 
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Norse.—The nitric acid must be free from nitrous acid as this reduces MnOp. 

The permanganate equivalent is 5/3 of the permanganate equivalent of the Volhard’s 
method, in which the valence of manganese is reduced from 7 to 4 Here the valence 
is reduced to 2. It is advisable to get the value of the reagents in terms of manganese 
on standard samples of manganese. : 


AMMONIUM PERSULFATE METHOD FOR DETERMINING SMALL 
AMOUNTS OF MANGANESE BY COLORIMETRIC COMPARISON 
ORL BY Zura nrONe! 


The process depends upon the oxidation of manganous salts to permanganate ° 
by ammonium persulfate in presence of a catalytic agent such as silver nitrate: 


2Mn(NOs3)2+5(N Ha) 28203 +8H.0= 5(N Ha) °0O41+5HS0,+4HNO; 
+2HMn0O,. 


The reaction takes place equally well in sulfuric or in nitric acid solution, 
or in a mixture of the two. The essential point is the presence of a sufficient 
amount of silver nitrate catalyst (fifteen times Mn present). 

Procedure.—One gram of ore is dissolved in hydrochloric acid, followed by 
sulfuric and taken to fumes as directed under Preparation and Solution of the 
Sample. The sulfate taken up with water is made to a volume of 100 ml. If 
the color comparison is to be made the solution should be filtered through a 
dry filter, otherwise the filtration may be omitted. Twenty ml. (equal to 0.2 
gram) of the material is taken for the test. In the case of steel, 0.1 to 0.2 gram 
of the drilling, dissolved in dilute nitric acid, is taken. 

Oxidation.—The solution is transferred to a test-tube, 1X10 in., if the 
color comparison is to be made, or into a 150-ml. Erlenmeyer flask, if the sample 
is to be titrated. Fifteen ml. of silver nitrate solution (1.5 grams AgNOs per 
liter of water), are added; the solution heated to 80 to 90° C. by placing the 
receptacle in hot water, and then 1 gram of ammonium persulfate added. When 
the color commences to develop the sample is cooled in cold water, while the 
evolution of oxygen continues. The sample is poured into the comparison tube 
and the color compared with that obtained from an ore or steel sample of known 
manganese content, run in the same way. 

In the titration method the solution in the Erlenmeyer flask is diluted to 
about 100 ml., 10 ml. of 0.2% salt solution added, and the sample titrated with 
standard sodium arsenite until the permanganate color is destroyed. The ml. 
of the reagent used multiplied by the factor per ml. in terms of manganese 
equals weight of manganese in the sample titrated. 


Norsr.—Arsenious acid reagent is made by dissolving 10 grams of arsenious oxide 
in water containing 30 grams of sodium carbonate. The solution is diluted to 1 liter. 
125 ml. of this solution are diluted to 2000 ml. This latter reagent is standardized against 
an ore or sample of steel of known manganese content, following the directions given 
under the procedure outlined. NaCl is added to precipitate the excess of silver, which 
is removed to prevent oxidation during titration. 


1 W, V, Cr interfere, but may be removed by precipitation with ZnO emulsion. 
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OXIDATION WITH KIO,? 


Manganous ion is oxidized to HMnO, in nitric acid solution by a slight 
excess of KIO, The reaction is 


2Mn(NO3)2+5K101+3H20 = 2HMn0,+5KI0;+4HNO; 


The color is stable for a long period of time. 

General Procedure.—The substance to be examined is brought into a solu- 
tion containing per 100 ml. at least 10-15 ml. of cone. H.SO., and 20 ml. of 
conc. HNO; or 5-10 ml. of conc. H;PO.. Reducing substances should be 
removed by previous oxidation with HNO; or by adding a little persulfate if 
carbon compounds are present as in steels. Chloride must be removed by 
evaporation to fumes of SO;. Then 0.2 to 0.4 g. of KIO, or NaIO, or an equiva- 
lent amount of Na3;H.IO, is added and the solution is boiled for a minute, kept 
hot for 5-10 min., cooled, diluted to a proper volume and compared with a 
solution of known Mn content, prepared in a similar manner. Not more than 
1 mg. of Mn per 50 ml. should be present at the time of comparison. 

If iron is present, either sulfuric or phosphoric acid must be present. Ferric 
periodate is insoluble in fairly concentrated nitric acid but dissolves in the 
other acids. 

Ammonium salts do not interfere nor do the metallic ions that are commonly 
present unless they are colored. 

The method is applicable to the determination of Mn in water, soil, ores 
and other materials in which the element is present in small amounts. 


MANGANESE IN STEEL 


From 0.5 to 1 g. of the steel is dissolved in nitric acid and the carbon is 
destroyed by ammonium persulfate. Make the solution up to 100 ml. after 
adjusting the acid concentration to 20 ml. of conc. HNO; and 5-10 of cone. 
H;PO,. Add 0.5 g. of KIO, and follow the general procedure for the heating 
and color comparison. 


OXIDATION OF MANGANESE TO PERMANGANATE BY RED LEAD 


Red lead oxidizes manganese in nitric acid solution to permanganate. The 
method is suitable for determining this element in steel and iron in presence of 
molybdenum, aluminum, tungsten, copper and nickel, in amounts such as 
are apt to be present. The method is given in the chapter on Iron in the 
Analysis of Iron and Steel. 


Bowallend az?) Greathouse; J. Am. Chem. Soc, 39,2866 (1917). 


MERCURY? 


Hg, at.wt. 200.61; sp.gr. 13.595; m.p. —38.9°; b.p. 357.33° C.3 oxides, 
Hg.0O, HgO 


The element is not abundant, nor widely distributed. The metal is found 
in the upper portions of cinnabar deposits, a mineral HgS, the chief source of 
the element. The element has been found in quartz, sandstone, schists, iron © 
pyrites, bituminous substances, eruptive and sedimentary rocks of all ages. It 
occurs as chloride in horn silver. It is occasionally associated with zinc ores. 
It is generally found locally concentrated. The minerals that are more common 
are: cinnabar, HgS; calomel, Hg»Cl.; coloradoite, HgTe; amalgam, Ag: Hg; 
livingstonite, HgSb4O7; tiemannite, HgSe. 


DETECTION 


Metallic mercury is recognized by its physical properties. It is the only 
metal which is a liquid at ordinary temperatures. The element forms a convex 
surface when placed on glass. 

Mercury in the mercurous form is precipitated by hydrochloric acid as white 
mercurous chloride, HgCl. This compound is changed by ammonium hydrox- 
ide to the black precipitate of metallic mercury and nitrogen dihydrogen 
mercuric chloride. 

Mercury in the mercuric form is not precipitated by hydrochloric acid. 
The sulfide of the element is thrown out from an acid solution as black Hgs. 
The precipitate first appears white, changing to orange-yellow, then brown 
and finally to black, as the H.S gas is passed into the solution. The element 
is distinguished from the other members of the group by the insolubility of its 
sulfide in yellow ammonium sulfide and in dilute nitric acid. 

1 We have evidence that the knowledge of metallic mercury dates back to 1600 B.C. 
Aristotle refers to mercury as “fluid silver.” Mercury was used by the ancients in gild- 
ing, the sulfide was employed as a pigment. Today mercury finds use in thermometers 
and barometers. It is employed in vacuum pumps and as a confining liquid for gases. 
It is used in mercury vapor lamps. It forms amalgams with metals; silver and tin 
amalgams are employed in filling teeth, sodium amalgam is used as a reducing agent. 
The element is extensively used in the extraction of gold from its ores by formation of 
goldamalgam. Mercury salts which are at all soluble are poisonous, as well as the vapor 


of mercury. Compounds of mercury are used for skin diseases, as eczema, and for 
increasing secretions of internal body fluids. 
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If the mercury sulfide is dissolved in aqua regia, the nitric acid expelled 
by taking to dryness, then adding hydrochloric acid and evaporating again to 
dryness, the residue taken up with a little hydrochloric acid, diluted with water, 
and treated with a solution of stannous chloride, a white precipitate of mer- 
curous chloride is first formed, which is further reduced to metallic mercury by 
an excess of the reagent. 


ESTIMATION 


In preparation of the sample for analysis the volatility of mercury and its 
compounds, especially the chloride, the iodide, and sulfide, must be borne in 
mind. This volatilization takes place even in boiling solutions, unless provision 
is made for carrying out the decomposition in flasks with condensers. Fusions 
with appropriate fluxes are made in combustion tubes with provision to absorb 
the evolved gases. : 

Mercury amalgams are best decomposed by nitric acid. The oxides are 
soluble in acids, the mercurous oxide forming the difficultly soluble mercurous 
chloride with HCl. 

Decomposition of the sulfide of mercury is accomplished by treating in a 
flask, carrying a short-stemmed funnel, with sulfuric acid and potassium 
permanganate, according to Low’s Method given under ‘ Volumetric Thio- 
cyanate Method later in this chapter. Mercuric Sulfide is readily soluble in 
constant-boiling HI. 

Decomposition of ores may be effected in a combustion tube, drawn out at 
one end and bent at right angles, so as to dip into water. Hillebrand and 
Lundell recommend mixing the material with copper oxide and anhydrous 
quicklime and inserting well into the tube. Ignited calcium oxide, asbestos 
plug and copper plug are placed on either side of the charge, in the order named, 
this completes the packing of the tube. Carbon dioxide is conducted into 
the straight end of the tube, the tube is heated and the mercury swept into 
water and dilute nitric acid, in flasks connected in series. Mercury is converted 

to nitrate and determined according to the Thiocyanate Method—page 580. 
t Direct decomposition is accomplished in a specially constructed apparatus, 
a description of which is given under Gravimetric Methods. 

The volatility of mercury compounds, especially the chloride, makes it 
necessary to use great care in decomposing substances in which it is contained. 
Fusion of compounds with sodium carbonate will completely volatilize mercury. 
Volatilization also takes place in evaporations by boiling solutions containing 
the mercury compounds. The loss that occurs is dependent on the form of 
apparatus. In flasks this is the least volatile (approximately 5%) while in 
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open dishes this may reach nearly 50% of the mercury originally present.” 
Decompositions, therefore, cannot be carried out in open vessels, and must be 
conducted in combustion tubes, with special precautions for absorbing the 
volatilized mercury, or in flasks with provision for condensing the evolved 
mercury compounds. The matter is dealt with later. 


SEPARATIONS 


Direct Volatilization.—See under Gravimetric Methods. 

Separation of Mercury from the Iron and Zinc Groups, or from the Alkaline 
Earths and the Alkalies.—Mercury is precipitated as a sulfide from an acid 
solution of the mercuric salt by hydrogen sulfide, together with the members 
of the hydrogen sulfide group. Sufficient acid should be present to prevent 
the precipitation of zine sulfide. Iron, aluminum, chromium, manganese, 
cobalt, nickel, zinc, the alkaline earths and the alkalies remain in solution. 

Separation of Mercury from Arsenic, Antimony, and Tin.—The sulfides 
obtained by passing hydrogen sulfide into an acid solution, preferably of the 
chlorides, are digested with yellow ammonium sulfide solution. Arsenic, 
antimony and tin dissolve, whereas mercury sulfide remains insoluble. Sul- 
fides of the fixed alkalies dissolve mercury as well as arsenic, antimony and tin, 
so cannot be used in effecting a separation. 

Separation from Lead, Bismuth, Copper and Cadmium.—These elements 
remain with mercury upon removal of arsenic, antimony and tin as their sul- 
fides are insoluble in ammonium sulfide. (CuS slightly soluble.) The pre- 
cipitated sulfides are transferred to a porcelain dish and boiled with dilute 
nitric acid, sp.gr. 1.2 to 1.3. After diluting slightly with water the solution is 
filtered and the residue of mercuric sulfide washed with dilute nitric acid and 
finally with water. If much lead is present in the solution it is apt to contami- 
nate the residue by a portion being oxidized to lead sulfate and remaining insol- 
uble. In this case the residue is treated with aqua regia, the solution diluted 
and mercury chloride filtered from PbSO, and free sulfur. Mercury is best de- 
termined as HgS by the Ammonium Sulfide Method described later. Traces of 
lead do not interfere, as lead is completely removed by remaining insoluble in 
potassium hydroxide, whereas mercury sulfide dissolves. See method. 

Separation from Selenium and Tellurium.—The mercury selenide or tellur- 
ide is dissolved in aqua regia, chlorine water added and the solution diluted to 
600 to 800 ml., phosphorous acid is added and the solution allowed to stand for 
some time; mercurous chloride is precipitated, selenium and tellurium remain- 
ing in solution. Selenium and tellurium will precipitate in hot concentrated 
solutions when treated with phosphorous acid, but not in dilute hydrochloric 
acid solutions. 

Mercury in Organic Substances.—The material is decomposed by heating 
in a closed tube with concentrated nitric acid, or by heating in a flask with filter 
funnel short-stemmed, with 10% H.SO, and sufficient (NH4)2S20s, added in 
small portions until the organic matter is decomposed. 


? Hillebrand and Lundell—‘‘Applied Inorganic Analysis,’ John Wiley and Sons. 
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GRAVIMETRIC METHODS 


DETERMINATION OF MERCURY BY PRECIPITATION WITH 
AMMONIUM SULFIDE 


The following method, suggested by Volhard, is generally applicable for 
determination of mercury. The element is precipitated by ammonium sulfide 
as Hg8. The precipitate dissolved in caustic is again thrown out by addition 
of ammonium nitrate to the thio salt solution of mercury. 


Hg(SNa)2+2NH,NO;=2NaNO;+(NH,).S+He8. 


Procedure.—The acid solution of the mercuric salt is nearly neutralized by 
sodium carbonate, and is then heated with a slight excess of ammonium sulfide 
reagent, freshly prepared. Sodium hydroxide solution is added until the dark- 
colored liquid begins to lighten. The solution is now heated to boiling and more 
sodium hydroxide added until the liquid is clear. If lead is present it will re- 
main undissolved and should be filtered off. 

Ammonium nitrate is now added to the solution in 

excess and the mixture boiled until the greater 

part of the ammonia has been expelled. The clear 

liquid is decanted from the precipitate through a 

weighed Gooch crucible and the precipitate washed 

by decantation with hot water and finally trans- Cold 
ferred to the crucible and washed two or three times Water 
more. The mercuric sulfide is dried at 110° C. and 

weighed as HgS. 


Hgs < 0.8622 = Hg or 0.9310 = HgO. 


Norrs.—Alumina and silica are apt to be present in 
caustic. 

Free sulfur may be removed, if present, by boiling 
with sodium sulfite, Na2SO;+S=Na.S.03. The sulfur 
may be extracted with carbon disulfide. The Gooch 
crucible is ge ee a sae epee ina rae ess 
taining carbon dis e and a round-bottomed flask fille ay ; 
with cold water is placed over the mouth of the beaker Fig. 62.— Sulfur Extraction 
to serve as a condenser, Fig. 62. By gently heating 
over a water bath for an hour the sulfur is completely 
extracted from the sulfide. Carbon disulfide is removed from the precipitate by washing 
once with alcohol followed by ether. The residue is now dried and weighed. 

If the mercuric sulfide is collected on a glass or porcelain filter crucible, the sulfur 
. present may be determined after weighing the impure HgS—S misture by adding cold 
constant-boiling HI, stirring, washing with four 5 ml. portions of 5-10% HI, then with 
cold water, drying for 2 hours ina vacuum disiccator and weighing.® 

Mercury in form of mercuric chloride may be reduced to the difficultly soluble 
(HgCl) mercurous chloride, by means of a solution of phosphorous acid, and weighed as 
such, after washing and drying at 100°-105° C. Results are generally low. 


3 Caley and Burford, Ind. Eng. Chem., Anal. Ed. 8, 43 (1936). 


Apparatus. 
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DETERMINATION OF MERCURY AS THE METAL BY THE 
AMALGAMATION METHOD 


This excellent direct method for determining mercury in ores depends upon 
the distillation of the metal from the dry material, reducing the material, if 
necessary, by means of iron filings or lime, and collecting the metal on a weighed 
sheet of gold or silver. For purpose of effecting a reduction of the mercury 
Eschka ‘4 suggested the use of iron; Erdmann and Marchand recommended 
lime; in ores containing arsenic zinc oxide is recommended. By the method 
50 mg. may readily be determined, and as much as 100 mg. if gold is used to 
collect the volatilized mercury. If iron filings are used these should be fairly . 
fine and free of dust. Grease should be removed by treating the filings with 
alcohol, followed by ether and then drying thoroughly. 

Apparatus.—A thin-spun iron or nickel crucible with a rim to which the 
sheet of gold or silver will fit snugly is recommended. The crucible is inserted 
in a circular opening in an asbestos board, just large enough for the crucible to 
fit snugly and protrude about half its height above the board. This prevents 
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Fig. 638.—Apparatus for Determining Mercury. 


the flame from heating the upper portion. The disc of gold or silver is cooled by ~ 
contact with a cylindrical condenser, through which cold water circulates. An 
Erlenmeyer flask may be used as is shown in Fig. 47 (chapter on Fluorine) 
The Whitton apparatus is shown in Fig. 63. 

The Whitton apparatus possesses novel features which render the assay 
more accurate and reliable, the manipulation simpler and the time rapid. It 
consists of a steel retort with a cover of sheet silver, and above these a flat- 
bottomed cooling dish of brass; all clamped tightly together. Thus the dis- 
tillation is performed in a closed retort, which prevents the escape of mercury 
vapor, and renders careful regulation of the heat unnecessary. 

An important advantage lies in the use of the steel retort. It should be 
recognized that mercury vapors will condense upon any surface below the 
boiling point of mercury, 357.82° C., whether that surface be ore with which 
they will amalgamate or not. The steel retort is a good conductor of heat, and 
thus all portions of it are readily brought above this temperature, while the foil 
is kept below this temperature by its contact with the bottom of the cooling 
dish; thus the vapor must condense upon the foil and not upon any other por- 
tions of the exposed inner surface of the retort. The silver foil used in the 


x : A. Eschka, Dinglers Polytech. J., 204, 47, 1872. G. T. Holloway, Analyst, 31, 66, 
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apparatus can easily be replaced at a very small expense. One piece of foil 
will last for from five to ten assays. 

The time required for an assay is about thirty minutes. By using two sets 
of apparatus and four foils, weighing up the first pair of foils while the second 
pair is in use, it may be made in fifteen minutes. 

Procedure.—The sample is weighed and placed in the crucible “ a” of the 
apparatus. Not over 0.1 g. of mercury should be present in the amount of 
material taken. Jive to 10 grams of iron filings are intimately mixed with the 
product in the crucible and additional filings sprinkled over the surface. 
Sulfide ores should be mixed with about twice their weight of a flux of a zinc 
oxide and sodium carbonate in the proportion of 4 : 1, and about five times the 
weight of iron filings added, mixing well. The silver foil is weighed and placed 
between the crucible and cooler at “ b.” 

The bottom of the crucible is gradually heated with a small flame of a Meker 
or burner of similar type, being careful to not overheat. The top of the crucible 
should remain cold, otherwise mercury will be lost. After heating for thirty 
minutes, the apparatus is allowed to cool without disconnecting the condenser. 
The foil is now removed, dipped in alcohol and dried in a desiccator over fused 
calcium chloride. The increase in weight of the foil is due to metallie mercury. 


Norz.—lIt is advisable to repeat the test with a clean foil to be sure that all mercury, 
has been obtained from the sample. The mercury may be removed from the foil by heat. 

Gold is preferable to silver for on its surface minute amounts of mercury are visible 
and gold absorbs a larger amount on its surface than will silver. The silver foil, however, 
is very satisfactory. 

Determination of Mercury in Cyanide Solutions.—The procedure recommended by 
W. J. Sharwood with use of the apparatus described above is given in the latter portion 
of this chapter. 


DETERMINATION OF MERCURY BY ELECTROLYSIS 


Mercury is readily deposited as a metal from slightly acid solutions of its 
salts. 

Procedure.—The neutral or slightly acid solution of mercuric or mercurous 
salt is diluted in a beaker to 150 ml. with water and 2 to 3 ml. of nitric acid 
added. The solution is electrolyzed with a current of 0.5 to 0.1 ampere, and an 
E.M.F. of 3.5 to 5 volts. A gauze cathode is recommended, or a platinum dish 
with dulled inner surface may be used. One gram of mercury may be deposited 
in about fifteen hours (or overnight). The time may be shortened to about three 
hours by increasing the current to 0.6 to 1 ampere. 

The metal is washed with water without interrupting the current and then 
‘ with alcohol. After removing the adhering alcohol with a filter paper, the 
cathode is placed in a desiccator containing fused potash and a small dish of 
mercury. The object of this mercury is to prevent loss of the deposit by 
vaporization. 

The increased weight of the cathode is due to metallic mercury. 

Norrs.—In the electrolysis of mercuric chloride turbidity may be caused by forma- 


tion of mercurous chloride by reduction, but this does no harm, as the reduction to 
metallic mercury follows. 
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Mercury may be electrolyzed from its thio-salt solutions, obtained by dissolving its 
sulfide in concentrated sodium sulfide. 


VOLUMETRIC DETERMINATION OF MERCURY 
SEAMON’S VOLUMETRIC METHOD®> 


Seamon’s Volumetric Method.—Weigh 0.5 gram of the finely ground ore 
into an Erlenmeyer flask of 125 ml. capacity. Add 5 ml. of hydrochloric acid 
(1.19) and allow it to act for about ten minutes at a temperature of about 40° C., 
then add 3 ml. of nitric acid (1.4) and allow the action to continue for about 
ten minutes longer. The mercury should now all be in solution. Now if lead 
be present, add 5 ml. of concentrated sulfuric acid; it may be omitted otherwise. 
Dilute with 15 ml. of water and then add ammonia cautiously until the liquid 
is slightly alkaline. Bismuth, if present, will be precipitated. Acidify faintly 
with nitric acid, filter, receiving the filtrate in a beaker, and wash thoroughly. 

Add to the filtrate 1 ml. of nitric acid (1.4) that has been made brownish 
in color by exposure to the light, and titrate with a standard solution of potas- 
sium lodide until a drop of the liquid brought into contact with a drop of starch 
liquor, on a spot-plate, shows a faint bluish tinge. It is a good plan to set aside 
about one-third of the mercury solution and add it in portions until the end- 
point is successively passed, finally rinsing in the last portion and titrating to 
the end-point very carefully. 

Deduct 0.5 ml. from the burette reading and multiply the remaining ml. used 
by the percentage value of 1 ml. in mercury to obtain the percentage in the ore. 

The standard potassium iodide solution should contain 8.3 grams of the 
salt per liter. Standardize against pure mercuric chloride. Dissolve a weighed 
amount of the salt in water, add 2 ml. of the discolored nitric acid and titrate 
as above. One ml. of standard solution will be found equivalent to about 0.005 
gram of mercury, or about 1% on the basis of 0.5 gram of ore taken for assay. 

The precipitate of red mercuric iodide which forms during the titration may 
not appear if the amount of mercury present is very small, but this failure to 
precipitate does not appear to affect the result. 

Iron, copper, bismuth, antimony, and arsenic, when added separately to 
the ore, did not influence the results in Seamon’s tests. Silver interferes. 
Duplicate results should check within 0.1 to 0.2 of 1%. 


VOLUMETRIC THIOCYANATE METHOD FOR MERCURY ° 


A sample containing 0.1 to 0.5 g. Hg placed in a flask is decomposed by 
adding 10 ml. dilute H,SO, (1:1) and about 0.5 g. KMn0Q, crystals. The 
mixture is agitated and heated to fumes. The solution cooled is diluted to 


5 “Manual for Assayers and Chemists,’’ p. 112. 
6° A. H. Low, Chemist-Analyst, 29, 13 (1919). 
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50 ml. with cold water, then boiled and the MnO, dissolved by adding a few 
crystals of oxalic acid (small portions at a time). 

The solution is filtered, and any residue washed with dilute (1 : 10) H.SOx. 
The sulfide group is now precipitated with H.S and filtered off. The pre- 
cipitate, transferred to a flask, with short-stemmed funnel, is digested for some 
time with dilute HNO; (2:1), the solution then diluted with hot water and 
filtered and the HgS washed with dilute HNO; (1 : 1). 

The HgS is transferred to a flask with a few ml. of hot water and then 5 ml. 
of strong H.SO, and 0.5 g. KMnO, are added and the mixture heated to fumes. 
Oxalic acid crystals are added until the MnO, dissolves and the mixture again 
heated to fumes to destroy the excess of oxalic acid. The solution, cooled, is 
diluted to 100 ml. (It should now be clear.) 

About 5 ml. of a saturated solution of ferric ammonium sulfate solution 
(acidified with HNOs;) are added and the solution titrated with 0.1 N thiocya- 
nate solution. 


One ml. 0.1 N thiocyanate=0.01003 g. Hg. 


Solutions. Ferric Indicator.—Make a saturated solution of ferric ammo- 
nium sulfate or ferric sulfate. Add sufficient nitric acid (freed from nitrous 
acid by heating) to clear the solution and produce a pale yellow color. Five ml. 
of this solution (the Editor prefers less) is used in the test. Ferric nitrate may 
be used if the sulfate is not available. 

Thiocyanate Reagent.—A tenth normal solution may be made by dissolving 
7.4 grams of NHiCNS or 9.2 grams of KCNS in water and diluting to a liter. 
The solution may be standardized against a standard silver solution, containing 
0.01079 grams silver per ml. 

Forty ml. of the silver solution is measured into a beaker or Erlenmeyer flask 
and diluted to about 100 ml. ‘The ferric indicator is added and the solution is 
titrated with the thiocyanate solution. Hach addition of the thiocyanate will 
produce a temporary red color, which fades out as long as there is silver uncom- 
bined with thiocyanate. A drop in excess of the thiocyanate produces a 
permanent faint red color. 

The thiosulfate may be standardized against pure mercury dissolved in 
dilute HNO; following the procedure given above. 

Mercury in Organic Matter.—The compound is decomposed by the method 
of Carius by heating in a closed tube (see page 265) with cone. nitric acid 
(d. 1.42). The amount of nitric acid used should not exceed 3 ml. per 50 ml. 
tube, otherwise an explosion may result.’ The acid solution is neutralized by 
addition of sodium hydroxide and sufficient excess of the alkali added to insure 
a slight excess. Pure potassium cyanide is now added in quantity sufficient to 
dissolve the mercuric oxide precipitate, and the solution saturated with H.S gas. 
_ Ammonium acetate is added and the solution boiled until nearly all the NH; has 
been expelled. The precipitate is allowed to settle and then filtered off and 
washed with hot water, and then with hot dilute HCl and again with water. 
The precipitate is dried at 110° C. and weighed as mercuric sulfide, HgS. 


Norr.—Should free sulfur be present its removal is accomplished by extraction with 
pure CS», see page 577. 


‘7 Fresenius, Quant. Chem. Anal., 2, 118, 1915. 
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Other Volumetric Methods.—Mercurous ion may be oxidized by potassium 
permanganate or by ceric sulfate in excess.’ Potassium lodate may be used 
for the direct oxidation of calomel under iodine monochloride conditions (see 
chapter on Standard Solutions). Mercury may be precipitated as zine mer- 
curic thiocyanate and the thiocyanate titrated with standard iodate solution. 
Mercurous mercury may be titrated with standard chloride or bromide solution 
using bromphenol blue as adsorption indicator.° Mercuric chloride may be 
titrated with standard potassium iodide to the appearance of a permanent red 
turbidity. Mercuric ion may be precipitated as mercuric pyridine bichromate 
and weighed, or the bichromate may be titrated by conventional methods.!° 


DETERMINATION OF MERCURY IN ZINC AMALGAM 


The method is applicable to the determination of mercury in “ battery 
zines’ in which mercury is present to the extent of 1-3%. The procedure 
has been used by the N. Y., N. H. and H. Railroad. 

Procedure.—Accurately weigh about 5 grams of the finely divided alloy, 
place in a beaker and dissolve in about 75 ml. of dilute HCl (1: 1) and heat 
gently for about three hours. The zine goes into solution, whereas the mercury 
and lead remain undissolved as metals. Decant off the solution and wash 
the metals several times with hot distilled water by decantation. Transfer to a 
weighed porcelain crucible, carefully decanting off the water. Expel the re- 
maining water by drying in an oven at 100° C. Cool in a desiccator and weigh. 
Now gently ignite at a dull red heat. Cool in a desiccator and again weigh. 
The loss of weight is due to the volatilization of mercury. 


Notrr.—Conduct the ignition under a hood for 3-5 minutes. 


DETERMINATION OF MERCURY IN AMALGAMATED ZINC” 


Procedure.—Remove the rolling compound from the surface with appro- 
priate solvents and cut the dry zinc into small pieces. Weigh about 20 grams 
into a 300-ml. beaker. Dissolve the metal with HCl (1:1), facilitating the 
solution process by decanting the spent acid through a hard filter before a 
fresh portion is added. 

When no more H is evolved compress the residue in the bottom of the beaker 
with a flattened glass rod and drain off the liquid through the filter. Wash with 
hot water by decantation until acid free. Dry the filter at 100° C. and brush 
from it the small amount to the main residue in the beaker. There is little 
danger of mercury loss to this point in the procedure provided there be sufficient 
lead present to absorb the mercury, but great care must be taken when this 
amalgam is dissolved. 


8 The latter method is very satisfactory. Willard and Young, J. Am. Chem. Soc., 
52, 557 (1930). 

®Zombory, Z. anal. Chem., 184, 237 (1929); Zombory and Pollak, ibid., 215, 255 
(1933); Kolthoff and Larson, J. Am. Chem. Soe., 56, 1881 (1934). 

10 Spacu and Dick, Z. anal. Chem., 76, 273 (1929); Furman and State, Ind. Eng. 
Chem., Anal. Ed. 8, 467 (1936). 

u Alfred Kundert, Research and Development Department, French Battery Co., 
Madison, Wisconsin. From the Chemist-Analyst. 
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Cover the beaker with a watch glass and dissolve the residue without heat in 
2or3 ml. HNO; (1:1). Addaslight excess of Br water and rotate until dis- 
solved, then add 25 ml. H,O. Ignore any white undissolved salt but be certain 
that Hg is all converted. (Add dropwise a concentrated solution Na,CO; until 
a slight flocculent precipitate persists.) 

Add a drop of phenolphthalein and 10% NaCN until pink, then 10 ml. in 
excess. Dilute to 200 ml. Stir and let settle. Filter PbCO; and wash with 
1% NaCN until Hg free. Precipitate HgS by passing H.S for about 5 minutes 
then heat to 60° C., continue H.S for 5 minutes more, and let settle. 

Prepare a Gooch with athin asbestos floor, wash with 10% NaCN, HCI (1 : 2) 
and finally with H,O, then heat and weigh. Decant the clear liquid into the 
Gooch with gentle suction and finally transfer the sulfide with acidulated H.S 
water. Purify the sulfides by washing with cold HCl (1: 2), then wash with 
alcohol and dry. 

Purify with CS, and alcohol, then dry to constant weight at 100° C. Vola- 
talize HgS and reweigh. Calculate Hg from loss. 


Novrs.—If there are more than a few milligrams of nonvolatile, or for exceptionally 
accurate results, this nonvolatile residue should be redetermined as the sulfide in the 
same manner as above. 

The usual run of battery zines contain sufficient lead to absorb the mercury, other- 
wise the zinc must be plated with lead by the addition of sufficient soluble lead salt prior 
to dissolving with HCl. 


DETERMINATION OF MERCURY IN CYANIDE SOLUTIONS AND 
IN CYANIDE PRECIPITATES 


The procedure as recommended by W. J. Sharwood (Mining Sci. Press, Oct. 
30, 1915) is as follows: 


Measure 1000 ml. of solution into a 2500 ml. acid-bottle, give the contents a rotary 
motion and add half a gram of the finest aluminum powder. Shake the bottle violently 
for half a minute, then give it a rapid rotary motion and allow to stand for a half to one 
minute; by this means the solution continues moving most of the time. Repeat the 
violent shaking, etc., at least 6 times—a total of 5 to 10 minutes. Meanwhile prepare a 
porcelain Gooch crucible, covering the perforated bottom with a layer of fine asbestos, 
and connect with an empty 2500 ml. bottle attached to a good vacuum-pump. Shake 
the solution again and pour it all through a large funnel into a 1000 ml. narrow-necked 
flask. Rinse the bottle twice with a little water and catch the washings in a small 
beaker. Pour the washings into the flask until nearly full, and pour the remainder upon 
the Gooch filter. Invert the flask over the filter with the mouth at least half an inch 
below the rim, clamp it in that position, and then allow the liquid to filter, using a good 
vacuum. It may require two or three hours to pass through. Remove the empty flask, 
rinse any adhering particles into a beaker, and transfer to the filter. Wash once with 
distilled water. When sucked dry, wash once with alcohol, using a pipette to rinse 
down the sides of the-crucible; when drained, wash twice with a little ether to remove 
‘any oil, etc. Remove the crucible and heat gently till thoroughly dry; transfer the 
asbestos filter-pad and contents to the mercury apparatus with a weighed gold foil, and 
poe exactly as with ores. See procedure on page 578 “Determining Mercury as a 

etal-Amalgamation Method.” 

Using 1000 ml. of solution, every milligram found corresponds to one part per million, 
and half a milligram of mercury is easily visible on gold foil. If the solution is very low 
in alkali and in cyanide a gram of caustic soda may be added; much more is undesirable. 
In case of doubt there is no harm done by using additional aluminum powder. 

Zinc-dust is not a satisfactory substitute for aluminum; the excess of zinc must be 
removed by hydrochloric acid, and the cadmium it contains also interferes. 


584 MERCURY 


In Cyanide Precipitate.—The precipitate, obtained by treatment of cyanide solution 
with zinc-dust or shaving, may contain mercury in the metallic state or as sulfide. 

Metallic mercury probably exists mainly as amalgam, in combination with gold or 
silver, or with unaltered metallic zinc. Sulfuric acid refining leaves both mercuric 
sulfide and the metal in the residue. 

In using the apparatus for collecting mercury upon silver foil, the quantity of ma- 
terial taken for analysis should not contain over 0.10 g. of mercury, and preferably 
0.025 to 0.050 g. From 1 to 2 g. of precipitate is usually a safe amount, but some 
slime and concentrate precipitates have yielded over 10% mercury when raw, and con- 
siderably more after acid refining. 

Place the weighed sample in a 150-ml. beaker with watch-glass cover, moisten, and 
add 10 or 15 ml. dilute hydrochloric acid. When action slackens add more acid and 
finally heat gently until action ceases. All the lime, practically all the zinc and cad- 
mium, and some copper and lead pass into solution. Dilute with warm water, stir, and ° 
allow to settle, and pass the clear liquid through an asbestos Gooch filter, using gentle 
suction. Heat the residue with a little more acid, dilute and filter as before; finally 
transfer all the residue to the filter and wash with hot water till all chlorides are removed. 
The filtrate may be used for the determination of calcium and zinc, and for cadmium if 
the residue has been thoroughly extracted with acid. 

The residue contains all the mercury. As soon as it is sucked dry, wash once with 
about 10 ml. of alcohol (denatured may be used), using a pipette to rinse the sides of the 
Gooch crucible; then wash at least twice with ether to remove grease, asphaltum, etc. 
These washings are discarded unless the organic matter extracted is to be determined by 
evaporation in a watch-glass. Disconnect the Gooch crucible and dry it in an oven or 
on a hot plate, avoiding a high temperature. Transfer the asbestos mat and residue to 
the mercury apparatus with a weighed disk of silver or gold foil. Wipe out the Gooch 
with a wisp of dry asbestos and add to the residue in the retort. Add 5 g. clean iron- 
filing or crushed steel and a little well-burned quicklime, and grind up with the residue, 
using a stout glass rod. Cover with 2 or 3 g. of iron or lime. Clamp foil and cooler 
upon retort, heat for about 20 minutes, ete., exactly as with ores, and weigh the foil with 
condensed mercury. 


MOLYBDENUM ! 
Mo, at.wt. 96.0; sp.gr. 10.2; m.p. 2620° C.; oxides, Mo.0;, MoO,, MoO, 


Molybdenum frequently occurs in granite in the form of sulfide, molybden- 
ite; it is associated as molybdate with iron, lead and calcium. The commercial 
minerals are molybdenite, MoS.2; wulfenite, PoMoO.. Molybdenite is a bluish 
gray mineral with metallic lustre, opaque, foliated masses or scales like graphite, 
easily separated and soft, streak bluish. Wulfenite is a yellow to orange-red 
mineral with resinous lustre. It may contain vanadium, chromium, arsenic 
and tungsten. Molybdite is an earthy yellow mineral, opaque to translucent, 
streak yellow. It is an alteration product of molybdenite, occurring in small 
proportions with it and is not a commercial ore. 


DETECTION 


Molybdenum appears in the hydrogen sulfide group; it is precipitated from 
acid solution by H.S as a dark brown sulfide, mostly MoS;. The sulfide is 
dissolved by digestion with alkali or ammonium sulfides, forming thio-molyb- 
dates which impart a deep brown-red color to the solution. In the formation 
of soluble thio-salts it behaves like arsenic, tin and antimony, but the thio- 
molybdates of these metals are not deeply colored. When acid solutions of 
molybdenum are treated with metallic zinc, molybdenum is reduced to a lower 
valence, imparting various colors to the liquid as reduction progresses. It 
remains in solution, whereas tin and antimony, if present in the liquid, are 
reduced to metals. Arsenic, if present, is in part eliminated as arsine. Neither 
tin, antimony nor arsenic give colored solutions upon reduction with zinc. 

Sodium thiosulfate added to a slightly acid solution of ammonium molyb- 
date produces a blue precipitate witha supernatant blue solution. With more 
’ acid a brown precipitate is formed. 

Sulfur dioxide produces a bluish-green precipitate if sufficient molybdenum 
is present, or a colored solution with small amounts. 

1The mineral molybdenite, MoSs, was for a long time considered to be graphite, 
which it strongly resembles. Scheele proved it to be an independent substance. The 
metal is employed in alloy steels, being added to the steel in form of ferromolybdenum 
or CaMoOQ;. It is employed in high-temperature resistor furnaces, in supports for 


tungsten filaments in lamps, and in dentistry for tooth plugs. Ammonium molybdate 
is valuable in the analytical laboratory for determination of phosphorus. 
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Molybdenum present as molybdate is precipitated by disodium phosphate 
as yellow ammonium phosphomolybdate from a nitric acid solution. The pre- 
cipitate is soluble in ammonium hydroxide. 

A pinch of powdered mineral on a porcelain lid, moistened with a few drops 
of cone. sulfuric acid, stirred and heated to fumes, then cooled, will produce 
a blue color when breathed upon. The color disappears on heating, but reap- 
pears on cooling. Water destroys the color. 

Molybdenite is very similar to graphite in appearance. It is distinguished 
from it by the fact that nitric acid reacts with molybdenite, MoSe, leaving a 
white residue, but has no action upon graphite. The blowpipe gives SO, with 
molybdenite and CO: with graphite. 


ESTIMATION 


The determination is required in the analysis of molybdenum ores; also in 
iron and copper ores containing molybdenum. 

The metal is determined in certain steels and alloys. 

The reagents ammonium molybdate and the oxide-molybdic acid, MoO; 
are valuable for analytical purposes. Tests of their purity may be required. 

Molybdenum is precipitated from acid solution as sulfide by H.S, soluble 
in alkalies. If it is not thrown out with the hydrogen sulfide group it will re- 
main in solution and pass into the soluble alkali group and probably escape 
detection. 

The ores are easily decomposed by acids or by alkali fusion. Details 
follow later. 


PREPARATION AND SOLUTION OF THE SAMPLE 


In dissolving the substance the following facts should be kept in mind: 
The metal is easily soluble in aqua regia; soluble in hot concentrated sulfuric 
acid, soluble in dilute nitric acid, oxidized by excess to MoO;. It is dissolved 
by fusion with sodium carbonate and potassium nitrate mixture. It is insoluble 
in hydrochloric, hydrofluoric and dilute sulfurie acids. 

The oxide MoO; is but slightly soluble in acids; soluble in alkalies; MoO: 
is insoluble in hydrochloric and hydrofluoric acids. _MoOs;, as ordinarily pre- 
cipitated, is soluble in inorganic acids and in alkalies. The oxide sublimed is 
difficultly soluble. 

Molybdates of the heavy metals are insoluble in water, the alkali molybdates 
are soluble. 
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Ores.—Molybdenum ores are decomposed by fusion with a mixture oi 
sodium carbonate and potassium nitrate, or with sodium peroxide, in an iron 
crucible, 0.5 gram of the sample being taken and 10 times its weight of fusion 
mixture. The melt is disintegrated with about 150 ml. of water, the alkali 
partly neutralized with NH.Cl and filtered. The molybdenum is in the 
filtrate, the iron remains in the residue. 

~ Itis advisable to dissolve the residue in a little dilute HCl, pour this solution 
into a hot solution of an excess of NaOH and again filter off the iron hydroxide, 
adding the filtrate to the first lot. 

The combined filtrates and washings are treated with about 5 ml. of a 
50% tartaric acid solution or its equivalent in crystals. (This prevents W and 
V from separating out) and the solution saturated with H.S. The thiomolyb- 
date solution is made slightly acid with H,SOx, (1 : 2) and MoS; precipitates. 

Steel and Iron.—One to two grams of the drillings are dissolved, a mixture of 
25 ml. HCl and 2 ml. HNOs, additional HNO; (1: 1) being added to oxidize 
the iron, if necessary. (KCIO; crystals may be used.) A large excess of the 
oxidizing agent is to be avoided. The solution is evaporated to near dryness 
and the pasty residue taken up with about 25 ml. water and 10 ml. HCl, and 
gently heated. A yellow residue is due to WO3.* Thisis removed by filtration, 
and washed. The filtrate contains the molybdenum. This is now treated 
according to the procedure given under “ Separations ”’ for removal of iron. 


SEPARATIONS 


Separation of Molybdenum from Iron.—The solution containing the 
molybdenum is treated very cautiously with 2 N NaOH solution to neutralize 
the greater part of the free acid, but not with such an amount that would color 
the solution red. The yellow solution is heated to boiling. 

In a separate vessel is placed 2 N NaOH in sufficient quantity to combine 
with all the iron of the sample and about 100% excess (1 ml. of 2N NaOH 
=.035 g. Fe); 125 ml. should be sufficient. This solution is heated to boiling 
and to it is added the hot solution containing the molybdenum. The sample 
should be added very slowly, preferably through a special funnel with capillary 
tube, stirring the solution vigorously during the addition. With care a com- 
plete separation of iron, free from molybdenum, may be effected, the molyb- 
denum remaining in solution. The mixture is transferred to a 500-ml. volu- 
metric flask. 

The volume is made up to exactly 500 ml. and the precipitate allowed to 
settle. A portion is now filtered off, the first 5-10 ml. being rejected and the 
following 250 ml. of filtrate is retained for analysis of molybdenum. 

Separation of Molybdenum from Iron and the Other Elements commonly 
present in Steels.? Be 

Knowles found that a-Benzoinoxime precipitates molybdenum from solu- 
tions containing as much as 20% by volume of H.SO, or 5% by volume of 
either HCl or HNO; or H;PO,. The only other elements precipitated in min- 
eral acid solutions by the reagent are Cb, W, Pd, CrY!, VY, and Ta. The reagent 


*The WO; will contain some molybdenum. 
2H. B. Knowles, Bur. Standards J. Research, 9, 1 (1932). 
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is, therefore, very useful for the determination of molybdenum in steel and in 
other alloys, and will undoubtedly be found useful in many fields of analysis. 

Separation from the Alkaline Earths.—Fusion of the substance with sodium 
carbonate and extraction of the melt with water gives a solution of molybdenum, 
whereas the carbonates of barium, calcium and strontium remain undissolved. 

Separation from Lead, Copper, Cadmium and Bismuth.—The sulfides of 
the elements are treated with sodium hydroxide and sodium sulfide solution 
and are digested by gently heating in a pressure flask. Molybdenum dissolves, 
whereas lead, copper, cadmium and bismuth remain insoluble. If the solution 
of the above elements is taken, made strongly alkaline, and treated with H.S, 
the sulfides of the latter elements are precipitated and molybdenum remains ~ 
in solution. The precipitates are filtered off and the filtrate containing molyb- 
denum is made slightly acid with sulfuric acid and the mixture heated, until 
the liquid appears colorless, MoS; is precipitated and may be converted into 
the oxide as described later. 

Separation of Molybdenum from Iron, Aluminum, Chromium, Nickel, 
Cobalt, Zinc, Manganese, Alkaline Earths and Alkalies—Molybdenum is 
precipitated from an acid solution, preferably a mixture of H,SO4 and HC]— 
1 and 2 ml. respectively in a volume of 50 ml. After saturating with H.§, the 
solution is diluted with an equal volume of water and again saturated with H.S 
and the sulfides filtered and washed as usual. Members of the H.S group will 
be present, if in the original solution. 

Separation from Vanadium is effected by a molybdenum sulfide precipitation 
in acid solution. 

Separation from Arsenic.—(a) Arsenic, present in the higher state of oxida- 
tion, is precipitated by magnesia mixture, added to a slightly acid solution (5 ml. 
of concentrated hydrochloric acid per 100 ml. of solution for each 0.1 gram 
arsenic). The solution is neutralized with ammonia (methyl orange), and the 
arsenic salt filtered off. MoS; is now precipitated with H.S in presence of free 
sulfuric acid in the pressure flask. (b) Arsenic is reduced to arsenous form and 
distilled as AsCl; separating it from molybdenum. 

Separation from Phosphoric Acid.—Phosphoric acid is precipitated from an 
ammoniacal solution as magnesium ammonium phosphate. Molybdenum may 
then be precipitated as the sulfide from the filtrate. 

Separation from Titanium.—Ammonia will separate molybdenum from 
titanium. The metals of the ammonium sulfide group and titanium are pre- 
cipitated by adding ammonium hydroxide and ammonium sulfide. Molyb- 
denum remains in solution and passes into the filtrate. HS is passed into the 
solution until it appears red; sulfuric acid is then added until the solution is 
acid, when molybdenum sulfide precipitates. 

Separation from Tungsten.— Molybdenum may be precipitated by H.S as 
Mos§; in presence of tartaric acid. Tungsten does not precipitate. 

MoS; may be precipitated from a formic acid solution by H.S, tungsten 
remains in solution.? The alkaline solution is neutralized with concentrated 
formic acid and an excess of ammonium sulfide added followed by more formic 
acid with 5 ml. excess per each 100 ml. of solution. After standing for half an 
hour or more the MoS; is filtered off and washed with a 5% solution of formic 
acid. 


3 J. Sterba Béhm and J. Vostrebal, Z. anorg. allgem. chem., 110, 81, 1920. 
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Ether Extraction Method.—LEther extracts not only iron but also molyb- 
denum (see p. 465). The ether is evaporated off on a steam bath (avoid a free 
flame, as ether is inflammable) and the solution taken to near dryness. Ten 
ml. of sulfuric acid are added and hydrochloric acid expelled by concentration 
to fumes. After cooling, 100 ml. of water are added and 2-3 grams of am- 
monium bisulfite, to reduce the iron. The solution is boiled to expel the excess 
of SO, and molybdenum is precipitated by H.S, in a pressure flask. After 
cooling slowly, the sulfide, MoS, is filtered off, washed and ignited and weighed 
as MoO; 


GRAVIMETRIC METHODS FOR THE DETERMINATION OF 
MOLYBDENUM 


PRECIPITATION AS LEAD MOLYBDATE 


Preliminary Remarks.—This method, suggested by Chatard,4 has been 
pronounced by Brearly and Ibbotson to be “ one of the most stable processes 
found in analytical chemistry.” ‘It is not interfered with by the presence of 
large amounts of acetic acid, lead acetate, or alkali salts (except sulfates). 
The paper need not be ignited separately and prolonged ignition at a much 
higher temperature than is necessary to destroy the paper doesno harm. From 
faintly acid solution lead molybdate may be precipitated free from impurities 
in the presence of copper, cobalt, nickel, manganese, zinc, magnesium and 
mercury salts.” It may be readily separated from coprecipitated iron and 
chromium. Barium, strontium, uranium, arsenic, cadmium and aluminum do 
not interfere if an excess of hydrochloric acid has been added to the solution 
followed by lead acetate and sufficient ammonium acetate to destroy the free 
mineral acid. 

The method is not adapted to use with molybdenite, MoSs, because of the 
sulfate that forms on oxidation. 

Vanadium and tungsten, if present, must be removed. Fe, Cr, Si, Sn, Ti, 

Bi, Sb will contaminate the precipitate if present. 

Special Reagents. Lead Acetate.—A 4% solution is made by dissolving 
20 grams of the salt in 500 ml. of warm water. A few ml. of acetic acid are 
added to clear the solution. 

Precipitation of Lead Molybdate.—The solution acidified with acetic acid 
(5 ml. per 200 ml.) and free from iron, is heated to near boiling and the lead 
acetate reagent added slowly until no further precipitation occurs and then 


4T. M. Chatard, Am. J. Sci. (3), 1, 416, 1871. 
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about 5% excess. (One ml. of the 4% lead acetate reagent will precipitate 
about 0.01 gram of molybdenum.) ‘The precipitate is allowed to settle a few 
minutes and filtered hot into a weighed Gooch crucible or into a filter paper. 
(Refiltering first portion if cloudy.) The precipitate is washed with hot water 
until free of chlorides and the excess of the lead acetate. 

The precipitate dried and ignited in a porcelain crucible at red heat for about 
twenty minutes is weighed as PbhMoOu. 


PbMo0,4X0.2614= Mo. PbMo0O4X0.3922 = MoOs. 
Mo X3.8255= PbMoO.4. MoO;X2.550 = PbMoO.. 


PRECIPITATION AND WEIGHING AS SILVER MOLYBDATE 


Silver molybdate is an excellent form in which to precipitate and weigh 
molybdate. The procedure is useful for standardization of solutions of molyb- 
denum and for checking the amount of MoO; extracted by ammonia from the 
crude oxide as obtained in many analytical procedures. 100 ml. of water 
dissolved 0.0044 g. AgeMoO, at 25°, but the precipitate is practically insoluble 
when an excess of silver is present. The latter may be washed out with alcohol. 

Procedure.—To 150 ml. of the ammonium or other alkali molybdate solu- 
tion is added a drop of methyl orange and enough sulfuric acid to change the 
color to red. One g. of NaC.H;02-3H.O is dissolved in the solution; heat to 
boiling and add AgNO; solution to complete precipitation. The precipitate is 
filtered on a filter crucible, washed with a solution of 5 g. AgNO; per 1000 ml. 
of H,O. The excess of AgNO; is removed by C2H;O0H; wash with three 
5 ml. portions of C.H;OH (95%). Dry the precipitate to constant weight 
at 250° C. 


A. DETERMINATION OF MOLYBDENUM AS THE OXIDE, MoO; 


SEPARATION AS Mrrcurous MouyBpAtTE 


Especially applicable for small amounts of molybdenum where fusion with 
an alkali carbonate has been required. 

Decomposition of Ore.—One gram of the ore is fused with 4 grams of fusion 
mixture, (NazCO;+K,CO;+KNOs), and the cooled melt extracted with hot 
water. 

If manganese is present, indicated by a colored solution, it may be removed 
by reduction with alcohol, the manganese precipitate filtered off and washed 
with hot water, the solution evaporated to near dryness and taken up with 
water, upon addition of nitric acid as stated below. 

The solution containing the alkaline molybdate is nearly neutralized by 
adding HNOs, the amount necessary being determined by a blank, and to the 
cold, slightly alkaline solution, a faintly acid solution of mercurous nitrate is 
added until no further precipitation occurs. The precipitate consists of mer- 

5 Addition of ammonium nitrate to the solution tends to prevent formation of col- 


loidal PbMoO,. Bee pulp (ashless) may be added to assist rapid filtration. 
6L. W. McCay, J. Am. Chem. Soc., 56, 2548 (1934). 
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curous molybdate and carbonate (chromium, vanadium, tungsten, arsenic and 
phosphorus will also be precipitated if present). The solution containing the 
precipitate is boiled and allowed to stand ten to fifteen minutes to settle, the 
_ black precipitate is filtered off and washed with a dilute solution of mercurous 
nitrate. The precipitate is dried, and as much as possible transferred to a 
watch-glass. The residue on the filter is dissolved with hot dilute nitric acid, 
and the solution received in a large weighed porcelain crucible. The solution 
is evaporated to dryness on the water bath and the main portion of the precipi- 
tate added to this residue, and that product heated cautiously over a low flame 7 
until the mercury has completely volatilized. The cooled residue is weighed as 
MoO3. 
MoO; X0.6667= Mo. 


Norr.—TIf Cr, V, W, Asor P are present a separation must be effected. Molybdenum 
should be precipitated in an H,SO, solution in a pressure flask as the sulfide by H2S 
as given in the following method, and arsenic if present removed by magnesia mixture 
as indicated in the procedure for separation of arsenic from molybdenum. If these im- 
purities are present the molybdenum oxide may be fused with a very little NazCOs, and 
leached with hot water and the filtrate treated with HS as directed. 


SEPARATIONS AS THE SALT OF a-BENZOINOXIME ® 


Procedure Recommended for General Use.—Prepare a solution containing 
10 ml. of sulfuric acid (specific gravity 1.84) in a volume of 200 ml. and not more 
than 0.15 g. of sexivalent molybdenum. If vanadates or chromates are present 
add sufficient freshly prepared sulfurous acid to reduce them and heat to boiling. 
Continue the boiling until the odor of sulfur dioxide can no longer be detected. 
Chill the solution to a temperature of 5° to 10°C. Stir and slowly add 10 ml. 
of a solution of 2 g. of a-benzoinoxime in 100 ml. of alcohol and 5 ml. extra for 
each 0.01 g. of molybdenum present. Continue to stir the solution, add just 
sufficient bromine water to tint the solution a pale yellow and then add a few 
milliliters of the reagent. Allow the beaker and contents to remain in the 
cooling mixture 10 to 15 minutes with occasional stirring, stir in a little macer- 
ated filter pulp and filter through a paper of close texture, such as 8. & S. No. 
589 Blue Band. Filtration can be greatly facilitated by using a coarser filter, 
such as 8. & S. No. 589 Black Band, but it is then requisite that the filtrate 
be very carefully examined and the first portions refiltered if they are not 
absolutely clear. Wash the precipitate with 200 ml. of a cold, freshly prepared 
solution containing 25 to 50 ml. of the prepared reagent and 10 ml. of sulfuric 
acid in 1000 ml. On standing, the filtrate will deposit needle-like crystals if 
sufficient reagent has been employed. 

Transfer the washed precipitate to a weighed platinum crucible, cautiously 
dry; char, without flaming, over a very low gas flame and then ignite to con- 
stant weight in an electric muffle at 500° to 525° C. In umpire analyses of 
materials containing silica it is best to remove that constituent before proceed- 
ing with the precipitation of molybdenum rather than to treat the final pre- 
cipitate with sulfuric and hydrofluoric acids, because of the uncertainty of 
completely decomposing molybdenum sulfate at the temperature of ignition. 

7 The oxide, MoOs, sublimes at erent red heat. At 500—550° C. the loss is only 0.1 


mg. per hour. M. P. Brinton and A. F. Stoppel, J. Am. Chem. Soc., 46, 2454, 1924. 
8H. B. Knowles, Bur. Standards J. Research, 9, 1 (1932). 
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If the oxide contains no impurities, except tungsten, it should dissolve com 
pletely in warm dilute ammonium hydroxide. If an insoluble residue remains 
it must be separated by filtration, ignited, weighed, and the weight subtracted 

The method may be applied to the determination of Mo in molybdenite an 
wolfenite. The ore is brought into the solution in nitric acid (sp.gr. 1.42) an 
bromine. Itis then treated with 25 ml. of diluted H,SO, (1 : 1) and evaporate: 
to fumes of SO; after the addition of 100 ml. of water, heating to dissolve solubl 
sulfates; filter, and wash with sulfuric acid (2 : 100). The molybdenum is de 
termined colorimetrically in the insoluble residue after fusion, ete. The filtrat 
is diluted to 200 ml., treated with 0.1 N KMnO, to a permanent pink tinge ti 
complete the oxidation of the molybdenum. Fresh H.SO; is added to reduc 
Vv and Crvi, The excess of SOz is boiled out. After cooling, the molybdenun 
is precipitated by excess of benzoinoxime, and the precipitate is filtered, washed 
dried, ignited, and weighed. 

The ignited oxide is dissolved in a minimum of warm dil. NH,OH, filtered 
washed, and weighed. The extract containing the molybdenum is acidifie 
with HCl, treated with cinchonine, digested over night, and any precipitate o 
W is filtered, washed, ignited at 570° C., and weighed. The weight of thi 
residue and of that insoluble in NH,OH is deducted from the weight of thi 
crude MoOs. 


B. DETERMINATION AS THE OXIDE MoO; 
SEPARATION OF MOLYBDENUM AS THE SULFIDE BY H.S 


A. Precipitation from Acid Solution.—By this procedure molybdenum i 
precipitated along with members of the hydrogen sulfide group, if present, bu 
free from elements of the following groups. 

The cold molybdenum solution slightly acid with sulfuric acid (in presence 
of Ba, Sr or Ca an HCI solution is necessary) is placed in a small pressure flas] 
and saturated with H.S, the flask closed and heated on the water bath unti 
the precipitate has settled. The solution is cooled and filtered through : 
weighed Gooch crucible. 

B. Precipitation from an Ammoniacal Solution.—By this procedure molyb 
denum is precipitated with antimony, arsenic and tin, if present, but is fre 
from mercury, lead, bismuth, copper and cadmium. 

Hydrogen sulfide is passed into the cold ammoniacal solution of molybdenun 
(in presence of tungsten or vanadium add tartaric acid) until it assumes a brigh 
red color, it is now acidified with dilute sulfuric acid, heated to boiling, the pre 
cipitate allowed to settle and the solution filtered through a weighed Gooel 
crucible. 

In either case A or B the precipitate is washed into the Gooch crucibl 
with very dilute sulfuric acid followed by several washings with the acid an 
then with alcohol until free from acid. The Gooch is placed within a large 
nickel crucible and covered with a porcelain lid. After drying at 100° C. it i 
placed over a small flame and carefully heated until the odor of SO. can n 
longer be detected. The cover is now removed and the open crucible heated t 
constant weight at 525°C. The residue consists of MoQs. 


MoO; X 0.6667 = Mo. 
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Norr.—Arsenic will contaminate the residue if present. The method for its re- 
moval has been given. 


SEPARATION OF MoLYBDENUM FROM TUNGSTEN 9 


Procedure.—To a solution of sodium tungstate and sodium molybdate in 
10-15 ml. is added 10 ml. of 50% ammonium formate, 10 ml. of 30% tartaric 
acid and 100 ml. of water saturated at zero with H.S, and 10 ml. of 2 M formic 
acid. At this point, the solution has a pH of 2.9. Heat the mixture at 60° C. 
on a water bath for one hour, having a flask stoppered with a one-hole stopper, 
the outlet of which is closed with a glass ball held in place by a stout rubber band. 
The stopper is also held in place by a second rubber band which is carried 
around the bottom of the flask. Add a small quantity of filter paper pulp and 
add 10 ml. of 24 M formic acid to complete the precipitation of the molybdenum 
sulfide. Keep the mixture at 60° for thirty minutes longer, filter through a 
Gooch or porcelain filter and crucible, and wash the precipitate with 5-10 ml. 
portions of a mixture of 5 ml. 50% ammonium formate, 5 ml. of 24 M formic 
acid and 100 ml. of water. The molybdenum sulfide is converted to the oxide 
in an electric oven at a temperature of 500-550° C. 

The filtrate is concentrated and treated with 25 ml. of 16 M HNO;. The 
ammonium salts are destroyed by evaporation and the precipitation of the WO; 
is completed using the customary cinchonine reagent. The WO; is brought to 
constant weight by heatings at a final. temperature of 750° in an electric oven. 


VOLUMETRIC METHODS FOR THE DETERMINATION OF 
MOLYBDENUM OR MOLYBDIC ACID 


THE IODOMETRIC REDUCTION METHOD ?° 


Principle— When a mixture of molybdic acid and potassium iodide in pres- 
ence of hydrochloric acid is boiled, the volume having defined limits, free iodine 
is liberated and expelled and the molybdic acid reduced to a definite lower oxide; 
by titrating with a standard oxidizing agent the molybdie acid is determined. 

Reaction.—2Mo0;+4K1+4HCl=2Mo0.I+1.+4KCI+2H,0. 

Reagents.—N/10 solutions of iodine, sodium arsenite, potassium permanga- 
nate, sodium thiosulfate. 

Analytical Procedure.!! Reduction.—The soluble molybdate in amount 
not exceeding an equivalent of 0.5 gram MoO; is placed in a 150-ml. Erlenmeyer 

® Yagoda and Fales, J. Am. Chem. Soc., 58, 1494 (1936). 


10F. A. Gooch and Charlotte Fairbanks, Am. J. Sci. (4), 2, 160 (1896). 
/uF, A. Gooch and O. S. Pulman, Jr., Am. J. Sci. (4), 12, 449 (1901). 
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flask, 20 to 25 ml. of hydrochloric acid (sp.gr. 1.19) added together with 0.2 to 0. 
gram potassium iodide. A short stemmed-funnel is placed in the neck of tl 
flask to prevent mechanical loss during the boiling. The volume of the solutio 
should be about 600 ml. The solution is boiled until the volume is reduced 1 
exactly 25 ml. as determined by a mark.on the flask. The residue is dilute 
immediately to a volume of 125 ml. and cooled. Either process A or B ma 
now be followed. 

A. Reoxidation by Standard Iodine.—A solution of tartaric acid, equivaler 
to 1 gram of the solid, is now added, and the free acid nearly neutralized wit 
sodium hydroxide solution (litmus or methyl orange indicator) and final! 
neutralized with sodium acid carbonate, NaHCOs:, added in excess. A mea 
ured amount of N/10 iodine is nowrunin. The solution is set aside in a dar 
closet for two hours, in order to cause complete oxidation, as the reaction is slov 
The excess iodine is now titrated with N/10 sodium arsenite. 


One ml. N/10 iodine=.0144 gram MoO;=.0096 gram Mo. 


On long standing a small amount of iodate is apt to form. This is dete 
mined by making acid with dilute HCl and titrating with N/10 sodium thic 
sulfate. 

B. Reoxidation of the Residue by Standard Permanganate.—To tl 
reduced solution about 0.5 gram of manganese sulfate in solution is addec 
followed by a measured amount of N/10 permanganate solution, added from 
burette until the characteristic pink color appears. A measured amount < 
standard N/10 sodium arsenite, equivalent to the permanganate is then run 1 
and about 3 grams of tartaric acid added. The acid is neutralized by aci 
sodium or potassium carbonate, the stopper and the sides of the flask rinsed int 
the main solution. The residual arsenite is now titrated by N/10 iodine, usin 
starch indicator. 


Nortss.—Tartaric acid prevents precipitation during the subsequent neutralizatio 
with NaHCO;. A and B. 

The addition of manganese salt in B is to prevent the liberation of free chlorine hb 
the action of KMnO, on HCl. 

In addition to the oxidation of the lower oxides to molybdic acid, potassium pe 
manganate added in B liberates free iodine from HI, it produces iodic acid, and forn 
the higher oxides of manganese. The standard arsenite, on the other hand, conver 
free iodine and the iodate to HI and reduces the higher oxides of manganese. 


ESTIMATION BY REDUCTION WITH JONES REDUCTOR AN: 
OXIDATION BY STANDARD PERMANGANATE SOLUTION 


Principle—The procedure depends upon the reduction of sexivaler 
molybdenum to the trivalent form by passing its acidified solution through 
column of amalgamated zinc. Since the reduced molybdenum compound 
sensitive to the oxygen of the air, resulting in partial oxidation,” the reduce 
compound is caught in an excess of ferric solution, whereupon an equivale1 
amount of ferric compound is reduced to ferrous state. Titration of tk 


2D. L. Randall, Am. J. Sci. (4), 24, 318, 1907. 
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reduced iron by means of standard potassium permanganate establishes the 
amount of molybdenum reduced by the zine. 


2Mo0;3 - Mo:203; and Mo,03 + 3Fe.03; > 6FeO + oxidized Mo. 
Mo = 3Fe. 


Reagents.— Potassiwm permanganate ap- 
proximately N/10 standardized against pure 
sodium oxalate. 

10% solution of ferric alum. 

2.5% solution of sulfuric acid. 

Apparatus.—Jones Reductor. 


ae i R=reductor tube 50 cm. 
F long, 2 cm. inside diam- 
eter. Smaller tube pro- 
longation length 20 cm. 
inside diameter 0.5 cm.; 
Zn=column of zine 40 cm. 
long. Zn shot 8 mesh 
to sq.cm.; 
F=receiving flask; 
P=pressure regulator with 
gauge, set to give pres- 
sure in receiving flask of 


| 


= es ane 


it 
it 
less than 20 cm. water; 
: |  G@=platinum cone or gauze 
14 with mat of fine glass, , 
eet wool 2 em. thick; 
: t The zinc in reductor 
: {| should be protected from the 
‘ # air by covering with water, 
| { stopcock S being closed when 
| + not in use. Fic. 64.—Jones Reductor. 
BM oe 
Dicer. \ ray Procedure.—The receiving flask of the Jones reductor, 
ff 5 TED Fig. 64, is charged with about 30 ml. of 10% ferric alum 
a ee and 4 ml. of phosphoric acid. Through the 40-cm. column 
a of amalgamated zinc in the reductor are passed in succession 
‘ 100 ml. of dilute sulfuric acid (2.5% soln.), the molybdic 
H acid in the form of ammonium molybdate dissolved in 10 
e ml. of water and acidified with 100 ml. of dilute sulfuric 
i acid followed by 200 ml. more of the dilute sulfuric acid and 
ae 100 ml. of water. The reduced green molybdic acid upon 
Sie dia coming in contact with the ferric alum solution produces a 
Fic. 65.—Reduc- right red color. 
tor Tube. The solution is titrated with N/10 KMnO, solution. 


One ml. of N/10 KMnO, = as gram MoO; = a gram molybdenum. 


Norrs.—Substances reduced by zinc and oxidized by KMn0O, should be absent, i.e. 
organic matter, HNO;, compounds of As, Sb, Cb, Cr, Fe, Ti, V, U and W. Organic 
matter and HNO; are removed by taking to fumes with H,SO,, the remainder are sepa- 
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rated by the following treatment:—An excess of ferric iron is added and a double pre 
cipitation is made with NH,OH, the filtrate containing Mo and W is treated with tar 
taric acid and H.S and filtered. The filtrate is acidified and saturated with H.S 
molybdenum precipitates free from interfering substances. Consult section on Sepa: 
rations. 
The ferric salt should be in large excess of that required theoretically in the oxidatior 
of Mo:03 to 2 MoO3. 


2 


REDUCTION WITH MERCURY ® 


The molybdenum solution is made 3 N (approx.) in HCl and is shaker 
vigorously with 25 ml. of mercury in a glass-stoppered vessel. The reducec 
solution is filtered to remove calomel and 1 : 5 HCl is used for washing thi 
latter, and the Mo’ is titrated with standard ceric sulfate using o-phenanthroline 
indicator (2 drops of'0.025 M indicator are used, and the volume must be 300 ml 
if 0.25 g. of Mo are present before adding the indicator). As much as 0.25 g 
of either phosphate or arsenate does not interfere. The acidity of the solutio1 
must not be as high as 4 N in HCl during the reduction because partial reductio1 
to Mo!™ occurs at acidities of 4 N and higher. Copper, even in quantities o: 
the order of 0.1—1 mg. causes serious interference by catalyzing the autoxidatior 
of the reduced solution by air. The copper must be excluded, or alternatively 
oxygen must be excluded. 

Ceric sulfate may also be used for the titration of the ferrous solution pro 
duced when Mo!" is led from a Jones reductor into an excess of ferric sulfate 


METHOD FOR DETERMINING MOLYBDENUM AND VANADIUM 
IN A MIXTURE OF THEIR ACIDS 


Principle of the Method.—The procedure depends upon the fact that vanadi 
acid alone is reduced by SO." in a sulfuric acid solution, whereas both vanadi 
and molybdic acids are reduced by amalgamated zinc, in each case the reducin; 
agents forming definite lower oxides which are readily oxidized to definit 
higher oxides by KMnO,. 

Reactions. 

SO, Reduction: 

1. V205+S02= V204+803. (No action on MoQ3.) 

Zn Reduction: 

2: V.0;+3Zn= V.0.+3Zn0. 

as 2Mo003;+3Zn= Mo.03;+3Zn0. 
KMn0O, Oxidation: 

4, 5V.04+2KMn0,+3H.S0,= 5V.200;+K.204+ MnS0,+3H.0. 

Os 5V20.+6KMn01i4+- 9H.S04= 5V.0;+3K.80,+6MnS0,+9H.0. 

6. 5Mo.03;+6KMn0,+9H.S0.= 10M003;+3K.804,+6MnS0O,4+-9H,0. 

From the reactions “4” and “5” it is seen that three times the amoun 
of KMn0, is required to oxidize V2O2 to V2O; as is required in the case of V2O4 

‘Ss Furman and Murray, J. Am. Chem. Soc.,'58, 1689 (1936). 

“4 Reduction of vanadium by SO. in presence of molybdenum, Graham Edgar 
Am. J. Sci. (4), 25, 332 (1908). No reduction of MoO; when 0.4 gram is present witl 
5 ml. H2SO, in 25 ml. volume. 


For theoretical considerations and data on accuracy of method see ‘Methods it 
Chemical Analysis,” F. A. Gooch. 


MOLYBDENUM 597 


hence—total ml. KMnO, required in oxidation of the zine-reduced oxides minus 
three times the ml. KMnO, required in oxidizing the tetroxide of vanadium 
formed by the sulfur dioxide reduction= ml. KMn0O, required to oxidize Mo.0; 
to MoO;. From these data molybdenum and vanadium may readily be 
calculated. 

Method of Procedure. A. Vanadic Acid.—The solution containing the 
_ vanadic and molybdie acids in a 250- to 300-ml. Erlenmeyer flask, is diluted to 
75 ml., acidified with 2 to 3 ml. of sulfuric acid, (1.84) heated to boiling and the 
vanadic acid reduced by a current of SO: passed into the solution until the clear 
blue color indicates the complete reduction of the vanadic acid to V2O4. The 
boiling is now continued and CO, passed into the flask to expel the last trace of 
SO.. 

Standard N/10 KMn0O, is now run into the reduced solution to the charac- 
teristic faint pink. From reaction “ 4,” vanadic acid may be calculated. 


One ml. N/10 KMnO.=.00910 gram V.0;=.0051 gram vanadium. 


B. Molybdic Acid.—The reduction by Jones’ reductor, and titration of the 
combined acids reduced by amalgamated zine with N/10 potassium perman- 
ganate solution, is carried out exactly as described in the determination of 
molybdie acid alone. In this case 50 ml. of 10% ferric alum and 8 ml. of the 
phosphoric acid is placed in the receiving flask. j 

Calculation.—Total permanganate titration in B minus three times the 
titration in A gives the permanganate required to oxidize Mo.O; to MoOs. 
From equation 6 the molybdic acid may now be calculated. 


C 
One ml. N/10 KMnO, = “= gram MoO; = one gram molybdenum. 


DETERMINATION OF MOLYBDENUM ¥® 


An amount of the sample sufficient to give a weight of from 0.2 to 0.3 
eram of molybdenum is employed. In the case of very pure molybdenite or 
' molybdenite concentrates this will correspond to from 0.5 to 1 gram of sample 
whereas even with the highest grade wulfenite or wulfenite concentrates it is 
never advisable to employ less than 1 gram. The accurately weighed sample 
which has been previously dried for 1 hour at 105° C. is treated with from 10 to 
15 ml. of nitric acid (sp.gr. 1.42) and from 7 to 10 ml. of sulfuric acid (sp.gr. 
1.84) in a 250-ml. beaker provided with a clock-glass cover, at a temperature 
somewhat below the boiling point. As much as 4 or 5 grams of ores or tailings, 
very low in molybdenum, and correspondingly increased amounts of acids are 
necessary. Wulfenite ores and concentrates can also be decomposed completely 
by means of concentrated hydrochloric acid followed by evaporation to fumes 
with sulfuric acid but the use’ of nitric acid is preferred. The beaker and its 
contents are heated, with occasional stirring, until the sample appears to have 
been decomposed completely, when the solution is evaporated cautiously until 
fumes of sulfur trioxide are expelled freely. 


% Contributed by Thos. R. Cunningham, Chief Chemist, Union Carbide and Carbon 
Research Laboratcries, Inc. 
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After having allowed the beaker and its contents to cool somewhat, 50 ml 
of water are added and the liquid is stirred and boiled briskly for a few minute: 
to dissolve all molybdenum and other soluble salts. The next step varie: 
slightly depending upon whether molybdenite or wulfenite is being analyzed. 

In the case of molybdenite the hot solution is filtered on a 9 cm. paper int« 
a 150-ml. beaker and the siliceous residue is washed 8-10 times with hot water 
3-4 times with hot dilute (1:3) ammonium hydroxide, and finally 4-5 times 
more with hot water, the washings being allowed to run into the main filtrate 
The siliceous residue is as a rule practically free from molybdenum. However. 
as a precaution it is ignited in a porcelain crucible at a temperature not highe 
than 450° C., cooled, and transferred to a 30-ml. platinum crucible. One-hali 
(0.5) ml. of sulfuric acid (sp.gr. 1.84), 2 ml. of nitric acid (sp.gr. 1.42) and 5 ml 
of hydrofluoric acid are added and the solution is evaporated to strong fume: 
of sulfur trioxide, and reserved for further treatment. 

Due to the fact that wulfenite contains lead, a slightly different procedure 
is followed in its case. The solution is cooled to tap water temperature, filterec 
on a 9-cm. paper into a 150-ml. beaker, and the residue of silica, lead sulfate, anc 
possibly tungstic acid, is washed thoroughly with cold 2% sulfurie acid. The 
residue and filter paper are returned to the 150-ml. beaker and digested with 
50 ml. of ammonium acetate solution (prepared by mixing 18 ml. of NH,OH 
(sp.gr. 0.90), with-20 ml. of water, and 12 ml. of 99% HC.H30,), at a tempera: 
ture just short of boiling for about 5 minutes. The solution is filtered on an 11- 
cm. paper, the paper and residue washed thoroughly with a hot 5% ammonium 
acetate solution, and ignited in porcelain at a temperature not higher thar 
525° C., cooled and transferred to a 30-ml. platinum crucible. One-half (0.5) 
ml. of sulfuric acid (sp.gr. 1.84), 2 ml. of nitric acid (sp.gr. 1.42) and 5 ml 
of hydrofluoric acid are added, and the solution is evaporated to strong fumes 
of sulfur trioxide and reserved for further treatment. 

To the solution containing all of the molybdenum there is added sufficient 
ferric sulfate to provide 10 times as much iron as there is arsenic present. Thi 
step is usually superfluous in the case of molybdenite, which seldom contain: 
much arsenic, but with wulfenite ores or concentrates, which often carry 
several per cent of mimetite (lead chloro-arsenate), (PbCl)Pb«(AsOu.)3, the uss 
of ferric sulfate is absolutely necessary. From 0.3 to 0.4 gram of ferric sulfat 
is usually ample to insure the retention of all of the arsenic by the ferric hydrox. 
ide. Regardless of whether or not iron was added, the acid solution is nearly 
neutralized with ammonia (addition of an amount sufficient to impart : 
permanent red tint to the clear yellow solution is to be avoided), heated nearly 
to boiling, and poured very slowly and with vigorous stirring into 75 ml. of nearly 
boiling 15% ammonium hydroxide contained in a 250-ml. beaker. The precipi 
tate of ferric hydroxide, etc. (which will carry down quantitatively all arsenic 
in the ore, provided the iron-arsenic ratio is as great as 10 to 1) is filtered on ¢ 
9-cm. paper and washed thoroughly with hot water. A second separation i: 
then made by dissolving the precipitate in a slight excess of hot dilute (1:4 
sulfuric acid, again pouring it into 75 ml. of nearly boiling 15% ammonium 
hydroxide contained in a 250-ml. beaker, and filtering and washing the precipi 
tate as previously described. The two filtrates, which will contain practically 
all of the molybdenum, are collected in a 600-ml. beaker. The ferric hydroxide 
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precipitate is dissolved in 15 ml. of hot dilute sulfuric acid (1 : 4) and reserved 
ior further treatment. 

It is essential that arsenic, which is almost invariably present in wulfenite, 
be eliminated, and the method described furnishes a simple and effective way 
of accomplishing this. Experiments have shown that in presence of molybdenum 
it is very difficult to completely volatilize arsenic by reduction with sulfurous 
acid and boiling with concentrated hydrochloric acid—a portion is held 
tenaciously in the solution. In addition to precipitating the arsenic, the ferric 
hydroxide also carries down most of the vanadiwm and tungsten which are 
ordinary constituents of wulfenite ores. 

To the combined ammoniacal filtrates there are added 2 grams of powdered 
tartaric acid and the warm liquid is saturated thoroughly with a stream of 
washed hydrogen sulfide. The function of the tartaric acid is to prevent the 
precipitation of any tungsten or vanadium along with the molybdenum; its use 
should never be omitted in the case of wulfenite, although since molybdenite is 
usually free from significant amounts of these elements, the amount used in its 
case may be safely reduced tol gram. Under these conditions the molybdenum 
remains in solution as ammonium thiomolybdate, (NH4)2MoS8,, which imparts a 
deep red color to the solution. If a small precipitate of insoluble sulfides 
separates out, it is filtered off and washed with dilute ammonium sulfide water; 
if the solution remains clear, this step is omitted. Copper, in the amounts 
usually present, remains entirely in solution at this point and is reprecipitated 
with the molybdenum when the solution is subsequently acidified. The 
thiomolybdate solution is then made slightly acid with sulfuric acid (1: 2). 
This results in the precipitation of the molybdenum as trisulfide as shown in 
the following equations: 


(NH) oMoSz + H.SO.4= Mos; +H.S + (NH,) 2Ou,, 
(NH,) ee) +H.SO, — H.s + (NHa) 2O.. 


The cessation of effervescence on addition of more acid, the absence of the 
odor of ammonium sulfide and the disappearance of the red color of the am- 
monium thiomolybdate, mark the point where sufficient acid has been added to 
complete the reactions. . 

The beaker and its contents are heated for about 15 minutes at a temperature 
just short of boiling, the solution filtered on an 11-cm. paper and the precipitate 
washed thoroughly with hydrogen sulfide water containing a small amount 
of sulfuric acid. 

The slightly acid filtrate from the molybdenum sulfide is boiled to expel 
free H.S, when the sulfuric acid solution (contained in the 30-ml. platinum 
crucible) of the insoluble residue obtained as described in the third or fourth 
paragraph, and the sulfuric acid solution of the ferric hydroxide precipitate 
‘obtained as described in the fifth paragraph, are added, together with 1 ml. 
of hydrogen peroxide (8%), and the solution further boiled until the volume 
has been reduced to 50 ml. The solution is transferred to a 250-ml. separatory 
funnel and cooled to 15° C. The determination for molybdenum is then 
completed by the colorimetric method. See p. 609. 

Any molybdenum found is added to that obtained by passage of the molyb- 
denum solution through the zine reductor to obtain the total molybdenum 
in the sample. 
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The molybdenum sulfide precipitate and paper, or precipitates and papers, 
are put into a 250-ml. beaker and treated with 6 ml. of sulfuric acid (sp.gr. 1.84) 
and 10 ml. of nitric acid (sp.gr. 1.42) and the liquid is boiled cautiously until 
dense fumes of sulfur trioxide are evolved freely. After having allowed the 
solution to cool somewhat, 5 ml. of nitric acid (sp.gr. 1.42) are added and the 
evaporation is repeated. The evaporation with 5 ml. portions of cone. nitric 
acid is repeated several times until the filter paper has been destroyed com- 
pletely and every trace of yellow color due to carbonaceous matter has disap- 
peared. When this has been accomplished, the solution is fumed strongly for 
a short while, cooled, 5 ml. of water and several drops of strong permanganate 
(25 grams per liter) are added, and in order to insure the expulsion of every 
trace of nitric acid, the liquid is again evaporated to strong fumes of sulfur 
trioxide. After having allowed the beaker and its contents to cool, approxi- 
mately 75 ml. of water are introduced and the contents of the beaker are 
boiled for a few minutes, which should result in a perfectly clear solution being 
obtained. Two grams of pure shot zinc (0.002% iron or under) are then added 
and the solution is cooled until most of it has dissolved; this results in partial 
reduction of the molybdenum and complete precipitation of the copper which 
is usually present. The liquid is then filtered on an asbestos or “ alundum ” 
filter to remove the undissolved zine and copper. 

The next step consists in reducing the molydenum from the sexivalent to 
the trivalent condition by passage through a zine reductor in the following 
manner: The reductor being clean and in good condition from previous treat- 
ment with dilute (6%) sulfuric acid and water, and the flask being attached to 
a filter pump regulated to give gentle suction, 35 ml. of ferric phosphate 
solution (100 grams of ferric sulfate and 150 ml. of syrupy phosphoric 
acid and 20 ml. of H.SO, (1 to 1) per liter) are introduced into the suction 
flask. Just sufficient water then is added to the flask so that when it is 
connected to the reductor, the end of the reductor tube will dip into the 
ferric phosphate solution. The reductor should contain a column of 20- 
30 mesh amalgamated zine 2” in diameter and 10” long. Several solid glass 
beads are placed at the point of constriction of the tube, followed by layers 
of glass wool and acid washed asbestos from 2 to 2.5 centimeters, and from 
2 to 3 millimeters, respectively, in thickness. Amalgamation of the zine is 
effected by treating it with a 2% solution of mercuric chloride for a few minutes 
and then washing it thoroughly by decantation with water. When idle the re- 
ductor should always be kept full to above the top of the zine with distilled 
water. The molybdenum solution, which may be at room temperature o1 
slightly warm, is passed through the reductor rapidly. The total time con- 
sumed in drawing the molybdenum solution and the wash water through the 
reductor need not exceed from 1 to 3 minutes. No advantage results from hav- 
ing the solution hot—on the contrary the greater action of the hot acid solution 
on the zinc isa disadvantage. No increase in accuracy will be secured by use of 
a slower rate of passage than that specified. When the funnel which forms the 
inlet of the reductor is nearly but not entirely empty, 150 ml. of cold water are 
put through in three successive 50 ml. portions, the liquid being drawn down al- 
most to the constriction each time before addition of the next 50 ml. portion. 
The funnel should never be permitted to become entirely empty and the stop- 
cock should be closed while some of the wash water still remains above the sur- 
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face of the zinc. By working in this way no air can be drawn through the re- 
ductor. The molybdenum solution is green as it passes through the lower part 
_ of the reductor, but on coming in contact with the ferric phosphate it is changed 
to a bright red, due to its immediate partial oxidation, which is of course, accom- 
panied by reduction of a corresponding amount of the ferric salt to the ferrous 
condition. The solution is immediately transferred to a 500-ml. beaker and 
titrated with a standard, approximately 0.1 N solution of potassium per- 
manganate until a permanent faint pink color develops. The reactions which 
occur are shown in part by the following equations: 


2Mo0O; +3Zn +6HSO.,= Mo2(SOx4)3 +3ZnS0.+6H.0, 
5Mo.(SO.4)s +6KMnO.+ 16H;,O = 10H.Mo00.,+3K.801+6MnS0,4+6H.SO, 


or 
10Mott*+6Mn0O. +16H.20 = 10M001+6Mn*++32Ht. 


Working under the conditions described, complete reduction from MoO; 
to Mo,O; is obtained, none of the Mo.O; being reoxidized by the air after 
passage through the reductor. 

Since zine always contains some iron, a “ blank ”’ is run on the two grams 
used for precipitating the copper, and also on the reductor. This is done by dis- 
solving two grams of the zine in 75 ml. of 6% sulfuric acid, filtering on an 
asbestos or alundum filter and putting the solution through the reductor in 
exactly the same way as the molybdenum solution. The amount of perman- 
ganate required to impart a pink tint to the liquid constitutes the “ blank ”’ 
which must be deducted from the burette reading of every analysis. 

The number of ml. of permanganate (1 ml. of 0.1 N KMn0O; is equal to 
.0032 gram Mo), less the “ blank,’ multiplied by 100, and divided by the 
weight of sample taken, gives the percentage of molybdenum in the ore; the 
percentage of molybdenum multiplied by 1.5000 gives the molybdenum 
trioxide. 


DETERMINATION OF COPPER 


(a) IN MoLyBpENITE 


Four (4.000) grams of the finely ground sample are treated with 35 ml. of 
nitric acid (sp.gr. 1.42) and 10 ml. of sulfuric acid (sp.gr. 1.84) in a 250-ml. 
beaker provided with a clock-glass cover. The solution is digested at a tem- 
perature somewhat below the boiling point until most of the molybdenite has 
dissolved. Subsequently the liquid is boiled until strong fumes of sulfur tri- 
oxide are expelled. After having allowed the beaker and its contents to cool, 
50 ml. of water are added and the solution is boiled briskly for a few minutes and 
- filtered on a 9-cm. paper into a 250-ml. beaker. The residue is washed thor- 
oughly with hot water and ignited in platinum at a low temperature to burn 
off the carbon from the filter paper. The precipitate is treated with 10 ml. 
of HF, 2 ml. of HNO; (sp.gr. 1.42) and 1 ml. of H.SOx (sp.gr. 1.84) and the 
solution evaporated to strong fumes of sulfur trioxide. The contents of the 


_ crucible are transferred to the main solution. 


A slight excess of a 10% sodium hydroxide solution is added to the filtrate 
and the solution is boiled for several minutes and filtered on an 11-cm. paper. 


602 MOLYBDENUM 


The precipitate of ferric hydroxide, etc., is washed with hot water to remove 
the molybdenum. The precipitate, which will contain all of the copper, is 
dissolved in 30 ml. of hot dilute (1:3) sulfuric acid, the paper being washed 
thoroughly with hot water and the filtrate and washings being collected in a 
150-ml. beaker. 

The copper in the solution obtained as above described is completely pre- 
cipitated in the metallic condition by placing a sheet of pure aluminum (con- 
veniently bent into the form of a triangle 1” in height which stands on its edge 
in the beaker) in the beaker and boiling for about 10 minutes. Complete 
precipitation is not obtained until the iron has been reduced, when the alu- 
minum should appear clean and the precipitated copper be detached or only 
loosely adherent. After removal from the source of heat, the clock glass and 
sides of the beaker are rinsed with a jet of hydrogen sulfide water. The alu- 
minum, the copper content of which should be accurately determined, is 
weighed before and after use and a correction is applied for the copper intro- 
duced from it. 

The solution is filtered on a 9-cm. paper, the copper being transferred to 
the paper and the aluminum being left as clean as possible in the beaker. The 
precipitate is washed with H.S water containing 1% H»SO, and the filtrate and 
washings are discarded. The copper is dissolved in 5 ml. of hot HNO; (1: 1), 
this being accomplished by first dropping the acid over the aluminum and then 
pouring it on the copper. The aluminum and filter paper are both washed 
with hot water; the filtrate and washings which should not exceed 75 ml. are 
collected in a 150-ml. beaker. Ten (10) ml. of a solution containing 0.1 gram of 
Fe,(SOx)3; are added and any arsenic and bismuth present are separated by 
making two ammonia separations. The combined ammoniacal filtrates are 
boiled down to a volume of about 50 ml. and transferred to a 100-ml. lipless 
beaker. Two (2) ml. of nitric acid (sp.gr. 1.42) and 2 ml. of H2SOsu (sp.gr. 1.84) 
are added and the copper is determined by electrolysis, a platinum gauze 
cathode and spiral anode being employed. 

If desired, the nitric acid solution of the copper may be collected in a 200-ml. 
Erlenmeyer flask and the determination completed volumetrically. The solu- 
tion is evaporated down to a volume of about 2 ml., 25 ml. of water and 5 ml. of 
bromine water are added and the solution is boiled for several minutes. The 
purpose of the bromine is to insure the complete oxidation of any arsenic that 
might be present to its highest state of oxidation. Dilute ammonia (1: 1) 
is then added in slight excess and the liquid again boiled until the odor of am- 
monia is very faint. One (1) ml. of glacial acetic acid is added and the boiling is 
continued for about a minute, when the solution is cooled to room temperature 
and diluted to 100 ml. with cold water. 

The sides of the flask are rinsed down with a jet of cold water, from 5 to 
10 ml. of a 30% solution of potassium iodide are added, which results in the 
reduction and precipitation of the copper and the liberation of a corresponding 
amount of iodine according to the following reaction: 


2Cu(C2H303).+4KI c= Cu.I.+4KC.H;0.+1. 


The liberated iodine is immediately titrated with standard sodium thiosulfate 
to a slight straw color when several ml. of a freshly prepared 1% starch solution 
are added and the titration with the thiosulfate solution continued to the 
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disappearance of the blue color. The reaction takes place according to the 
following equation: 


2Na.8.03;+1.=2Nal+Na.8405¢ 


PREPARATION AND STANDARDIZATION OF SOLUTIONS 


Standard Sodium Thiosulfate—(0.01573 normal) 1 ml.=0.0010 gram Cu. 
—Prepared by dissolving 3.90 grams of the pure crystals, Na2S2O3-5H,.O in a 
liter of freshly boiled distilled water. The solution should preferably be 
allowed to stand several days before being standardized. 

Approximately 0.5 gram (exact weight taken) of pure copper is dissolved in 
10 ml. of nitric acid (sp.gr. 1.42) and diluted to 500 ml. Twenty-five (25) ml. 
of this solution are removed with an accurately calibrated pipette, transferred 
to a 250-ml. Erlenmeyer flask, and the determination completed exactly as 
described in the above method (paragraphs 3 and 4). The number of ml. of 
thiosulfate used is divided into the weight of copper taken to give the value 
per ml. in terms of copper. The value should be 1 ml.=0.0010 gram Cu. 

The thiosulfate solution should be kept in a dark colored bottle. This 
solution is standardized from time to time, as its strength decreases on standing. 


(6) In WULFENITE 


Four (4.000) grams of the 100-mesh sample are treated with approximately 
30 ml. of 10% sodium hydroxide solution in a 250-ml. beaker provided with a 
clock-glass cover. The solution is boiled briskly for 10 minutes, which is 
usually sufficient to insure practically complete decomposition of the wulfenite ; 
150 ml. of hot water are added and the precipitate of iron oxide, etc., which will 
contain all of the copper, is allowed to settle. The supernatant liquid is de- 
canted through an 11-cm. filter paper and the precipitate is then transferred to 


‘the paper and washed well with hot water. The filtrate and washings are 


discarded. As a result of these operations, separation of the copper from 
practically all of the molybdenum and from the greater part of the lead is 
accomplished. 

The paper containing the residue is returned to the original 250-ml. beaker 
and treated with 6 ml. of sulfuric acid (sp.gr. 1.84) and 10 ml. of nitric acid 
(sp.gr. 1.42). The contents of the beaker are heated cautiously until frothing 
is nearly over, and then boiled briskly until fumes of sulfuric anhydride are 
evolved. After having permitted the liquid to partly cool, 10 ml. of nitric acid 
(sp.gr. 1.42) are added and the evaporation to fumes is repeated. The cover 
glass and sides of the beaker are rinsed with a few ml. of water and the solution 
is once more evaporated to fumes in order to insure destruction of all carbon- 
aceous matter from the filter paper and complete expulsion of nitric acid. In 
practice the total time consumed in making these evaporations is small. 

Having allowed the beaker and its contents to cool somewhat, 50 ml. of 
water are introduced and the solution is boiled for a short while, cooled, and 
filtered on a 9-cm. paper into a 150-ml. beaker. The precipitate of lead sulfate, 


 etc., is washed with cold 10% sulfuric acid and discarded, the copper passing 


completely into the filtrate and washings, which should have a total volume of 
not more than 100 ml. 
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The copper in the solution obtained as above described, is completely pre- 
cipitated in the metallic condition by placing a sheet of pure aluminum (con- 
veniently bent into the form of a triangle 1” in height which stands on its edge 
in the beaker) in the beaker and boiling for about 10 minutes. Complete 
precipitation is not obtained until the iron has been reduced, when the aluminum 
should appear clean and the precipitated copper be detached or only loosely 
adherent. After removal from the source of heat, the clock glass and sides 
of the beaker are rinsed with a jet of hydrogen sulfide water. The aluminum, 
the copper content of which must be accurately determined, is weighed before 
and after use and a correction is applied for the copper introduced into the 
solution from it. 

The determination is completed as described for copper in molybdenite 
(see paragraphs 4 to 6 inclusive). 


DETERMINATION OF PHOSPHORUS 


(a) MonyspENITE 


Four (4.000) grams of the finely ground sample are treated with 35 ml. of 
nitric acid (sp.gr. 1.42) and 10 ml. of sulfuric acid (sp.gr. 1.84) in a 250-ml. 
beaker provided with a cover glass. The liquid is heated at a temperature 
somewhat below the boiling point until decomposition of the mineral appears 
to have been secured, when it is boiled until strong fumes of sulfuric anhydride 
are given off. When the residue has cooled somewhat, 40 ml. of water are 
added and the solution is boiled for several minutes and filtered on a 9-cm. 
paper into a 300-ml. Erlenmeyer flask. The residue is washed well with hot 
water, ignited in a porcelain crucible and transferred to a platinum crucible. 
Two or three drops of sulfuric acid (sp.gr. 1.84), 2 ml. of HNO; (sp.gr. 1.42) 
and several ml. of hydrofluoric acid are added and the solution is evaporated to 
the complete expulsion of the H.SO,. Any small residue remaining is fused at 
a low temperature with a pinch of potassium pyrosulfate and the melt is dis- 
solved in water and added to the main solution. 

A few drops of strong permanganate solution (25 grams per liter) are added 
to the solution obtained as previously described, and it is boiled to insure com- 
plete oxidation of the phosphorus to the tribasic condition. Just sufficient 
sulfurous acid to decompose the excess permanganate or separated manganese 
oxide is then added and the boiling is continued for a few minutes longer. 
A slight excess of ammonia is added and the ferric hydroxide, ete., which will 
carry down practically all of the phosphorus, is filtered and washed thoroughly 
with hot water. The precipitate is dissolved in hot dilute nitrie acid (sp.gr. 
1.135) and the phosphorus is precipitated with ‘‘ molybdate solution ”’ and 
determined as described for wulfenite. 


(6) WULFENITE 


Two (2.000) grams of the agate ground,sample of wulfenite are treated with 
20 ml. of nitric acid (sp.gr. 1.42) and 10 ml. of sulfuric acid (sp.gr. 1.84) in a 
150-ml. beaker. The liquid is heated for a.short while at a temperature just 
below the boiling point and then boiled until fumes of sulfuric anhydride are 
freely evolved. The residue is taken up with 40 ml. of water, boiled for a few 
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minutes, cooled, filtered into a 300-ml. Erlenmeyer flask, and the lead sulfate, 
silica, ete., are washed with cold 5% sulfuric acid. The residue is digested 
with 50 ml. of ammonium acetate solution (prepared by mixing 16 ml. of NH4,OH 
(sp.gr. 0.90) with 20 ml. of water and 14 ml. of 99% C.H.O2) at a temperature 
just short of boiling and the solution filtered to remove soluble lead acetate. 
The filter paper and residue are washed thoroughly with 5% ammonium acetate 
solution, ignited in a porcelain crucible at a low temperature until the carbon 
of the filter paper has been burned, and transferred to a platinum crucible. 
Two (2) ml. of nitric acid (sp.gr. 1.42), 10 ml. of hydrofluoric acid and several 
drops of sulfuric acid (sp.gr. 1.84) are added and the solution is slowly eva- 
porated to the expulsion of the sulfuric acid. Any remaining residue is fused 
at a low temperature with a pinch of potassium pyrosulfate, the melt dissolved 
in water and added to the main solution. 

A few drops of strong permanganate solution (25 grams per liter) are added 
to the filtrate from the lead sulfate and it is boiled to insure complete oxidation 
of the phosphorus to the tribasic condition. Just sufficient sulfurous acid is 
added to decompose the excess permanganate or separated manganese oxide, 
and the boiling is continued for a minute or two longer. 

The acid solution is nearly neutralized with ammonia, cooled to 15° C., 
and to it there are added one gram of tartaric acid, a slight excess of ammonia, 
2 grams of pure magnesium sulfate and 4 or 5 glass beads (6 mm. diameter). 
The solution is chilled thoroughly by immersion in a mixture of crushed ice and 
salt. The contents of the flask are then shaken vigorously (an efficient shaking 
machine can be used to advantage) for about 15 minutes, the solution being 
chilled several times during the shaking. The glass beads aid in starting the 
precipitation of the magnesium ammonium phosphate. Fifteen (15) ml. of 


- ammonia (sp.gr. 0.90) are next introduced and the contents of the flask are 
again chilled thoroughly and shaken briskly for 10 to 15 minutes longer. The 


flask is then packed in ice in a refrigerator and allowed to stand for 15 hours. 

The magnesia precipitate, which may contain small amounts of basic 
magnesia compounds, iron, and possibly tartrates, is filtered on a 9-cm. paper 
and washed thoroughly with cold 2.5% ammonia water. The glass beads are 
transferred to the filter but no attempt is made to remove all of the precipitate 
from the flask. Under the conditions described, molybdenum, tungsten, and 
vanadium should all pass completely into the filtrate. 

The magnesium ammonium phosphate precipitate is dissolved in 50 ml. 
of hot nitric acid (1 to 4) and the filter washed well with hot water, the filtrate 
and washings being caught in the same 300-ml. Erlenmeyer flask. An excess 
of strong permanganate solution is introduced, the solution boiled for several 
minutes, cleared by the addition of sufficient sulfurous acid, and further boiled 
for several minutes. The solution is treated with 6 ml. of ammonium hydroxide 


(sp.gr. 0.90) and cooled to 25° C. Approximately 0.05 gram of ferrous sulfate 


(phosphorus-free), 5 grams of ammonium nitrate and 60 ml. of “ molybdate 
solution ” are then introduced and the phosphorus is precipitated as ammonium 


_ phosphomolybdate by 5 minutes’ vigorous shaking. By precipitating the 


phosphorus with “‘ molybdate solution ’’ at 25° C., any arsenic present will not 
interfere. This temperature must be strictly adhered to. The precipitate is 
allowed to settle and the phosphorus is determined by either the alkalimetric 
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method or the molybdenum reduction method. A “blank” is run on all of 
the reagents used and deducted. 


RAPID DETERMINATION OF MOLYBDENUM IN STEEL‘ 


In control work in a steel mill it is essential that laboratory determinations 
be made quickly and accurately. The following method is a combination of 
the color method of the U. 8. Steel Corporation ” and that of King.’ The 
procedure is rapid and accurate. 

Procedure.— Weigh a 0.5-gram sample of steel and place in a 250-ml. 
beaker. Add 10 ml. of nitric-sulfuric acid mixture. Heat gently until the 
sample is in solution, then evaporate carefully and rapidly on a hot plate to 
copiousfumes. Do not use a cover glass. Some trouble due to spattering may 
be experienced at first; however, a little practice in regulating the temperature 
of the hot plate will readily overcome this difficulty. To obtain concordant 
results all nitrates must be driven off, which necessitates steady fuming. 

Cool the contents of the beaker; add exactly 30 ml, of hydrochloric-sulfuric 
acid mixture and 30 ml. H.O and boil until the salts dissolve. The amount of 
hydrochloric acid used in this operation is very important; too much will cause 
a fading of the color even before the ether extraction can be made, while not 
enough of this reagent may present difficulties in the solution of the salts. 

Cool the solution to room temperature; add from a buret 5 ml. of potassium 
thiocyanate solution. Stir well and add 10 ml. of stannous chloride solution 
from a burette and again stir thoroughly. It is very important that all of the 
iron be reduced before the extraction is made; therefore, after the addition of 
the stannous chloride care should be taken that none of the unreduced solution 
is left on the sides of the beaker. 

Extraction with Ether.—Transfer the acid solution to a separatory funnel 
of suitable size; add 10 ml. of ether and shake well. Return the acid solution 
to the original beaker and draw off the ether solution into a clean, dry, 50-ml. 
graduated cylinder. Shake out the acid mixture with successive 10-ml. portions 
of ether until all color is removed. The volume of ether used for the sample 
should be approximately the same as is required to give a corresponding color 
with the standard. Transfer the combined ether solutions to a graduated 
matching tube. 

Color Comparison.—For this operation a Kennicott-Campbell Hurly 
colorimeter is used in this laboratory. Illumination is supplied by a Wratten 
Safelight No. 2, made especially for dark-room purposes. This fixture carries a 
50-watt bulb, which gives sufficient light and does not materially affect the 
atmospheric temperature and thus cause a rapid deterioration of the standard 
due to evaporation of the ether. It is essential that the light be so placed that 
the illumination is equal on both mirrors. 

Place the matching tube containing the unknown in the colorimeter, and 
adjust the leveling device until the depth of color in the tube containing the 


16O. L. Maag and C. H. McCollam, The Timken Roller Eanes e Canton, Ohio. 
By courtesy of method appearing in J. Ind. Eng. Chem., 17, 524, 1 

17 “ Methods of the Chemists of the United siples Steel nan ‘for the Sampling 
and Analysis of Alloy Steels,”’ 2nd ed., p. 72, 1 

18 J. Ind. Eng. Chem., 15, 350, 1923. 
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standard equals that of the unknown. ‘Take the reading in milliliters of 
the standard solution in the graduated matching tube. From this value the 
molybdenum content of the unknown steel can be calculated. 

Standard Solution.—Weight two 0.5-gram samples of standard steel. 
Run through in the usual manner and make the ether extract up to exactly 
50 ml. in the standard matching tube. Place in the colorimeter and compare. 
If the color tints match, one sample may be diluted to exactly 100 ml. as a 
standard for low percentage molybdenum, or the two may be united to make 
a standard for steels with a higher molybdenum content. Transfer to the 
leveling tube of the colorimeter. 

The top of the leveling tube should be covered when not in use, in order to 
increase the time that a standard can be used. Since the deterioration of a 
standard is generally due to evaporation of the ether rather than breaking down 
of the salt, its life is largely dependent on the room temperature. In this 
laboratory the standard is renewed every 2 hours, two samples of standard steel 
being kept fuming slightly on the cooler portion of the hot plate, to be used 
whenever the standard in use is suspected. ; 

Calculation of Results.—If a steel containing 0.23% molybdenum is used as 
a standard, a 1-gram sample will contain 0.0023 gram of molybdenum; on 
dilution to 100 ml. each milliliter will contain 0.000023 gram of molybdenum. 
If 14 ml. of the standard are used to match the color of the unknown steel, 
the unknown must contain 14%X0.000023, or 0.000322 gram. Since the 
weight of unknown used is 0.5 gram, it will contain twice this amount per gram, 
or 0.064 %. 


M1. standard (14) Xgrams/ml. (0.000023) = % Mo (0.064) 
Grams sample (0.5) 


SoLuTIONS 

Nitric-sulfuric acid mixture 
HO 750 ml. 
HNO; Sp. gr. 1.42 350 ml. 
H.SO0,4 Sp. gr. 1.84 225 ml. 

Hydrochloric-sulfuric acid mixture 
HO 1450 ml. 
H.80,4 Sp. gr. 1.84 450 ml. 
HCl Sp. gr. 1.19 100 ml. 
; Potassium thiocyanate solution 
KCNS 50 grams 
HO 1000 ml. 
Stannous chloride solution 

SnCl, 250 grams 
HCl ‘3 Sp. gr. : 1.19 200 ml. 
H,0 800 ml. 


Dissolve the stannous chloride in the hydrochloric acid, boil until clear, and add the 
water. Add a few pieces of metallic tin to prevent oxidation. 


Notrs.—This method has been in use in industrial laboratories for a number of 
years. The Campbell colorimeter is recommended. Vanadium, nickel, chromium and 
manganese do not interfere. Copper offers some difficulty which can be eliminated. 
Annealed high carbon and high chrome steels cannot be handled by this method. 
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Fading of Red Color of Molybdenum: After Formation by Potassium thio- 
cyanate.—Sometimes this color fades after the ether separation. This is possibly due 
to the presence of aldehydes from a high alcohol content in the ether. In some cases, 
however, the coloration fades prior to the ether addition. The authors found in several 
cases that the solutions were made up in the order given in the method; that is, first the 
nitric sulfuric acid mixture, then the hydrochloric sulfuric acid mixture, and that the 
graduate had not been washed between the addition of nitric and the addition of hydro- 
chlorie acids to the two different solutions, and the difficulty was apparently due to a 
trace of nitric acid in the hydrochloric sulfur mixture. 

Communicated to the Editor by C. H. MeCollam, Chief Chemist, The Timken Steel 
and Tube Co. 


DETERMINATION OF MOLYBDENUM IN ALLOY STEEL 


Determination of Molybdenum by Sodium Hydroxide Separation, Lead 
Molybdate Precipitation (Absence of Tungsten and Vanadium). A.S. T. M. 
Procedure a. 

Solutions. Sodium Hydroxide (2 N). 

Ammonium Acetate (50%). 

Lead Acetate (1%). 

Dilute Hydrochloric Acid (1 : 4).—200 ml. of HCl (sp.gr. 1.19), 800 ml. of 
water. 

Dilute Hydrochloric Acid (5 : 100).—50 ml. of HCl (sp.gr. 1.19), 1000 ml. of 
water. 

Dissolve 2 g. of the sample in 20 ml. of HCl (sp.gr. 1.19), oxidize with 5 ml. 
of HNOs (sp.gr. 1.42) and expel oxides of nitrogen. Add sodium hydroxide 
solution (2 N) until the excess of free acid is neutralized, taking care not to 
produce a red solution (dissolved hydrate) or a precipitate (basic molybdate). 
Heat the solution to boiling, and run the solution of the steel in rapid drops 
from a tap funnel into 160 ml. of sodium hydroxide solution (2 N) with constant 
stirring of the mixture. Dilute the alkaline solution to exactly 500 ml., filter 
through a dry filter, discard the first few cubic milliliters, and then take exactly. 
250 ml. of the filtrate. Neutralize the solution with HCl (sp.gr. 1.19), add 
5 ml. in excess, boil, add 20 ml. of ammonium acetate solution (50%), and pro- 
ceed as in the Determination of Molybdenum by Precipitation as Sulfide and 
Weighing as Lead Molybdate, omitting, however, a second precipitation of 
the lead molybdate. 


Notrs.—The above process is of fairly general application. Manganese, nickel, 
cobalt, aluminum, and the ordinary elements of steel are without influence in the method. 
Chromium may be partially oxidized to chromate in the alkali treatment but can be 
reduced to the harmless trivalent condition by adding a few drops of sulfurous acid to 
the acid solution, prior to the molybdate precipitation. Tungsten and vanadium inter- 
fere. Vanadium is not easily removed but the interference of tungsten can be largely 
overcome by the modification of the method indicated in method (6). 


(b) Determination of Molybdenum by Sodium Hydroxide Separation, Lead 
Molybdate Precipitation (Presence of Tungsten and Absence of Vanadium).— 
Dissolve 2 g. of the sample in a covered beaker in 50 ml. of HCI (sp.gr. 1.19), 
heat to incipient boiling and digest on a hot-plate at moderate heat. Add a 
few drops of HNO; (sp.gr. 1.42), wait until the vigorous action ceases, and 
continue to dropwise addition of the acid until the vigorous action ceases. If 
this is carefully done, no tungstic acid separates at this stage. Next evaporate 
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the liquid as quickly as possible until tungstic acid begins to separate, and then 
more slowly until the solution is pasty. Now add 50 ml. of dilute HCl (1 : 4), 
boil, and set aside for at least 15 minutes. Filter through paper pulp, wash 
with dilute HCl (5: 100) and treat the hydrochloric acid solution for molyb- 
denum as above. 


DETERMINATION OF MOLYBDENUM. COLORIMETRIC METHOD 
(AssENCE oF TuNGSTEN AND HiaH VANADIUM OR CorpPER) 


Solutions. Dilute Sulfuric Acid (1 :7).—100 ml. of H,SOx, (sp.gr. 1.84), 
700 ml. of water. 

Dilute Nitric-Sulfuric Acid Mixture.—833 ml. of HNO; (sp.gr. 1.20), 
167 ml. of H.SOx, (1 : 1). 

Sulfuric-Hydrochloric Acid Mixture.—450 ml. of H:SO, (1: 1), 100 ml. of 
HCl (1: 1), 450 ml. of water. 

Ferric Sulfate.—70 g. of ferric sulfate in a mixture of 120 ml. of HCl (1 : 1), 
500 ml. of H.SO, (1: 1), and 380 ml. of distilled water. 

Chromic Sulfate.—Dissolve 50 g. of chromic potassium sulfate in 100 ml. 
of H,SO, (1: 1), and 200 ml. of water and heat until the purple color changes 
to green. Dilute to 1000 ml. 

Stannous Chloride.—Dissolve 250 g. of stannous chloride in 200 ml. of 
HCl (sp.gr. 1.19), and dilute to 1000 ml. with distilled water. 

Standard Molybdenum Solution.—Weigh accurately such an amount of a 
standard ferro-molybdenum (preferably over 50% molybdenum) as will 
represent exactly 0.5 g. of molybdenum, and transfer the sample to a platinum 
dish. Add 20 ml. of dilute HNO; (1: 1), and a few milliliters of hydrofluoric 
acid, warm until the alloy is dissolved and then add 20 ml. of H.SO, (1: 1) 
and evaporate until fumes of H.SO, appear. Cool, add 50 ml. of water, boil 
until all salts are dissolved and then cool and transfer to a liter flask. Add 100 
ml. of H,SO, (1 : 1) and dilute the solution to the mark. 

Potassium Thiocyanate (5%).—50 g. of KCNS in 1000 ml. of water. 

Method.—Transfer 0.5 g. of the steel to a 200 ml. casserole, dissolve in 10 ml. 
_ of the nitric-sulfuric mixture, and then evaporate until fumes of H2SO, are 
evolved. Cool, add 30 ml. of sulfuric-hydrochloric mixture and heat until the 
salts are in solution. Cool the solution, transfer to a comparison bath and 
place in a bath for further cooling. To another comparison tube add 25 ml. of 
the ferric sulfate solution (0.5 g. Fe), 1 ml. of the chromic sulfate solution for 
each per cent of chromium present, and then 1 ml. of the standard molybdenum 
solution for each 0.1% of molybdenum expected. Cool both tubes to the same 
temperature and add to each from a burette 5 ml. of potassium thiocyanate 
solution (5%). Mix the solution in each tube, add 10 ml. of the stannous 
. chloride solution to each from a burette and well mix each solution for 10 seconds. 
With dilute H,SO, (1: 7), dilute the standard to some multiple of its molyb- 
denum content and dilute the test until the colors match. The amounts of 
molybdenum are then directly proportional to the heights of the columns of 
liquids. 

Nores.—The above method is applicable to steels containing up to 0.5% of molyb- 


denum. Above this percentage the solution of the steel must be divided into aliquot 
portions and the iron and the hydrochloric acid in the standard varied accordingly. 
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If the analyst is dealing with steels of approximately the same composition, the 
iron, chromium (nickel) and molybdenum may be combined so that a single 25-ml. 
portion is used as the standard. 

The amount of hydrochloric acid must be regulated and be the same in the tests as 
excessive hydrochloric acid causes a fading of the color. 

If the steel contains chromium in excess of 1%, difficulty may be encountered in 
obtaining complete solution after the evaporation to the appearance of fumes of H,SOx. 
In this event, dissolve 0.5 g. of the steel, contained in a 200-ml. flask, in 15 ml. of dilute 
H.SO, (1 : 1), and 30 ml. of distilled water. When solution is complete, add 15 ml. of 
(NH,)2820¢ solution (15%) and boil, add 3 ml. of dilute HCl (1 : 1), boil 10 minutes to 
expel the excess of persulfate, and to reduce the volume to 30 ml. preliminary to com- 
parison. If any residue remains, add paper pulp, filter, reserve the filtrate, and trans- 
fer the paper and pulp to a 150-ml. beaker and add 10 ml. of HNOs (sp. gr. 1.42), 5 g. of 
sodium chlorate and 5 ml. of HeSO, (sp. gr. 1.84). Evaporate to the appearance of 
copious fumes and repeat the treatment if the solution is not free from color due to 
organic matter. Cool and add to the reserved filtrate. 


RAPID COLORIMETRIC METHOD FOR THE DETERMINATION OF 
MOLYBDENUM IN CAST IRON AND CHROME CAST IRON ” 


Also applicable to plain Carbon and Alloy Steels. 

An accurate colorimetric method for the determination of molybdenum in 
the presence of chromium, nickel, tungsten, and other elements, is given. It is 
best adapted to irons containing a maximum of 2% molybdenum. However, 
good results have been obtained when the molybdenum was as high as 3.40%. 
The colorimetric method for molybdenum is based on the amber to reddish- 
brown color developed when the reduced molybdenum is treated with sodium 
thiocyanate; it is limited to solutions containing not more than 0.05 mg. 
of molybdenum per ml. 

For irons containing 0.25% and under of molybdenum, a 1.000-gram sample 
is employed; for those containing 0.50 to 1%, a one-half (0.5000) gram sample; 
and for those containing from 1 to 3%, a one-quarter (0.2500) gram sample. 
If the sample taken is in the form of drillings it should be further reduced to 
pass a 40-mesh screen by hammering in a hardened alloy steel mortar. During — 
this crushing frequent screenings should be made in order to keep the sample 
as near as possible to the desired 40 mesh. If this is done then little, if any, 
segregation should take place during the weighing of the sample for analysis. 
The sample is transferred to a 150-ml. covered beaker (containing a glass 
stirring rod to catch the drip from the cover-glass) and treated with perchloric 
acid (60%), 5 ml. being used for the one-quarter gram, 10 ml. for the one-half 
gram and 20 ml. for the 1-gram sample. The contents of the beaker are heated 
to the boiling point of the acid and the boiling continued until the sample has 
dissolved and all carbonaceous matter has been destroyed; and, in the case of 
high-chromium irons until the chromium has been largely converted to chromic 
acid. Approximately 25 ml. of water are added and the solution is heated to 
boiling for several minutes to expel free chlorine. 

Approximately 2 grams of tartaric acid and a slight excess of 10% sodium 
hydroxide solution are added in the order mentioned and the solution is heated 
to about 80° C. for one or two minutes. The liquid is made acid with sulfuric 


1” Method of the Electro Metallurgical Company. Contributed by Mr. T. R. 
Cunningham. 
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acid (1:1) and then treated with 2 ml. of H.SO; (1:1) per each 9 ml. of 
solution. This will result in a solution containing 10% H2SO, by volume. 

In the event it is not convenient to reduce the drillings to 40 mesh a larger 
sample should be dissolved in hydrochloric acid plus a small amount of nitric 
acid. Twenty (20) ml. of perchloric acid (60%) are added for each gram of 
sample taken and the solution evaporated to dense fumes of HCl1O,;. The 
sides of the beaker are rinsed down with a little water, and in order to expel 
completely all nitric acid the evaporation to fumes of HClO, is repeated. The 
residue is taken up with 50 ml. of water, the solution boiled to expel free chlorine 
and treated with tartaric acid, 10% NaOH, and H.SO, (1:1) as previously 
described. The solution is cooled to room temperature, transferred to a 200-ml. 
volumetric flask with 10% H.SO,4 and made up to the mark with H.SO, of 
the same strength. The solution is mixed thoroughly and an aliquot portion 
is taken for the analysis. 

The solution having a volume of approximately 50 ml. is cooled to ap- 
proximately 20° C. and treated with 10 ml. of a 5% solution of sodium thio- 
eyanate and 10 ml. of stannous chloride solution. The liquid is stirred vigor- 
ously for several minutes and cooled to room temperature by placing the beaker 
in a tray of ice water. The stannous chloride reduces the iron to the ferrous 
condition, the molybdenum from the sexivalent to the quinquevalent, and also 
any hexavalent chromium not reduced by the tartaric acid, to the trivalent 
state. The sodium thiocyanate reacts with the reduced molybdenum to form 
a complex sodium molybdenum thiocyanate, which imparts an amber to reddish- 
brown color to the solution, depending upon its intensity. 

The cooled solution is transferred to a 500-ml. separatory funnel, the beaker 
rinsed with ether and the rinsings added to the funnel. In the case of small 
percentages of molybdenum the acid solution is shaken with 50 ml. of ether, 
and for higher percentages, 100 ml. are used. The acid solution and ether are 
mixed thoroughly by giving the separatory funnel a vigorous rotary motion 
and then allowed to stand until the liquid has separated into two distinct 
layers. The lower or acid layer, which will contain the iron, chromium, nickel, 
etc., is drawn off into the 150-ml. beaker and the upper layer containing prac- 
tically all of the molybdenum is then drawn off into a 75-ml. Camp comparison 
tube if the molybdenum content is 0.25% or under, and into a 200-ml. com- 
parison tube (having an internal diameter of 7% in. and length of 24 in.) if 
higher than 0.25%. (A bend¢is made in the tube 3 in. from the top to aid in 
the mixing.) The capacity of the tube is 200 ml. up to the bend. Beginning 
at 50 ml. and up to 100 ml. the tube is graduated every 10 ml., and from 100 to 
200 ml., every 5 ml. The separatory funnel is rinsed with a little ether and the 
rinsings added to the comparison tube. The lower or acid layer is returned to 
the separatory funnel and shaken with approximately 25 ml. of ether. The 
‘lower layer is drawn off and discarded and should the upper layer have an 
amber to reddish-brown color itis added to the solution in the comparison tube. 
After standing for several minutes it is ready for comparison with the standard. 


PREPARATION OF STANDARD FOR COMPARISON 


With a little practice it is not difficult to estimate approximately the per- 
centage of molybdenum in the sample. Twenty-five ml. of 8% ferric sulfate 
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solution are transferred to a 150-ml. beaker and treated with 20 ml. of water. 
The standard molybdenum solution is added from an accurately calibrated 
burette. The solution is cooled to approximately 20° C. and treated with 
sodium thiocyanate, stannous chloride, and ether as previously described. 
It is advisable to allow the molybdenum solution to stand in the comparison 
tube for several minutes before comparing with the standard, as the intensity 
of the color sometimes changes at first but remains stable after 7 days and even 
longer if kept in the dark when not in use. 


Norr.—A standard steel of known Mo content obtained from the Bureau of Stand- 
ards may be used for the standard. 


The percentage of molybdenum in the sample is then determined by com- 
paring the intensity of the color of the ethereal solution of sodium-molybdenum 
thiocyanate with that of the standard. The darker of the two solutions 
(the sample and the standard), is diluted carefully with ether and mixed thor- 
oughly until they match exactly. The amount of molybdenum per ml. in the 
standard is then figured and the calculations of the percentage of molybdenum 
in the sample is obtained by multiplying the weight of molybdenum in each 
ml. by the number of ml., dividing by the weight of sample taken, and multi- 
plying by 100. The following example illustrates the calculations involved: 
In comparing the standard with the sample, 15 ml. of the standard molybdenum 
solution (1 ml.=0.0002 gram Mo) were used and diluted to 44 ml. with ether. 
Therefore, 

15 X0.0002 =0.0030 gram Mo 
or 
0.0030 


44 


=(0.000068 gram Mo per ml. 


The sample was diluted to 36 ml., hence, 


36 X0.000068= 0.00245 gram Mo in the one-gram sample 
or 


0.245% Mo. 


Butyl or ethyl acetate may be used in place of the ether. However, when 
this is done, the darker of the two solutions, the sample, and the standard, must 
be diluted with butyl or ethyl acetate that has been previously shaken up with 
sodium thiocyanate and stannous chloride; the lower or aqueous layer of course 
is drawn off and discarded. 

Solutions Required. Standard Molybdenum Solution—One ml.=0.0002 
gram Mo. This solution is prepared by dissolving 0.480 gram of pure sodium 
molybdate in one liter of water containing 10 ml. of sulfuric acid (1:1) and 
mixing thoroughly. One hundred (100) ml. of this solution are measured 
carefully by means of an accurately calibrated pipette into a 250-ml. beaker, 
12 ml. of sulfuric acid (1:1) are added and the solution is put through a 
Jones Zine Reductor into 35 ml. of ferric phosphate solution, and titrated with 
a standard solution of 0.05 N potassium permanganate. (One ml.=0.0016 
gram Mo.) ; 

A blank determination is run on the reductor and the solution of ferric- 
phosphate (this usually amounts to about 0.3 ml.) by passing 100 ml. of 6% 
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sulfuric acid and 150 ml. of water (same amount as used in the analysis) 
through the reductor in exactly the same way as the molybdenum solution, and 
titrating the liquid with permanganate. The amount of 0.05 N potassium 
permanganate required to impart a pink tint to the liquid constitutes the 
blank to be deducted from the burette reading when standardizing the molyb- 
denum solution. 

8% Ferric Sulfate Solution Eighty grams of ferric sulfate are dissolved 
in one liter of 20% sulfuric acid. The presence of iron is essential in the prepa- 
ration of the standard since it has been determined by experiment that the 
ethereal solution of potassium-molybdenum thiocyanate is more comparable 
and also more stable than when it is omitted. The iron appears to have a 
catalytic effect. 

Ferric Phosphate Solution—Twenty-five grams of ferric sulfate are dis- 
solved in 950 ml. of water containing 40 ml. of phosphoric acid (sp.gr. 1.72) and 
10 ml. of sulfuric acid (sp.gr. 1.84). 

Stannous Chloride Solution.—350 grams of SnCl. are added to 200 ml. of 
hydrochloric acid (1 : 1) in a 500-ml. Erlenmeyer flask, the liquid boiled gently 
until the salt has almost dissolved, transferred to a liter bottle and diluted with 
freshly boiled water to 1000 ml. A few pieces of metallic tin are introduced to 
prevent oxidation. 


Time REQUIRED FOR ANALYSIS 


Weighing of sample . .. 1/2 minute 
Solution of sample, and boiling almost to fumes of sulfur 

OMT Ma ince A te a eee ie bud Whee 8 minutes 
Cooling and making ether ee pte (ASST AE. pecs 10 minutes 
Comparison with standard . SORE, He SRR ALD Te ee LDS LOUUENS S| 


The above time may be reduced after one has become accustomed to the 
method. It has been found that the intensity of the color remains stable for 
at least a week, therefore, by making up a sufficient number of fresh standards 
the beginning of each week, say within a range of .02%, it will only be necessary 
to dilute the unknown until the colors match. Of course the standards should 
all be diluted to the same volume. This will aid in reducing the time taken for 
making the comparison. 

Thos. R. Cunningham, Chief Chemist, Union Carbide and Carbon Research 
Laboratories, Inc., outlined the revision of this chapter and contributed sev- 
eral procedures which are separately acknowledged in the text. We wish to 
acknowledge a contribution by O. L. Maag and C. H. McCollam, The Timken 
Roller Bearing Co. 


NICKEL ! 
Ni, at.wt. 58.69; sp.gr. 8.6-8.9; m.p. 1452° C.; oxides, NiO, Ni,O;, Ni;O, 


Nickel occurs native in meteoric iron and in the minerals josephinite, Fe Ni; 
and awaurite, FeNi,. It occurs in arsenates, antimonates, silicates, sulfides 
and phosphates, together with cobalt, iron, copper, chromium and zine. 


DETECTION 


The H.S group having been removed in acid solution and iron oxidized to 
trivalent state, NiS is precipitated with other elements of its group by H.S 
passed into its ammoniacal solution. NiS is practically insoluble in cold, 
dilute HCl (sp.gr. 1.035), effecting its separation (together with CoS) from 
other elements of the group. The sulfide dissolves on addition of an oxidizing 
agent such as KCIlO; and nickel then is readily identified by the dimethyl- 
glyoxime or alpha-benzildioxime test. 

Dimethylglyoxime will precipitate nickel as oxime from an acetic acid solu- 
tion containing sodium acetate and in this manner separate it from cobalt, 
manganese and zinc. After precipitating iron, aluminum and chromium and 
filtering them off, the solution is slightly acidified with hydrochloric acid, then 
is neutralized with sodium hydroxide, and acidified with acetic acid. A solution 
of dimethylglyoxime is added, when nickel, if present, will be precipitated as 
a flocculent red precipitate. 

Nickel may be detected in the presence of cobalt by adding a solution of 
sodium hydroxide to the solution of cobalt and nickel until a slight precipitate 
is formed, then somewhat more potassium cyanide than is necessary to redis- 
solve the precipitate and finally two volumes of bromine water. Warm gently 


1 Nickel was discovered by Cronstedt in 1751 in the mineral niccolite, NiAs. Metal- 
lurgists of that day had vainly attempted to extract copper from this mineral, thinking 
that it contained this element, and in disgust had named it kupfernickel (Old Nick’s 
copper). Cronstedt’s effort to solve the difficulty led to his discovery. Nickel is ex- 
tensively used either as the metal or its alloys. Nickel plated articles, nickel coating on 
copper or iron, are in daily evidence. In finely divided form it serves as a valuable 
catalyst in the hydrogenation of oils. The alloys, Monel metal (Ni, Cu, Fe, Mn); 
German silver, (Cu, Ni, Zn); Nichrome (Ni, Cr); the U. S. nickel coin, are familiar uses 
of this metal. This type of materials the chemist may be called upon to analyze. 
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and allow to stand for some time. If a precipitate of nickel hydroxide sepa- 
rates, filter, wash and test with the borax bead. 

Nickel may also be detected in the presence of cobalt by precipitating the 
cobalt as nitrite, as described in the chapter on Cobalt, and then precipitating 
the nickel as hydroxide with sodium hydroxide and bromine water and testing 
the precipitate with the borax bead. 

Alpha benzildioxime added to an ammoniacal solution of nickel precipitates 
an intensely red salt having the composition CogH».N,O.Ni. This precipitate 
is very voluminous. Silver, magnesium, chromium, manganese and zine do not 
interfere with this reaction. 


ESTIMATION 


The determination of nickel is required, principally, in the analysis of ores, 
metallic nickel and its alloys, but is also required in the analysis of metallic 
cobalt and cobalt products as well as in a host of miscellaneous materials. 

In the majority of cases the results of a nickel determination are calculated 
in terms of metallic nickel. 

In analytical separations nickel is precipitated with the ammonium sulfide 
group. Small amounts may pass into the later groups where it separates with 
calcium and magnesium, if care is not taken in its previous removal. 

Nitric acid is the best solvent for ores containing nickel. Details of attack 
are given in a later section. 


PREPARATION AND SOLUTION OF THE SAMPLE 


The materials in which nickel occurs ordinarily, may, in general, be brought 
into solution by treatment with acids, but in the case of some refractory ores and 
alloys, a fusion is required first to make the acid treatment effective. When 
treating ores containing sulfides or arsenides a strong oxidizing treatment is 
necessary to break up these compounds. Metallic nickel may be dissolved 
easily in nitric acid, more slowly in hydrochloric acid and still more slowly by 

‘sulfuric. Nickel alloys may be dissolved in a mixture of hydrochloric acid and 
nitric acid. / 

General Procedure for Ores.—One gram of the finely powdered ore is 
weighed into a porcelain dish and mixed intimately with 3 grams of powdered 
potassium chlorate. The dish is covered with a watch-glass and 40 ml. concen- 
trated nitric acid added slowly. The dish is allowed to stand in a cool place for 
a few minutes, then placed on a water bath and digested until the sample is 
completely decomposed, stirring the mixture frequently with a glass stirring rod, 
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and adding a little potassium chlorate from time to time until the decomposition 
is complete. The watch-glass is then removed and any particles that may have 
spattered on it are washed back into the dish and the evaporation continued to 
dryness. This evaporation to dryness is repeated with the addition of 10 ml. of 
concentrated hydrochloric acid, and the silica dehydrated by heating for an 
hour or more in an air oven at 110° C. The dry residue is moistened with 
concentrated hydrochloric acid and the sides of the dish washed down with hot 
water, the mixture heated to boiling and allowed to boil for a few minutes, then 
withdrawn from the heat and filtered hot, after the insoluble matter has settled. 

Treat the filtrate for the removal of interfering elements as directed under 
Separations. 

Fusion Method. 

If it is necessary to make a complete analysis it is usually advisable to fuse 
the sample with a sodium and potassium carbonate mixture containing a little 
potassium nitrate and then treat in the usual manner to determine silica. 

Potassium Bisulfate Fusion.—In the treatment of nickel and cobalt oxides 
these are ground to a fine powder and a representative sample of 1 gram is fused 
with 10 grams of potassium bisulfate. This may be done in a porcelain or silica 
crucible or dish. The melt is extracted with water and the silica filtered off. 

Solution of Metallic Nickel and Its Alloys.—From 1 to 5 grams of the well- 
mixed drillings are treated with a minimum quantity of nitric acid and 20 ml. 
(1:1) sulfuric acid added and the solution evaporated to fumes of sulfur 
trioxide. Allow the fuming to continue for ten minutes. Dilute carefully with 
a little water and filter off the insoluble. Continue as directed in the following 
detailed analyses. 

It may be necessary to use a mixture of nitric and hydrochloric acids to bring 
certain alloys into solution, after which the procedure is the same as above. 


SEPARATIONS 


Separation of Nickel from Mercury, Lead, Bismuth, Copper, Cadmium, 
Arsenic, Tin, Antimony, Molybdenum.—The elements are precipitated in acid 
solution by H.S as sulfides, nickel remains in solution. 

Separation of Nickel from Iron, Aluminum, Chromium, Cobalt, Manganese 
and Zinc.—Separation of nickel by precipitation as oxime by dimethylglyoxime 
affords a rapid and quantitative separation. Details of the procedure are given 
under the Gravimetric Methods.’ 

In the separation from cobalt neutralization of the acid solution by sodium 
acetate is generally recommended. This procedure also applies to the separa- 
tion from manganese. 

Separation from zinc may be effected by precipitation of nickel oxime in 
acetic acid solution; or better in Ammoniacal Citrate Solution. 

Separation of nickel from zine may be effected by precipitating ZnS by 
means of H.S passed into an 0.01 N sulfuric acid solution or a solution acidified 
with formic acid. Nickel remains in solution. 

Separation of Nickel from Iron.—Two modifications of the oxime method 
may be used. 


2L. Teschugaeff, Z. anorg. allgem. Chem., 46, 144, 1905. Ber., 38, 2520, 1905. 
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(1) The iron, if present as a ferric salt, is converted into a complex salt by 
adding from 1 to 2 grams of tartaric acid, and the solution diluted to 200 or 300 
ml., boiled and the nickel precipitated as the oxime in an ammoniacal solution 
by the prescribed method. Iron forms no oxime under these conditions. 

The iron may be precipitated from this filtrate by colorless ammonium sul- 
fide and the sulfide converted to ferric oxide (Fe.O3) by ignition. 

(2) Ferric iron is reduced to the ferrous condition by warming with sulfurous 
acid, in a nearly neutral solution. If the original solution has an excess of acid, 
it is treated with a solution of sodium hydroxide until a permanent precipitate is 
formed. This is dissolved with a few drops of hydrochloric acid and the iron 
reduced by adding from 5 to 10 ml. of a saturated solution of sulfur dioxide or 
by passing dioxide through the solution. The solution is diluted to 200 or 300 
ml. and the solution of dimethylglyoxime added in slight excess, followed by 
sodium acetate until a permanent precipitate of nickel oxime is formed. After 
adding 2 grams more of sodium acetate the solution is filtered immediately. 
The iron is precipitated from the filtrate by oxidizing with bromine water and 
adding ammonium hydroxide to precipitate the basic acetate of iron. 

Procedure (1) is suitable for the determination of nickel in iron and steel. 

Cupferron Method—Small quantities of iron may be precipitated with 
cupferron in acid solution, the nickel remaining in solution. See chapter on 
Tron. 

Separation of Nickel from Aluminum.—This method is the same as pro- 
cedure (1) given above. 

Separation of Nickel from Chromium.—This separation cannot be carried 
out in an acetic acid solution. From 1 to 2 grams of tartaric acid are added and 
from 5 to 10 ml. of a 10% ammonium chloride solution, subsequently. The 
solution is made ammoniacal, but no precipitate should form. If the solution 


‘becomes cloudy, it is acidified with hydrochloric acid and additional ammonium 


chloride added and again made ammoniacal and the nickel precipitated as 
oxime according to directions given from this precipitation. 


GRAVIMETRIC METHODS FOR THE DETERMINATION OF NICKEL 
PRECIPITATION .OF NICKEL BY ALPHA BENZILDIOXIME 


The alcoholic solution of alpha benzildioxime gives an intensely red pre- 
cipitate of CssH22N.O,Ni, when added to ammoniacal solutions containing 
nickel. The reaction is more characteristic for nickel than is that with di- 


_ methylglyoxime and is more delicate. Ina volume of 5 ml. (according to F. H. 


Atack), 1 part of nickel in 2,000,000 parts of water may be detected. In the 
presence of 100 times as much as cobalt only a faint yellow color is produced 
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by the cobalt. One part of nickel per million of water will cause precipitation 
with the compound, whereas no precipitate is formed with dimethylglyoxime 
under the same conditions. With glyoxime iron produces a pink color, with 
alpha benzildioxime ferrous salts give a faint violet color, hence do not interfere 
in the detection of nickel. Silver, magnesium, chromium, manganese, and 
zinc do not interfere. Since the nickel precipitate with this reagent is exceed- 
ingly voluminous it is advisable to have not more than 0.025 gram of nickel 
in the solution in which the nickel is being determined. The method is adapted 
to the detection and determination of minute traces of the element, and small 
amounts up to 10% nickel. 

Reagent, Alpha Benzildioxime.—This may be prepared by boiling 10 grams 
of benzil (not necessarily pure) with 8 to 10 grams of hydroxylamine hydrochlo- 
ride in methyl alcohol solution. After boiling for three hours the precipitate 
is filtered off and dried, washed with hot water and then with a small amount of 
50% alcohol, and dried. This dried precipitate consists of pure benzildioxime 
(m.p. 237° C.). A further yield may be obtained by boiling the filtrate with 
hydroxylamine hydrochloride. The reagent is prepared by dissolving 0.2 
gram of the salt per liter of aleohol to which is added ammonium hydroxide 
to make 5% solution, sp.gr. 0.96 (50 ml. per liter). 

Procedure.—A slight excess of the warmed solution of the above reagent is 
stirred into the ammoniacal solution containing nickel and the whole heated 
on the water bath for a few moments to coagulate the precipitate. Quantita- 
tive precipitation is complete after one minute. The liquid is filtered through a 
Gooch crucible, with suction, or onto a filter paper, for which a counterpoise 
has been selected. The counterpoise paper is treated in exactly the same man- 
ner as the one containing the precipitate. The precipitate is washed with 50% 
alcohol, followed by hot water, and is then dried at 110° C. In weighing the 
precipitate the counterpoise filter is placed in the weight pan of the balance. 
The precipitate contains 10.93% nickel. Weight of CsgH»»N,0,Ni X0.1093 
=Ni. 

Norrs.—Acetone may be used instead of alcohol as a solvent of the reagent. The 
compound is more soluble in acetone than in alcohol. 

; The precipitate does not pass through the filter as does the compound with dimethyl- 
yYOXIMe, 
es The method is affected by the presence of nitrates, hence these must be removed 
by evaporation of the solution with sulfuric acid to fumes, before the addition of the re- 
agent to the nickel solution. 

In the presence of cobalt an excess of the reagent must be used, as in the case of 
the dimethylglyoxime precipitation. 

In the presence of iron and chromium Rochelle salt, sodium citrate or tartaric 


acid are added to prevent precipitation of the hydroxides of these metals upon making 
the solution alkaline. 

In the presence of manganese a fairly large excess of the reagent is required, the 
solution being slightly acid with acetic acid. 

Zine and magnesium are kept in solution by addition of ammonium chloride. 

Large amounts of copper must be removed by precipitating with hydrogen sulfide 
before addition of the reagent. 

The nickel salt with the reagent forms an extremely voluminous precipitate so that 
a concentration of 0.09 gram of nickel per 250 ml. is as high as is desirable. The process 
is applicable to the determination of nickel in the filtrate obtained in the separation of 
zine after the removal of the hydrogen sulfide, formic acid, etc. 

Method by F. W. Atack, Analyst, 38, 448, 318. Cockburn, Gardiner and Black, 
Analyst, 38, 439, 443, 
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PRECIPITATION OF NICKEL BY DIMETHYLGLYOXIME 


Preliminary Considerations.—This method has been demonstrated by 
O. Brunck to be the most accurate and expeditious procedure known for nickel.* 
By this method 1 part of nickel may be detected when mixed with 5000 parts 
of cobalt or 1 part of nickel may be detected in 400,000 parts of water. The 
nickel precipitate with this reagent is almost completely insoluble in water and 
is only very slightly soluble in acetic acid, but is easily decomposed by strongly 
dissociated acids, so that the precipitation is incomplete in neutral solutions of 
nickel chloride, sulfate or nitrate. If, however, the free acid formed is neu- 
tralized with sodium, potassium or ammonium hydroxides or by addition of the 
acetate salts of these bases, nickel will be completely precipitated, not even a 
trace being found in the filtrate. 

“The quantitative determination of nickel in the presence of other metals is 
a simple operation. The nickel should be in the form of a convenient salt. 

“The concentration of the solution does not matter; the precipitation can 
take place either in a solution of the greatest concentration, or ina very dilute 
solution. The reaction is not hindered by the presence of ammonium salts.” 

Tron, aluminum, chromium, cobalt, manganese and zine do not interfere. 
Theoretically 4 parts of dimethylglyoxime, added as a 1% alcoholic solution, 
are necessary; a certain excess does no harm provided the alcohol volume does 
not exceed more than half that of the water solution containing the nickel salt, 
as alcohol has a solvent action on the oxime. The compound is very stable 
and volatilizes undecomposed at 250° C. : 

An excess of ammonium hydroxide is also to be avoided in the solution in 
which the precipitation takes place. 

It has been observed that the precipitate of nickel with dimethylglyoxime 
may be safely ignited to the oxide NiO without loss, if the filter is first carefully 
charred without allowing it to take fire, then gradually heated to redness. 

Procedure.—Such an amount of the sample should be taken that the nickel 
be not over 0.1 gram, as glyoxime of nickel is very voluminous and a larger 
amount would be difficult to filter. If cobalt is present it should not exceed 
0.1 gram in the sample taken.® 

If hydrogen sulfide has been used to precipitate members of the second 
group, it is expelled by boiling the acid solution and the volume brought to 250 
ml. 


3Z. angew. Chem., 20, 1844 (1907). 

4 Mr. C. Sterling of the International Nickel Co. states that it is their practice to 
precipitate as much as 0.25 g. or even 0.5 g. of Nias the glyoxime salt. The precipitate 
produced in a perchlorate solution containing chromate is comparatively compact, and 
by dissolving a weighed amount of the reagent in a small volume of hot alcohol the use 


of large volumes and losses due to solubility of the precipitate in alcohol are avoided. 


The practical precipitating power of the reagent is 0.25 g. of Ni per g. and a reasonable ex- 
cess should be allowed. It is therefore possible to use the reagent in the analysis of alloys 
containing high percentages of Ni. 

5 Tf the sample contains more than 0.1 gram of cobalt, a large excess of ammonium 
hydroxide and dimethylglyoxime is necessary to prevent its precipitation, hence it is 
advisable to take such weights of samples that the cobalt content will be less than this 
weight. A sample containing 0.03 g. Ni or less is satisfactory—5 ml. of 1% alcoholic 
glyoxime per 0.01 g. Ni are advisable. 

If much copper is present it should be removed. 
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One or 2 grams of tartaric acid are added to prevent the precipitation of 
the hydroxides of iron, aluminum and chromium by ammonium hydroxide 
(this treatment is omitted if these are absent), and 5 to 10 ml. of a 10% solution 
of ammonium chloride added to keep zinc and manganese in solution, should 
they be present. Ammonium hydroxide is now added until the solution is 
slightly alkaline. If a precipitate forms, ammonium chloride is added to clear 
the solution, followed by ammonium hydroxide to neutralize the acid The 
solution should remain clear after this treatment, otherwise the ammonium 
chloride is added in solution or as salt until the solution of the sample will re- 
main clear. It is then heated to nearly boiling and the alcoholic solution of 
dimethylglyoxime added until the reagent is approximately seven times, by 
weight, the weight of nickel present. Ammonium hydroxide is now added 
until the solution has a distinct odor of this reagent. The precipitation of the 
scarlet red nickel salt is hastened by stirring. It is advisable to place the mix- 
ture on the steam bath for fifteen to twenty minutes to allow the reaction to go 
to completion before filtering. The precipitate is filtered off, into a platinum 
sponge Gooch crucible, sometimes known as a Neubauer Gooch crucible. 
(Other forms of Gooch crucible are used for this purpose, but the Neubauer 
crucible has been found to be most satisfactory.) The precipitate is dried for 
about two hours at 110 to 120° C. and weighed as CsH,4N40,Ni, which contains 
20.32% Ni. 

Weight of precipitate multiplied by 0.2031 = weight of nickel. 


PRECIPITATION OF NICKEL BY ELECTROLYSIS ® 


The solution is freed from members of the H.S group by precipitation of 
these in acid solution by H.S. Zinc is removed by H.S in a 0.01 N solution 
preferably of H.SO, or a formic acid solution. Nickel is now deposited by 
electrolysis. 

This deposition is conducted in exactly the same manner as the one de- 
scribed under Cobalt by Electrolysis, and requires that the same precautions 
be exercised. 

In the presence of cobalt the two elements may be determined together by 
electrolysis as described below and the deposited metal redissolved and nickel 
determined as oxime. Cobalt is obtained by difference. 

Procedure.—After the sample has been brought into solution by one of the 
methods outlined under Preparation and Solution of the Sample, the solution 
is evaporated with 20 ml. of 1 : 1 sulfuric acid for every gram of metal in the 
sample. The evaporation is continued until the solution has fumed strongly 
for ten minutes. Cool carefully and dilute with 20 ml. of water. Heat the 
solution to nearly boiling and pass hydrogen sulfide for one hour to precipitate 
members of the second group. This long treatment is necessary to insure com- 
plete precipitation of arsenic. Filter and boil to expel hydrogen sulfide. Add 
5 ml. H.O2 to insure oxidation of iron compounds to the ferric state and 
add ammonium hydroxide until just slightly alkaline. Filter off the ferric 
hydroxide and wash with water containing a small quantity of ammonium 
hydroxide. To recover occluded nickel dissolve the precipitate in hydrochloric 
acid and reprecipitate the iron with addition of a little hydrogen peroxide. 


6 W. J. Marsh, J. Phys. Chem., 18, 705 (1914). 
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Combine the filtrates. Evaporate to about 250 ml. and add 50 ml. of conc. 
ammonium hydroxide and electrolyze as described under Cobalt. 

The increase in weight of the electrode is the weight of cobalt and nickel 
in the sample. The percentage of cobalt and nickel in the sample is found by 
multiplying the increase in weight of the electrode by 100 and dividing by the 
weight of the sample. 


Notz.—The deposition of cobalt and nickel by the above method has been found 
to be the most accurate of the electrolytic methods. In the solutions containing the 
organic acids there is always more or less carbide deposited on the cathode with the 
metal. This causes high results. 


NICKEL IN METALLIC NICKEL 


This determination may be made in the manner described under Precipita- 
tion of Nickel by Electrolysis, separating cobalt before or after the electrolysis 
or by the method described under Precipitation of Nickel by Dimethylglyoxime. 
The latter method is recommended. 


NICKEL IN COBALT AND COBALT OXIDE 


The dimethylglyoxime precipitation is used in combination with the elec- 
trolytic precipitation. See chapter on Cobalt. 


NICKEL IN NICKEL-PLATING SOLUTIONS 


In most cases it is quite unnecessary to separate the cobalt from the nickel 
in making this determination and, as the principal impurity is usually iron, the 
best practice is to follow the method given under Precipitation of Cobalt by 
Electrolysis. 

If chlorides or organic matter are present in the solution the preparation 
of the solution for electrolysis is accomplished in the following manner: 

From the well-stirred solution in the plating tank, withdraw about 200 ml. 

and place in a small beaker. Prepare a 100-ml. burette by thoroughly clean- 
ing it with the sulfuric acid and potassium bichromate mixture and distilled 
water. Wash finally with a few ml. of the nickel solution and fill the burette 
with the solution from the plating tank. 

Run 66.7 ml. into an evaporating dish and add 2 ml. (1 : 1) sulfuric acid. 
Evaporate to fumes of sulfur trioxide and allow to fume strongly for ten min- 
utes. Dissolve in a little water. Dilute to 200 ml. carefully, neutralize with a 
solution of ammonium hydroxide and add 50 ml. of conc. ammonium hydrox- 

_ ide and electrolyze.._(See Precipitation of Cobalt by Electrolysis.) 
The increase in weight of the cathode in grams multiplied by 2 gives the 
weight in ounces of nickel in one United States gallon of the plating solution. 


622 NICKEL 


VOLUMETRIC DETERMINATION OF NICKEL 
DETERMINATION OF NICKEL IN ALLOYS 


This method, as described by 8. W. Parr and J. M. Lindgren,’ consists of a 
modification of the dimethylgloxime method. The precipitation takes place 
in the usual manner and the precipitate is dissolved in sulfuric acid and the 
excess titrated with a standard solution of potassium hydroxide. 

Procedure.—The alloy is dissolved in nitric or hydrochloric acid and if 
iron, aluminum or chromium are present twice their weight of tartaric acid is 
added to prevent their precipitation. If chromium is present ammonium 
chloride is also added. If manganese or zinc is present hydrochloric acid should 
be used and most of the free acid evaporated. Add a few ml. of hydrogen 
peroxide to oxidize any ferrous iron to the ferric state. Dilute to 300 or 400 
ml. and neutralize the free acid by sodium acetate. Heat the solution to nearly 
boiling and add five times as much dimethylglyoxime, in 1% alcoholic solution, 
as the nickel present. Then completely neutralize with ammonium hydroxide, 
using a very slight excess (or the solution may be neutralized with sodium 
acetate). Heat until all the nickel is precipitated. Filter and wash. Place 
the precipitate and filter in a beaker, add an excess of 0.05 N sulfuric acid, 
dilute to 209 ml., heat until solution is complete and titrate back with 0.1 N 
potassium hydroxide solution, taking the first faint yellowish tinge as the 
end-point. The solutions are standardized against pure nickel. 


Notrr.—Cobalt should not exceed 0.1 gram per 100 ml. and an excess of the 
dimethylglyoxime should be used. 


POTASSIUM CYANIDE METHOD FOR NICKEL 


The method is rapid and accurate and is especially adapted for determining 
nickel in steel. Iron, manganese, chromium, vanadium, molybdenum and 
tungsten do not interfere. Co and Cu should be removed if present. The 
method depends upon the selective action of potassium cyanide for nickel in 
preference to silver iodide, used as an indicator, the reactions taking place as 
indicated, the solution being slightly alkaline with ammonia— 


(a) Ni(NH;),$0.+4KCN= K,Ni(CN))+K,80.+6NH; 
(N.B. 4KON <=Ni) 


When the double cyanide of nickel has formed, KCN reacts with AgI. 
(b) Agl+2KCN=KAg(CN).+KI (N.B. 2KCN =Ag) 


Reagents. 

N/10 Silver Nitrate.—10.788 grams of pure silver are dissolved in nitric 
acid and made to 1000 ml. or 16.99 ¢. of the silver nitrate salt. (See Index for 
reagent.) One ml. =0.01302 ¢. KCN. 

If preferred the reagent may be made to be equivalent to about 0.001 gram 
Ni per ml. by dissolving 5.85 grams of AgNOs per liter. 

Potassium Iodide.—25% solution. 

7S. W. Parr and J. M. Lindgren, Trans. Am. Brass Founders’ Assoc., 5, 120 (1912). 
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N/10 Potassium Cyanide.—13.5 grams of pure KCN are dissolved in water, 
5 grams of KOH added and the solution made to 1000 ml. 

The cyanide solution is standardized against the silver nitrate solution. 

If it is desired to have a solution equivalent to 0.001 g. Ni, 5 grams of KCN 
per liter is the approximate strength required. 

Standardization of the Cyanide.—Fifty ml. of the KCN solution are diluted 
to about 150 ml., 5 ml. of the KI reagent added and the solution titrated with 
the standard AgNO; reagent until a faint permanent opalescence is obtained. 
A drop of the KCN solution should be sufficient to clear this. Note the number 
of ml. required and calculate the normality factor of the cyanide in terms of 
the silver nitrate reagent. 

Example.—Suppose 49 ml. of the silver nitrate reagent were required for 
the 50 ml. of the cyanide solution, then the normality would be 49+50N/10 
or 0.98 N/10. 


One ml. N/10 solution is equivalent to 0.002934 gram nickel. 


The reagent may be standardized against a nickel steel of the U. 8. Bureau 
of Standards, following the procedure given below and calculating as follows: 


Gram Ni in standard taken 


Ty = e 
eer ptor (ml. KCN required)—(ml. KCN equivalent to 5 ml. AgNQOs3) 


Citric Solution.—Two hundred grams of (NH4)2SO,, 150 ml. concentrated 
NH.OH and 120 grams of citric acid per 1000 ml. 

Procedure.—One gram of the steel drillings or such an amount of material 
as contains not over 0.1 g. Ni, is dissolved in a beaker with 20 ml. of hydro- 
chloric acid (1:1). When action ceases 10 ml. of nitric acid (1 : 1) are added 
and the solution boiled until the red nitrous acid fumes are driven off. 

About 100 ml. of the citrate solution are added. If 2% or more of chromium 
is present the amount of citrate solution is doubled. The solution is now 
diluted to about 250 ml. 

Exactly 5 ml. of the standard silver nitrate solution are now added from a 
pipette or burette, and then ammonium hydroxide, drop by drop, until the 
cloudiness caused by the silver chloride just disappears. Two ml. of the 
potassium iodide solution are now added. 

The solution is titrated with the standard potassium cyanide solution with 
constant stirring until the turbidity just disappears. The end point is reached 
when there is no longer a distinction in clearness of the drop of the reagent and 
its surrounding liquid to which it is added. 

If the end-point is passed, a measured amount of silver nitrate (5-10 ml.) 
is added and the cyanide titration repeated. 

Calculation.— Deduct the ml. KEN equivalent of the total silver nitrate 
solution used from the total ml. of the KCN solution required in the titration. 
The remainder is the potassium cyanide required by the nickel. 

The ml. KCN required by Ni multiplied by the factor for Ni= gram nickel 
in the sample. 

1. A large excess of ammonia is to be avoided as the Ag! is soluble in a large 
excess. , 

2. The presence of sulfates increases the sensibility of the end-point. 
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3. The silver nitrate solution should not be stronger than that indicated in 
the method as there is danger of the iodide of silver settling out as a curdy 
precipitate in stronger solutions. 

4, A white film is apt to form on the surface of the liquid if exposed to the 
air for some time. This produces no error. 


CYANIDE TITRATION METHOD 
(Routinr) 
A. 8S. T. M. Meruop ror STEEL 


I. PRELIMINARY TREATMENT 


(a) Preliminary Separation with Dimethylglyoxime. (Presence of Chromium, 
Copper, Cobalt and Small Amounts of Tungsten).—Proceed as in the gravimetric method 
until the dimethylglyoxime precipitate has been dissolved in aqua regia, and then evapo- 
rate the solution to 50 ml. or until free from dimethylglyoxime and oxidizing gases. Cool 
the solution, with ice if desired, neutralize with NH,OH (sp. gr. 0.90) (rosolic acid is a 
convenient indicator), add 5 ml. in excess, dilute to 250 ml., and proceed as in the final 
titration below. 

(b) Preliminary Ether Extraction (Absence of Cobalt and More than 1% Tungsten). 

Solutions. Dilute Hydrochloric Acid (3 : 2).—600 ml. HCl (1.19 sp. gr.) and 400 ml. 


HO. 

Acidulated Hydrogen Sulfide Water.—Add 25 ml. of HCl (sp. gr. 1.19) to 500 ml. of 
distilled water and saturate with H.S. 

Method.—In a 150 ml. beaker dissolve 1 g. of the steel in 20 ml. of the dilute HCl 
(3 : 2), add about 2 ml. of HNO; (sp. gr. 1.42) to oxidize the iron, and boil to expel the 
oxides of nitrogen. Cool, and transfer the solution into an 8-oz. separatory funnel, rins- 
ing the beaker with small portions of the dilute HCl (8 : 2). Add 50 ml. of ether, shake 
for 5 minutes, let settle for 1 minute, and then draw off the lower clear solution into an- 
other 8-oz. separatory funnel. Add 10 ml. of dilute HCl (8 : 2) to the solution in the 
first separatory funnel, cool, shake thoroughly, allow to settle for 1 minute, and then 
draw off the lower clear solution into the second separatory funnel. To the combined 
solutions in the second separatory funnel add 50 ml. of ether, shake for 5 minutes, let 
settle for 1 minute, and then draw off the clear layer into a 150-ml. beaker. Heat the 
aqueous solution gently to expel the ether, add 0.2 g. of potassium chlorate, boil until the 
chlorate is decomposed, dilute to 100 ml. with hot water, make faintly ammoniacal, and 
boil for 5 minutes. Filter and wash with hot water. To the filtrate add 10 ml. of HCl 
(sp. gr. 1.19), heat just short of boiling and precipitate the copper with hydrogen sulfide. 
Filter and wash with acidulated hydrogen sulfide water. Boil the filtrate to expel 
hydrogen sulfide, neutralize with ammonia as in (a), add 5 ml. in excess, dilute to 250 ml. 
and proceed as in the final titration below. 

c) Direct Titration (Absence of Copper, Cobalt, and More than 1% Tungsten). 
; Solutions. Dilute Nitric Acid (sp. gr. 1.20).—380 ml. of HNO; (sp. gr. 1.42) 620 ml. 
of water. 

Ammonium Persulfate (15%).—Make up as needed by dissolving 15 g. of the salt in 
100 ml. of distilled water. 

Dilute Ammonia (1 : 1)—Equal volumes of NH.OH (sp. gr. 0.90) and water. 

Sulfuric- Citric Acids.—Dissolve 200 g. of citric acid in a cooled mixture of 100 ml. 
F280; (sp. gr. 1.84) and 900 ml. of distilled water. 

Method.—Transfer 1 g. of the sample to a 400-ml. beaker, treat with 20 ml. of dilute 
FINO; (sp. gr. 1.20) and heat until the sample is dissolved. Add 8 to 10 ml. of ammonium 
persulfate solution (15%) and continue the boiling for five minutes. Cool the solution, 
add 50 ml. of the sulfuric-citric acid mixture, and then dilute HN.OH (1 : 1) until the 
solution is just alkaline to litmus, when an excess of 5 ml. is added. In case a precipitate 
is formed, use more citric acid. The neutralization of the solution should be made as 
soon as possible after the addition of the citric acid, as otherwise this may reduce traces 
a iron: Cool to room temperature, dilute to 250 ml. and proceed as in the final titration 

elew. 
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If chromium is present in amounts over 1%, dissolve the steel in 20 ml. ‘of dilute 
H.SO, (1 : 4), oxidize with 5 ml. of HNO; (sp. gr. 1.42), boil 5 minutes, cool, add 50 ml. 
of sulfuric-citric acid mixture and proceed as above. 


II. Frau Titration 


Solutions. Potassium Iodide (10%).—Ten g. of KI in 100 ml. of water. 

Standard Silver Nitrate.—Dissolve 5.7903 g. of AgNO; in distilled water and dilute 
to exactly 1000 ml. 

Standard Potassium Cyanide.—Dissolve 4.5 g. of KCN in 1000 ml. of distilled water 
containing 1 g. of KOH. Standardize this solution against the standard silver nitrate 
solution as follows: To a 400-ml. beaker add 100 ml. of water, 3 ml. of HN.OH, 2 ml. of 
potassium iodide solution (10%), and finally 30 ml. of silver nitrate solution from a 
burette. Titrate with the cyanide solution until the solution is perfectly clear, and then 
add more silver nitrate solution until a faint cloudiness is obtained which can be dis- 
pelled by two drops of the cyanide solution. Adjust the cyanide solution so that it is 
equivalent to the silver nitrate solution and check the theoretical value (0.001 g. nickel) 
by standardizing, by the procedure chosen, against a steel of known nickel content as de- 
termined by the gravimetric dimethylglyoxime method. 

Method.—Add 2 ml. of potassium iodide solution (10%) to the solution prepared as 
in (a), (6), or (c) and then on a burette add 3 ml. of standard silver nitrate solution. 
Slowly add standard cyanide solution, with constant stirring, until the solution is per- 
fectly clear. Continue the addition of the silver nitrate solution and titration with 
cyanide solution until the cloudiness of the solution, due to the addition of two drops of 
the standard silver nitrate, is just expelled by the final addition of two drops of the stand- 
ard cyanide. Hach cubic centimeter excess of standard cyanide solution required over 
standard silver nitrate solution used in the titration represents 0.1% of nickel. 

If cobalt is present, an unsatisfactory end-point will be obtained if the titration is 
carried out as directed after a preliminary separation by methods (6) or (c). Cobalt 
may, however, be titrated satisfactorily provided it is first oxidized to the trivalent 
condition by boiling the ammoniacal solution with NaClO; prior to the titration with 
eyanide. In this case, the compound K,Co(CN); is formed and the titration represents 
the combined effect of nickel and cobalt. (See the Determination of Cobalt in Tungsten 
Steel by the Cyanide Titration Method (Routine).) 


THE ANALYSIS OF METALLIC NICKEL * 


Discussion.—Nitric acid is the general solvent for nickel. The strength of 
the acid may be varied in accordance with the determination in view: con- 
centrated acid is used for gravimetric sulfur; 1 : 4 acid facilitates the deter- 

‘mination of manganese in high silicon material; and 1 : 9 acid may be used for 
residue analyses. 

Solution of the sample in dilute HBr saturated with Br, followed by evapora- 
tion to dryness and baking will remove As, Sb, and Sn.? The bromide residue 
is decomposed by HNOs, fumed with H.SO. or HClO,, and the usual procedures 
are followed. 


§ Outline prepared by Mr. C. Sterling, Research Chemist, International Nickel Co. 
» Anonymous, Chemistry and Industry, 53, 615 (1934). 
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Sileon may be removed by dehydration with HCl, H:SO., or HClO, fol- 
lowed by filtration. Addition of HF to the HNO; solution followed by eva- 
poration with H,SO, is useful in many cases. The operation may be carried 
out in glass if elements introduced by corrosion of the reaction vessel do not 
interfere in subsequent operations and determinations. 

Most of the elements found in very small amounts may be gathered by 
precipitation with NH,OH. Ferric ion may be added to the solution if neces- 
sary. In general, the techniques developed for the analysis of refined copper 
are applicable. The use of MnO, in dilute acid solution would probably apply, 
although the presence of Co should not be overlooked.!% 

The ammonia precipitate will contain all the Fe, Al, Ti, Zr, Ta, Cb and Sn, 
and, if conditions are properly regulated, all of small quantities of P, As, Sb, Bi, 
Se, Te, Pb, Cr, V, and W. Manganese divides, but may be retained in the pre- 
cipitate by the addition of an oxidizing agent. Ca and Mg will be found in the 
filtrate containing the bulk of the Cu and Ni; they may be precipitated together 
from this solution as phosphates and subsequently separated and purified.” 

Precipitation by NH,OH in the presence of perchlorates must be done in a 
large volume of hot solution with only aslight excess of reagent. Ni(NH;) «(ClO4)2 
crystallizes readily and will contaminate the precipitate if proper precautions 
are not observed. It is interesting to note that Ni and Co may be nearly 
quantitatively precipitated in cold, strongly ammoniacal perchlorate solutions. 
Tartrate does not interfere. Co is readily oxidized to a soluble form even by 
exposure to air. 

Cyanide solutions offer possibilities for a number of separations. Fe and 
Al may be sharply separated from Ni by NH,OH in the presence of the complex 
cyanide.!?: 4 Evans precipitates ZnS in a buffered cyanide solution,” and it 
seems probable that some useful separations by 8-hydroxyquinoline could be 
made in this medium.!® Extraction by dithizone will probably be of service 
when optimum conditions have become established. 

Procedures.—The routine analysis of metallic nickel involves determina- 
tions of C, Si, S, Cu, Mn and Fe. Nickel (plus cobalt) is found by difference. 
Direct determinations of Ni+Co+Cu by electrolysis from ammoniacal sulfate 
solutions give high values and the deposit will contain Mn if it is present. 

Carbon.—Carbon is determined on 3 gram samples by direct combustion 
in the usual type of train used for steel analysis. A temperature of 1200° C. 
is advisable and the period of burning should be at least 20 minutes. Ingot 
iron may be used as a flux to decrease the time needed for the combustion. 

Silicon and Sulfur.—These determinations are conveniently combined on 
10 gram samples. The sample is mixed with 1 gm. of KCIO; and dissolved 
with HNO;. The HNO; is removed by two evaporations to dryness with HCl. 
The chlorides are moistened with 2-3 ml. of HCl, dissolved in water, and the 
silica is filtered off and determined. Sulfur is precipitated in the filtrate with 
BaCl, solution and is determined as usual after standing 18-24 hours. 

10 Park and Lewis, Ind. Eng. Chem., Anal. Ed. 5, 182 (1933). 

u Park, Ind. Eng. Chem., Anal. Ed. 6, 189 (1934). 

2 Hillebrand and Lundell, “Applied Inorganic Analysis,” p. 488. 

13 Lundell, Hoffman and Bright, “Chemical Analysis of Iron and Steel,’’ p. 278. 

14 Chirnside, Analyst, 59, 278 (1934). 

1 Hvans, Analyst, 60, 464 (1935). 

16 'T, Heezko, Chem. Ztg., 58, 1032 (1934); Analyst, 60, 120 (1935), abstract. 
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Sulfur may be determined by the evolution method. The fine drillings or 
sawings are dissolved by conc. HCl in an all glass evolution flask equipped 
with a water-cooled reflux condenser. The evolved gases are passed through a 
gas washing bottle containing water before entering the absorption medium. 

Silicon in high silicon nickel should be determined on 1 gram samples after 
dehydration with 15 ml. of 70% HC10.. 

Copper.—Copper in ordinary amounts is determined by direct electrolysis. 
When it is very low it is best to concentrate it by double precipitation with H.S 
and determine it colorimetrically. To determine Cu by direct electrolysis 
5 grams of sample are dissolved in HNO3. The excess of acid is removed by 
evaporation to a syrup. After dilution, NH,OH is added until a precipitate 
forms and is followed by 10-15 ml. of 1 : 1 H,SO,. The solution is diluted to 
250 ml. to prevent crystallization and electrolyzed for Cu. 

Manganese.— Routine determinations of Mn are made by the bismuthate 
method applied directly to HNO; solutions of 1 gram samples. A correction 
must be applied to the titration to compensate for the excess KMnOy, used to 
overcome the color of the nickel nitrate. 

Umpire determinations are made by the bismuthate method after precipi- 
tating the Mn from HNO; solutions of 5 gram samples by means of NH,OH 
and (NH,).S.0s. A fairly large excess of HN,OH is necessary to secure a 
good separation of Co. 

Tron.—Iron is gathered from HNO; solutions of 5 gram samples by double 
precipitation with NH.OH. The ammonia precipitate is dissolved in HCl, the 
Fe is reduced with SnCl, and titrated with dilute K,Cr.0;, using diphenylamine 
as an internal indicator. , 

Aluminum.—Aluminum may be concentrated by precipitation with NH,OH 
and freed from most impurities by electrolysis in a Hg cathode cell. The 
method of determination depends on the amount of Al and elements associated 
with it. Provision should be made for Si, Mn, and P; also such elements as Ti, 
V, Zr, Be, U, and Ce. The ammonia, phosphate, quinolate, or colorimetric 
methods have been used.!7 

Nickel.—Dissolve 0.3 gm. of drillings in an 800 ml. beaker with HNO. 
Add 15 ml. of 70% HClO, and evaporate cautiously to fumes. HF may be 
added to high silicon material. Boil gently for 10-15 minutes. Cool and add 
400 ml. of water. Add 10 ml. of 25% ammonium citrate solution. Neutralize 
with NH,OH and add 1-2 ml. excess. Dilute to 500 ml. and heat to 90° C. 
Precipitate the nickel with 1.5 gm. of dimethylglyoxime dissolved in 40 ml. 
of hot alcohol. Stir vigorously and allow to stand for 3-1 hour. 

Filter the nickel dimethylglyoxime on a 15 em. paper and wash with hot 
water. Transfer the precipitate to a 600 ml. beaker and dissolve it with 15 ml. 
of HNO; and 15 ml. of HCl. Add 20 ml. of 1 : 1 H.SO, and evaporate to 
fumes. Add HNO; dropwise to the fuming residue until all organic matter is 
destroyed. Continue fuming until nitric acid is removed. Cool, dissolve 
salts in 100 ml. of water. Neutralize with NH,OH and add 25 ml. excess. 
Dilute to 200 ml. and determine Ni by electrolysis. 

This method is satisfactory for all ordinary purposes. For work of the 
highest accuracy it is recommended that the nickel dimethylglyoxime be re- 
precipitated with the usual dilute reagent, filtered on fritted glass, dried, and 


1 Peters, Chemist-Analyst, 24, No. 4 (1935). 
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weighed. The combined filtrates should be concentrated, the organic matter 
destroyed, and the residual nickel recovered. 

Cobalt.—The volumetric method of Sarver 18 may be applied to a solution 
of the crude cobalt obtained by direct precipitation with nitroso beta napthol. 
The usual small amounts of Fe and Cu present do not interfere. Volumetric 
methods based on oxidation of Co in ammoniacal citrate solution by means of 
potassium ferricyanide will probably prove to be satisfactory.1% ?° 

The following method is suitable for occasional accurate determinations: 

Dissolve 3 grams of drillings in 25 ml. of nitric acid and evaporate the solu- 
tion to a syrup. Add 50 ml. of hydrochloric acid and evaporate to dryness. 
Again add 50 ml. of hydrochloric acid and evaporate to dryness. Drench the 
residue with 10 ml. of hydrochloric acid and dilute to 100 ml. with warm water.’ 
Heat until salts are in solution, filter and wash with hot water. 

Ignite the paper and contents in a platinum crucible, cool and add 1 drop of 
1:1 sulfuric acid and a little hydrofluoric acid. Evaporate until fumes of 
sulfuric acid are given off, then fuse the residue with a pinch of sodium bisul- 
fate. Dissolve the melt in water and add to the reserved filtrate. 

Dilute the solution to 200 ml., heat to boiling, and pass a rapid stream of 
hydrogen sulfide for 30 minutes. Allow the sulfides to settle for 1 hour, filter 
and wash with 1 : 99 hydrochloric acid saturated with hydrogen sulfide. Dis- 
ecard the precipitate and boil the hydrogen sulfide off from the filtrate. Oxidize 
with a pinch of ammonium persulfate and evaporate to 100 ml. 

Neutralize the solution with ammonia and add 20 ml. excess of hydrochloric 
acid. Dilute to 200 ml., cool to 10° C., and add an excess of cool 6% cupferron 
solution. Filter and wash with cold 5:95 hydrochloric acid. Discard the 
precipitate and dilute the filtrate and washings to 400 ml. 

Add one and one-half times as much nitroso beta napthol as is required to 
precipitate the cobalt. (1 gm. of the reagent dissolved in 15 ml. of glacial 
acetic acid and filtered. 15 ml. precipitate approximately .06 grams of cobalt.) 
Heat to 60°—-70° C. by digesting on steam bath for 20 minutes and allow to stand 
for several hours. 

Filter and wash with hot 1 ; 3 hydrochloric acid and then with hot water. 
Ignite in a porcelain crucible. Transfer the oxides to a beaker, dissolve in 
hydrochloric acid and evaporate to dryness. Add 15 ml. of hydrochloric acid, 
dilute to 300 ml., and heat to 90° C. Precipitate the cobalt with nitroso beta 
napthol, let stand several hours, filter and wash as before. Ignite to constant 
weight at 750°-850° C. and weight as Co3Ou. 

The weighed oxide should be corrected by a blank carried through all steps 
in the determination, or it may be dissolved in hydrochloric acid and any 
impurities found deducted. (Mainly iron from the reagent.) 

Dr. W. L. Savell contributed a portion of the original draft of this chapter. 
Methods of the International Nickel Company were contributed through the 
courtesy of Mr. Thomas Fudge, and revised by Mr. C. Sterling, research 
chemist of the company. 


18 Sarver, Ind. Eng. Chem., Anal. Ed. 5, 275 (1938). 
ae ea and Maassen, Mitt. Kaiser-Wilhelm Inst. Hisenforsch. Diisseldorf, 17, 
2 Tomicek and Freiberger, J. Am. Chem. Soc., 57, 801 (1985). 


NITROGEN 


Element. Nb, at.wt. 14.008; D. (air) 0.9674; m.p. —210°; b.p —.195.8° C.; oxides, 
N20, N2O2, N2,O;, N2O., N2O;. 

Ammonia. NH:;, m.w. 17.03; D. (air) 0.5971; sp.gr. liquid 0.6234; m.p. —77.7°; 
b.p. —33.5° C. Crit. temp. 130°; liquid at 0° with 4.2 atmospheres pressure. Com- 
mercial 28% NH:3, sp.gr. 0.90. 

Nitric Acid. HNO:, m.w. 63.02; sp.gr. 1.50; m.p. —43.2; b.p. 86° C. Boiling-point 
of commercial 95% acid is a little above 86°, but gradually rises to 126° and the strength 
of acid falls to 68.9%, sp.gr. is then 1.42. The acid now remains constant, the distillate 
being of the same strength. 


Nitrogen ! occurs free in air to extent of 78%-+ by volume and 76%— by 
weight. 
Air weight of 1 liter=1.293 grams. With oxygen as 32, air=28.95. 


Composition oF Arr. ON THE Basis oF 1000 Liters or ATMOSPHERE 


Element Bok Chol see) are wee 
NMED PIR eye Ilva pohed wich vs facts 780.3 975.80 78.1 75.47 — 
Ory Cone ar SEM ei cic ncwieiss <5 =i 209.9 299.84 21.0 23.19— 
AVIEGIN Ate 25 S6.4ie OU ae 9.4 _ 16.76 0.9 1.296 + 
Warbonvduomdet int. keel 0.3 0.59 0.04 0.045 
LELSSGLROT LD oo ne Saito e Cea ae eee 0.1 0.01 
INSTLAS: ec ios 8 GB Goo Oren 0.015 0.01339 
JIS ERTURMY oe SNS SiC IC eee 0.0015 0.00027 
LCR IRON, Glo Loans ae 0.00005 0.00018 
USI a 6 Pd dle ole Page ieee 0.000006 0.00003 


Nitrogen is found combined in nature as potassium nitrate (saltpeter), 
KNO;; sodium nitrate (Chili saltpeter), NaNOs, and to a less extent as calcium 
nitrate Ca(NOs3)>. It occurs in plants and in animals, in the proteid sub- 
stances, blood, muscle, nerve substance, in fossil plants (coal), in guano, 
ammonia and ammonium salts. 

Free nitrogen is estimated in the complete analysis of gas mixtures. In 
illuminating gas the other constituents are removed by combustion and absorp- 
tion and the residual gas measured as nitrogen. 

- Total nitrogen in organic substances is best determined by decomposition 
of the materials with sulfuric acid as described later, and estimating the nitro- 
- gen from the ammonia formed. 

Combined nitrogen in the form of ammonia and nitric acid specially con- 
cerns the analyst. In the evaluation of fertilizers, feedstuffs, hay, fodders, 
grain, etc., the nitrogen is estimated after conversion to ammonia. Ammonia, 
nitrates and nitrites may be required in an analysis of sewages, water, and soils. 
Nitric acid is determined in Chili saltpeter, in the evaluation of this material for 


* Nitrogen was established as an element by Lavoisier who named the gas azote 
(lifeless), the name by which nitrogen is known in France. 
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the manufacture of nitric acid or a fertilizer, the nitrate being reduced to am- 
monia and thus estimated. 


The determination of nitrogen is required in tests of a large number of compounds 
containing nitrogen in combination, such as the azo compounds, antipyrine, amides, 
imides, brucine, hydrazine, cyanide, phenylhydrazine, isatin, atrophine, caffeine, strych- 
nine, nicotine, cinchonidine, cocain ete. 


DETECTION 


Element. Organic Nitrogen.—Organic matter is decomposed by heating 
in a Kjeldahl flask with concentrated sulfuric acid as described under Prepara- 
tion and Solution of the Sample. Ammonia may now be liberated from the sul- 
fate and so detected. 

Nitrogen in Gas.—Recognized by its inertness towards the reagents used 
in gas analysis. The element may be recognized by means of the spectroscope. 

Ammonia.—Free ammonia is readily recognized by its characteristic odor. 
A glass rod dipped in hydrochloric acid and held in fumes of ammonia produces 
a white cloud of ammonium chloride, NH;Cl. 

Moist red litmus paper is turned blue by ammonia. Upon heating the paper 
the red color is restored, upon volatilization of ammonia (distinction from fixed 
alkalies). 

Nessler’s Test.2—Nessler’s reagent added to a solution containing ammonia, 
combined or free, produces a brown precipitate, NHg.I-H.O. If the am- 
moniacal solution is sufficiently dilute a yellow or reddish-brown color is 
produced, according to the amount of ammonia present. The reaction is used 
in determining ammonia in water. 

Salts of ammonia are decomposed by heating their solutions with a strong 
base such as the hydroxides of the fixed alkalies or the alkaline earths. The 
odor of ammonia may now be detected. 

Nitric Acid. Ferrous Sulfate Test—About 1 to 2 ml. of the concentrated 
solution of the substance is added to 15 to 20 ml. of conc. sulfuric acid in a 
test-tube. After cooling the mixture, the test-tube is inclined and an equal 
volume of a saturated solution of ferrous sulfate is allowed to flow slowly down 
over the surface of the acid. The tube is now held upright and gently tapped. 
In the presence of nitric acid a brown ring forms at the junction of the two 
solutions. 

The test for nitrate may be made according to the quantitative procedure 
given for determining nitric acid (see later). It should be remembered that 

* The reagent is made by dissolving 20 grams of potassium iodide in 50 ml. of water, 


adding 32 grams of mercuric iodide and diluting to 200 ml. To this is added a solution 
of potassium hydroxide—134 grams KOH per 260 ml. H20. 
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ferrous sulfate should be present in excess, otherwise the brown color is de- 

stroyed by the free nitric acid. Traces of nitric acid in sulfuric produce a pink 

color with the sulfuric acid solution of ferrous sulfate. (See Determination of 
Nitric Acid—Ferrous Sulfate Method.) 

Ferro- and ferricyanides, chlorates, bromides and bromates, iodides and 
jodates, chromates and permanganates interfere. 

Diphenylamine Tests for Nitrates.—(C,H;),.NH dissolved in sulfuric acid 
is added to 2 or 3 ml. of the substance in solution on a watch-glass. Upon 
gently warming a blue color is produced in presence of nitrates. Nitric acid in 
sulfurie acid is detected by placing a crystal of diphenylamine in 3 or 4 ml. of 
the acid and gently warming. Cl’, Cl’, Br’, IY, Mnv#, Crvi, Sei, Fe! and other 
oxidizing agents interfere. 

Copper placed in a solution containing nitric acid liberates brown fumes. 

Phenolsulphonic Acid Test.—See chapter on Water Analysis. 

Detection of Nitrous Acid. Acetic Acid Test.—Acetic acid added to a 
nitrite in a test-tube (inclined as directed in the nitric acid test with ferrous 
sulfate), producesabrownring. Nitratesdo not give this. If potassium iodide 
is present in the solution, free iodine is liberated. The free iodine is absorbed 
by chloroform, carbon tetrachloride or disulfide, these reagents being colored 
pink. Starch solution is colored blue. 

Nitrous acid reduces iodic acid to iodine. The iodine is then detected with 
starch, or by carbon disulfide, or carbon tetrachloride. 

Potassium Permanganate Test.—A solution of the reagent acidified with sul- 
furic acid is decolorized by nitrous acid or nitrite. The test serves to detect 
nitrous acid in nitric acid. Other reducing substances must be absent. 


ESTIMATION . 


We will take up a few of the characteristic substances in which nitrogen 
estimations are required, e.g., in organic substances as proteids, in soils and 
fertilizers; in ammonium salts, nitrates, and nitrites, free ammonia in ammonia- 
cal liquors, nitric acid in the evaluation of the commercial acid and in mixed 
acids. : 

In general nitrogen is more accurately and easily measured as ammonia, to 
which form it is converted by reduction methods. Large amounts are deter- 
mined by titration, whereas small amounts are estimated colorimetrically. 
Nitric acid and nitrates may be determined by direct titration by the Ferrous 
Sulfate Method outlined later. The procedure is of value in estimation of 
nitrates in mixed acids. The nitrometer method for determining nitrates 
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(including nitrites), and the free acid in mixed acids, is generally used by 
manufacturers of explosives. 


PREPARATION OF THE SAMPLE 


It will be recalled that compounds of ammonia and of nitric acid are generally 
soluble in water. All nitrogen compounds, however, are not included. Among 
those which are not readily soluble the following deserve mention: compounds 
of nitrogen in many organic substances; nitrogen bromophosphide, NPBr.; 
nitrogen selenide, NSe; nitrogen sulfide, N.81; nitrogen pentasulfide N,S;; 
ammonium antimonate, NH.SbO3;-2H.0; ammonium iodate, HN,IO; (2.6 
grams per 100 ml. H.O); ammonium chlorplatinate, (NH4)2PtCl, (0.67 gram); 
ammonium chloriridate, (NH,):IrCl, (0.7 gram); ammonium oxalate, (NH,)2- 
C.04-H2O (4.2 grams); ammonium phosphomolybdate, (NH.z)sPO4: 12Mo0O; 
(0.03 gram); nitron nitrate, CooHigN4- HNOs. 


ORGANIC SUBSTANCES 


By oxidation of nitrogenous organic substances with concentrated sulfuric 
acid, containing mercuric oxide, or potassium permanganate, the organic matter 
is destroyed and the nitrogen is changed to ammonia, which is held by the sul- 
furie acid as sulfate. Nitrates are reduced by addition of salicylic acid, zinc 
dust, etc., previous to the oxidation process. Practically all the procedures 
are based on the Kjeldahl method of acid digestion. The modification, com- 
monly known as the Kjeldahl-Gunning-Arnold Method, is as follows: 

Method in Absence of Nitrates. Weight of Sample.—Fertilizers 0.7 to 
3.5 grams. Soils 7 to 14 grams. Meat and meat products 2 grams. Milk 5 
grams. The amount of the substance to be taken should be governed by its 
nitrogen content.’ 

Acid Digestion.*—The material is placed in a Kjeldahl flask of about 550 ml. 
capacity. Approximately 0.7 gram of mercuric oxide or an equivalent amount 
of metallic mercury together with 10 grams of powdered potassium sulfate 
followed by 20 to 30 ml. of concentrated sulfuric acid (sp.gr. 1.84) are added. 
The flask is placed in an inclined position, resting in a large circular opening 
of an asbestos board. The flask is heated with a small flame until the frothing 
has ceased. (A piece of paraffin may be added to prevent extreme frothing.) 
The heat is then raised and the acid brought to brisk boiling, the heating being 
continued until the solution becomes a pale straw color, or practically water 
white. (In case of leather, scrap, cheese, milk products, etc., a more prolonged 
digestion may be required. With a good flame from one-half to one hour of acid 
digestion is generally sufficient to completely decompose the material.) The 
flask is now removed from the flame and after cooling the solution is diluted 
with about 200 ml. of water and a few pieces of granulated zinc added to prevent 
“bumping ”’ (50 mg. or so of No. 80 granulated zinc). The solution is now 
alkalized strongly by addition of a mixture of sodium hydroxide and sodium 


’ See data of approximate nitrogen content in certain nitrogenous substances, J. 
Ind. Eng. Chem., 7, 357, 1915. 

‘ Figure 66 shows a compact apparatus with several sets of flasks and condensers, 
which enable half a dozen or more determinations to be made at one time. 
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sulfide solution (about 75 ml. of a mixture containing 25 grams of NaOH and 1 
gram Na.S). Phenolphthalein indicator added to the solution will show when 
the acid is neutralized. The flask is connected by means of a Hopkins distilla- 
tion tube (Fig. 69) to a condenser and about 150 ml. of the solution distilled into 
an excess of standard sulfuric acid and 
the excess of the acid determined by ti- 
tration with standard sodium hydroxide. 
(Methyl red indicator.) 

The ammonia may be absorbed in 
a saturated solution of boric acid and 
titrated directly with standard acid. 
(Methyl red indicator.) ® 
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One ml. N/10 H,S0O,4 
=0.001703 gram NH3. 


In Presence of Nitrates.—The pro- 
cedure differs from the former in the 
preliminary treatment to reduce the 
nitrates. The material in the flask is 
treated with a mixture of 30 to 35 ml. 
of conc. sulfuric acid containing 1 gram 
of salicylic acid and the mixture shaken 
and allowed to stand for five to ten 
minutes withfrequent agitation. About 
5 grams of sodium thiosulfate are now 
added and the solution heated for five I 
minutes. After cooling, mercuric oxide yg, 66,—Apparatus for Determining 
or metallic mercury and potassium sul- Nitrogen. 
fate are added, and the solution treated 
as directed above.’ Reduced powdered iron may be used in place of salicylic 
acid for reducing nitrates. 


L 


a 


Norrs.—Mercuric oxide or metallic mercury are added as a catalyzer to assist the 
oxidation of the organic matter. The digestion process is shortened considerably by 
its use. In place of mercuric oxide or the metal, copper sulfate may be used. In this 
case the addition of sodium sulphide is omitted. Copper sulfate acts as an indicator 
in the neutralization of the sample with caustic. 

Potassium sulfide is added to remove the mercury from the solution and prevent 
the formation of mercury-ammonium compounds, which are not completely decomposed 
by sodium hydroxide. 

Ferric chloride, FeCl;, may be used in place of copper or mercury salts or oxides to 
assist in the oxidation of organic matter. 


Selenium Catalyst for Kjehldahl Digestions.—Lauro ‘ reported that 0.1-0.2 
g. of selenium in the form of oxychloride or the element itself might be used as a 
catalyst instead of the usual copper or mercury catalyst, with the advantage of a 
very considerable shortening of the period necessary for the conversion of the 


ue ya W. Winkler, Z. angew. Chem., 27, 1, 630, 1914. E. Bernard, ibid., 27, 1, 
1914. 
’ Lauro, Ind. Eng. Chem., Anal. Ed. 3, 401 (1931). 
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nitrogen to ammonium salt and the destruction of the organic matter. The use 
of both selenium and mercuric oxide gives the same results for % N as the use 
of HgO alone and results in a 25% saving of time for various classes of materials.’ 
A solution selenium dioxide in 1 : 1 H.SO, is a convenient form in which to add 
the catalyst. 0.1-0.2 g. of selenium and 0.7 g. of HgO is a good combination 
catalyst for macro determinations. 

Soils. Available Nitrates.—Five hundred to 1000 grams of the air-dried 
soil is extracted with 1 to 2 liters of water containing 10 to 20 grams of dextrose. 
Fifteen to twenty hours of leaching is sufficient. An aliquot portion is taken 
for analysis. 

Ammonium Salts.—The sample is placed in the distillation flask with splash 
bulb as described in the modified Kjeldahl procedure for organic substances, 
and the material decomposed with ammonia-free caustic solution. The am- 
monia is distilled into an excess of standard acid or a saturated solution of boric 
acid (neutral to methyl orange), and the ammonia determined as usual, either 
by titration of the excess of acid, or by direct titration with acid, according to 
the absorbent used. 

Nitrates.—The sample, broken down as fine as possible, is dissolved in 
water, decomposed with Devarda alloy and distilled as described by the modi- 
fied Devarda methods given later. 

Nitrites——The material, dissolved in water, is titrated with standard per- 
manganate solution according to the procedure described later. 

Mixtures of Ammonium Salts, Nitrates and Nitrites—Ammonia is 
determined by distillation with caustic as usual. The nitrite is titrated with 
permanganate. Total nitrogen is determined by the modified Devarda meth- 
ods. Nitric acid is now estimated by difference, e.g., from the total nitrogen 
is deducted the nitrogen due to ammonia together with the nitrogen of the 
nitrite and the difference calculated to the nitrate desired. The nitrate may be 
determined in presence of nitrite and ammonia by direct titration with ferrous 
sulfate. The detailed procedures may be found under the Volumetric Methods. 

Nitric Acid in Mixed Acid.—This is best determined by the ferrous sulfate 
method for nitric acid. The nitrometer method is also excellent. 


Norr.—P. H. Carter, Southern Fertilizer and Chemical Company,’ recommends 
the following procedure: 

Weigh the nitrate sample, put it into a Kjeldahl flask, then add 2 grams dry salicylic 
acid and the usual amount of potassium sulfate, mix well, by shaking the flask. Then 
add 5 ml. sulfuric acid (this gives a 40% salicylic acid concentration), this mixture is set 
aside a short time to insure proper solution and absorption, then add the remaining 25 ml. 
sulfuric acid and proceed with the regular method. 


Dumas Method.—This method is discussed in treatises on the analysis of 
organic substances. A micro modification is given in the Chapter on Micro- 
analysis, Vol. II. 


7 A critical comparison of the use of (1) Se catalyst; (2) HgO; (3) Se and HgO; 
(4) Se and CuSO, indicates that (3) is the most effective mixture for all varieties of 
material, according to Osborn and Krasnitz, J. Assoc. Official Agr. Chem., 16, 110 (1933); 
17, 339 (1934). Other investigators report successful operation and saving of time 
either with Se alone of Se and CuSO, catalyst. See, for example: Illaraonovy and 
Soloveva, Z. anal. Chem., 101, 254 (1935); Kurtz, Ind. Eng. Chem., Anal. Ed. 5, 260 
(1933); Taufel, Thaler and Starke, Z. angew. Chem., 48, 191 (1935); Hartley, Ind. Eng. 
Chem., Anal. Ed. 6, 249 (1934). 

8 Chemist-Analyst, 19 (2), 15 (1930). 
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Ter Meulen Semi-micro Method.—References to the literature of this 
method are given in the Chapter on Carbon. In brief outline the method is as 
follows: The organic substance (20-50 mg.) is mixed with 1-2 g. of catalytic 
nickel and heated in a stream of hydrogen, and the partially hydrogenated 
material is passed over a 25 cm. packing of asbestos and nickel catalyst held at 
about 250° C. in a 1.5 cm. quartz combustion tube. The carbon is converted 
to methane, the oxygen to water and the nitrogen to NH;. The latter is 
absorbed in standard acid and determined by titration.? 


SEPARATIONS 


Ammonia.—No special separation need be considered in the determination 
of ammonia. The general method has already been mentioned by which 
ammonia is liberated from its salts by a strong base and volatilized by heat. 
This effects a separation from practically all substances. 

Nitric Acid.—The compound may be isolated as the fairly insoluble, crys- 
talline nitron nitrate, CooHisN41- HNO; by the following procedure.!° 

Such an amount of the substance is taken as will contain about 0.1 gram 
nitric acid, and dissolved in about 100 ml. of water with addition of 10 drops 
of dilute sulfuric acid. The solution is heated nearly to boiling and about 
12 ml. of nitron acetate solution added (10 grams of nitron in 100 ml. of 50% 
acetic acid). The solution is cooled and placed in an ice pack for about two 
hours, and the compound then transferred to a Gooch or Munroe crucible 
(weighed crucible if gravimetric method is to be followed), and after draining, it 
is washed with about 10 to 12 ml. of ice-water added in small portions. The 
nitrate may now be determined gravimetrically by drying the precipitate to 
constant weight at 110° C., 16.52% of the material being due to NOs. 

The base diphenyl-endo-anilo-hydro-triazole (nitron) also precipitates the 
following acids: nitrous, chromic, chloric, perchloric, hydrobromic, hydriodic, 
hydroferro- and hydroferricyanic, oxalic, picric and thiocyanic acids. Hence 
these must be absent from the solution if precipitation of nitric acid is desired 
for quantitative estimation. 

Removal of Nitrous Acid.—linely powdered hydrazine sulfate is dropped 
into the concentrated solution. (0.2 gram substance per 5 or 6 ml.) 

Chromic acid is reduced by addition of hydrazine sulfate. 

Hydrobromic acid is decomposed by chlorine water added drop by drop 
to the neutral solution, which is then boiled until the yellow color has dis- 
appeared. 

Hydriodic acid is removed by adding an excess of potassium iodate to the 
neutral solution and boiling until the iodine is expelled. 


_ See Alsberg and Griffing, J. Am. Chem. Soc., 53, 1037 (1931), for details about the 
speed and accuracy of the method. 

10M. Busch, Ber., 38, 861, 1905; Treadwell and Hall, “Analytical Chemistry.”’ 

11 Keep nitron reagent in a dark-colored bottle. 


636 NITROGEN 


PROCEDURES FOR THE DETERMINATION OF 
COMBINED NITROGEN 


AMMONIA 


The volumetric procedures for determination of ammonia are preferred 
to the gravimetric on account of their accuracy and general applicability. The 
following gravimetric method may occasionally be of use: 


GRAVIMETRIC DETERMINATION OF AMMONIA BY PRE- 
CIPITATION AS AMMONIUM PLATINOCHLORIDE, 
(NH4)2PtCle 


Ammonia in ammonium chloride may be determined gravimetrically by pre- 
cipitation with chloroplatinic acid. The method is the reciprocal of the one for 
determining platinum. 

Procedure.—The aqueous solution of the ammonium salt is treated with an 
excess of chloroplatinic acid and evaporated on the steam bath to dryness. The 
residue is taken up with absolute alcohol, filtered through a weighed Gooch cru- 
cible, and washed with alcohol. The residue may now be dried at 130° C. and 
weighed as (NH,).PtCl., or it may be gently ignited in the covered crucible 
until ammonium chloride has been largely expelled and then more strongly with 
free access of air. The residue of metallic platinum is weighed. If the ignition 
method is to be followed, the ammonium platinic chloride may be filtered into a 
small filter, the paper with the washed precipitate placed in a porcelain crucible 
and then gently heated until the paper is charred (crucible being covered) and 
then more strongly with free access of air until the carbon has been destroyed. 

Factors. (NH4)2PtCl, 0.2409 = NH4,Cl, or 0.08125 =NH,, or X0.07671 = 
NH;. PtX0.5480=NH,Cl, or X0.1848=NH4,, or X0.1745=NHs3. 


VOLUMETRIC METHODS FOR DETERMINATION OF AMMONIA 


Two conditions are considered: 
A. Estimation of free ammonia in solution. 
B. Determination of ammonia in its salts—combined ammonia. 


ANALYSIS OF AQUA AMMONIA 


Provided no other basic constituent is present, free ammonia in solution 
is best determined by direct titration with an acid in presence of methyl red 
indicator. 
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Procedure.—About 10 grams of the solution in a weighing bottle with glass 
stopper is introdueed into an 800-ml. Erlenmeyer flask containing about 200 ml. 
_of water and sufficient 4 normal sulfuric acid to combine with the ammonia 
and about 10 ml. in excess. The flask is stoppered and warmed gently. This 
- forees out the stopper in the weighing bottle, the ammonia combining with 
the acid. Upon thorough mixing, the solution is cooled, and the excess of acid 
is titrated with half normal caustic. 


One ml. } N H.SO1=0.008516 gram NHs3. 
Factor. H.SO,xX0.3473= NHs. 


Norr.—The aqua ammonia exposed to the air will lose ammonia, hence the sample 
should be kept stoppered. This loss of ammonia is quite appreciable in conc. am- 
moniacal solutions. 


DETERMINATION OF COMBINED AMMONIA. 
AMMONIUM SALTS 


Strong bases decompose ammonium salts, liberating ammonia. This may 
be distilled into standard acid or into a saturated solution of boric acid (neutral 
to methyl orange) and titrated. 

Procedure.—About 1 gram of the substance is placed in a distillation flask 
(see Fig. 66) and excess of sodium or potassium hydroxide added and the 
ammonia distilled into a saturated solution of boric acid or an excess of standard 
sulfuric acid. Ammonia in boric acid solution’ may be titrated directly with 
standard acid (methyl red indicator) or in case a mineral acid was used to 
absorb the ammonia, the excess of acid is titrated with standard caustic solution. 


One ml. half normal sulfuric acid= 0.0085 gram NHs3. 
One ml. normal acid=0.01703 gram NHs3. 
Factors. H.SO,4 < 0.3473 => NH; and NH; 2.8793 = H.S0O4. 


ANALYSIS OF AMMONIACAL LIQUOR 


The crude liquor by-product from coal gas in addition to ammonia contains 
hydrogen sulfide, carbon dioxide, hydrochloric acid, sulfuric acid, combined 
with ammonia, also sulfites, thiosulfates, thiocyanates, cyanides, ferrocyanides, 
phenols. 


DETERMINATION OF AMMONIA 


Volatile Ammonia.—This is determined by distillation of the ammonia into 
an excess of standard sulfuric acid and titrating the excess of acid. With the 
exception that caustic soda is omitted in this determination, the details are the 
same as those for total ammonia as stated in the next paragraph. 

Total Ammonia.—The true value of the liquor is ascertained by its total 
ammonia content. Ten to 25 ml. of the sample are diluted to about 250 ml. in 

a distilling flask with a potash connecting bulb, as previously described, 20 mi. 
of 5% sodium hydroxide are added and about 150 ml. of solution distilled inte an 
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excess of sulfuric acid. The excess is then titrated according to the standar 
procedure for ammonia. 


One ml. N H»SO4,=0.01703 gram NH:3. 


Fixed Ammonia is the difference between the total and the volatile aa 
monia. 


CarBon DroxipE 


Ten ml. of the liquor are diluted to 400 ml. and 10 ml. of 10% ammoniac: 
calcium chloride added and the mixture, placed in a flask with Bunsen valve, 
digested on the water bath for two hours. The precipitated calcium earbonat 
is washed, placed in a flask and an excess of N/2 HCl added and the excess aci 
titrated with N/2 NaOH. 


N/2 HC1l=0.01100 gram COs. 


Hyprocuioric Actp 


Ten ml. of the liquor are diluted to 150 ml. and boiled to remove ammoni: 
Now hydrogen peroxide is added to oxidize organic matter, ete., the mixtn 
being boiled to remove the excess of the peroxide. Chlorine is titrated i 
presence of potassium chromate as indicator by tenth normal silver nitrat 
after neutralizing with dilute nitric acid. 


One ml. N/10 AgNO; =0.003646 gram HCl. 


HybDROGEN SULFIDE 


To 10 ml. of the liquor is added an excess of ammoniacal zinc chloride « 
acetate, the mixture diluted to about 80 ml. and warmed to 40°C. Afte 
settling for half an hour the zine sulfide is filtered off and washed with wart 
water (40 to 50° C.); the precipitate is washed from the filter into an excess « 
N/10 iodine solution, the sulfide clinging to the paper washed into the mai 
solution with hydrochloric acid. The mixture is acidified and the excess iodin 
titrated with N/10 sodium thiosulfate. i 


One ml. N/10 1=0.001704 gram H.S or 0.001603 gram 8. 


Sutruric Acrp 


250 ml. of the liquor are concentrated to 100 ml., 2 ml. of concentrated hydr 
chloric added and the mixture heated to decompose any thiosulfate, sulfic 
or sulfite present. The concentrate is extracted with water, filtered and mad 
to 250 ml. ‘The sulfuric acid is now precipitated in an aliquot portion wit 
barium chloride. 


BaSO,X0.4202=H.SO,, or X0.1373=S present as H.SO,. 


Total Sulfur.—Fifty ml. of the liquor are run by means of a pipette into 
deep beaker (250 ml. capacity), containing an excess of bromine covered b 
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dilute hydrochloric acid. The mixture is evaporated to dryness on the steam 
bath and the residue taken up with water and diluted to 250 ml. Sulfur is 
now precipitated as barium sulfate as usual, preferably on an aliquot portion. 

For a more complete analysis of crude liquor determining sulfite, thiosulfate, 
thiocyanate, hydrocyanic acid, ferrocyanic acid, and phenols the analyst is 
referred to Lunge, ‘‘ Technical Methods of Chemical Analysis,” Part II, Vol. 
II, D. Van Nostrand Co. 


DETERMINATION OF TRACES OF AMMONIA 


The determination of traces of ammonia is best accomplished by the colori- 
metric method with Nessler’s reagent. Details of the procedure are given in the 
chapter on water analysis. 


NITRIC ACID. NITRATES 


The alkalimetric method for determining free nitric acid, and the complete 
analysis of the commercial product are given in the chapter on Acids. Special 
procedures for determining the combined acid are herein given. 


GRAVIMETRIC METHOD FOR DETERMINING NITRIC ACID BY 
PRECIPITATION AS NITRON NITRATE, CoHisNi- HNO; 


As in case of ammonia the volumetric methods are generally preferable for 
determining nitric acid, combined or free. Isolation of nitric acid by precipita- 
tion as nitron nitrate may occasionally be used. The fairly insoluble, crystal- 
line compound, CxoHisNs- HNO; is formed by addition of the base diphenyl- 
endoanilo-hydro-triazole (nitron) to the solution containing the nitrate as 
directed under Separations. The precipitate washed with ice-water is dried 
- to constant weight at 110°C. 16.52% of the compound is NOs. 


Norn.—The following acids should not be present in the solution, since their nitron 
salts are not readily soluble: nitrous, chromic, chloric, perchloric, hydrobromic, hydriod- 
ie, hydroferrocyanic, hydroferricyanic, oxalic, picric and thiocyanic acids. 

Solubility of less soluble nitron salts in 100 ml. of water. Nitron nitrate =0.0099 
gram, nitron bromide =0.61 gram, iodide =0.017 gram, nitrite =0.19 gram, chromate 
=0.06 gram, chlorate 0,12 gram, perchlorate =0.008 gram, thiocyanate =0.04 gram. 
(Treadwell and Hall, “Analytical Chemistry, Quantitative Analysis.’’) 
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COLORIMETRIC DETERMINATION ” 


Procedure.—A series of standards is prepared each containing 10 g. of 
potassium chloride and 0.1, 0.2, 0.3, 0.4, 0.5, 1.0, 2.0, 2.0, 4.0, 5.0 mg. of nitrate 
ion, respectively, per liter. To the aqueous solution of the nitrate to be ana- 
lyzed is added potassium chloride to a concentration of 8-12 g. per liter. If 
one does not know the approximate concentration of the unknown, a pre- 
liminary experiment with standards containing 0.5, 1.0 and 3.0 mg. of nitrate 
per liter is run. 

The mixtures are prepared in the following way: to 10 ml. of the nitrate- 
chloride solution is added 10 ml. of sulfuric acid from a pipette. Immediately 
after addition of the acid the flask is put into cold water and stirred sufficiently 
to mix its content. After cooling to room temperature 0.1 ml. of a 0.006 molar 
sodium diphenylamine sulfonate solution is added and the whole carefully 
mixed. The colors are compared in a colorimeter as soon as the more dilute 
of the two standards between which the unknown appears to belong has be- 
come sufficiently colored. There is no exact proportionality between intensity 
of color and nitrate concentration. Therefore the method of calculating the 
nitrate concentration of the unknown is an empirical one. Suppose the un- 
known was found between 2 and 3 mg.; then with the 3 mg. standard set at a 
reading of 20, the 2 mg. standard read 35 and the unknown 380. The concentra- 
tion of the unknown then is equal to 


35 — 30 


4 35-30 


= 2.33 mg. per liter 


After the preliminary series has given an approximate value the procedure 
just given is repeated with the unknown and its two closest standards. This 
determination gives an accuracy of the order of 5%. 


VOLUMETRIC METHODS 


DIRECT ESTIMATION OF NITRATES BY REDUCTION TO 
AMMONIA. MODIFIED DEVARDA METHOD ® 


An accurate procedure for the determination of nitrogen in nitrates is Allen’s 
modification of the Devarda method. The method is based upon the quantita- 
tive reduction of nitrates to ammonia in an alkaline solution by an alloy con- 


i 


2]. M. Kolthoff and G. E. Noponen, J. Am. Chem. Soc., 55, 1448 (1933). 
18 W.S. Allen, Highth International Congress of Applied Chemistry. 
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sisting of 45 parts of aluminum, 50 parts of copper and 5 parts of zinc. The 
ammonia evolved is distilled into standard sulfuric acid and thus estimated. 
The method, originally designed for the valuation of sodium or potassium 
nitrates, is also of value in the determination of nitric acid, nitrites or ammonia. 
In the latter case the alloy is omitted. 

Reagents Required. Devarda’s Alloy.—Forty-five parts aluminum, 50 
parts copper and 5 parts zinc. The aluminum is heated in a Hessian crucible 
in a furnace until the aluminum begins to melt, copper is now added in small 
portions until liquefied and zinc now plunged into the molten mass. The mix 
is heated for a few moments, covered and then stirred with an iron rod, allowed 
to cool slowly with the cover on and the crystallized mass pulverized. 

Standard Sulfuric Acid.—This is made from the stock C.P. acid by dilu- 
tion so that 1 ml. is equal to 0.0057 gram H.SO,, 100 ml. of acid of this strength 
being equivalent to approximately 1 gram of sodium nitrate. (A tenth normal 
acid will do, a smaller sample being taken for analysis.) Since it is necessary to 
standardize this acid against a standard nitrate, it is advisable to have an acid 
especially for this determination rather than a common reagent for general use. 

Standardization of the Acid.—11.6 grams of standard potassium nitrate, 
equivalent to about 9.6 grams of NaNOs, is dissolved and made to volume in the 
weighing bottle (100 ml.), and 10 ml. is placed in the Devarda flask, reduced and 
the ammonia distilled into 100 ml. of the acid, exactly as the following method 
describes. The temperature of the acid is noted and its value in terms of H,SOu,, 
KNO; and NaNOs stated on the container. The acid expands or contracts 
0.029 ml. per 100 ml. for every degree centigrade above or below the tempera- 
ture of standardization. 

Standard Potassium Nitrate.—The purest nitrate that can be obtained is 
recrystallized in small crystals, by stirring, during the cooling of the supersatu- 
rated concentrated solution, and dried first at 100° C. for several hours and then 
at 210° C. to constant weight. Chlorides, sulfates, carbonates, lime, magnesia 
and sodium are tested for and if present are determined and allowance made. 

Standard Sodium Hydroxide.—This should be made of such strength that 1 
ml. is equal to 1 ml. of the standard acid, 2 ml. methyl red being used as indi- 
cator. Ten ml. of the acid are diluted to 500 ml. and the alkali added until 
the color of the indicator changes from a red to a straw color. 

Methyl Red Solution.—0.25 gram of methyl red is dissolved in 2000 ml. of 
95% alcohol; 2 ml. of the indicator is used for each titration. As the indicator 
is sensitive to CO», all water used must first be boiled to expel carbonic acid. 

Sodium Hydroxide—Sp.gr. 1.3.—Pure sodium hydroxide is dissolved in 
distilled water and boiled in an uncovered casserole with about 1 gram of 
Devarda’s alloy to remove ammonia. This is cooled and kept in a well- 
_ stoppered bottle. : 

Apparatus.—This is shown in the accompanying illustration, Fig. 67. It 
consists of the Devarda flask connected to the scrubber K, filled with glass wool. 
This scrubber is heated by an electric coil or by steam passed into the surround- 
ing jacket. The scrubber prevents caustic spray from being carried over into 
the receiving flask O. The form of the apparatus can best be ascertained from 
the sketch. 
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Weighing bottle with graduation at 100 ml. and a 10-ml. dropper with rub- 
ber bulb is used for weighing out the sample in solution. See Fig. 68. 


Condenser 


Absorption Flasks 


~ “é Heater 
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R85 

Vi 


: 275 c.c. 
y \ “Devarda Flask 
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Zac. HpSO, a WP ee See 1 of 203 
0 4. 25 c.c. of 204KOH 
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Wind Shield 


= 2---Meker Burner 
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Fig. 67.—Devarda’s Apparatus. 


PREPARATION OF THE SAMPLE 


Weight.—It is advisable to take a large sample if possible, e.g., 100 grams 
of NaNQO3, 119 grams of KNOs; or about 80 grams of cone. HNO; (95%) or 
more if the acid is dilute. Solids are taken from a large sample, all lumps being 
broken down. After dissolving in water\ the sample is made up to 1 liter. 
(Scum is broken up by addition of a little alcohol.) One hundred ml. of this 
solution is placed in the weighing bottle, which has been previously weighed, 
being perfectly clean and dry. The difference is the weight of the 100-ml. 
sample. 

Manipulation.—All parts of the apparatus are washed out with CO,-free 
water. All water used in this determination should be boiled to expel CO». 
Ninety-eight ml. of the standard acid is placed in flask 9 and washed down with 
2 to 3 ml. of water. Two ml. of the standard acid are placed in flask P and 
washed down with 10 ml. of water and 13 to 14 drops of methyl red indicator 
added. Connections are made between the flasks and the scrubber. (The 
correction is made for the acid, the temperature. being noted at the time of 
withdrawal.) A casserole, filled with cold water, is placed under F (see illustra- 
tion). The stem His removed from the Devarda flask and 10 ml. (or more) of 
the nitrate added by means of the dropper in, the weighing bottle, a funnel hav- 
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ing been inserted in the flask. The bottle reweighed gives the weight of the sam- 
ple removed, by difference. The nitrate is washed down with 10 ml. of water 
amd 25 ml. of 20% caustic added (free from NHs3), the alkali washed down with 
10 ml. more of water and then 3 grams of Devarda alloy placed in the flask by 
means of dry funnel. The stem /H is quickly replaced, the stopcock being 
turned to close the tube, The reaction begins very soon. If it becomes violent, 
the reaction may be abated by stirring the water in the casserole, thus cooling 
the sample. After the energetic action has abated (five minutes), the casserole 
with the cold water is removed and the action allowed to 
continue for twenty minutes, meantime heat or steam is 
turned on in the scrubber. JH is connected at C to the flask 
B containing caustic to act as a scrubber. It is advisable to 
have a second flask containing sulfuric acid attached to the 
caustic to prevent ammonia from the laboratory entering the 
system. A casserole with hot water is placed under F and 
the burner lighted and turned on full. A gentle suction is 
now applied at R, the stop-cock D being turned to admit pure 
air into the evolution flask; the rate should be about 5 to 6 
bubbles per second. The suction is continued for thirty min- 
utes, hot water being replaced in the casserole as the water 
evaporates. The heat is now turned off and the apparatus 
disconnected at M and J. The contents of this elbow and iene 
the condenser are washed into the flask O. The acid in O Weighing Bottle 
and P poured into an 800-ml. beaker and rinsed out several and Dropper. 
times. The volume in the beaker is made up to 500 ml., 

1 ml. of methyl red added, and the free acid titrated with the standard caustic. 
The end-point is a straw yellow. 

Calculation.—The ml. of the back titration with caustic being deducted, 
the volume of the acid remaining (e.g., combined with ammonia) is corrected to 
the standard condition. Expansion or contraction per 100 ml. is 0.029 ml. per 
each degree C. above or below the temperature at which the acid was standard- 
ized. If the acid is exactly 0.057 gram H.SO, per ml., the result multiplied by 
0.989 and divided by the weight of the sample taken gives % nitrate. (In 
terms of NaNO3.) 

The Weight of the Sample.—Ten times the difference of the weighings of the 
bottle W before and after removal of the 10 ml. and the product divided by the 
weight of the 100 ml. of the solution equals the weight of solid taken. 


Example.— Weight of the bottle +100 ml. sample =218 grams. Weight of the bottle 
=112 grams, therefore weight of 100 ml. NaNO;=106 grams. 

Weight of the bottle +100 ml. sample =218. Weight after removal of 10 ml. =207.4 
grams, therefore sample taken =10.6 grams, including the added water. Now from 
- above the weight of the actual sample taken =10.6X10+106=1 gram. 

Temperature Correction.—Temperature of standardization =20° C. Temperature 
of the sulfuric acid when taken for the analysis =31° C. Back titration of the caustic 
=2 ml. The correct volume =(100—2)—((31—20) x0.029) =97.681 ml. H.SO, com- 
bined with ammonia from the reduced nitrate. 97.681 0.989+1=96.62% NaNOs3. 


Factors. H.SO,2.0618=KNOsz or 1.7335 = NaNOs or 1.2851 =HNOs3. 
H.SO,40.9588 = HNO» or 0.3473 = NH3. 
NH;X3.7001=HNO; or X4.9913=NaNQ; or 4.0517 =NaNOs. 
NaNO;X1.1894=KNO; and KNO;x0.8408 =NaNO3. 
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THE VOLUMETRIC DETERMINATION OF NITRATES WITH 
FERROUS SULFATE AS REDUCING AGENT “4 


Procedure.—A 0.1-0.2-g. sample of nitrate is introduced into the 250 ml. 
Erlenmeyer flask; 25 or 50 ml. 0.18 N ferrous iron solution are added (an excess 
of approximately 50% of ferrous iron is recommended) and 70 ml. 12 N hydro- 
chloric acid. Then 3 to 5 g. of solid sodium bicarbonate is added carefully in 
small portions to displace the air from the flask and immediately thereafter 
the flask is closed with the stopper, from which a rubber tube leads to a suspen- 
sion to 50 g. of sodium bicarbonate in 100 ml. of water. The dropper fitted 
into the other hole of the stopper contains 3 ml. of 1% ammonium molybdate 
solution. The solution is heated and the catalyst added after two or three 
minutes’ boiling. The boiling is continued for ten minutes, the sodium bi- 
carbonate suspension then replaced with a fresh saturated solution, the flask 
removed from the flame and immersed in cold water. After cooling to room 
temperature the flask is unstoppered and 35 ml. of 6 N ammonium acetate for 
every 50 ml. of solution to be titrated and 3 to 5 ml. 85% phosphoric acid are 
added. The acetate reduces the concentration of the strong acid to between 
1 and 2 N. The solution, which should have a volume of 100 to 150 ml., is 
slowly titrated with 0.1 N dichromate using 6 to 8 drops of diphenylamine 
sulfonate (or diphenylamine or diphenylbenzidine) as indicator. The ferrous 
iron solution is standardized under the same conditions as described above. 

One ml. of 0.1000 N iron is equivalent to 3.370 mg. of potassium nitrate or 
2.067 mg. of NOs. 


ANALYSIS OF NITRATE OF SODA 


The following impurities may occur in nitrate of soda: KNO3, NaCl, NazSOu,, 
NaeCOs, NaClOs, NaClO,, Fe,0s;, Al2,Os, CaO, MgO, SiOs, H.0, ete. In the 
analysis of sodium nitrate for determination of NaNO3 by difference, moisture, 
NaCl, Na»SO. and insoluble matter are determined and their sum deducted 
from 100, the difference being taken as NaNO3. Such a procedure is far from 
accurate, the only reliable method being a direct determination of niter by the 
Devarda method given in detail. The following analysis may be required in the 
valuation of the nitrate of soda. 


DETERMINATION OF MOISTURE 


Twenty grams of sample are heated in a weighed platinum dish at 205 to 
210° C. for fifteen minutes in an air bath or electric oven. The loss of weight 
multiplied by 5= % moisture. (Save sample for further tests.) 


(1988), M. Kolthoff, E. B. Sandell and B. Moskovitz, J. Am. Chem. Soc., 55, 1454 
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INSOLUBLE MATTER 


Ten grams are treated with 50 ml. of water and filtered through a tared 
filter crucible. The weight of the dried residue (100° C.) multiplied by 10=% 
insoluble matter. (Save filtrate.) 


SODIUM SULFATE 


The moisture sample is dissolved in 20 ml. hot water and transferred to a 
porcelain crucible. It is evaporated several times with hydrochloric acid to 
dryness to expel nitric acid. (Until no odor of free chlorine is noticed when thus 
treated.) Fifty ml. of water and 5 ml. hydrochloric acid are now added and the 
sample filtered. Any residue remaining is principally silica. The filtrate is 
heated to boiling, 10 ml. of 10% barium chloride solution added, and the precipi- 
tated sulfate filtered off, ignited and weighed. 


BaSO.X3.0429 =% NazSOu. 


IRON, ALUMINA, LIME, AND MAGNESIA 


These impurities may be determined on a 20-gram dried sample, the 
material being dried and evaporated as in case of the sodium sulfate determina- 
tion. The filtrate from silica is treated with ammonium hydroxide and Fe(OH); 
and Al(OH); filtered off. Lime is precipitated from the iron and alumina 
filtrate as oxalate and magnesia determined by precipitation as phosphate from 
the lime filtrate by the standard procedures. 


SODIUM CHLORIDE 


The filtrate from the insoluble residue is brought to boiling and magnesia, 
MgO (Cl free), is added until the solution is alkaline to litmus. 0.5 ml. of 1% 
potassium chromate (K2CrO,) solution is added as an indicator and then the 


' solution is titrated with a standard solution of silver nitrate until a faint red 


tinge is seen, the procedure being similar to the determination of chlorides in 
water by silver nitrate titration. The ml. AgNO; xfactor for this reagent X10 
=% NaCl. 

Silver nitrate is standardized against a salt solution. 


CARBONATES 


This determination is seldom made. COz2 may be tested for by addition of 
‘dilute sulfuric acid to the salt. Effervescence indicates carbonates. Any 
evolved gas may be tested by lime water, which becomes cloudy if CO: is pres- 
ent. For details of the procedure reference is made to the chapter on Carbon. 
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DETERMINATION OF NITRIC NITROGEN IN SOIL EXTRACTS 
VAMARI-MITSCHERLICH-DEVARDA METHOD 


Procedure.—Forty ml. of water, a small pinch of magnesia and one of mag- 
nesium sulfate are added to flask D of the Mitscherlich apparatus (Fig. 69). 
Twenty-five ml. of standard acid and 60 ml. of neutral redistilled water are 
placed in flask F’; 250 or 300 ml. of aqueous soil extract are placed in a 500-ml. 
Kjeldahl flask, 2 ml. of 50% sodium hydroxide added, the mouth of the flask 
closed with a small funnel to prevent spattering, and the contents of the flask 
boiled for thirty minutes. The water which has boiled off is replaced, and, after 
cooling, 1 gram of Devarda’s alloy (60 mesh), and a small piece of paraffin are 
added and the flask connected with the apparatus; reduction and distillation are 
carried on for forty minutes. The receiver contents are then cooled, 4 drops of 
0.02% solution of methyl red added, the excess acid is nearly neutralized, the 
liquid boiled to expel COz, cooled to 10 to 15° C. and the titration completed. 


Heavy Walled 
Quartz Tube 
45mm. 1, b. 


500 ¢.c¢, 
Jena 


Kjeldah! 


Fig. 69.—Mitscherlich’s Apparatus for Nitrogen Determination. 


B.S. Davisson, recommends an improved form of scrubber, shown in Fig. 
70 to be used in place of the Hopkins bulb (Fig. 69). The bulb and adaptor 
are made of Pyrex glass. Steam condenses in the bulb and the condensate 
acts as a scrubber preventing alkali mist from being carried over with the 
ammonia. During the test ammonia is completely volatilized into the absorp- 
tion flask. The bulb of the adaptor prevents back suction into the distillation 
flask. 


18 Reference B. 8. Davisson, J. Ind. Eng. Chem., 11, 465, 1919 
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Fia. 70.—Davisson’s Scrubber. 


DETERMINATION OF HYDROXYLAMINE—METHOD 
OF RASCHIG 15 


Hydroxylamine in hot acid solutions reduces ferric salts to ferrous condition 
quantitatively according to the reaction: 


2NH.OH +2Fe.(SOu.)s =4FeSO01,+2H.80.,+ N.O +H,0O. 


The amount of ferrous iron formed is a measure of the hydroxylamine 
originally present. 

Procedure.—Approximately 0.1 gram of hydroxylamine salt is dissolved in 
a little water in an Erlenmeyer flask and 30 ml. of cold saturated solution of 
ferric-ammonium alum added, followed by 10 ml. of dilute sulfuric acid (1 : 4). 
The solution is heated to boiling and kept at this temperature for five minutes, 
then diluted to 300 ml. and titrated immediately with standard permanganate 
solution. 


One ml. N/10 KMnO.=0.001652 g. NH2OH. 


IODOMETRIC DETERMINATION OF NITRATES—METHOD OF 
GOOCH AND GRUENER" 


By this method the nitrate to be estimated is treated, in an atmosphere of 

‘carbon dioxide, with a saturated solution of manganous chloride (crystallized) 

16 Hydroxylamine may also be-determined by reduction with an excess of titanous 

salt in acid solution with exclusion of air, and the excess titrated with permanganate. 
Reaction: 2NH,OH+Ti2(SO.)3 = (NH4)2504+4TiOSO,+ H2S0.. 


For discussion of the two methods see paper by Wm. C. Bray, Miriam E. Simpson 
and Anna A. MacKenzie, J. Am. Chem. Soc., 41, 9, 1362, 1919. 

17 “Methods in Chemical Analysis,” by F. A. Gooch. F. A. Gooch and H. W. 
Gruener, Am. J. Sci. (3), 44, 117, 1892. 
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in concentrated hydrochloric acid, the volatile products of the reaction (nitro- 
gen dioxide, chlorine, etc.) are now distilled and caught in a solution of potas- 
slum iodide. The iodine set free is titrated by a standard solution of thio- 
sulfate. 

Procedure.—The nitrate and the manganous mixture (saturated solution of 
crystallized manganous chloride and conc. hydrochloric acid—20 ml. per 0.2 
gram sample) following it are introduced into the pipette shown in Fig. 71 
(marked III) suction being applied, if necessary, at the end of the absorption 
train (VI). The current of COs is started immediately after putting in the 
mixture. When the air has been replaced by CO», heat is applied to the retort 
III and the distillation continued until nearly all the liquid has passed over 
into the receiver IV, which is cooled by water. (See illustration.) The con- 
tents of the receivers are united and the bulbs washed out by passing the wash 
water directly through III and IV. Introduction of manganous chloride into 
the distillate does not influence the accuracy of the titration. The liberated 
iodine is titrated with standard sodium thiosulfate as soon as possible after 
admitting air to the distillate, since traces of dissolved nitric oxide reoxidized 
by the air would react with the iodide liberating more iodine. 


Pipette with Sample+Mg Clz.4Hz OtHC] 
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Bottle with K/Sol. 


Fic. 71.—Gooch-Gruener Apparatus. 


NITROGEN 649 


DETERMINATION OF NITROGEN OF NITRATES (AND NITRITES) 
BY MEANS OF THE NITROMETER 


The nitrometer is an exceedingly useful instrument employed in the accurate 
measurement of gases liberated in a great many reactions and has therefore a 
number of practical applications. It may be used in the determination of car- 
bon dioxide in carbonates; the available oxygen in hydrogen dioxide; in the val- 
uation of nitrous ether and nitrites; in the valuation of nitrates and nitric acid 
in mixed acids. 

The method for the determination of nitrogen in nitrates, with which we 
are concerned in this chapter, depends on the reaction between sulfuric acid 
and nitrates in presence of mercury: 


2KNO;+4H280,+3Hg= K.801+3Hg80,+4H20+2NO0. 


The simplest type of apparatus is shown in the illustration, Fig. 72. The 
graduated decomposition tube has a capacity of 100 ml. It is connected at the 
base by means of a heavy-walled rubber tubing with an ungraduated leveling 
tube (b). At the upper portion of (a) and separated from it by a glass stop- 
cock (s) is a bulb (c) of about 5 ml. capacity; a second stop-cock enables com- 
pletely enclosing the sample, as may be necessary in volatile compounds. The 
glass stop-cock (s), directly above the graduated chamber, is perforated so as 
to establish connection with the tube (d) when desired and the graduated 
cylinder (a). : 

Procedure.—The tube (b) is filled with mercury and the air in (a) now dis- 
placed by mercury, by turning the stop-cock to form an open passage between 
(a) and (d) and then raising (b). A sample of not over 0.35 gram potassium 
nitrate or a corresponding amount of other nitrates, is introduced into (c), the 
material being washed in with the least amount of water necessary (1 to 2 ml.). 
By lowering (6) and opening the stop-cock s the solution is drawn into the 
decomposition chamber, taking care that no air enters. This is followed by 
about 15 ml. of pure, conc. sulfuric acid through s; and s, avoiding admitting 
air as before. NO gas is liberated by the heat of reaction between the sulfuric 
acid and the water solution. When the reaction subsides, the tube (a) is 
shaken to mix the mercury with the liquor and the NO completely liberated. 
The gas is allowed to cool to room temperature and then measured, after raising 
or lowering (b) so that the column of mercury is the calculated excess of height 
above that in (a) in order to have the gas under atmospheric pressure. The 
excess of height is obtained by dividing the length of the acid layer in (a), in 
millimeters, by 7 and elevating the level of the mercury in (6) above that in (a) 
by this quotient; i.e., if the acid layer=21 mm. the mercury in (b) would be 
3 mm. above that in (a). The volume of gas is reduced to standard conditions 

“by using the formula 
760(1+0.00367#) © 


V’= volume under standard conditions; V= observed volume; P= observed 
barometric pressure in mm.; w=tension of aqueous vapor at the observed tem- 
perature, expressed in millimeters; t= observed temperature. 


~ One mi. gas= 4.62 milligrams of KNO;, or 3.8 milligrams NaNO; 
or 2.816 milligrams HNOs. 
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DU PONT NITROMETER METHOD #® 


The Du Pont nitrometer, Fig. 73, is the most accurate apparatus for the 
volumetric determination of nitrates. By use of this, direct readings in % may 
be obtained, without recourse to correction of the volume of gas to standard con- 
ditions and calculations such as are required with the ordinary nitrometers. 

The apparatus consists of a generating bulb of 300 ml. capacity H with its 
reservoir / connected to it by a heavy-walled rubber tubing. # carries two 
glass stop-cocks as is shown in illustration. The upper is a two-way stop-cock 
connecting either the cup or an exit tube with the chamber. D is the chamber- 
reading burette, calibrated to read in percentages of nitrogen, and graduated 
from 10 to 14%, divided in 1/100%. Between 171.8 and 240.4 ml. of gas must 
be generated to obtain a reading. A is also a measuring burette, that may be 
used in place of D where a wider range of measurement is desired. “ It is used 
for the measurement of small as well as large amounts of gas. It is most com- 
monly graduated to hold 300.1 milligrams of NO at 20° C. and 760 mm. pressure 
and this volume is divided into 100 units (subdivided into tenths) each unit 
being equivalent to 3.001 milligrams of NO. When compensated, the gas from 
ten times the molecular weight in milligrams of any nitrate of the formula RNO; 
(or five times molecular weight of R(NO3)2) should exactly fill the burette. 
This simplifies all calculations; for example the % nitric acid in a mixed acid 
would be 


R63.02 
100W 


Rk=burette reading, W=grams acid taken.” 1° Cis the compensating burette 
very similar in form to the chamber burette D. 8B is the leveling bulb, by the 
raising or lowering of which the standard pressure in the system may be. ob- 
tained. The apparatus as shown in Fig. 73 is mounted on an iron'stand. Asin 
the more simple form of apparatus, previously described, mercury is used as the 
confining liquid. The parts are connected by heavy-walled rubber tubing, 
wired to the glass parts. 

Standardizing the Apparatus.—The apparatus having been arranged and the 
various parts filled with mercury, the instrument is standardized as follows: 
20 to 30 ml. of sulfuric acid are drawn into the generating bulb through the cup 
at the top, and at the same time about 210 ml. of air; the cocks are then closed, 
and the bulb well shaken; this thoroughly desiccates the air, which is then run 
over into the compensating burette until the mercury is about on a level with 
the 12.30% mark on the other burette, the two being held in the same relative 
position, after which the compensating buretteis sealed off at the top. A further 
quantity of air is desiccated in the same manner and run into the reading burette 
so as to fill up to about the same mark; the cocks are then closed, and a small 
piece of glass tubing bent in the form of a U, half filled with sulfuric acid (not 
water), is attached to the outlet of the reading burette; when the mercury 
columns are balanced and the enclosed air cooled down, the cock is again care- 
fully opened, and when the sulfuric balances in the U-tube, and the mercury 


18 See paper by J. R. Pitman, J. Soc. Chem. Ind., 19, 983, 1900. 
19 A, W. Betts, Chemist, E, I. DuPont de Nemours Powder Co., private com- 
munication. 
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columns in both burettes are at the same level, then the air in each one is under 
the same conditions of temperature and pressure. A reading is now made 
from the burette, and the barometric pressure and temperature carefully noted, 
using the formula 
VoPo(273+t) 
AL ores ea 
PPTs 
the volume this enclosed air would occupy at 29.92 ins. pressure and 20° C. is 
found. The cock is again closed and the reservoir manipulated so as to bring 


Fig. Pe Nutionicter) . Fig. 73.—DuPont’s Nitrometer. 


the mercury in both burettes to the same level, and in the reading burette to the 
calculated value as well. A strip of paper is now pasted on the compensating 
burette at the level of the mercury, and the standardization is then complete. 
Another rapid method of standardizing is to fill the compensating chamber 
with desiccated air as stated in the first procedure and then to introduce into the 
generating chamber 1 gram of pure potassium nitrate dissolved in 2 to 4 ml. of 
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water, the cup is rinsed out with 20 ml. of 66° Béaume sulfuric acid, making 
three or four washings of it, each lot being drawn down separately into the bulb. 
The generated gas formed after vigorous shaking of the mixture, as stated under 
procedure, is run into the measuring burette. The columns in both burettes are 
balanced so that the reading burette is at 13.85 (=% Nin KNO;). A strip of 
paper is pasted on the compensating burette at the level of the mercury, and 
standardization is accomplished. By this method the temperature and pres- 
sure readings, and the calculations are avoided.” 

Procedure for Making the Test. Salts ——One gram of sodium or potassium 
nitrate, or such an amount of the material as will generate between 172 to 240 
mil. of gas, is dissolved in a little water and placed in the cup of the generating 
bulb. 

Liquid Acids.—The acid is weighed in a Lunge pipette and the desired 
amount run into the funnel of the generating bulb, the amount of acid that is 
taken being governed by its nitrogen content. 

The sample is drawn into the bulb; the funnel is then rinsed out with three 
or four successive washings of 95% sulfuric acid, the total quantity being 20 ml. 

To generate the gas, the bulb is shaken well until apparently all the gas is 
formed, taking care that the lower stop-cock has been left open, this cock is then 
closed and the shaking repeated for two minutes. The reservoir is then lowered 
until about 60 ml. of mercury and 20 ml. of acid are left in the generating bulb. 
There will remain then sufficient space for 220 ml. of gas. 


Notr.—If too much mercury is left in the bulb, the mixture will be so thick that 
it will be found difficult to complete the reaction, a long time will be required for the 
residue to settle and some of the gas is liable to be held in suspension by the mercury, 
so that inaccurate results follow. 


The generated gas is now transferred to the reading burette, and after wait- 
ing a couple of minutes to allow for cooling, both burettes are balanced, so that 
in the compensating tube the mercury column is on a level with the paper mark 
as well as with the column in the reading burette; the reading is then taken. 

If exactly one gram of the substance is taken the percentage of nitrogen may 
be read directly, but in case of other amounts being taken, as will invariably be 
the case in the analysis of acids, the readings are divided by the weight of the 
substance and multiplied by 4.5 to obtain the per cent of nitric acid monohy- 
drate present. 

The procedure may be used for determining nitrites as well as nitrates. 


DETERMINATION OF HNO; IN OLEUM BY DU PONT 
NITROMETER METHOD # 


About 10 ml. oleum are weighed in a 30-ml. weighing bottle, 10 ml. 95% 
reagent sulfuric acid added and mixed by shaking. This mixture is transferred 
to the nitrometer reaction tube and the weighing bottle and nitrometer cup 
rinsed with three 5-ml. portions of the reagent sulfuric acid which is drawn into 


20 Standardization with “C. P. KNO; is the better, as it is less tedious and is not 
subject to the correction errors that cannot be escaped when standardizing with air. 
The KNO; must be of undoubted purity.” —A. W. Betts. 


21 By courtesy of E. I. du Pont de Nemours Powder Co. 
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the reaction tube. This is vigorously shaken for three minutes and the gas 
then passed to the measuring tube and allowed to stand for about five minutes, 
after which the mercury levels are adjusted and the reading taken. 

It is obvious that this determination includes any nitrous acid in the oleum. 


COMBINED NITRIC ACID 


The nitric acid in nitrates may be determined by titration with ferrous 
sulfate. The nitrate dissolved in a little water is run into conc. sulfuric acid 
and titrated with standard ferrous sulfate according to the procedure described 
for determining free nitric acid in mixed acids (Vol. II, Acids). 


DETERMINATION OF FREE NITRIC ACID 


Other acids being absent, free nitric acid may be determined by titration 
with standard alkali. Details for the analysis of nitric acid in presence of 
commonly occurring impurities are given in Volume II in the chapter on Acids. 


One ml. N/1 NaOH =0.063016 g. HNOs. 


DETERMINATION OF NITRITES 
GRAVIMETRIC METHOD OF BUOVOLD # 


One and one-fourth to 1.5 grams of AgBrO; are dissolved in 100 ml. of water 
and 110 ml. of 2 N acetic acid, in an Erlenmeyer flask. Two hundred ml. of the 
nitrite solution (1 g. NaNO.) are added from a burette, stirring the mixture dur- 
ing addition of the nitrite. A pale green precipitate is obtained. Thirty ml.of 
H,SO, (1 : 4) are added, the mixture warmed to 85° C. When the yellow pre- 
cipitate settles it is filtered on a Gooch and washed with hot water, then dried 
and weighed as AgBr+ AgCl—chlorine is determined on a separate portion and 
AgCl deducted. AgBrX0.9070=NaNOs. The method is specially applicable 
to nitrites high in chlorine. 


VOLUMETRIC PERMANGANATE METHOD 


Principle.—Potassium permanganate reacts with nitrous acid or a nitrite as 
follows: . 
5N.O03 +4KMn0.,+6H.S0O,= 5N.0;+2K.S04 +4MnSO,4 +6H:;0. 
_ SHNO.+2KMn0.+3H2S801= 5HNO;+KS0i+2Mn80.+3H:20. 
® Chem. Ztg., 38, 28 (1914). ©. A. 8, 1250, 1914. 


654 NITROGEN 


Since 2K MnO, in acid solution has five available oxygens for oxidation of 
substances (e.g., 2K MnO.= K,0-2Mn0O+50 equivalent to 10H) the molecular 
weights of the constituents divided by 20 in the first equation and by 10 in the 
second would represent the normal weights per liter, e.g., 5N2O3 divided by 
20=76 divided by 4=19 grams NO; per liter. 4KMn0O, divided by 20 or 
2KMn0O, divided by 10= 158.03 divided by 5=31.61 grams of KMnO,j per liter 
for a normal solution. In the second equation if Na represents the univalent 
element we would have 5NaNO, divided by 10 or 69 divided by 2= 34.5 grams 
per liter. Hence 1 ml. of a normal KMn0O;, solution would oxidize 0.019 gram 
N.O3 or 0.0345 gram NaNO, to form NO; and NaNO; respectively. 

Organic matter is also oxidized by KMnO, hence will interfere if present. 

Special Reagents. N/5 Potassium Permanganate.—The solution contains 
6.322 grams KMn0O, per liter. 

N/5 Sodium Oxalate.—Na2C20, reacts with KMnO, as follows: 


5Na2C.01.+2KMn0.,+8H2SO014= K.801+2Mn8S01.+5Na2801+ 10CO02+8H:,0. 


Hence 5Na»C.0, divided by 10 or 134 divided by 2=67 grams per liter =a 
normal sodium oxalate solution. A N/5 solution requires 13.4 grams NasC20,4 
per liter. 


PREPARATION OF THE SAMPLE 


Soluble Nitrites.—Ten grams of the nitrite are dissolved in water and made 
to 1000 ml.; 10 ml. contain 0.1 gram of the sample. 

Water-insoluble Nitrites—0.5 to 1.0 gram of the nitrite according to the 
amount of nitrous acid present is taken for analysis. An excess of KMnQ,solu- 
tion is added, followed by dilute H.SO, and the excess standard permanganate 
titrated with sodium oxalate according to directions given under Procedure. 

Nitrous Acid in Nitric Acid and Mixed Acids.—This is present generally in 
very small amounts so that a large sample is taken. The amount and details of 
the procedures are given under the special subject. 

For routine work where a number of daily determinations are made, a 50-ml. 
burette is generally preferred. 

Trial Run.—If the approximate strength of the salt is not known the follow- 
ing test may be quickly made to ascertain whether more than 50 ml. of solution 
is necessary and the approximate amount of KMnO, required for oxidation. 

Ten ml. of the solution together with 100 ml. of water are placed in a 4-in. 
casserole and about 10 ml. of dilute H,SO., 1:1, added. Standard KMnO, 
from a 50-ml. burette is now run into the sample until a permanent pink color is 
obtained. The ml. of KMnOQ, multiplied by 5=the approximate amount of 
permanganate solution required for oxidation of 50 ml. of sample. An excess of 
5 to 10 ml. should be taken in the regular run. 

Titration of Nitrite—Sufficient standard N/5 KMnO, to oxidize the sample 
to be titrated (as ascertained by the trial run) and 10 ml. excess are placed in a 
casserole. The solution is acidified with 10 ml. of dilute (1 : 4) H.SO,4 and 50 
ml. of the nitrite solution is added slowly with constant stirring. The sample 
is placed on a hot plate until the mixture reaches a temperature of 70° to 80° C. 
and 25 ml. more of the dilute H.SO, added. The excess permanganate is now 
titrated with N/5 NasC.Ou,, the oxalate being added slowly until the perman- 
ganate color is destroyed. Five ml. excess of the oxalate are added and the 
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exact excess determined by titrating the hot solution with N/5 KMn0O, to a 
faint pink color. The total permanganate solution taken minus the oxalate 
titration= ml. KMn0O, required by the nitrite. 

Standard ferrous sulfate, FeSO., may be used, in place of sodium oxalate. 
The titration then may be conducted in the cold. 

One ml. N/5 KMn0O.=0.0038 g. N.Os, or 0.0069 g. NaNOs, or 0.0085 g. 
‘KNO.. 


Titration with Ceric Sulfate-——See chapter on Standard Solutions. 


Detection of a Nitrate in a Nitrite Salt——Iridium salts are colored blue by HNO; 
but no color is produced by HNOz. Use a 0.025% solution of IrO2 or (NH4)2IrCl, per 
100 ml. of 98-99% H:SO, and heat to boiling. The solution should be kept in a stop- 
pered bottle. Into the hot reagent in a test tube is dropped the solid substance tested. 
A blue color is produced by nitrates. If the nitrite is in solution, make alkaline with 
KOH, evaporate to dryness and test the residue. Chlorine interferes, but not FeCl. 


DETERMINATION OF PYRIDINE IN AMMONIUM NITRATE * 


Dissolve 250 g. of sample in 300 ml. of distilled water, using a 1000-ml. 
Kjeldahl or Florence flask. Add afew drops of methyl orange and neutralize 
with 10% sodium hydroxide solution. 
Then add 15 ml. excess of 10% sodium 
hydroxide solution. Set up apparatus, 
note Fig. 74, using 300 ml. hypobromite 
solution in the second flask and receiving 
the distillate in 25 ml. N/10 sulfuric acid. 
Distil until 100 ml. of distillate have 
been collected. The heating should be 
very slow until all the ammonia, driven 
off, has been destroyed. This point will 
be indicated first by an acid reaction of 
the methyl orange in the first flask and 
second by the gradual reduction of the 
amount of nitrogen given off, in very 
small bubbles, in the hypobromite. At 
this point the hypobromite flask should 
not be warm enough to burn the hand 
(not above 70° to 75° C.). It is now safe 
to increase the heat so that boiling occurs 
in the hypobromite in 10 to 15 minutes d 
and 100 ml. of distillate comes over Fre. 74.—Apparatus for Pyridine. 


‘in 20 to 25 minutes after active boiling The whole is set around a single ring 
atarta stand. The hypobromite flask is 2 in. 
3 rae ee : ; by 14 in. The hypobromite, 300 ml., 
: Titrate the liquid in the recelver, occupies 74 in. of the height at the start 
using N/10 sodium hydroxide solution of the test. 
with methyl orange as the indicator. 
Record the end-point; add 3 ml. of phenolphthalein (1 : 1000) solution and 
continue the titration until a red color which will persist for 30 seconds appears. 


2 R. M. Ladd, J. Ind. Eng. Chem., 11, 552, 1919. 
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Subtract the methyl orange end-point from that obtained with phenolpkthalein, 
and multiply the difference by 0.0079. The result is the pyridine bases in 
grams. Methyl orange indicates pyridine plus ammonia. Phenolphthalein 
indicates ammonia. Difference is due to pyridine. 


Norrs.—Because of the fact that the methyl orange and phenolphthalein end- 
points are never quite the same and because an absorption of carbon dioxide by the 
sodium hydroxide solution may bring it about that they vary still more widely, it is 
necessary to standardize the solutions used to both end-points and to make a correction 
for their normal difference. This correction should be checked by a new standardization 
at least once a week. We found that with our solutions this difference was usually 
about 0.4 ml. 

In case it is desired to use a sample of a different size, maintain the proportions 
pceer oe above, except that the total solution in the first flask should always be about 
500 ml. 

The hypobromite solution is made up as follows: 100 g. sodium hydroxide are dis- 
solved in 800 ml. of water, 25 ml. of liquid bromine are added, and the mixture shaken 
until the bromine is entirely dissolved and made up to 1000 ml. The solution should 
be made up a day in advance. It will maintain its strength for at least a week if kept 
in a stoppered, dark bottle. It will be brown in color. Should the brown color dis- 
appear during the distillation it would mean that an excess of ammonia is present. 
This should also be indicated and eliminated from the calculations by the double end- 
point called for, but in case this happens it is well to repeat the test, using more of the 
hypobromite solution. 

The reactions involved and the calculations on which the proportions are based 
are indicated in the following equations: 


pe peer Ae +H.O +NaNOs. 


15 sai 10% sodium le solution contains 1.5 g. sodium hydroxide. 
1.5 g. sodium hydroxide will free 0.6375 g. ammonia. 


2NH:+3NaBrO—3H,0+N,+3NaBr. 
34 357 
0.638 g. ammonia is destroyed by 6.699 g. sodium hypobromite. 


2NaOH+Br.—NaBrO+NaBr+H,0. 
80 160 119 


25 ml. bromine =79.5 g. bromine. 
300 ml. solution contains 17.7 g. hypobromite (approx.). 


DETERMINATION OF NITROGEN IN STEEL ™ 


For the determination of nitrogen in steel, a modification of the method 
first published by A. H. Allen and modified by Prof. J. W. Langley is used. 

By the following method the sample and standard distillates are prepared 
under similar conditions, and when treated with Nessler reagent, develop 


*4 Methods of Analysis used in Laboratories of the Titanium Alloy Manufacturing 
Co. Contributed by L. E. Barton. 
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colors nearly identical in quality or tone, but proportional in intensity to the 
ammonia present. 

If the Nessler reagent is carefully prepared and works properly, the color 
in sample and standard will develop almost instantly and is fully developed in 
less than one minute. The solutions treated with such reagent remain clear 
or do not cloud appreciably on standing for ten minutes; however, the compari- 
son is best made after standing one minute, and all difficulty due to clouding 
is avoided. 

The difficulties of comparison are also reduced to a minimum by using an 
aliquot part of the distillate in the manner to be described instead of that 
corresponding to the whole sample. 

Preparation of Reagents.—Hydrochloric acid of 1.1 sp.gr., free from am- 
monia, which may be prepared by distilling pure hydrochloric acid gas into 
distilled water free from ammonia. To do this, take a large flask fitted with a 
rubber stopper carrying a separatory funnel-tube and an evolution-tube, fill it 
half full of strong hydrochloric acid, connect the evolution-tube with a wash- 
bottle connected with a bottle containing the distilled water. Admit conc. 
sulfuric acid free from nitrous acid to the flask through the funnel-tube, apply 
heat as required, and distill the gas into the prepared water. 

Test the acid by admitting some of it into the distilling apparatus, described 
farther on, and distilling it from an excess of pure caustic soda, or determine 
the amount of ammonia in a portion of hydrochloric acid of 1.1 sp.gr., and use 
the amount found as a correction. 


Norr.—The ammonia-free hydrochloric acid may also be prepared as follows: 

Dilute concentrated hydrochloric acid to specific gravity 1.10 and without addition 
of sulfuric acid distill it. 

Hydrochloric acid of this strength distills without change in concentration. 
The first 100-ml. distillate from one litre of acid will usually contain all the ammonia 

and is rejected; the portions distilled thereafter being collected for use but must, of 

course, be tested as usual to make sure it is free from ammonia. 
_ Solution of caustic soda, made by dissolving 300 grams of fused caustic soda in 
500 ml. of water and digesting it for 24 hours at 50° C. on a copper zine couple, made, 
as described by Gladstone and Tribe, as follows: 

Place from 25 to 30 grams of thin sheet zinc in a flask and cover with a moderately 

concentrated, slightly warm solution of copper sulfate. A thick, spongy coating of 
copper will be deposited on the zinc. Pour off the solution in about ten minutes and 
wash thoroughly with cold distilled water. 

Nessler Reagent.—Dissolve 35 grams of potassium iodide in a small quantity of 
distilled water, and add a strong solution of mercuric chloride little by little, shaking 
after each addition until the red precipitate formed dissolves. Finally the precipitate 
formed will fail to dissolve, then stop the addition of the mercury salt and filter. Add 
to the filtrate 120 grams of caustic soda dissolved in a small amount of water, and 
dilute until the entire solution measures 1 liter. Add to this 5 ml. of saturated aqueous 
solution of mercuric chloride, mix thoroughly, allow the precipitate formed to settle, 
and decant or siphon off the clear liquid into a glass-stoppered bottle. SAGs 

Standard Ammonia Solution.—Dissolve 0.0382 gram of ammonium chloride in 1 
liter of water. One ml. of this solution will equal 0.01 milligram of nitrogen. j 

Distilled Water Free From Ammonia.—lf the ordinary distilled water contains 
ammonia, redistill it, reject the first portions coming over, and use the subsequent 
portions, which will be found free from ammonia. Several glass cylinders of colorless 
glass of about 160 ml. capacity are also required. 

The best form of distilling apparatus consists of an Erlenmeyer flask of about 
1500 ml. capacity, with a rubber stopper, carrying a separatory funnel-tube and an 
evolution-tube, the latter connected with a condensing-tube around which passes a 
constant stream of cold water. The inside tube, where it issues from the condenser 
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should be sufficiently high to dip into one of the glass cylinders placed on the working 
table. 


METHOD OF DETERMINATION 


DISTILLATION OF SAMPLE 


In a distilling flask of 1000 to 1500 ml. capacity, fitted with separatory 
funnel and connected with condenser, place 40 ml. prepared caustic soda solu- 
tion; add 500 ml. distilled water and distill until the distillate gives no reaction 
with Nessler reagent. 

Dissolve a 5-gram sample of the steel in 40 ml. of ammonia-free hydrochloric 
acid, and by means of the separatory funnel add the solution slowly to the 
contents of the distilling flask, washing in finally with ammonia-free water. 

Distill and collect 150 ml. of distillate in a graduated flask. Cork the 
flask and set aside. Experience has shown that 150 ml. of distillate will contain 
all the nitrogen in the sample. 


PREPARATION OF STANDARD 


After distilling the sample—the apparatus then being free from ammonia 
but containing the residue of sample and reagents—25 ml. of standard ammo- 
nium chloride solution and 150 ml. of ammonia-free water are added to the 
contents of the flask, and distillation continued until a standard distillate of 
150 ml. is collected in a graduated flask. 

As before, the single distillate will contain all the ammonia from 25 ml. of 
standard solution. 

To the standard distillate is added 6 ml. of Nessler reagent; and since the 
standard ammonium chloride solution is equivalent to .00001 g. nitrogen per 


25 X .00001 


nitrogen per ml.=.00016% nitrogen when using one gram sample. 


ml., 1 ml. prepared standard distillate is equivalent to 


COMPARISON AND DETERMINATION 


To make the determination, 30 ml. of sample distillate, equal to one gram 
of sample, are placed in one of a pair of Nessler jars oe the color developed 
by addition of 1 ml. Nessler reagent. 

The standard and sample are allowed to stand one minute to fully a oriop 
the color. 

Into the other jar the standard distillate is run from a burette until the 

- colors in standard and sample jars are of the same intensity; the final compari- 
son being made after bringing the contents of the jars to the same volume by 
addition of ammonia-free water to one or the other. 

The number of ml. of standard distillate multiplied by .00016 gives the 
percentage of nitrogen in the steel. 
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DETERMINATION OF CONVERTER EFFICIENCY IN OXIDATION OF 
AMMONIA TO NITRIC ACID 


In place of determining the total ammonia .used and the total products of 
oxidation, samples may be taken, during the operation, of gases entering and 
leaving the converter and analyzed according to the following simple and 
accurate procedure suggested by Gaillard ;% a method successfully used by the 
American Cyanamide Company at Warners, N. J., and by the United States 
nitrate plants at Sheffield and Muscle Shoals, Ala. 

Principle.—The gas to be analyzed is drawn into an evacuated bulb which 
has previously been weighed, and the increased weight due to the sample is 
obtained. The ammonia or nitrogen oxides in the bulb are then absorbed 
and titrated, and the percentage by weight of combined nitrogen in the gases is 
determined. The efficiency is the ratio of the combined nitrogen in the exit 
and inlet gases. 

Sources of Error.—Error may be caused by: 

(a) Water condensation in the sampling tube during sampling. 

(6) Air leakage into the tube during sampling. 

(c) Ammonia escaping oxidation being drawn into the bulb. In presence 
of ammonia a cloudiness is readily observed. 

(d) Changes in temperature, barometric pressure, and moisture conditions 
between successive weighings of the same bulb. 


Fig. 75.—Evacuation and Weighing of Bulbs for Converter Efficiency in 
mmonia Oxidation. 


These errors are rendered negligible by careful manipulation. It is recom- 
mended that a similar bulb tare weight be used and thé procedure for weigh- 
ing recommended in combustion carbon determinations be followed. 


% J. Ind. Eng. Chem., 11, 745, 1919. 
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On the right hand side of the illustration below is shown the bulb in the 
process of evacuation by means of a vacuum pump operated by an electric 
motor. Attached to the system is a mercury gauge or barometer which gives 
the degree of evacuation of the bulb. 

On. the left hand side of the illustration is shown a balance with a bulb 
suspended for weighing after being evacuated. It is advisable to have a bulb 
on the right hand arm of the balance acting as a tare weight. | This counteracts 
the buoyancy error of the air, increasing the delicacy of weighing. If the 
stopcocks are not absolutely tight, the bulb will gain in weight owing to an 
intake of air. 


CYANOGEN 


DETECTION 


Traces of Hydrocyanic Acid.—To the solution to be tested are added two 
drops of 10% NaOH and the mixture is evaporated nearly to dryness. After 
cooling, a drop of 2% ferrous sulfate is added and the sample allowed to stand in 
the cold for about fifteen minutes. Now 2-3 drops of cone. HCl are added and 
the solution warmed gently, then cooled. The solution is a blue green if HCN 
was present in the original sample. 0.000002 g. HCN may be detected. 


Notr.—Test for Cyanide. This depends upon the solvent action of HCN upon 
freshly precipitated HgO in presence of KOH. The filtrate is tested for mercury in 
an acid solution by addition of H2S. (Hood.) 


VOLUMETRIC DETERMINATION OF HYDROCYANIC ACID * 


The method depends upon the decolorization of the blue ammoniacal solu- 
tions of cupric salts by a soluble cyanide, the reduction to cuprous condition 
making possible for an accurate quantitative estimation of the cyanide. 

Standard Copper Sulfate-—Twenty-five grams of copper sulfate, CuSO.- 
5H.O are dissolved in a 1000-ml. flask with 500 ml. of distilled water and 


6 J. McDowell, Chem, News, 89, 229 (1904). 


{ 
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ammonium hydroxide added until the precipitate that first forms dissolves and 
a deep blue solution is obtained. Water is now added to make the volume 
exactly 1000 ml. The cupric solution is standardized by running a portion into 
a solution containing 0.5 gram pure potassium cyanide, KCN, per 100 ml. of 
water and 5 ml. of ammonium hydroxide until a faint blue color is evident. 
Chlorides do not interfere. 

Procedure.—0.5 gram of the soluble cyanide is dissolved in 100 ml. of water 
and 5 ml. conc. ammonium hydroxide added. The standard cupric sulfate 
solution is now added until the blue color is obtained. The ml. required mul- 
tiplied by the factor of the copper salt in terms of the salt sought gives the 
weight of that salt in the sample. 


LIEBIG’S METHOD FOR DETERMINATION OF HYDROCYANIC 
ACID. SOLUBLE CYANIDES ” 


Silver nitrate reacts with an alkali cyanide in neutral or alkaline solution as 
follows: AgNO;+2KCN=Ag(CN),.K+KNO3. The potassium silver cyanide 
is soluble, hence the precipitate that first forms immediately dissolves on stirring 
as long as the cyanide is present in excess or in sufficient quantity to react 
according to the equation. A drop of the silver salt in excess will produce a 
permanent turbidity, owing to the following reaction: 

Ag(CN).K+AgNO;3=2AgCN+KNOs, the insoluble AgCN being formed. 

Procedure.—The alkali cyanide contained in a beaker placed over a sheet 
of black glazed paper, is treated with 4 to 5 ml. of 10% KOH solution and 
diluted to 100 ml. The liquid is now titrated with standard silver nitrate, with 
constant stirring, until a faint permanent turbidity is obtained. 


One ml. N/10 AgNO; =0.013023 gram KCN. 


DETERMINATION OF CYANIDE BY VOLHARD’S METHOD 


The method involves Volhard’s method for determining halogens, the 
procedure depending upon the fact that the silver salts of cyanides are insoluble 
in dilute cold nitric acid solutions. 

The neutral cyanide solution is treated with an excess of silver nitrate 
reagent, slightly acidified with nitric acid, and diluted to a definite volume 
in a measuring flask. A portion of the solution is now filtered through a dry 
filter, and a convenient aliquot portion of this is titrated with standard thio- 
cyanate solution, using ferric alum as indicator (see page 668) to determine the 
silver nitrate present. From this calculate the excess silver nitrate reagent 
added and ascertain that combined with the cyanide. 


One ml. N/10 AgNO; =0.006511 g. KCN or 0.002602 g. CN. 


DETERMINATION OF CYANIDE AND THIOCYANATE IN 
PRESENCE OF ONE ANOTHER 


The cyanide is determined preferably by Liebig’s method (above), and 
the ml. of AgNO; required recorded. To the alkaline or neutral solution is 


27 Ann. Chem. und Pharm., 77, 102 (1851). 
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added an excess of standard AgNO; and the solution acidified with HNOs, then 
made to definite volume and a portion filtered. The silver nitrate in a con- 
venient amount of the filtrate, an aliquot portion of the whole, is determined 
by titrating with standard thiocyanate solution, using ferric alum indicator. 
From this titration the excess of AgNO; added is determined, and the amount 
of reagent required for the thiocyanate is known. 


One ml. N/10 AgNO;=0.006511 g. KCN 
or 0.002602 g.CN or 0.005808 g. CNS. 


In place of the above method the following may be used: One portion of 
the solution is treated with nitric acid and the thiocyanic acid oxidized to sul- 
fate. By adding Ba(NO3)-2 solution BaSOs. is precipitated, and the equivalent 
thiocyanic acid may be calculated; also the equivalent N/10 AgNO; that would 
be required to precipitate this. In another portion an excess of N/10 AgNO; 
is added and the thiocyanate and cyanide precipitated. The excess of the 
silver nitrate may now be determined by Volhard’s method described above 
and the amount required by CN and CNS thus ascertained. The amount of 
reagent required for CNS is subtracted form this total and that required by 
CN thus obtained. The factors are given above. 

For determination of cyanide in presence of the halogens see the chapter 
on Chlorine. 


DETERMINATION OF HYDROCYANIC ACID, METHOD OF 
SCHULEK *8 


By the method the hydrocyanic acid may be determined in presence of 
chlorides, bromides, sulfides, sulfites and thiosulfates. The cyanide may be 
separated from thiocyanate by addition of boric acid and distillation of the 
cyanide. 

Procedure.—The solution containing 0.1 to 40 mg. hydrocyanic acid, placed 
in a bottle with a tightly fitting glass stopper, is acidified with 5 ml. of 20% 
phosphoric acid and bromine water added to a persistent deep yellow color. 
The excess of bromine is removed by addition of 2 ml. of 5% phenol solution 
and the mixture allowed to stand for fifteen minutes. 0.5 g. KI is added and 
the sample shaken repeatedly. The mixture is set aside, shielded from light 
for half an hour, and then titrated with 0.01 N or 0.1 N thiosulfate. When the 
solution is decolorized it is set aside for 5-10 minutes and again titrated to a 
definite end-point, if the color returns. 


8H. Schulek, Z, anal. Chem., 62, 337, 1923; Kolthoff and Furman, ‘“ Volumetric 
Analysis,” Vol. II, p. 404. J. Wiley and Sons. 
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COMPLEX COMPOUNDS—FERRO AND FERRI CYANIDES 
HYDROFERROCYANIC ACID 


One gram of the hydroferrocyanide in 100 ml. of water acidified with 10 ml. 
of sulfuric acid is titrated in a casserole with standard potassium permanganate 
to a permanent pink color. The end-point is poor, so that it is advisable to 
standardize the permanganate against pure potassium ferrocyanide. 

Reaction: 2H,Fe(CN).+O= H20+ 2K3Fe(CN)<. 


One ml. N KMnO.= 0.3683 gram K,yFe(CN).. 


HYDROFERRICYANIC ACID 


Ten grams of hydroferricyanide are dissolved in water, the solution made 
alkaline with KOH and heated to boiling and an excess of ferrous sulfate 
solution added. The yellowish brown ferric hydroxide turns black with excess 
of ferrous salt. The solution is diluted to exactly 500 ml. and 50 ml. of a 
filtered portion titrated with potassium permangate. 


One ml. N KMnO,=.3292 gram K;Fe(CN),. 


CYANAMID * 


1. SAMPLING 


The sample shall consist of at least two pounds of the material taken from 
every other bag composing the lot or shipment, by means of a tube which shall 
remove a core from the top to the bottom of the container. Pass all through a 
48 mesh Tyler screen, grinding any oversize if necessary. Mix the portions 
thoroughly by rolling on a clean oil cloth or paper and quarter until the desired 
amount is obtained. Place the final sample in two containers and seal airtight. 
One is for analysis, and one for referee. 


2. NITROGEN 
Determine the total nitrogen according to the Official Gunning Method 
described in the text. Report the nitrogen found, as ammonia (NHs3). 


3. CaLcIuM CARBIDE 


Determine by weighing a convenient quantity of the material and trans- 
ferring to an apparatus equipped to measure the volume of acetylene liberated 
by addition of water to the sample. 


4. Om 


Weigh a two (2) gram portion into the thimble of a Soxhlet apparatus and 
extract the oil with carbon tetrachloride. Collect the extract in a weighed flask 
and evaporate off the carbon tetrachloride on a water bath. Complete the 


29 Courtesy of American Cyanamid Co. 
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removal of the solvent by heating 15 minutes in a drying oven at 105° C. 
Weigh and calculate the percentage of oil. 


AERO BRAND CYANIDE * 


1. SAMPLING 


Ten (10) drums in each lot of 4000 Ibs. shall be sampled. The portions 
removed shall have a combined weight of approximately one (1) pound. The 
sample shall be taken as soon as the drum is filled, by inserting a long sampling 
rod or tryer the full depth of the drum and depositing the sample in a suitable 
container. 

A portion of the sample is removed at the laboratory for analysis and the 
container is sealed air tight and retained for six months as a reference sample. 


2. Toran ‘CYANIDE CONTENT 


A. Reagents. 1. Standard Silver Nitrate Solution.—Dissolve seventeen 
(17) grams of silver nitrate in 200 ml. of distilled water, filter, and dilute to one 
liter. 

2. Soda-Lead Mixture.—Dissolve 200 grams of anhydrous sodium carbon- 
ate in 700 ml. of distilled water and filter. Dissolve twenty (20) grams of lead 
acetate (Pb(CH3COz) 2: 3H2O) in 200 grams of distilled water, filter and add the 
filtrate to the solution of sodium carbonate. Dilute to one liter. Shake the 
solution well each time before using. 

3. Alkaline Iodide Indicator.—Dissolve thirty (30) grams of potassium 
iodide in one (1) liter of ten (10) % sodium hydroxide solution. 

B. Standardization of Reagents. 1. Standard Silver Nitrate Solution.— 
Standardize the solution against an accurately weighed sample of pure sodium 
chloride, previously dried for one (1) hour at 105° C., using potassium chromate 
indicator.*! ; 

C. Determination.—Place 200 ml. of distilled water in a 500 ml. volumetric 
flask and carefully dry the neck of the flask. Weigh rapidly and accurately a 
five (5) gram sample of the flake cyanide or ‘‘ Cyanogas ”’ and transfer it to the 
flask. Wash down the sides of the flask and thoroughly mix the sample with a 
whirling motion. Agitate the solution at intervals for fifteen (15) minutes, 
then add thirty (30) ml. of the soda-lead mixture, mixing the latter well before 
measuring it. Thereafter agitate the solution every five (5) minutes for one- 
half (0.5) hour. Then make the solution up to volume, mix thoroughly, and 
filter through a dry filter paper into a dry beaker. Reject the first twenty-five 
(25) ml. of filtrate, rinsing the beaker with the rejected portion. Now continue 
filtration, collecting at least 150 ml. of filtrate. Measure out 100 ml. with a 
calibrated pipette, place in an 800 ml. beaker, dilute to 400 ml., and add five (5) 
ml. of the alkaline iodide indicator. Titrate with the standard silver nitrate 
solution until a faint blue opalescence shows permanently against a black back- 
ground. Calculate the % calcium cyanide in the sample. 


1.0 ml. 0.1 N AgNO; =0.00921 gms. Ca(CN)s. 


30 By courtesy of American Cyanamid Co. 
31 See page 667. 
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3. ToraL SULFUR 


Weigh accurately two (2) grams of the flake cyanide and transfer to a 400- 
ml. beaker containing fifty (50) ml. of distilled water. Add twenty-five (25) ml. 
of a saturated solution of bromine in concentrated nitric acid. Stir the mixture 
for five (5) minutes and then boil down to dryness. Moisten the residue thor- 
oughly with concentrated hydrochloric acid and evaporate to dryness again. 
Add ten (10) ml. of concentrated hydrochloric acid and then 150 ml. of water 
boil, filter and wash thoroughly. Heat the filtrate to 90° C. and add with 
constant stirring five (5) ml. of ten (10) % solution of barium chloride. After 
digesting the solution at 90° C. for one (1) hour on a water bath, filter the barium 
sulfate through an ashless filter paper, and wash the precipitate thoroughly with 
hot (80° C.) distilled water. Transfer the filter paper containing the precipitate 
to a weighed platinum crucible, and ignite in a muffle with free access of air. 
Cool and weigh the barium sulfate and calculate the per cent of sulfur in the 
sample. 


HYDROCYANIC ACID # 
1. SAMPLING 


Each official sample for analysis shall consist of at least one (1) pound of 
material taken in the following manner: During the filling of the first cylinder, 
the last and one or more intermediate cylinders depending on the number com- 
posing the shipment, draw off through a by-pass in the filling line, about twenty- 
five (25) ml. of the liquid into an iced container. After all the samples have 
been taken, close the container and agitate gently to secure the proper mixing 
of the contents. All of the succeeding determinations are to be made in open 
air, not in a laboratory, after which the sample may be disposed of in any suit- 
able manner. 

2. Toran Hyprocyanic AcID 

Place a portion of the sample in an iced hydrometer jar, determine the speci- 
fic gravity by means of a calibrated hydrometer and note the temperature of the 
liquid. Determine the hydrocyanic acid content from the specific gravity— 
composition table given in Bulletin No. 308, University of California Experi- 
ment Station (reproduced in Van Nostrand’s Chemical Annual). 


3. Toran AcIDITY 


Dilute a fifty (50) ml. portion of the sample with 300 ml. of distilled water. 
Add three (3) drops of one (1) % methyl red indicator and titrate until nearly 
colorless with one-tenth (0.1) normal sodium hydroxide solution. Add two 
drops more of the indicator and titrate to the appearance of a yellow color. 
Calculate the acidity in terms of sulfuric acid. 


SODIUM FERROCYANIDE #3 
1. SAMPLING 


Each official sample sent to the laboratory shall consist of at least two (2) 
| pounds of material taken in the following manner: Take approximately one-half 


% By courtesy of American Cyanamid Co. 
33 By courtesy of American Cyanamid Co. 
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(0.5) pound of the crystals from a few inches below the surface of every third bar- 
rel comprising the lot or shipment. Thoroughly mix the several portions to- 
gether on a clean oil cloth or paper, reduce by quartering to the quantity of 
sample required, and place in an air-tight container. 


2. MorsrurRE 


Heat twenty (20) grams of the crystals for six hours at 105° C. Cool in a 
desiccator and weigh. Grind this dried sample rapidly in a mortar. Heat 
three (3) grams of the powder to constant weight at 105° C. Calculate the total 
water content and subtract from it the water of crystallization equivalent to the 
sodium ferrocyanide content of the sample as determined in (3) and calculate to 
NasFe(CN).s10 H.O. The difference is the free moisture in the sample. 


3. ToraL Sopium FERROCYANIDE 


A. Reagents. 1. Standard Potassium Permanganate Solution.—Dissolve 
three and two-tenths (3.2) grams of potassium permanganate in 500 ml. of dis- 
tilled water. Place the solution in a stoppered bottle and allow it to stand in 
the dark for two (2) days. Filter the solution through a Gooch crucible, using 
an asbestos mat, and dilute the filtrate to one (1) liter. 

2. Standard Potassium Ferrocyanide Solution.—Dissolve forty-two (42) 
grams of pure potassium ferrocyanide, Ky Fe(CN). 3H:2O in 500 ml. of distilled 
water, filter, and dilute the filtrate to one (1) liter. 

3. Standard Zinc Chloride Solution.—Dissolve ten (10) grams of pure zine 
in a mixture of 150 ml. of concentrated hydrochloric acid and 300 ml. of distilled 
water. Dissolve 200 grams of ammonium chloride in the zine chloride solution, 
filter, and dilute the filtrate to one (1) liter. 

4. Potassium Chloride Solution.—Dissolve 100 grams of pure potassium 
chloride in 600 ml. of distilled water, filter, and dilute the filtrate to one (1) 
liter. 

5. Uranium Nitrate Indicator.—Dissolve three (3) grams of uranyl nitrate 
UO2: (NO3)2:6H20 in fifty (50) ml. of distilled water. 

B. Standardization of Reagents. 1. Standard Potassium Permanganate 
Solution.—Dissolve one-quarter (0.25) of a gram of pure sodium oxalate 
(Na2C20,4) obtained from the U. 8. Bureau of Standards, in 175 ml. of distilled 
water, and add twenty-five (25) ml. of dilute sulfuric acid (one to four). Heat 
the solution to 80° C. and titrate with the standard potassium permanganate 
solution until the solution assumes a faint pink color. 

2. Standard Potassium Ferrocyanide Solution—Measure out twenty-five 
(25) ml. of solution, dilute to 500 ml. and add five (5) ml. of concentrated sul- 
furic acid. Titrate with the standard potassium permanganate solution until 
the solution assumes a faint pink color. Calculate the quantity of sodium 
ferrocyanide Na,Fe (CN).:10H.O equivalent to one (1) ml. of the potassium 
ferrocyanide solution. 


One ml. 0.1 N K4Fe(CN) s= 0.4841 gm. NasFe (CN). 10 H2O. 


3. Standard Zinc Chloride Solution—Measure out twenty-five (25) ml. 
of solution with a calibrated burette, add ten (10) ml. of ten (10) % potassium 
chloride solution and dilute to 200 ml. Heat the solution to 90° C. (do not boil 


| 
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the solution) and titrate with the standard potassium ferrocyanide solution 
until a drop of uranyl nitrate solution, used on a spot plate as an outside indi- 
eator, turns faintly brown. Add the ferrocyanide solution rapidly with constant 
stirring until near the end-point (within 1 to 4 ml.) The zine chloride solution 
is blue at first, but turns almost white at the end-point. When near the end- 
point, add the ferrocyanide solution in one-half (0.5) ml. portions, and stir for at 
least fifteen (15) seconds before testing with the indicator. When the end- 
point has been passed, add one-half (0.5) ml. of standard zinc chloride solution, 
and again titrate with the standard potassium ferrocyanide solution, testing 
the solution with the indicator after the addition of each drop of the ferro- 
cyanide solution. Make a check determination. Calculate the amount of 
the potassium ferrocyanide solution exactly equivalent to twenty-five (25) ml. 
of the zine chloride solution. 

C. Determination.— Weigh accurately a thirty (30) gram sample of sodium 
ferrocyanide, dissolve in distilled water and dilute to one liter. Measure 
accurately twenty-five (25) ml. of the standard zine chloride into a 400-ml. 
beaker, add ten (10) ml. of the ten (10) % potassium chloride solution and one 


hundred and sixty-five (165) ml. of distilled water. Heat the solution to 90° C. 


(do not boil the solution) and titrate with constant stirring with the sodium 
ferrocyanide solution using uranyl nitrate as an outside indicator, following 
the procedure given for the standardization of the zine chloride solution 
(3 B 3). 

The value of the zinc chloride solution has been determined in terms of 
sodium ferrocyanide. From this value calculate the sodium ferrocyanide 
Na,Fe(CN),: 10 H.O present in the sample. 


4. Torau Sopium CHLORIDE 


A. Reagents. 1. Standard Silver Nitrate Solution.—Dissolve eight and 
one-half (8.5) grams of silver nitrate in water, filter and dilute the filtrate to one 
(1) liter. 

2. Standard Ammonium Thiocyanate Solution.—Dissolve three and eight- 
tenths (3.8) grams of ammonium thiocyanate in approximately 100 ml. of 
water, filter, and dilute to one (1) liter. 

3. Zinc Nitrate Solution.—Dissolve 100 grams of zine nitrate in 500 ml. of 


- distilled water, filter, and dilute to one (1) liter. 


4. Ferric Ammonium Sulfate Solution.—Saturate 100 ml. of distilled water 
with ferric ammonium sulfate, at room temperature (20° C.). Filter, and add 
just enough nitric acid to remove the turbidity and to change the color from 
red to pale yellow. 

5. Potassium Chromate Solution.—Prepare a saturated solution of the C.P. 


_ salt in distilled water. 


B. Standardization of Reagents. 1. Standard Silver Nitrate Solution.— 
Weight accurately two-tenths (0.20) of a gram of pure sodium chloride, pre- 
viously dried at 105° C. for one (1) hour, and dissolve it in 50 ml. of distilled 
water. Add two (2) drops of potassium chromate indicator and titrate with 
the silver nitrate solution to the appearance of a brown coloration. Calculate 
the amount of silver nitrate equivalent to the sodium chloride and then cal- 


culate the normality of the standard solution. 
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2. Standard Ammonium Thiocyanate Solution.—Measure accurately from a 
burette, thirty-five (35) ml. of the standard silver nitrate solution, add 2 ml. 
of concentrated nitric acid, and dilute to 150 ml. with distilled water. Titrate 
with the ammonium thiocyanate solution, using one (1) ml. of the ferric am- 
monium sulfate indicator. Calculate the volume of the ammonium thiocyanate 
solution equivalent to one (1) ml. of the standard silver nitrate solution. 

C. Determination.—Heat 100 ml. of the sample solution (3C) to 80° C. and 
add with constant stirring fifty (50) ml. of a hot (80° C.) ten (10) % solution 
of zinc nitrate, to precipitate the ferrocyanide as zine ferrocyanide. Filter and 
wash the precipitate. To the filtrate add two (2) ml. of concentrated nitric 
acid and fifteen (15) ml. of standard silver nitrate solution. Filter and wash 
the precipitate. Titrate the excess silver nitrate with the standard ammonium 
thiocyanate solution, using the ferric ammonium sulfate indicator, and calcu- 
late the % sodium chloride in the sample. 


5. Torau Sopium SuLFATE 


A. Reagents. 1. Zinc Chloride Solution.—Dissolve 100 grams of zine 
chloride in 500 ml. of distilled water, filter and dilute to one (1) liter. 

2. Barium Chloride Solution—Dissolve 100 grams of barium chloride 
(BaCl,-2H,0) in 500 ml. of distilled water, filter, and dilute to one (1) liter. 

B. Determination.—Heat 100 ml. of the sample solution (3C) to 80° C. and 
add with constant stirring fifty (50) ml. of a hot (80° C.) ten (10) % solution of 
zine chloride, to precipitate the ferrocyanide as zinc ferrocyanide. Filter and 
wash the precipitate. Acidify the filtrate with concentrated hydrochloric acid 
and then add two (2) ml. in excess. Heat the solution to boiling, add with 
constant stirring fifteen (15) ml. of the ten (10) % barium chloride solution, 
and digest at 90° C. for two (2) hours. Filter the precipitate through an ashless 
filter, wash with two (2) % hydrochloric acid until the residue is white, and then 
follow with successive portions of hot (60° C.) water until the filtrate is free from 
chloride by the silver nitrate test. Place the filter and the precipitate in a 
platinum crucible and ignite for one-half (0.5) an hour in a muffle with free 
access of air. Cool the crucible in a desiccator, weigh, and report the per cent 
of sodium sulfate. 


6. Foreign Marrer 


Dissolve fifty (50) grams of the material in 300 ml. of hot water and filter off 
the insoluble matter on a weighed Gooch crucible. Wash the residue thoroughly 
with hot water. Dry the crucible in an oven at 105° C. and weigh. Calculate 
the per cent of insoluble or foreign matter. 


OXYGEN 
O, at.wt. 16.00; b.p. —182° C.; wt. per 1. 1.429 g. (liquid, sp.gr. 1.12) 


Oxygen ! is a colorless, tasteless, odorless gas. It is found free in the at- 
mosphere to the extent of about 21% by volume. Combined with hydrogen it 
is a constituent of water (88.8% by weight). It is an exceedingly active ele- 
ment and combines with all elements except fluorine. It is a constituent of a 
great number of minerals and an important constituent of animal and vegetable 
matter. About half our globe is oxygen, combined or free. 


DETECTION 


Free oxygen is recognized by its activity in combining with substances when 
heated. A lighted taper plunged into oxygen gas burns brilliantly. The 
burning of the taper in the air is due to oxygen, 

Hydrogen passed over a highly heated oxide, in a majority of simple com- 
pounds, combines with it forming water. 

Certain oxides and salts heated decompose giving off oxygen, for example 
2HgO decomposes to 2Hg and O2, 2KCIO; to 2KCI and 30». 

Carbon combines with oxygen at kindling temperature forming CO», a 
gas detected by means of lime water. (See chapter on Carbon.) 


ESTIMATION 


The determination of oxygen in a gas mixture is accomplished by the com- 
bination and subsequent absorption of oxygen, the gas contraction being due 
to oxygen. Pyrogallic acid or phosphorus are commonly used for this purpose. 
(See chapter on Gas Analysis.) _ 

The determination of combined oxygen is difficult and seldom attempted. 
It is frequently estimated by difference after determining the other constituents 
of the substance, after definitely establishing the presence of oxygen. 

1 Priestley, Scheele and Lavoisier are generally credited with the discovery and 


isolation of oxygen. Lavoisier named the element oxygen (1777)—acid producer— 
from his erroneous belief that it was a constituent of all acids. 
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Typical examples of the determination of free and combined oxygen will 
be considered here. For further consideration of the element in gaseous mix- 
tures see the chapter on Gas Analysis in Volume IT. 


INSTRUCTIONS FOR THE ANALYSIS OF COMMERCIAL OXYGEN ? 


Theory.—A method for the determination of oxygen in gas mixtures con- 
taining from 95 to 100% oxygen is based on the fact that clean bright copper 
oxidizes rapidly in the presence of ammonia vapor. The oxide that is formed is 
dissolved by a saturated solution of ammonium chloride, thus exposing fresh 
copper to the remaining gas. 

Apparatus.—The apparatus for the determination of oxygen in commercial 
oxygen is shown assembled in Fig. 76, “Apparatus for Determination of Oxygen 
in Commercial Oxygen.”’ The various units making up this assembly are 
designated by letters (see table, p. 671) and these will be used in identifying the 
pieces of equipment in this description. 

The sample is measured in burette A and transferred through the trans- 
parent tubing S and the connecting tube H to the absorption pipette B. The 
displaced pipette solution passes into the storage pipette C’ by means of the 
tee tube D. 

The aspirator bottle F is connected to the burette A by means of about 42 
inches of rubber tubing J. The aspirator bottle and the burette both contain 
distilled water and transference of the gas sample from the burette to the 
pipette is accomplished by raising and lowering of the aspirator bottle. 

The Bakelite support 7’ is used to adjust the level of the copper coils in B 
and is held in position by friction on the sides of the hole in rubber stopper V. 
Clip M is used to hold this stopper in position. 

The glassware is mounted on a metal frame L by means of the clamps R, P 
and VN. This frame is secured to a base K and the whole structure keyed to the 
shaft of a pendulum shaking apparatus. 

Preparation of Solutions.—The absorption liquid for use in the pipette B 
consists of a solution of equal volumes of ammonium hydroxide (NH,OH) and 
distilled water, saturated with ammonium chloride (NH,Cl). - 

The ammonium hydroxide shall be of C.P. grade of 0.90 specific gravity. 
The ammonium chloride (sal ammoniac, or muriate of ammonia) should be 
of the grade technically known as white ammonium chloride. Water used in 
the preparation of the pipette solution and in the burette should be distilled 
water. Electrically “purified” and other special waters still contain impurities 
that might introduce errors in the results obtained and therefore must not be 
used. 

Procedure.—Measure out six quarts of distilled water and pour it into a 
clean 5-gallon bottle. Measure out six quarts of ammonium hydroxide 
(NH.OH) and add it to the distilled water in the 5-gallon bottle. Weigh out 
nine pounds of ammonium chloride and add it to the solution of water and 
ammonium hydroxide in the 5-gallon bottle. 

Stopper the 5-gallon bottle containing the mixture with a rubber stopper 
and agitate by shaking the bottle every ten minutes for a period of two hours. 
Allow the bottle and its contents to stand for a period of eight hours. Pour off 


2 Standard method of the Linde Air Products Company, by courtesy of that company. 


Part required 
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List of Parts. 


Number 
Description 


100 ml. oxygen burette 

Absorption pipette 

Storage pipette 

Glass tee tube 

Glass connection tube 

Aspirator bottle, 250 ml. 

No. 10 rubber stopper 

Mohr pinchcock clamp, 

small size 

— 5/16’ outer diameter rub- 
ber tubing 

1 Base for rocking pipette 
stand 

1 Rocking pipette stand 

1 Clip for absorption 

pipette stopper 

Clamp with wing 


RR Re eRe Ree 


nuts 
Clamps with wing 


nuts 
7/16” steel rod, 
1614” long 
Burette clamps . 
Transparent rubber tubing of 5 
mm. bore, 134 mm. wall 
1 Bakelite support 
1 No. 10 rubber stopper 
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|: Bottle | 


Steel Rod 9g ct9 
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Connection Tube 
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Clamp 
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Burette Clamp 
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T- 
Bakelite 
Support 
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S— 


Rubber Tubing | J & 
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Absorption 
‘Pi pette 


Clamp 


for) 
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Stopper 


J 
Rubber Tubing 


M 
Clip for |; 
Stopper 
DTee Tube 
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») Pinchcock 
Clamp 


L Rocking Pipette Stand 
-K Base 


Fie. 76.—Apparatus for the Determination of O2 in Commercial Ov. 
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D-7342 


LIST OF PARTS 
Number 
Part required Description 
SS 1. Pedestal stand 
Te Oe Shatt 
U 1 Nut 
VV 1. Key for pendulum 
W 1 ‘Collar 
x 1 Drip pan 
aye 2 Hand set screws 
Z 1 Aspirator bottle supporting pipe 
AA 1. Aspirator bottle holder 
BB 1 Pendulum 
CC 1. Pendulum guard 
2 


acrews and lock washers 


tH 
Lest 
w 


screws and lock washers 


shells. 


Fie. 76a—Assembly for Rocking 
Pipette Stand. 


D-3203 


D-3202 


VW. C-3284 Ole 
We © 


Gala (Diss x6 Lg.Rd.Hd 
Allegheny Metal Cap Screws 
3- Aisa osts @ 


C-7323 


2-Ys Dia. x 

1’Hex- Hd-Cap 

Screws and Lock 
Washer 


© 
> 


C-7343 
4%” diameter  1'’ hexagonal head cap 
¥4/diameter & %’’fillister head cap 
FF 4 %”X3}<'bolts complete with expansion 


| 
@ 


Pi Shon Be 
Bolts Complete 
with Expansion Shields 


OXYGEN 673 


the quantity of solution required for immediate use, being careful not to stir 
up the material that has settled to the bottom. Restopper the 5-gallon bottle 
with a rubber stopper and store it in a cool place. 

Distilled water is used as the burette liquid. 

Preparation of Apparatus for Test.—Prepare copper spirals by winding 
about two feet of clean No. 20 copper wire on a rod 14 inch in diameter. Fill 
pipette B with the spirals to within one inch of the opening for the stopper V. 
Insert the Bakelite support 7 through the hole in the center of the rubber stop- 
per V and place the stopper in the position shown in Fig. 76. Adjust the 
Bakelite support until the copper spirals reach to about 14 inch from the top 
of the pipette. 

Install the pipettes and the burette on the metal frame and make all con- 
nections as shown in Fig. 76. Grease the three-way stopcock on the burette A, 
applying the stopcock grease sparingly so as to avoid plugging the passages. 
Remove the rubber stopper G from the pipette C; close off the pipettes by means 
of the three-way stopcock on burette A. Fill the pipette C with ammonium 
chloride pipette solution. Replace stopper G and open the pipettes to the air 
by turning the stopcock on A. The pipette liquid should then stand above the 
constrictions in both pipettes. 

Connect the aspirator bottle / to the burette A by means of 42 inches of 
tubing J, and fill the bottle with 150 ml. of distilled water. Turn the burette 
stopcock so that the burette and the pipette are connected, and draw over into 
the burette any gas in the pipette by lowering the aspirator bottle. Turn the 
stopcock to open the burette to the air, and, by raising the aspirator bottle, 
force out this gas, at the same time filling the burette with water from the 
aspirator bottle until it flows from the short tube above the stopcock, which 
hereafter will be called the sampling connection. 

“‘Season”’ the pipette solution by transferring five samples of approximately 
100 ml. each of commercial oxygen from the burette to the pipette. Shake for 
three minutes and then draw the residual gases back into the burette as before. 
Open the burette to the air and by raising the aspirator bottle force the gas 
out of the burette until the water from the bottle flows out of the sampling 
connection: Close the stopcock and the apparatus is ready for accurate testing. 

Method of Test.—Purge the sampling hose and the source of supply by 
starting a flow of gas through the rubber hose connected to this source. Attach 
the rubber tubing to the sampling connection, open the stopcock quickly to 
permit the oxygen to flow into the burette only. Take a sample of slightly over 
100 ml. before closing the stopcock. Allow 15 seconds for the water to drain 
down the walls of the burette; then adjust the volume of the gas to exactly 100 
ml. by holding the aspirator bottle so that its liquid level is on a line with the 

_azero graduation of the burette, gradually opening the stopcock to the atmos- 
phere, discharging the excess gas until the meniscus of the liquid is also even 
with the zero mark. Close the stopcock immediately to prevent too much 
sample being discharged or air being drawn in. Turn the stopcock so as to 
connect the burette with the pipette and, by raising the aspirator bottle, pass 
the entire sample over into the absorption pipette. Be sure that the last 
bubble of gas has been forced into the pipette and that the liquid fills the entire 
capillary tube; then close the stopcock. 
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Set the apparatus in motion and allow it to shake for exactly three minutes. 
Stop the apparatus and immediately turn the stopcock to connect the burette 
and pipette; draw the remaining gas back into the burette by lowering the as- 
pirator bottle. Be sure that no bubbles of gas remain in the pipette or con- 
necting tube; also be careful to pass the least possible amount of pipette solution 
into the burette. Then close the stopcock. Allow fifteen seconds for drainage 
of liquid down the walls of the burette. Remove the aspirator bottle from its 
stand and hold it se that the liquid in it and in the burette is at exactly the same 
level and take the burette reading at the lower edge of the meniscus. This 
reading gives directly the volume of oxygen in ml. that was contained in the 
sample, and as the total sample taken was 100 ml. the reading indicates the 
percentage of oxygen in the gas. 

A fresh solution should be good for from 60 to 70 tests on commercial oxygen 
before it becomes spent. 

The solution need not be changed until brown solid matter is deposited on the 
glass of the absorption bottle. 

The precipitate deposited in the pipette serves as a warning, but the solution 
will still give correct results for a few additional tests. Change the burette 
water at the same time as the pipette solution. 

Precautions.—1. Be sure that the glass bottle used for storage of the pipette 
solution is tightly stoppered to prevent loss of ammonia. A rubber or ground- 
glass stopper should be used. Corks should never be used with ammonia. 

2. Be sure that the water used in the preparation of the solution is distilled 
water. 

3. Do not allow the solutions to come near the mouth, nose or eyes, as pain- 
ful injury may result. 

4. Be sure to keep the stopcock greased. Only a small amount of grease is 
necessary for this purpose, and care must be taken to remove any excess 
accumulating in the bore of the stopcock. This can be done with a broom straw 
or a pipe cleaner. 

5. Be sure that the copper coils are kept within 14 inch of the top of the 
pipette but that enough free space is allowed to eliminate the trapping of bub- 
bles in this zone. 

6. The upper part of the burette is graduated in one-tenth milliliters (0.1 
ml.), so that the reading may be made directly to this amount and it should 
always be estimated to one-half division, or the five one-hundredths of a milli- 
liter (0.05 ml.). Thus if the lower edge of the meniscus is halfway between the 
99.50 and the 99.60 marks, the reading is 99.55. 

7. Inspect the burette frequently for accumulations of dirt and grease, and, 
if these are noted, remove and clean the burette. In order to clean a burette 
the stopcock plug is first removed. The larger particles of grease can then be 
easily removed by means of a piece of soft copper wire bent at the end. This 
wire is admitted to the burette through the opening into the stopcock and is 
moved around until a lump of grease adheres to it. It is then removed, wiped 
off, and the process repeated. . After most of the grease has been removed, a 
grease film will generally remain on the glass. A small swab of absorbent cotton 
moistened with carbon tetrachloride and wound tightly around a piece of wire 
will remove this film. Failure to keep the top of the burette clean may result 
in errors as great as 0.1%. 
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AVAILABLE OXYGEN 


The determination of the available oxygen in a substance such as manganese 
dioxide is sometimes demanded on account of the use of an oxidizing agent in 
various processes, for example in the production of chlorine from hydrochloric 
acid. 

Two procedures are commonly employed: (A) A weighed amount of the 
dioxide is reduced by a measured amount of standard reducing agent and the 
excess of the reducing agent determined by titration with standard potassium 
permanganate, thus establishing the exact amount of reducing agent required 
by the dioxide. 

(B) Indirect method by the liberation of iodine from hydriodic acid by the 
peroxide (MnO., BaOs, PbO: etc.) and titrating the liberated iodine with 
standard thiosulfate. 


ProcepurRE A. Direcr Mreruop ror DETERMINATION OF AVAILABLE 
OXYGEN IN PEROXIDES 


Procedure.—The sample is dried to constant weight. If MnO» a tempera- 
ture of 120° C. is permissible. 

The theoretical reaction with MnO, and reducing agent FeSO, is as follows: 

Mn0O.+2FeS01+2H2S0.— MnSO4-+ Fe2(SO.4)3+2H.0. 

Hence 1 ml. of 0.1 N reducing agent is equivalent to 0.00435 g. MnOs.. 
On the basis of a pure oxide not more than 0.2 gram MnO, should be taken. 
The sample is placed in a 250 ml. Erlenmeyer flask, 50 ml. of water added and 
2-5 ml. of concentrated sulfuric acid. The solution is treated with 50 ml. of 
0.1 N FeSO, (or 0.3835 g. Na2C.O,) standard reagent, the solution heated to 
near boiling and the excess of FeSO, titrated immediately with standard 0.1 N 
KMn0O,. 

If the normalities of the FeSO, and KMnO, are not exactly equivalent, 
convert to a common basis by titration of say 10 ml. of FeSO, acidified with 
H.S0O, by KMnO,. From this ascertain the FeSO, required by the MnO». 

One gram mole of MnO, is equivalent to 32 g. O. 


Procepure B. InptreEct Metruop ror DETERMINING AVAILABLE 
OXYGEN IN A PEROXIDE 


Procedure.—The reaction with MnO, is shown in the following equation: 


MnO.+4HCl—MnCl.+2H2,0+Cl.° ft . 
2KI+Cl.—2KCl1+1.°. 


In a flask, B, Fig. 77, place 15-20 ml. of 
20% solution of potassium iodide. Insert in 
‘this receiver the side arm a second flask 
carrying a glass stopper. Place in this second 
flask about 0.2 gram carefully weighed, of 
the peroxide (MnO,). The receiving flask (B, 
see illustration) is cooled by means of ice 
water. Now add to flask (A) about 30 ml. of 
concentrated hydrochloric acid, quickly re- fyg. 77,—Apparatus for Avail- 
placing the glass stopper. Warm the acid able Oxygen. 


Cooling 
Mixture 
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gently, distilling the liberated chlorine into the receiving flask containing 
the KI. Raise the temperature gradually until the acid boils and continue 
the heating for about five minutes. Without removing the flame lower the 
flask (B). Discontinue heating and titrate the liberated iodine in B with 
standard 0.1 N thiosulfate reagent, using starch indicator. 

A blank should be run on the same volume of iodide used in the determina- 
tion above, diluting to 100 ml., adding 5 ml. HCl and titrating any liberated 
iodine with standard thiosulfate. This blank should be subtracted from the 
test above. 

Calculate the available oxygen. See Procedure A. 

A stream of nitrogen or CO, is used to transfer the chlorine to the KI 
solution. 


DETERMINATION OF DISSOLVED OXYGEN IN CYANIDE 
SOLUTIONS 3 


The method described is a modification of Schutzenberger’s whereby the solution in 
titrations and the standards are protected from the atmosphere by a layer of kerosene. Indigo- 
disulfonate ts the indicator and sodium hydrosulfite the standard. The method is rapid 
and delicate. It has been tried on a variety of mill solutions and mill men have found the 
method of value. 


The important part that dissolved oxygen plays in the cyanide treatment of 
gold and silver ores is commonly recognized by most metallurgists and mill men. 
But heretofore there has been no simple method on which the mill man could 
rely for determining the amount of oxygen in the various mill solutions. 

The method herein described was devised for the use of the mill man, the 
aim being to develop a simple, practical, accurate method. It is a modification 
of the Schutzenberger method and depends on the reducing action of a sodium 
hydrosulfite solution on a solution of indigo blue (indigotin-disulfonate). The 
method determines oxygen accurately to tenths of a milligram per liter of 
solution or one part of oxygen in 10,000,000 parts of solution on a 250-ml. 
solution sample, with a proportionately greater degree of accuracy on larger 
amounts of solution samples. 

Saturation of Oxygen in Solution.—The saturation of oxygen in solution is 
taken as that maximum quantity of oxygen which dissolves from free air, which 
is very much less than the quantity of oxygen that dissolves in pure water from 
an atmosphere of pure oxygen. The amount of oxygen that dissolves in water 
depends on the atmosphere from which it is derived and, except in the case of 
hydrogen, this solubility is well explained by Dalton’s law of partial pressures of 
gases. Salts dissolved in the water also affect the oxygen solubility but, under 
the usual concentrations found in practice, this is relatively unimportant. 
The oxygen content of air-saturated water is a function of the pressure and 
temperature; Winkler’s results are shown in Fig. 78. From this chart, the 
saturation point can be quickly determined for all localities and temperatures. 

Altitude-pressure and Standard Saturation Curves.—Chart A, Fig. 78, 
is used to determine barometric pressures at various altitudes; chart B is used 
to determine standard saturation values for various temperatures and pressures. 


’By A. J. Weinig, E.Met., Director of Experimental Plant, Colorado School of 
Mines, and Max W. Bowen, Golden, Colo. 
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In chart A, altitudes, in feet, are plotted on the horizontal axis and pressures, 
in millimeters, on the vertical axis. To find the pressure corresponding to a 
certain altitude, follow the elevation line downward to its intersection with the 
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Fig. 78.—Saturation Curves for Oxygen in Distilled Water. 


curve X then horizontally to the right and read the pressure. For example, if 
the elevation is 6000 ft., the 6000-ft. line is followed to its intersection O with 
the curve X then the corresponding pressure, 607 mm., is obtained from the 
right-hand side of the chart. 

In chart B, temperatures are plotted on the horizontal axis and the amount 
of oxygen, in milligrams per liter of distilled water, is plotted on the vertical 
axis; various pressure curves also are plotted, asshown. To find the saturation 
value for a certain temperature and pressure follow the temperature line up- 
wards until the point corresponding to a given pressure is reached, then follow 
horizontally across to the left-hand side of the chart and read off the amount, in 
milligrams, of oxygen per liter of solution. For example, to determine the 
amount of oxygen in a solution having a temperature of 59° F., at an elevation 

‘of 6000 ft. It has already been found that at an elevation of 6000 ft. the 
pressure is 607 mm. ; therefore the 607-mm. pressure curve must be used; that is, 
it is necessary to interpolate between the 600-mm. and the 650-mm. curves. 
The 59° F. line is followed to its intersection R with the 607-mm. curve, then 
from the left-hand side of the chart is read off 8 mg. of oxygen per liter. The 
same procedure is used for the various pressures, using the curve corresponding 
to the particular pressure. For any particular plant, a solubility curve for 
that elevation should be plotted. - 
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Oxygen-saturated Water or Solution.—The standard for comparison is air- 
saturated water or solution. This is best made by placing 1 liter of water or 
solution in a 2-liter Winchester bottle and violently blowing air through it. 
With distilled water or pure tap water, 20 to 30 minutes’ aeration will insure 
saturation; but with mill solution that contain hydrogen, saturation can only 
be attained by aerating at least for an hour. Solutions fresh from precipitation 
saturate with great difficulty; it may take several hours aeration to wash out 
the dissolved hydrogen before complete oxygen saturation can be attained. 
After this aeration is completed, the solution should remain for 44 hour or 
longer at a constant temperature to insure the complete elimination of finely 
disseminated undissolved air bubbles, which would otherwise interfere. When 
using water for this standardization, it is well to add a little lime before aeration 
so as to produce alkalinity similar to the conditions found with cyanide solutions. 
This alkalinity does not materially affect the solubility of oxygen but is de- 
sirable so that the following procedure may be as near like that of cyanide 
solution as possible. When convenient, it is desirable to use distilled water. 

Apparatus.—The apparatus required for this test are: Two Winchester 
acid bottles a, 6, Fig. 79, 214 liters capacity; one 250-ml. flask c, one 50-ml. 


Fic. 79.—Apparatus for Determining Oxygen in Solution. 


burette d with side connection; one common 50-ml. burette e; one clamp stand f 
to hold burettes in position ; one 400-ml. beaker with the 250-ml. point marked 
on it; one special glass stirring rod, shown in Fig. 80; glass or lead tubing 
(3/16 in.) for connections; rubber tubing for connections; one pinchcock g for 
bottom of rubber connection on burette that contains standard hydrosulfite 
solution ; one container for kerosene to be used in the procedure. 
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When setting up the apparatus, the relative position of the different parts 
shown in Fig. 79 must be closely followed. As there is a siphoning action 
from bottle a to bottle 6 and from bottle b to the burette d, the bottom of bottle 
a must be above the top of bottle 6 and also above the top of the burette d; 
also the bottom of the flask ¢ should be above top of the burette d, for con- 
venience. Bottle b contains the standard solution; as this standard deteriorates 
very rapidly, if exposed to the air, the bottle must be sealed air tight. This 
may be done in the following manner: Place a cork—not rubber—with two 
holes for the tubing in the neck of the bottle so that there is about 1 in. between 
the top of the cork and the top of the neck of the bottle, as shown in (a) Fig. 79. 
Place the tubing in the cork as shown, then pour melted shellac above the cork 
so as to fill the space completely. Care must be taken not to break the tubing 
or the neck of the bottle with the hot shellac; this danger may be avoided by 
having the glass perfectly dry and heating it before pouring in the hot shellac. 

The bottles are filled in the following manner: Remove the connection x and 
place a cork in the top of the burette d so that no solution can overflow. Place 
a bottle containing 21% liters of kerosene so that its bottom is above the top 
of bottle a and connect this bottle to the bottom of the burette d with a siphon. 
Open the pinchcock g and the stopcock 7 and allow kerosene to siphon into 
bottle 6 until it is filled. Replace the bottle which contained kerosene by a 
bottle containing the standard solution of hydrosulfite. This solution should 
always be covered with a layer of kerosene; siphon the standard solution into 
bottle b, the kerosene being forced from bottle 6 over into bottle a automatically. 
As soon as the standard hydrosulfite solution has reached to within 1 or 2 in. 
of the top of bottle 6, close both the pinchcock g and the stopcock j. After 
the flask c has been nearly filled with kerosene, place the connection x in top 
of the burette d and seal with dry shellac dissolved in alcohol. Open the stop- 
cock j, the pinchcock g being kept closed, and allow the standard solution to 
pass into the burette d until it just enters the flask c; then close the stopcock 7, 
open the pinchcock g, and allow the standard solution to drain out completely ; 
its action as a siphon will draw the kerosene over into the burette d. The 
standard solution is now drained off so as to eliminate any possibility of its 
being exposed to air and to give it a cover of kerosene in the burette d. Close 
the pinchcock g, open the stopcock j, and allow the burette d to fill to the zero 
mark. The layer of kerosene prevents the admission of air during this pro- 
cedure. Then the apparatus is ready for use. Fill the burette e¢ with the 
indigo disulfonate solution and place a test tube or glass cover over the top to 
prevent evaporation. 

Standard Solutions.—A very convenient amount of standard sodium hydro- 
sulfite solution is made up as follows. Fill a Winchester acid bottle, 214 liters 
capacity, with distilled water. Preferably it should be freshly distilled so as to 
- be as free from oxygen as possible but this is not essential. Dissolve 5 g. of 
sodium hydroxide in this bottle by gently revolving. When all the sodium 
hydroxide is dissolved, add 5 g. of sodium hydrosulfite to the solution and 
immediately place a layer of kerosene over the solution. When all the salts 
are dissolved, siphon into the bottle 6 for standard solution. The caustic 
soda preserves the hydrosulfite and enters into the reaction during titration. 

The indicator, indigotin disulfonate, is made up as follows: Place in a 
casserole 7 g. of indigotin and add 30 ml. of concentrated sulfuric acid. Place 
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over water bath and heat to 90° C. for 114 hours, or until all lumps disappear. 
Then dilute to 2 liters with distilled water. Neutralize the acidity by adding 
powdered limestone, small portions at a time and allowing it to stand for a few 
minutes between additions, until all action has ceased. Filter without washing, 
place in a corked bottle, and use as necessary in the procedure. It is con- 
venient to dilute this solution so that 1 ml. of the indicator is equivalent to 
0.25 mg. of oxygen per liter of solution. This will indicate 1 g. per liter when a 
solution sample of 250 ml. is taken for titration. 

Standardization of Solutions.—Into the clean, dry, graduated 400-ml. 
beaker place one drop of phenolphthalein indicator and cover with a 34-in. layer 
of kerosene. Care should be used to avoid entrapping air bubbles. The 
oxygen-saturated water is now siphoned into the beaker below the kerosene. 
The line of demarcation between the kerosene and the solution is very distinct 
by the red color produced with the indicator in the alkaline water; thereby a 
close measurement of the water can be attained. When 250 ml. of water 
have been measured out beneath the kerosene, the alkalinity is neutralized with 
dilute sulfuric acid from a burette, the tip of which extends below the surface 
of the solution; 1 ml. of the indigotin disulfonate solution is then run in beneath 
the kerosene. The solution is now titrated with the hydrosulfite solution. 
The tip of the burette must dip beneath the kerosene so that, by constant 
stirring with the special stirring rod (Fig. 80), any entry of air is avoided. 
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Fie. 80.—Stirrer. Fig. 81.—Sampling Device for Mill Solutions. 


In the titration the hydrosulfite first reacts with the dissolved oxygen; as the 
end point is reached the hydrosulfite decolorizes the indigo disulfonate and the 
end point is yellow or yellowish white. When this point is reached, the burette 
is read and noted and 5 ml. of indigo disulfonate solution is run in, all of the 
above precautions being taken; this is again followed by titration with the 
hydrosulfite. This operation gives the required relationships between the 
various solutions. 

Assume that the water showed a saturation of 8 mg. per liter for the particu- 
lar temperature and pressure, and that the titration gave 9 ml. hydrosulfite 
standard followed by 5.5 ml. more, after 5 ml. of the indigotin disulfonate 
standard was added. Then 5 ml. indigotin = 5.5 ml. hydrosulfite; and 1 ml. 
indigotin = 1.1 ml. hydrosulfite. Also, as 1 ml. of the indigotin was used at 
the start, we must correct the first hydrosulfite titration for the 1 ml. indigotin 
used, which is 1.1 ml. 
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The amount of hydrosulfite then consumed on the dissolved oxygen is, 
9.0 ml. — 1.1 ml. = 7.9 ml. Now, 7.9 ml. hydrosulfite = 8 mg. oxygen per 
liter, or 1 ml. hydrosulfite = 8.0+7.9=1.01 mg. oxygen per liter, when 250 ml. 
of the saturated water is titrated. Also, 1 ml. indigotin disulfonate standard is 


; LP auOL pe ehed 1 
equivalent to ores Piiegate 0.28 mg. oxygen. 


The indigo disulfonate does not deteriorate and may be kept in a well- 
stoppered bottle. When once standardized, it may be used to check the 
standard hydrosulfite solution instead of making up aerated water. In this 
case, sufficient water should be added to the indigo-disulfonate solution until 
1 ml. exactly equals 0.25 mg. oxygen. 

Titration of Mill Solutions——When once the hydrosulfite and indigotin- 
disulfonate solutions are standardized, the procedure with routine solution 
titrations is simple. The solution is siphoned over beneath the kerosene into 
the 400-ml. beaker until 250 ml. are obtained, the alkalinity is then neutralized 
with dilute sulfuric acid, 1 ml. or less of indigotin disulfonate is added as an 
indicator, and titration is completed with the hydrosulfite. Following this, 
the necessary correction is made for the indicator and the result is converted to 
milligrams of oxygen per liter of solution, or per cent saturation as may be 
desired. The kerosene may be used several times by pouring the contents of 
the beaker into a large bottle, after titration, then siphoning off the kerosene 


' for reuse after sufficient accumulation. 


Precautions.—After the aeration of the solution in the standardization 
process, sufficient time must be allowed for all entrapped air bubbles to escape 
before titration or the end-point will ‘‘ go back ” rapidly and erroneous results 
are obtained. 

When stirring the solution during titration, care must be taken not to intro- 
duce air into the solution. This stirring is done by revolving the special stirring 
rod between the thumb and fingers, holding it vertically. 

A cover of kerosene should always be kept over the solution. 

When mill solutions are used to standardize the hydrosulfite solution, care 
must be taken that they are thoroughly saturated as they saturate much more 
slowly than tap or distilled water. It sometimes requires more than an hour 
to saturate them completely. 

The end-point in clear solutions is a slight yellow; but if solutions contain 
certain salts, or are cloudy, the end-point color may be white or milky, or some- 
times gray. 

Ail connections through which the standard solution pass must be sealed 
air-tight. This is best done with shellac. 

When neutralizing the alkalinity of the solution for titration, care must be 
taken that it is just neutral to phenolphthalein. If it is too acid, the titration 
will be low; it it is too alkaline, the titration will be too high. 

Manipulation in the procedure must be as rapid as possible without sacri- 
ficing accuracy, for notwithstanding the cover of kerosene, there will be a slow 
absorption of oxygen through the kerosene. 

If the end-point is over run, back titration can be made with the standard 
indigo disulfonate; or, if more desirable, an excess of hydrosulfite solution may 
be run in and the excess titrated with indigo-disulfonate standard. 
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Sampling of Mill Solutions.—Reasonably clear mill solutions are best 
sampled by using a bottle, as shown in Fig. 81. This bottle forms part of a 
siphon, into which a sample may be safely transported to the laboratory. 
When sampling, the end of the tube that reaches to the bottom of the flask is 
connected through a pinchcock and tubing te the tank, launder, or other source 
of solutions to be tested. The tube that just reaches through the cork is also 
connected to rubber tubing and has a pinchcock. The connections are made 
as shown and the siphon-started by suction. After the bottle is filled with 
solution, the apparatus is allowed to run for a while to replace any contaminated 
solutions. The pinchcocks are then closed and the bottle may be transported 
to the place for titration. 

Pulps require settlement before the solutions can be removed for titrations. 
In this case, it is best to fill a Winchester bottle completely with pulp, close the 
bottle with its cork, and allow the whole to stand until the solution can be 
siphoned off. 

Examinations made of many operating plant solutions allow the following 
generalities: 


Per cent of 
maximum 
oxygen 

saturation 
General circulating plant, Solutions’ 5.7. ...62 2.0 .<. 2 2 ete 7 to 75 
Agitator solutions... 0.00... eitews ods sy nlre eho a ee 0 to 50 
Leaching-plant.effluenti: J4cifag < 4600s due a een a = ee 0 to 50 
Crowe vacuum operation removes as a rule, one-half of the oxygen 

contained in its feed. 

Precipitation plant barrens. . 52.42. 1 1: oqacse a: oe 0 
Concentrate treatment agitator solutions... .......... 0.000000 00e 0 


THE DETERMINATION OF OXYGEN IN ORGANIC 
COMPOUNDS #: ® 


Many methods for the determination of oxygen in organic compounds have 
been described.* In all these methods it is necessary to perform a separate 
experiment for the determination of oxygen. In the new method proposed 
the amount of oxygen consumed during the combustion of an organic compound 
gasometrically is determined and thus it is possible to analyze for carbon, hydro- 
gen and oxygen in one operation. 


4 This method was devised in examining the liquid product obtained in the course 
of the investigation on “the effect of electrical discharge on gaseous hydrocarbons,” 
listed as research project No. 8 of American Petroleum Institute Research. Financial 
assistance for this work has been received from a research fund of the American Petro- 
leum Institute, donated by the Universal Oil Products Co. This fund is being ad- 
ministered by the Institute with the co-operation of the Central Petroleum Committee 
of the National Research Council. 

5 George Glockler, American Petroleum Institute Research Associate, and L. D. 
nope, Professor of Chemistry, Univ. Southern California, J. Am. Chem. Soe., 50, 
828, 1928. 

§ Older work: “ Analyse, etc., org. Verbind.,’’ Hans Meyer, 3rd ed., Julius Springer, 
Berlin, p. 301, 1916; M. C. Boswell, J. Am. Chem. Soc., 35, 284, 1913; 36, 127, 1914; 
R. Strebinger, Z. anal. Chem., 58, 97, 1919; H. Ter Meulen, Rec. trav. chim., 41, 509, 
1922; 43, 899, 1924; Chem. Weekblad, 23, 348, 1926. 
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The modification of Wise’s 7 semi-micro combustion method is used, which 
has been developed by Dr. W. M. Lauer in the chemical laboratory of the 
University of Minnesota. 

Apparatus and Procedure.—The apparatus used is shown in Fig. 82. 
Oxygen is made from solid potassium permanganate and measured (N. T. P.) 
ina Ramsay burette. The combustion tube contains platinized asbestos only. 
The use of copper oxide is avoided at this time following a suggestion of Pro- 
fessor W. H. Hunter. It is possible that copper oxide wire reduced to copper 
during the combustion may not be reoxidized to the same extent as it had been 
originally. The sample is weighed on an ordinary analytical balance, as are 
the absorption tubes. 


Glass - Wool 


Fie. 82.—Apparatus for Determining Oxygen in Organic Compound. 


At the beginning of an analysis the apparatus is brought to atmospheric 
pressure by opening stopcock A. Sample and absorption tubes are, of course, 
in place. The mercury in vessel B is placed on the mark C and stopeeck D 
is closed. Room temperature and barometer are noted. Oxygen sufficient 
for the combustion is transferred to the vessel B so that all of it would take part 
in the flow through the combustion tube. The circulation is started by causing 
the Sprengel pump to operate. By a previous calibration the proper rate of 
dropping the mercury should be determined so as to produce the usual flow of 
oxygen through the combustion tube. Forty-five minutes for complete com- 
_bustion and fifteen minutes for further sweeping is allowed. 

At the end of the experiment the apparatus is brought into its initial condi- 
tion by removing the three pieces of triangular iron which comprised the furnace 
and all the hot asbestos shields and allowing room temperature to be attained. 
The remaining oxygen is now removed from vessel B, which is again filled with 
mercury to the mark C. Stopcock D was closed. The gas is thus transferred 
to the Ramsay burette, which is set to atmospheric pressure and stopcock E 


Gives TAni Chem: S6e.,39, 2055, 1917. 
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is closed. The oxygen remaining in the burette is measured and the absorption 
tubes are removed and weighed. An analysis can be carried out in two hours. 

Blank experiments are run which showed some consumption of oxygen and 
gain of weight in the potassium hydroxide and pentoxide absorption tubes. 
However, oxygen thus treated and run through a second blank shows a negligible 
decrease in volume and the gains in the absorption tubes are also negligible. 
In further work we expect to pretreat the oxygen as it comes from the generator, 
thus avoiding the necessity of making blank experiments. 

A very important feature of the apparatus is that the system is closed 
and any gases due to cracking or incomplete combustion (such as methane and 
carbon monoxide) are carried back through the hot combustion tube several 
times in the period allowed for the combustion. Thus the method tends to 
insure complete combustion. 

Semi-Micro Determination.—Catalytic hydrogenation may be applied to 
the direct determination of oxygen in organic substances. Detailed references 
are given in the chapter on Carbon. The oxygen is weighed in the form of 
water. 


DETERMINATION OF OXYGEN IN STEEL 


The properties of steel are affected by the presence of oxygen so that its 
determination is being recognized as an essential one in the analysis of this 
product. It occurs in steel as occluded oxygen and as combined oxygen, i.e. 


a p30 ‘Silica Tube with 
Roll of Pt.auze or 
\ Ss - Asbestos 


Hydrogen KOH Hz504 
Generator Stick oe Cone: 


Combustion Furnace, and 
Hinge Type Glass Wool 


Fig. 83.—Apparatus for Determining Oxygen in Steel. 


oxides of iron, aluminum, manganese, silicon, titanium, etc. The following 
method determines the occluded oxygen and the oxygen combined with iron, 
but does not determine that combined with manganese, aluminum and silicon, 
as these oxides are not reduced by hydrogen. 

The method depends upon the combination of hydrogen with the oxygen 
of iron when the latter is heated in a current of hydrogen; the water formed 
is absorbed and weighed and the oxygen calculated. 

The apparatus shown in Fig. 83 gives full details. It is shown that hydro- 
gen generated by the action of HCl on zinc is purified by passing through the 
wash bottles B, C, D, containing KOH and H.SQ,, oxygen in the gas is removed 
by passing through a preheated tube containing platinum gauze or palladium- 
ized asbestos, the water formed being absorbed in the P,O; in G. The pure 
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hydrogen now combines with the oxygen of the sample and the water formed is 
absorbed in P,O; in the tube J. 

Procedure. Preliminary—The apparatus is connected up as shown in 
Fig. 83 and hydrogen gas passed through for 5 to 10 minutes. The P.O; tube 
is now weighed as in regular test (see notes), the tube being disconnected fromK, 
which is used as a guard to prevent moisture being absorbed by an accidental 
back suction of air. 

The sample of 20 to 30 grams of the steel borings are placed in a nickel boat 
(4" x %” <6”) and this inserted quickly through the opening at “a” into 
the combustion tube, the current of hydrogen flowing through the tube. The 
absorption tube J and its guard are connected up and the heat turned on. (All 
connections should be air tight.) The temperature of bright-red heat (850° C.) 
is desired. The hydrogen is passed at a rate of about 100 ml. per minute, the 
rate having been previously established by the speed of bubbles in D. After 
30 minutes the heat is turned off, the top of the hinged furnace lifted, and the 
tube raised and allowed to cool, hydrogen gas still passing. A blast of air 
assists the cooling. 

The cocks ‘c” and “d” of J are turned off in the order named, the exit 
end of the guard K closed and the two connected placed in the balance for 
about 10 minutes. The exit end of the guard is now opened, the cock “d” 
quickly opened and shut, thus obtaining atmospheric pressure in the tube J 
without intake of air. The guard is now disconnected and J is weighed. The 
increase of weight due to absorbed water is multiplied by 0.889 to obtain the 
weight of occluded oxygen and the oxygen combined with iron. 


Nores.—The tube J is weighed before and after the test filled with hydrogen under 
atmospheric pressure and at the same temperature, so that it is not necessary to aspirate 
air through the tube as is sometimes recommended. The preliminary run for obtaining 
the initial weight should be conducted under conditions the same as in the final test, 
the tubes J and K being closed, transferred to the balance and J finally weighed as 
stated at the end of the procedure, so that the conditions will be the same in regard to 
the inclosed hydrogen or the tube. 

The P.O; tubes are charged by packing alternate layers of P.O; and glass wool, 
beginning and ending with the latter, otherwise the powder will pack and prevent the 
passage of gas. 

The drilling of the samples should be done slowly to prevent heating, the drills 
being free of grease or oil. The samples should be taken from several sections of the 
ingot, whose surface has been cleaned by a cutting tool or by emery. 

The apparatus should be tested for leaks as described in the notes in the chapter 
on Hydrogen. 


DETERMINATION OF FREE OXYGEN IN GAS 


, 1. By Phosphorus.—One hundred_ml. of gas are measured out as with the 
Orsat apparatus, the burette being allowed to drain two minutes. The rubber 
connectors upon the burette and pipette are filled with water, the capillary tube 
inserted, as far as it will go, by a twisting motion, into the connector upon the 
burette, thus filling the capillary with water; the free end of the capillary is 
inserted into the pipette connector, the latter pinched so as to form a channel 
for the water contained in it to escape, and the capillary twisted and forced 
down to the pinchcock. There should be as little free space as possible between 
the capillaries and the pinchcock. Before using a pipette, its connector (and 
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rubber bag) should be carefully examined for leaks, especially in the former, 
and if any found the faulty piece replaced. 

The pinchcock on the burette and pipette are now opened, the gas forced 
over into the phosphorus, and the pinchcock on the pipette closed; action 1m- 
mediately ensues, shown by the white fumes; after allowing it to stand fifteen 


Fig. 84.—Hempel’s Apparatus for Determining Oxygen. 


minutes the residue is drawn back into the burette, the latter allowed to drain 
and the reading taken. The absorption goes on best at 20° C., not at all below 
15° C.; it is very much retarded by small amounts of ethane and ammonia. 
It cannot be used to absorb commercial oxygen. No cognizance need be taken 
of the fog of oxides of phosphorus. 

2. By Pyrogallate of Potassium.*—One hundred ml. of gas ° are measured 
out as before, the carbon dioxide absorbed with potassium hydrate and the 
oxygen with potassium pyrogallate, as with Orsat apparatus; before setting 
aside the pyrogallate pipette, the number of cubic centimeters of oxygen ab- 
sorbed should be noted upon the slate s on the stand. This must never be 
omitted with any pipette save possibly that for potassium hydroxide, as failure 


8 See Anderson’s work, J. Ind. Eng. Chem., 7, 587, 1915. 

9 A. H. Gill finds after an experience of more than twenty-five years in the laboratory 
with hundreds of students, that sodium pyrogallate can be used with practically the 
same results as the potassium compound. The absorption is complete, as shown by 
subsequent treatment with cuprous chloride. 
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to do this may result in the ruin of an important analysis. The reason for the 
omission in this case is found in the large absorption capacity—four to five 
liters of carbon dioxide—of the reagent. 


Fig. 85.—Explosion Pipette. 


3. By Explosion with Hydrogen.—Forty-three ml. of gas and 57 ml. of 
hydrogen are measured out, passed into the small explosion pipette, the capil- 
lary of the pipette filled with water, the pinchcocks and glass stopcock all 
closed, a heavy glass or fine wire gauze screen placed between the pipette and 
the operator, the spark passed between the spark wires, and the contraction 
in volume noted. The screen should never be omitted, as serious accidents may 
occur thereby. The oxygen is represented by one-third of the contraction. 
For very accurate work the sum of the combustible gases should be but one- 
sixth that of the non-combustible gases, otherwise some nitrogen will burn 
and high results will be obtained; !° that is (H+0O) : (N+H) :: 1:6. 


DETERMINATION OF TRACES OF OXYGEN IN GASES 


The apparatus designed by J. G. Dely is shown in the accompanying draw- 
ing. The procedure is of special value in the determination of traces of oxygen 
in the nitrogen-hydrogen gases used in the synthetic catalytic fixation of nitro- 
gen by the Haber or Claud processes or their modifications. 
The method depends upon the blue color produced by the action of oxygen 
on colorless ammoniacal cuprous chloride, and matching with a standard. 
Details of the apparatus are shown in Fig. 86. The globe A is filled with 
pure copper drillings. The cylinder G contains fine granulated copper. Cupric 


10 This is shown in the work of Gill and Hunt, J. Am. Chem. Soc., 17, 987, 1895. 
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chloride is reduced in A and mixed with the necessary amount of ammonium 
hydroxide. Complete reduction is effected by slowly flowing the desired por- 
tion of the solution through G into H. Solution in J acts as a seal preventing 
contamination of air. 


Fra. 86.—Apparatus for Traces of Oxygen in Gases. 


Gas in measured quantity is allowed to flow through the solution in H 
until a blue color develops that matches the intensity of color in the standard 
solution in ZL. The standard has been prepared by passing a known quantity 
of oxygen through colorless ammoniacal cuprous chloride, under conditions 
closely matching those of the tested gas. 


PHOSPHORUS * 


llow 1.831, 
P, at.wt. 31.02; sp.gr (Yq™ Be 3 7.p. 590° ¢ C. , a a oles 


P.O;, PO,, P.O;; acids, H;PO,, H;PO;, H;3PO,, HPO;, H.P.O; 


Phosphorus occurs combined as phosphate widely distributed in nature in 
basic igneous rocks and especially rocks high in lime and iron. It occurs in 
bones, plant and animal tissues and is essential to all living matter. The 
following minerals are of special interest: apatite (asparagus stone, phosphate 
rock) (CaF)Ca,(PO,)s or (CaCl)Ca4(PO.)3; wavellite, Alg(OH).(PO.)-9H20; 
vivianite (blue iron earth) Fe3(PO.)2-8H.2O; monazite, essentially (Ce, La, 
Di) PO.. 


DETECTION 


Element.—Phosphorus is recognized by its glowing (phosphorescence) in 
the air. The element is quickly oxidized to P.O;; if the yellow modification is 
slightly warm (34° C.) the oxidation takes place with such energy that the 
substance bursts into flame. The red form is more stable. It ignites at 
260° C. 

Boiled with KOH or NaOH it forms phosphine, PH3, which in presence of 
accompanying impurities is inflammable in the air. 

Phosphorus oxidized to P,O; may be detected with ammonium molybdate, 
a yellow compound (NH,)3;PO,-12Mo00;-3H,0, being formed. 

Acids.—Hypophosphorous Acid, H;PO:2, heated with copper sulfate to 
55° C. gives a reddish-black compound, Cu2H», which breaks down at 100° to 
H and Cu. Permanganates are reduced immediately by hypophosphorous 
acid. No precipitates are formed with barium, strontium or calcium solutions. 
Zine in presence of sulfuric acid reduces hypophosphorous acid’to phosphine, 
PHs3. 

Phosphorous Acid, H;PO3.—Copper sulfate is reduced to metallic copper 
and hydrogen is evolved, no Cu2H: being formed as in case of hypophosphorous 

1 The element was first obtained from urine in 1674 by the alchemist Brand in his 
search for the philosopher’s stone. His discovery was confirmed by Boyle in 1680. In 
1771 Scheele obtained the element from burnt bones. The element was formerly used 
_ inthe manufacture of matches, a practice discontinued on account of serious poisoning by 
the yellow modification. Red phosphorus now forms the coating on the box of the safety 


match. Combined phosphorus, in form of phosphates of calcium, is valuable as a 
fertilizer. 
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acid. Permanganates are reduced slowly. Added to solutions of barium, 
strontium or calcium white phosphites of these elements are precipitated. 
Alkali phosphites are soluble in water, while hypophosphites are not readily 
soluble. 

Orthophosphoric Acid, H;PO,.—Ammonium phosphomolybdate precipi- 
tates yellow ammonium phosphomolybdate from slightly nitric acid solutions. 
The precipitate is soluble in ammonium hydroxide. 

Metaphosphoric Acid, HPO;.—Converted by nitric acid in hot solutions 
to the ortho form. Metaphosphoric acid is not precipitated by ammonium 
molybdate. 

Pyrophosphoric Acid, H,P,O;.—Converted to orthophosphoric acid in hot 
solutions by nitric acid. No precipitate is formed with ammonium molybdate. 


CompaRIsSON oF OrtHo, Mera AND PyropHosPHORIC AcIDS 


Reacent PeneEhowuoHe Metankosohowy Fyre ag pons 
Ammonium molybdate.............| Yellow ppt. | No ppt. No ppt. 
JA UMN: Vamp ete ee ree Coagulated | Not coagulated 
Zine sulfate, cold, in excess.......... — No ppt. White ppt. 
Silver nitrate in neutral solution...... Yellow ppt., | White ppt., | White ppt., 
Ag;PO. AgPO; AgsP207 
Maenesimysalts- 7c ts wae White ppt. No ppt. No ppt. 


Phosphorous acids are distinguished from phosphoric acids by the phos- 
phine formed with the former when acted upon with zine. 

Acid phosphates are distinguished from normal phosphates as follows: 
Neutral silver nitrate added to an acid phosphate liberates free nitric acid 
(Litmus test), the following reaction taking place: 


38AgNO3;+Na2,HPO, => Ag3;PO4+2NaNO3;+HNOs3. 


The solution resulting when silver nitrate is added to normal phosphate 
solution is neutral. 


38AgNO3+Nas3PO,4 = AgsPO4+3NaNOs3. 


ESTIMATION 


The determination of the pentoxide of phosphorus is required in a large 
number of substances, since it 1s widely distributed in the form of phosphates. 
The chemist is especially concerned in the determination of phosphoric 
acid (P2O;), in the evaluation of materials used for the manufacture of the 
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acid: bone ash and phosphate rock (see table below). Generally, determina- 
tions of lime, iron and alumina are also desired and frequently a more complete 
analysis. In the analysis of phosphoric acid certain impurities occurring in 
the crude material used are determined, e.g., iron, lime, magnesia, sulfuric, 
hydrochloric and hydrofluoric acids, ete. Phosphoric acid is determined in 
the evaluation of phosphate fertilizers, phosphates used in medicine, phosphate 
baking powders, etc. 

The element is determined in iron, steel, phosphor bronzes, and other alloys. 


TypicaL ANALYSES ” 


Substance Bee Gr coils | ohecetorte | smoschats” | phosphates’ | plcaghate 
Phosphoric oxide. . 39.55 2017 33.38 35.12 35.47 37.68 
Sulfur trioxide. ... 3.30 0.57 
Carbon dioxide.... 4.43 — 4.96 4.10 7.40 
Pent ee eee 52.46 44.03 47.16 51.33 Ss 51.04 
Magnesia......... 1.02 0.37 trace 
Aline hice bs oc aa 1.44 0.89 +Fe 20.17 Fe,0s;, 
Ferric oxide...... 0.17 0.43 2.59 1.02 8.85 Al.Oz 
Fluorine, etc... ... -— 2.38 4.01 a — F. ete. 
Alkaline salts... .. 0.87 — 0.42 =6.88 
Silica—sand, ete... 0.51 5.60 Serial 2.02 9.70 4.29 


A portion of the phosphate during the analysis may be carried down with 
the insoluble silica residue, especially in presence of tin, titanium, thorium and 
zirconium, some of which will volatilize with the Sif, during the heating with 
HF-H.SO,. It is advisable to provide for the determination of phosphorus 
in the initial material. The phosphate remaining in solution will precipitate 
with the aluminum precipitate when the solution is made alkaline with NH,OH, 
phosphates of iron, aluminum, titanium, calcium, etc., being insoluble in 
NH.OH. 

Decomposition of the material is generally effected by action of nitric acid. 
In metallurgical products in which phosphides are present the same precau- 
tions of oxidation are necessary as in case of sulfur determinations where a 
loss of H.S is avoided, since with a phosphide a loss would result by volatiliza- 
tion of phosphine. Fusions with KHSO, at high temperature should be 
avoided. Transposition of phosphates to the water soluble sodium salt takes 
place by fusing the material with Na»CO3. 

Preliminary Remarks.—Practically all procedures for the determination of 
phosphorus depend upon its oxidation to orthophosphorie acid and its pre- 
cipitation by ammonium molybdate from a nitric acid solution as ammonium 

-phosphomolybdate. It may now be determined either gravimetrically or 
volumetrically. Two procedures are of importance in the gravimetric deter- 
mination of phosphorus; the first depends upon the direct weighing of the 
yellow phosphomolybdate, dried at 110° C.; the second, on the conversion of 
the yellow precipitate to the magnesium salt and its ignition to pyrophosphate. 
Two volumetric procedures, which are of special value in the determination of 
small amounts of phosphorus as in case of phosphorus in iron and steel, are 


* Thorpe, “Dictionary of Applied Chemistry,’ Longmans, Green & Co. 
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to be recommended for their rapidity and accuracy. One of these is to dissolve 
the ammonium phosphomolybdate in a known amount of standard caustic, 
titrate the excess of alkali with standard acid, which indicates the alkali re- 
quired to neutralize the molybdic acid in the yellow precipitate. From this 
the amount of phosphorus present may be calculated. A second procedure of 
equal accuracy and rapidity is to dissolve the molybdate in ammonia, add an 
excess of sulfuric acid, pass the warm solution through a column of zine and 
titrate the reduced molybdic acid with standard potassium permanganate, 
the amount of permanganate required being a measure of the phosphorus 
present. 

The impurities interfering in the procedures are silica and arsenic acid. 
The first may be eliminated by dehydration of the silicic acid in the solution 
and its removal as insoluble SiO» by filtration. Arsenic in small quantities 
does not interfere under certain conditions; in large quantities its removal is 
imperative. 


PREPARATION AND SOLUTION OF THE SAMPLE 


Amount of the Sample Required.—For accurate results it is advisable to 
take a fairly large sample, 5 to 10 grams, and when it has been dissolved, to 
dilute to a definite volume, 500 or 1000 ml. Aliquots of this solution are taken 
for analysis. 

Iron Ores, Phosphate Rock and Minerals.—Five to 10 grams of the pul- 
verized material placed in a 3-in. porcelain dish are digested for an hour with 
nitric acid, the dish being covered by a clock-glass and placed on a steam bath. 
The acid is now diluted with half its volume of water and the solution filtered 
into a porcelain dish of sufficient capacity to hold the filtrate and washings. 
The residue is washed with dilute nitric acid (1 : 1) until free of visible iron dis- 
coloration. The filtrate and washings are evaporated rapidly on a hot plate 
to small volume and then to dryness over the steam bath. Meanwhile the 
insoluble residue and filter are ignited in a 20-ml. platinum crucible over a 
Méker burner or in a muffle furnace and the residue fused with ten times its 
weight of sodium carbonate. The fusion is removed by inserting a platinum 
wire into the molten mass, allowing to cool and then gently heating until the 
mass loosens from the crucible, when it may be removed on the wire. The 
cooled mass on the wire and that remaining in the crucible are dissolved in 
dilute nitric acid, and the filtered solution added to the main solution. The 
combined solutions are evaporated to dryness, and heated gently to dehydrate 
the silica. The residue is taken up with a few ml. of nitric acid, the solution 
diluted, filtered and the SiO. washed with dilute nitric acid solution. The 
combined filtrates are made up to 500 or 1000 ml. Aliquots of this solution 
are taken for analysis. 

Iron and Steel.—Five to 10 grams of the drillings or filings are dissolved in 
an Erlenmeyer flask with 50 to 100 ml. of dilute nitric acid (1 : 1), more acid 
being added if necessary. When dissolved, a strong solution of KMn0Q, is 
added until a pink color appears; on boiling brown manganese dioxide forms 
in the solution if a sufficient amount of permanganate has been added. This 
is dissolved by adding 2% sodium sulfite solution in just sufficient quantity to 
dissolve the precipitate. The solution is diluted to a convenient volume for 
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analysis. Where a number of determinations are to be made, it is advisable 
to weigh the amount of sample desired for the determination and to precipitate 
the ammonium phosphomolybdate in the flask in which the drillings have 
been dissolved. 

Ferro-Silicon, Iron Phosphide and Acid Insoluble Alloy Steels.—Decom- 
position is best accomplished by fusing 1-2 grams with 10-15 grams of a 
mixture of sodium carbonate and magnesium oxide (2:1). (A blank should 
be run on the reagents and allowance made for any phosphorus present.) 
The fusion is dissolved in HCl, HNO; added and then the solution evaporated 
to dryness and the SiO, filtered off. The SiO» is treated with HF and a few 
drops of H,SO, in a platinum dish and taken to fumes. ‘The residue is fused 
with Na,COz, and the fusion dissolved in HNO; and the solution added to the 
main filtrate containing the iron and phosphate, etc. This filtrate is concen- 
trated to near dryness, 10 ml. nitric acid added and the evaporation repeated. 
This concentrate is diluted to about 25 ml. and phosphorus precipitated with 
ammonium molybdate solution as usual. 

Ferro-Titanium, Metallic Titanium.—The fusion, obtained as directed for 
ferro-silicon, is extracted with water to dissolve out the sodium phosphate. 
The residue is fused with sodium carbonate and again extracted with water. 
The water extracts of the two fusions is examined for phosphorus. The 
extracts are made acid with nitric acid, the solution evaporated to near dry- 
ness, nitric acid added and the concentrated solution treated as directed for 
steel. Iron, in this case, has been removed with titanium. 

Materials Containing Tungsten.—The alloy is dissolved in dilute HNO; 
and evaporated to dryness, HNO; is now added and the solution again evap- 
orated to dryness, the residue is taken up with HNO; and again evaporated. 
This residue is extracted with dilute HNO; and washed with acid ammonium 
nitrate. Iron and phosphorus are in solution, Si and W remain insoluble. 

Ores Containing Titanium.—Titanium may be recognized by the red color 
produced by hydrogen peroxide, H.O», added to the sulfuric acid extract; also 
by the reduction test with zinc, which causes a play of colors, the solution 
becoming colorless by the reduction of iron, then, in presence of titanium, pink, 
purple and finally blue. (Vanadium gives similar tests.) Solutions containing 
titanium frequently appear milky when the solution is diluted before filtering 
off the insoluble residue. Since titanium forms an insoluble compound with 
phosphoric acid and iron oxide the final residue, obtained by the method of 
solution for ores, phosphate rock and minerals, should be moistened with 
sulfuric acid and the silica expelled with hydrofluoric acid. The solution is 
evaporated to dryness and to SO; fumes, the residue fused with sodium car- 
bonate and taken up with boiling water. TiO. remains insoluble, while P.O; 
passes into the filtrate. 4a 

: Determination of Phosphorus in Organic Matter.—Decompose the organic 
matter with nitric acid in a sealed tube according to the method of Carius, 
chapter on Chlorine, and determine the phosphoric acid formed. The Kjehl- 
dahl digestion may also be used to decompose organic matter. (Selenium is 
used as catalyst.) 

Soluble Phosphates, Phosphate Baking Powder, etc.—A water extract 
is generally sufficient to get the material in solution. In case iron, alumina, 
lime and magnesia salts are present, as may occur in baking powders, an ex- 
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traction with dilute 3% nitric acid is necessary. It is advisable to dissolve a 
5- to 10-gram sample and take an aliquot part of the solution made up to a 
definite volume. Before precipitating with ammonium phosphomolybdate, 
5 grams of ammonium nitrate should be added for each gram of the sample 
taken for analysis. 


GRAVIMETRIC METHODS FOR DETERMINATION OF 
PHOSPHORUS 


A. DIRECT WEIGHING OF THE AMMONIUM 
PHOSPHOMOLYBDATE 


Precipitation of ammonium phosphomolybdate 1s common to all subsequent 
methods for determination of phosphorus. 


Reaction.— 


H3;PO4+ 12(NH,) »>Mo0,+21HNO; 
= (NHa,) 3PO4 12Mo003 +21INHsNO3+ 12H,0. 


Amount of Sample Required for Analysis—In volumetric procedures the 
amount of sample should be such that the phosphorus content will be between 
0.005 and 0.0005 gram phosphorus. In gravimetric procedure twice this 
amount is desirable. 

Ammonium Molybdate Reagent.—See page 697, and the chapter on 
Reagents. 

Precipitation.—The free acid of the solution is nearly neutralized by addition 
of ammonium hydroxide. In analysis of phosphate rock or materials com- 
paratively low in iron, it is advisable to add ammonium hydroxide in quantity 
sufficient to cause a slight permanent precipitate followed by just sufficient 
HNO; to dissolve the precipitate. In iron and steel analysis ammonium hy- 
droxide is added until the precipitated iron hydroxide dissolves with difficulty 
and the solution becomes a deep amber color or cherry red. In analysis of 
soluble phosphates, litmus paper dropped into the solution indicates the neutral 
point. Nvttric acid is added to the neutral or slightly acid solution, 5 ml. of 
acid for every 100 ml. of solution. A volume of 150 to 200 ml. of solution 
is the proper dilution for samples taken in amounts above recommended. Tc 
the warm solution (not over 45° C.) ammonium molybdate is added, 60 ml. of 
the reagent being required for every 0.1 gram of P.O; present.* The solution 
is stirred, or shaken, if in a flask, until a cloudy precipitate of ammonium 
phosphomolybdate appears. It is then allowed to settle without further heat- 

3 Ten-twenty-five fold excess is generally necessary. One hundred fold may be 


necessary. HCl, HF, H2SO, retard precipitation. Organic matter, V, Ti and Zr shoulc 
not be present. 
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ing for an hour. The filtrate should be tested with additional ammonium 
molybdate for phosphorus. The yellow precipitate is filtered and washed 
with 1% HNO; solution followed by a 1% solution of KNOs3, or NH4NOs; or 
(NH,).SO, as the special case requires. Filtration through asbestos in a 
Gooch crucible is to be reeommended. When a large number of determinations 
are to be made, as in case of iron and steel, filter paper is more convenient. 


A. Direct WEIGHING oF THE AMMONIUM PHOSPHOMOLYBDATE 


The sample being dissolved and the ammonium phosphomolybdate precipi- 
tated according to directions already given above, the supernatant solution is 
filtered through a weighed Gooch crucible and washed twice by decantation 
with dilute nitric acid (1%), the precipitate washed into the Gooch, followed 
by two washings with 1% KNOs; or NH,4NO; (neutral solutions) and finally 
with water. The precipitate, free from contaminating impurities, is dried for 
two hours in an oven at 110° C., then cooled in a desiccator and weighed. 
Weight of precipitate X0.0165=P, or 0.03783 = P.O;. 


B. DETERMINATION OF PHOSPHORUS AS MAGNESIUM 
PYROPHOSPHATE 


Magnesia Mixture.—For precipitation of ammonium magnesium phosphate, 110 
rams of magnesium chloride (MgCl.-6H,.O) are dissolved in a small amount of water. 
o this are added 280 grams of ammonium chloride and 700 ml. of ammonia (sp.gr. 

0.90); the solution is now diluted to 2000 ml. with distilled water. The solution is 
allowed to stand several hours and then filtered into a large bottle with glass stopper. 
Ten ml. of the solution should be used for every 0.1 gram P.O; present in the sample 
analyzed. As the reagent becomes old it will be necessary to filter off the silica that it 
gradually accumulates from the reagent bottle. See method for reagent as prepared by 
McCandless and Burton under Notes. 


Procedure.—The ammonium phosphomolybdate, obtained as previously 
directed, is filtered onto a filter paper and washed four or five times with dilute 
1% HNO;. The precipitate is now dissolved from the filter by a fine stream 
of hot ammonium hydroxide (1:1), catching the solution in the beaker in 
which the precipitation was made. The solution and washings should be not 
over 100 to 150 ml. Hydrochloric acid is added to the cooled solution to 
neutralize the excess of ammonia, the yellow precipitate, that forms during 
the neutralization, dissolving with difficulty, when sufficient acid has been 
added. To the cooled solution cold magnesia mixture is added drop by drop 
(2 drops per second) with constant stirring. Ten ml. of the reagent will pre- 
cipitate 0.1 gram P.O;. When the solution becomes cloudy the stirring is dis- 
continued and the precipitate allowed to settle ten minutes. Ammonium 
hydroxide is added until the solution contains about one-fourth its original 
volume of conc. ammonia (e.g. 25 ml. NH,OH, 90 to 100 ml. of solution). 
The solution is stirred during the addition and then allowed to settle for at 
least two hours. It is filtered through filter paper and the precipitate washed 
with dilute ammonium hydroxide (1:4). It is generally advisable to re- 
dissolve the compound and again precipitate the magnesium ammonium 
phosphate. The precipitate is then placed in a porcelain crucible, a few drops 
of saturated solution of ammonium nitrate added and the precipitate heated 
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over a low flame till decomposed (or until the paper chars). The lumps ot 
residue are broken up with a platinum rod and again ignited over a Scimaticc 
or Méker burner, the heat being gradually increased to 1100° C. If the heating 
is properly conducted, the resultant ash will be white or light gray, otherwise 
it will be dark. The addition of solid ammonium nitrate aids the oxidation 
in obstinate cases, but there is danger of slight mechanical loss.4. The crucible 
is cooled in a desiccator and the residue weighed as magnesium pyrophosphate 


Mg2P.0; x< 0.2786 = P and Mg.P.0, 0.6379 = POs. 


DIRECT PRECIPITATION OF MAGNESIUM AMMONIUM 
PHOSPHATE 


In the absence of heavy metals whose phosphates are insoluble in an ammo- 
niacal solution, the magnesia mixture may be added directly to the slightly 
acid solution containing the phosphate, and then make ammoniacal by adding 
NH,0OH without previous precipitation of ammonium. phosphomolybdate. 
The magnesium ammonium phosphate is washed and ignited according tc 
directions given above, and weighed as magnesium pyrophosphate. Consult 
the chapter on Magnesium. 


Norres.—J. M. McCandless and J. I. Burton, J. Ind. Eng. Chem., 19, 406, 1927 
recommend the following method of preparing the magnesia mixture: 

Dissolve 22 grams of recently ignited calcined magnesia in dilute hydrochloric acid 
avoiding an excess of the acid. Add a little calcined magnesia in excess and boil a few 
minutes to precipitate iron, alumina, and phosphoric acid. Filter into a 2-liter flask 
Add hydrochloric acid dropwise, using methyl orange as indicator, until the solutior 
just reacts acid, then add 1 ml. of 1 : 1 hydrochloric acid. Add 280 grams of ammonium 
chloride, make to mark, and filter into the stock bottle. From this solution any smal! 
quantity of magnesia mixture may be quickly and easily made, If 100 ml. are desired. 
take 50 ml. of the stock solution, add to it 13 ml. of ammonia (sp.gr. 0.90) and make up tc 
100 ml. Filter just before using. Fifteen ml. of this solution are ample for each deci 
gram of P2Os. 


Other Methods.—The precipitation of phosphomolybdie acid from 
approximately 2N H.SO, solution by a saturated solution of nitratopent- 
ammine cobaltic nitrate gives a compound of high molecular weight, 
[Co(NH3)sNO3 ]H3PMo204, suitable for the estimation of amounts of phos- 
phorus ranging from 0.6-16 mg. in the presence of 50-100 mg. of ferric ion o1 
calcium ion. Procedure. Add 6 ml. of 6N H.SO, to the phosphate solution, 
and evaporate to 6-8 ml. (or to fumes of SO; if HCl, HNO; or H2F,» are pres- 
ent), add 1 ml. of sodium molybdate (0.2 g. MoO; per ml.) per each mg. of F 
expected to be present, and enough saturated cobalt reagent (8.5 g. per liter) 
to color the liquid pink, then 3-5 ml. in excess. Stir and heat at 90° for & 
minutes. If necessary evaporate to 18-20 ml. Cool to room temperature, 
filter through a weighed filter crucible, wash free of H.SO, with 0.8 N HNO; 
wash once with a little water, then with 3 five ml. portions of alcohol and finally 


4W. M. McNabb (J. Am. Chem. Soc., 49, 891, 1927, has shown that loss of P,O 
occurs if ignition of MgNH,PO, is carried on with free HNOs, but no loss in presence o: 
free NH,OH. Therefore moistening the residue with HNO; should not be done, as is 
sometimes recommended. 
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with two 5 ml. portions of ether. Let stand 30 min. in a vacuum desiccator, 
and weigh. Wt. ppt. X0.01515=wt. P or X0.03468=wt. P.O; found.® 


VOLUMETRIC METHODS FOR THE DETERMINATION OF 
PHOSPHORUS 


These volumetric procedures are especially applicable for determining small 
amounts of phosphorus such as are present in steel and in alloys. 


C. ALKALIMETRIC METHOD 


The method is based on the acid character of ammonium phosphomolyb- 
date, the following reaction taking place with an alkali hydroxide: 


(NH,) 3PO4 . 12Mo00;+23N20H 
= NaNH,HPO,+ (NH4)2Mo04+11Na2Mo04+ 11H.0. 


From the reaction 46 molecules of sodium hydroxide are equivalent to 
one molecule of P.O;, hence 1 ml. of N/10 solution of sodium hydroxide neu- 
tralizes the yellow precipitate containing an equivalent of .000309 gram of 
P.0;. (N equivalent of P =31.02 +23 =1.35.) 

Solutions Required. Nitric Acid for Dissolving.— Mix 1000 ml. of HNOs, 
sp.gr. 1.42, and 1200 ml. of distilled water. 

Nitric Acid for Washing.— Mix 20 ml. of HNOs, sp.gr. 1.42, and 1000 ml. 
of distilled water. 

Ammonium Molybdate.—Solution No. 1. Place in a beaker 100 g. of 85% 
molybdiec acid, mix it thoroughly with 240 ml. of distilled water, add 140 ml. 
of NH,OH, sp.gr. 0.90, filter and add 60 ml. of HNOs, sp.gr. 1.42. 

Solution No. 2. Mix 400 ml. of HNOs, sp.gr. 1.42, and 960 ml. of distilled 
water. 

When the solutions are cold, add solution No. 1 to solution No. 2, stirring 
constantly; then add 0.01 gram of ammonium phosphate dissolved in 10 ml. 
of distilled water and let stand at least 24 hours before using. 

Potassium Nitrate, 1%.—Dissolve 10 g. of KNO; in 1000 ml. of distilled 
water. 

Phenolphthalein Indicator.—Dissolve 0.2 g. of phenolphthalein in 50 ml. of 
95% ethyl alcohol and 50 ml. of distilled water. 

Standard Sodium Hydroxide.—Dissolve 6.5 g. of purified NaOH in 1000 
ml. of distilled water, add a slight excess of 1% solution of barium hydroxide, 
let stand for 24 hours, decant the liquid, and standardize it against a steel of 


5 Furman and State, Ind. Eng. Chem., Anal. Ed., 8, 420 (1936). 
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known phosphorus content as determined by the molybdate-magnesia method, 
so that 1 ml. will be equivalent to 0.01% of phosphorus on the basis of a 2-g. 
sample (see notes). A 0.1 N or N/10 solution contains 4 g. NaOH (100%) 
per 1000 ml. 

Protect the solution from carbon dioxide with a soda-lime tube. 

Ferric Chioride.—Dissolve 100 g. of ferric chloride (phosphorus free) in 
100 ml. of distilled water. 

Standard Nitric Acid.—Mix 10 ml. of HNOs, sp.gr. 1.42, and 1000 ml. of 
distilled water. Titrate the solution against standardized NaOH, using 
phenolphthalein as indicator, and make it equivalent to the NaOH by adding 
distilled water. 0.1 N or N/10 solution contains 6.3 g. HNOs; per 1000 ml. 

Determination of Phosphorus in Ores and Minerals.—See page 692. 

Determination of Phosphorus in Iron and Steel.—See Vol. II. 


DETERMINATION OF PHOSPHORUS IN COPPER ALLOYS 


In a 400-ml. casserole dissolve 1 g. of copper alloy metal in 10 ml. of HNOs, 
sp.gr. 1.42. Add 20 ml. of HCl, sp.gr. 1.20, and evaporate to dryness. Mois- 
ten with HCl, evaporate to dryness again, and bake to dull redness. Moisten 
with HCl again (add 3 ml. of ferric chloride solution unless iron is already 
present) and dilute to about 200 ml. with distilled water. Add NH,OH, 
sp.gr. 0.90, until the basic salts of copper have dissolved and the solution has 
become a deep blue. Boil, allow to settle, and filter on a loosely woven filter 
paper. Wash with dilute ammonia and with hot water. Dissolve the pre- 
cipitate on the filter with hot dilute HCl, dilute the solution to about 200 ml., 
add NH,OH, sp.gr. 0.90, until the precipitate which forms at first dissolves 
rather slowly, and saturate with H.S gas. Filter off and reject the precipitate. 
Boil the filtrate to expel H.S, and add HNOs, sp.gr. 1.42, until the iron is 
oxidized. Add NH,OH, sp.gr. 0.90, until the solution is alkaline. Boil and 
filter on a loosely woven filter paper. Wash with dilute ammonia and with 
hot water. Dissolve the precipitate on the filter with HNO; (sp.gr. 1.42), 
receiving the solution in a 350-ml. Erlenmeyer flask. Add NH,OH, sp.gr. 
0.90, until the iron is entirely precipitated, and then add HNOs, sp.gr. 1.42, 
cautiously until. the solution just becomes clear. Bring the solution to a 
temperature of about 60° C., and add 40 ml. of ammonium molybdate at 
room temperature. Allow to stand for one minute, shake or agitate for 3 
minutes, and filter on a 9-cm. paper. Wash the precipitate three times with 
the 2% HNO; solution to free it from iron, and continue the washing with the 
1% KNO; solution until the precipitate and flask are free from acid. 

Transfer the paper and precipitate to a solution flask, add 20 ml. of distilled 
water, 5 drops of phenolphthalein solution as indicator, and an excess of 
standard NaOH solution. Insert a rubber stopper and shake vigorously 
until solution of the precipitate is complete. Wash off the stopper with 
distilled water and determine the excess of NaOH solution by titrating with 
standard HNO; solution. Each milliliter of standard NaOH solution rep- 
resents 0.01% of phosphorus. 

Accuracy.—Duplicate determinations should check within 0.01% of phos- 
phorus. 
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Norrs.—The ammonium molybdate solution should be kept in a cool place and 
should always be filtered before using. 

All distilled water used in titrations should be freed from carbon dioxide by boiling 
or otherwise. 


METHOD FOR STEEL 


Procedure. Preparation of the Sample.—Consult pages 692 and 693. 
After oxidation of the sample by adding a strong solution of KMnO, and 
boiling, and dissolving the precipitated MnO, by reduction with sodium 
sulfite, the greater part of the free acid is neutralized by addition of ammonia. 
The solution will appear a deep cherry red color. No iron precipitate should 
be present. Ammonium phosphomolybdate is now precipitated by addition 
of ammonium molybdate according to the procedure -outlined on page 694. 
This is filtered into a Gooch crucible containing asbestos, and washed once 
or twice with water containing 1% nitric acid, and then several times with a 
1% neutral solution of potassium nitrate until the washings are free of acid, 
as indicated by testing with litmus paper. The asbestos mat containing the 
precipitate is transferred to a No. 4 beaker, 100 ml. of CO» free water added, 
followed by about 20 ml. of N/10 NaOH measured from a burette. The 
crucible is rinsed out with 5 to 10 ml. of N/10 NaOH, the exact amount being 
noted and then with water, adding the rinsings to the main solution. Phenol- 
phthalein indicator is added, and the excess of caustic titrated with N/10 
HNO;.6 The total NaOH added minus the acid titration equals the ml. of 
the caustic required to react with the yellow precipitate. 

One ml. of 0.1 N or N/10 NaOH =0.000135 gram of P. 

The exact factor should be determined as directed under Reagents. 

(6) Method for Ores.—See page 692. 


D. ZINC REDUCTION AND TITRATION WITH POTASSIUM 
PERMANGANATE 


Permanganate. Ferric-Alum Method.—This method is based on the 
assumption that ammonium phosphomolybdate (NH4)3-12MoO3;-POsu, is re- 
duced, in acid solution, by zinc, the molybdic acid, MoOs;, forming the lower 
oxide Mo.03, in which form it reacts with ferric iron in the receiving flask, 
reducing a corresponding equivalent of ferric salt to ferrous condition, being 
itself oxidized to MoO3. When the ferric solution is not placed in the receiving 
flask, a slight oxidation takes place, the oxide Mo2,O3; apparently being formed. 

Special Apparatus Required. Jones’ Reductor.—Details of the reductor 
are given under the determination of iron by the permanganate method, also 
under the Volumetric Determination of Molybdenum. 

Solutions Required. Dilute Ammonia.—Mix 100 ml. of NH,OH, sp.gr. 
0.90, and 900 ml. of distilled water. 

Dilute Hydrochloric Acid.—Mix 500 ml. of HCl, sp.gr. 1.20, and 500 ml. of 
distilled water. 

Dilute Sulfuric Acid for. Dissolving—Mix 200 ml. of H2SO,, sp.gr. 1.84, 
and 800 ml. of distilled water. 


5 Tf a large quantity of yellow precipitate is present, five minutes should be allowed 
for the alkali to react. before titrating the excess with standard acid. 
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Dilute Sulfuric Acid for Reductor.—Mix 500 ml. of H2SOu,, sp.gr. 1.84, and 
500 ml. of distilled water. ; 

Ammonium Molybdate.—Solution No. 1. Place in a beaker 100 g. of 
85% molybdic acid, mix it thoroughly with 240 ml. of distilled water, add 
140 ml. of NH,OH, sp.gr. 0.90, filter and add to 60 ml. of HNOs, sp.gr. 1.42. 

Solution No. 2. Mix 400 ml. of HNOs, sp.gr. 1.42, and 960 ml. of distilled 
water. 

When the solutions are cold, add solution No. 1 to solution No. 2, stirring 
constantly, then add 0.1 g. of ammonium phosphate dissolved in 10 ml. of 
distilled water, and let stand at least 24 hours before using. 

Acid Ammonium Sulfate.—Mix 25 ml. of H2SOu, sp.gr. 1.84, and 1000 ml. 
of distilled water, and then add 15 ml. of NH,OH, sp.gr. 0.90. 

Ferric Alum.—Dissolve 200 g. of ferric ammonium sulfate crystals in 
1950 ml. of distilled water. Add 50 ml. of H.SOu,, sp.gr. 1.84, and 80 ml. of 
phosphoric acid, 85%. 

Potassium Permanganate.—Dissolve from 3.0 to 3.2 g. of KMnO, in 
1000 ml. of distilled water. Allow the solution to stand for about one week, 
and then filter it through an asbestos filter. Standardize by using about 
0.200 g. portions of pure sodium oxalate—29.85 ml. of 0.1 N solution. See 
Chapter on Reagents. 

Standard for Phosphorus in Steel.—The exact value of the permanganate 
solution may be accurately and rapidly determined in terms of phosphorus by 
standardizing against a sample of standard steel containing a known amount 
of phosphorus, the ultimate standard being steel drillings furnished by the 
Bureau of Standards. The drillings are dissolved in nitric acid, oxidized with 
KMn0O,, the excess of the reagent being destroyed by sulfite solution. Am- 
monia is added until the solution becomes a deep amber color. The phosphorus 
is precipitated as ammonium phosphomolybdate. The following procedure is 
the same as is given in the volumetric method following: The permanganate 
titration of the reduced molybdic acid divided into the amount of phosphorus 
known to be present in the solution will give the value of the permanganate 
in terms of phosphorus. 


Wt. of P in sample 


inl” KMnO, required | 7 OUNt Ol Fy per eee 


Method.—In a 400-ml. casserole dissolve 1 g. of the metal in 10 ml. of 
HNOs, sp.gr. 1.42. Add 20 ml, of HCl, sp.gr. 1.20, and evaporate to dryness. 
Moisten with HCl, evaporate to dryness again, and bake to dull redness. 
Moisten with HCl again, and dilute to about 200 ml. with distilled water and 
filter if cloudy. To the solution add NH,OH, sp.gr. 0.90, until the iron is 
entirely precipitated, and then add HNOs, sp.gr. 1.42, cautiously until the 
solution just becomes clear, the solution having an amber color. Bring the 
solution to a temperature of about 80°C., and add 40 ml. of ammonium 
molybdate at room temperature. Allow to stand for one minute, shake o1 
agitate for 3 minutes, filter on a 9-cm. paper, and wash very thoroughly (about 
25 times) with acid ammonium sulfate. Dissolve the precipitate on the paper 
using 50 ml. of dilute ammonia. Add 10 ml. of H.SO,, sp.gr. 1.84, and im- 
mediately pass the solution through a Jones reductor, which has the reductor 
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tube prolonged and reaching nearly to the bottom of the flask, dipping into 50 
ml. of ferric-alum solution.’ Wash through the reductor with 150 ml. of 
distilled water, and follow with an additional 100 ml. of distilled water. Titrate 
with standard KMnO,. 

By this method the molybdenum in passing through the reductor is reduced 
entirely to the form Mo,Q3;, and is oxidized by the ferric alum to the form 
MoO;, an equivalent amount of iron being reduced to the ferrous condition. 
As the yellow precipitate contains one atom of phosphorus to each twelve 
molecules of MoOs, and as three atoms of oxygen oxidize two of molybdenum, 
eighteen oxygens or thirty-six irons are equivalent to one phosphorus. There- 
fore, the iron value of the permanganate multiplied by the factor P/36XFe 
(or 0.01540) gives the value of the permanganate in terms of phosphorus. 

Accuracy.—Duplicate determinations should check within 0.005% of 
phosphorus. 


Norrs.—The ammonium molybdate solution should be kept in a cool place and 
should always be filtered before using. 

A blank determination should be made on corresponding amounts of acid and water, 
passing through the reductor into the usual amount of ferric-alum solution in the flask. 

A small quantity of liquid should always be left in the reductor funnel, and air 
should never be allowed to enter the reductor. 


Calculation. Casr 1.—If ferric sulfate is in the receiver (6Mo020;+18 O 
=12Mo0O; in the molecule containing 1P), 18 O are equivalent to 36H, hence 
N/10 P according to this reaction equals at.wt. P divided by (861000) =P 
for 1 ml. of N/10 KMn0O,=.0000862 g. P. 

Cass 2.—No ferric salt in receiver. Mo20O#+35 O=24Mo003;+2P:(35 O 
=70H). Dividing by 2 we get at.wt. P divided by (851000) =P for 1 ml. 
of N/10 KMnO,=.0000887. 


Nores.—In case the alkalimetric method is chosen, it will be necessary to wash the 
precipitate free of acid by washing with neutral ammonium nitrate. (Washing with 
pure water is prohibited owing to the solubility of the precipitate.) A litmus paper 
test of the filtrate coming from the funnel is the usual practice of ascertaining whether 
this washing is complete. Sufficient time should be allowed for the standard alkali to 
react with the precipitate before addition of standard acid in the titration of the excess 
alkali, otherwise the results will be low; this is specially true if much “yellow precipitate”’ 
is present. If the permanganate method has been chosen, washing the precipitate with 
ammonium sulfate is the general practice, as the presence of nitrate salts in the precipitate 
would cause error in this reduction method. 

As ammonium molybdate is apt to deteriorate after standing for several weeks, it is 

advisable to test the reagent before use. A fresh solution should be made up every ten 
or fifteen days. 

In precipitating phosphorus it must be remembered that overheating the solution 
will cause the precipitation of molybdic oxide; should this be suspected, the magnesium 
phosphate method will correct results. 

Special Steels and Alloys.—Steels containing titanium, tungsten, vanadium, etc., 
require a special treatment in preparing these for analysis, in the determination of 
phosphorus. Directions are given for these on the following page, 702. 

Ferro-Silicon, Iron Phosphide and Acid-Insoluble Alloy Steels——Decomposition is 
best accomplished by fusing 1-2 grams with 10-15 grams of a mixture of sodium car- 
bonate te magnesium oxide (2:1). (A blank should be run on the reagents and 
allowance made for any phosphorus present.) The fusion is dissolved in hydrochloric 
acid, then taken to dryness and the SiO, filtered off. The SiOz is treated with HF 
and a few drops of H.SO, in a platinum dish and taken to fumes. The residue is fused 


, an is not required to heat the solution for reduction as is sometimes stated in text 
ooks, 
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with Na.COs;, and the fusion dissolved in HCl and the solution added to the mai 
filtrate containing the iron and phosphate, etc. This filtrate is concentrated to nea 
dryness, 10 ml. nitric acid added, and the evaporation repeated. This concentrat 
is diluted to about 25 ml. and phosphorus precipitated with ammonium molybdat 
solution as usual. 

Ferro-Titanium, Metallic Titanium.—The fusion, obtained as directed for ferro 
silicon, is extracted with water to dissolve out the sodium phosphate. The residue i 
fused with sodium carbonate and again extracted with water. The water extracts o 
the two fusions are examined for phosphorus. The extracts are made acid with nitri 
acid, the solution evaporated to near dryness, nitric acid added and the concentrate 
solution treated as directed for steel. Iron, in this case, has been removed with titanium 


Preparation of Cast Iron and Alloy Steels for the Determination of Phos: 
phorus. Cast Jron.—One gram or more of the sample is dissolved in 50 ml. o 
dilute nitric acid, the solution evaporated to dryness and baked at 200° C. fo 
an hour, 15 ml. of hydrochloric acid (sp.gr. 1.2) are added and the solution agai 
evaporated to dryness. Fifteen ml. hydrochloric acid are added to the residue 
20-30 ml. of water, and the silica is filtered off and washed with water. Th 
filtrate is evaporated to pasty consistency, 15 ml. of nitric acid are added an« 
the solution evaporated to near dryness, this treatment. is repeated and th 
residue then taken up with 15 ml. of water. Phosphorus is now precipitate: 
according to the directions for phosphorus in the steel solution. 

Iron Containing Titanium.—The material is treated as in case of cast iron 
Any residue remaining from the nitric acid evaporation is treated with H1] 
and H.SO, as in case of cast iron. (Use platinum dish.) The residue re 
maining from the HF treatment is taken up with a little HCl and filtered. Th 
filtrate being added to the main solution containing iron and phosphorus 
The solution is heated to boiling and an ammonium acid sulfite solution i 
added, dropwise (2 ml. of NH,OH saturated with SO. and 10 ml. NH,OH) 
A precipitate will form, which dissolves. In case it does not, on stirring 
the solution is cleared by adding a few drops of HCl, and the addition of sulfit 
continued. When all but 1-2 ml. of the reagent is added, the solution i 
heated. Ammonium hydroxide is now added drop by drop to the hot solutio1 
until a slight greenish precipitate is formed in the solution, which remain 
undissolved on stirring. Now the remaining 1-2 ml. of the sulfite is added 
If a precipitate forms (titanium hydroxide) which does not redissolve on stirring 
HCl is added drop by drop until the solution clears. The odor of SO» shoul 
be evident. If not, more sulfite should be added and the solution again cleared 
Five ml. HCl are added, CO» passed through the solution, which is heated t 
boiling to expel excess of SOs, the iron remaining in the reduced form. Suffi 
cient ferric chloride is now added to combine with all the phosphorus and : 
slight excess. 

The solution is cooled under tap water and ammonium hydroxide addec 
drop by drop until green ferrous iron precipitate redissolves, and then a white 
precipitate of titanium hydroxide and ferric phosphate remains and an addi 
tional drop causes a distinct reddish tint and the appearance of a green pre 
cipitate with one more. If the red color does not appear, the green precipitat 
is dissolved with a few drops of HCl and additional ferric chloride solution i: 
added. The addition of ammonia is now repeated. A reddish color of exces: 
of ferric hydroxide should be evident. 


are Traces of P in residue are recovered by treating with HF and H,SO, and expelling 
Wo. 
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A few drops of acetic acid (sp.gr. 1.04) are added to dissolve the green precip- 
itate, the red remaining undissolved, and 1 ml. excess. The solution is diluted 
to about 450 ml. with hot water, boiled 1 minute, then rapidly filtered, and 
washed once or twice with hot water. The filtrate passes through clear, but 
will become cloudy upon oxidation of iron. 

The residue is dried, separated from the filter, the latter burned and its 
ash added to the main residue, This is mixed with 5 grams of sodium carbonate 
and about 0.2 g. potassium nitrate and fused in a platinum crucible for half 
an hour. The fusion is extracted with water and the solution filtered. The 
filtrate contains all the phosphorus as sodium phosphate. 

The filtrate is acidified with nitric acid and evaporated to near dryness, 
then taken up with a few ml. of water and to a volume of 25 ml. is added the 
ammonium molybdate solution according to the procedure for iron and steel. 
The procedure from this stage is the same as for steel. 

Vanadium Steels.—In presence of vanadium the ammonium phospho- 
molybdate will be contaminated with vanadium, so that its presence requires 
a special treatment. If less than 2.5% is present, the regular procedure for 
steel is followed with the exception that just before adding the ammonium 
molybdate, 5-10 ml. nitric acid are added. 

If more than 2.5% of vanadium is present, the following procedure is 
recommended by C. M. Johnson (J. Ind. Eng. Chem., 11, 113, 1919): 1 gram of 
steel is treated in a covered 250-ml. porcelain dish with a mixture of 30 ml. 
concentrated hydrochloric acid and 30 ml. concentrated nitric acid, and the 
solution is heated for an hour. The cover is rinsed off into the main solution, 
100 ml. of strong nitric acid is added and the solution evaporated to dryness 
and baked for 5 minutes at 200°C. The oxides are dissolved in 35 ml. of 
concentrated hydrochloric acid and the solution evaporated to about 10 ml. 
Ten ml. of nitric acid are added and the covered solution heated for a few 
minutes. The solution is filtered through asbestos, on a small wad of glass 
wool ina funnel. The vanadium oxide residue is washed 15 times with small 
portions of a solution containing 200 ml. concentrated nitric acid, 100 ml. water 
and 20 grams of ferric nitrate (free from phosphorus). The filtrate is con- 
centratedto 10 ml. Ifa precipitate forms V2O,, it is filtered off and the washing 
repeated, the filtrate is again evaporated and filtered if necessary. If no pre- 
cipitation occurs in the filtrate upon concentration, 40 ml. of nitric acid are 
added and the phosphorus precipitated with ammonium molybdate ® as usual. 


Norr.—Vanadium may also be precipitated by concentration to about 20 ml., 
neutralizing the greater part of the acid and adding ammonium chloride solid to satura- 
tion. The precipitate is washed with a saturated solution of NH4Cl 


ANALYSIS OF TRI-SODIUM PHOSPHATE 


1. SAMPLING 


Each sample shall consist of at least two pounds of material taken in the 
following manner: Employ a sampler that removes a core from the container 


§ Johnson recommends ammonium molybdate that contains 55 grams of ammonium 
molybdate, 50 grams of ammonium nitrate, 40 ml. ammonium hydroxide, and 700 ml. 
water. After heating for half an hour, the solution is diluted to 1000 ml. ' The solution 
is allowed to settle for 24 hours and is filtered. It is slightly ammoniacal. 

” By courtesy of the American Cyanamid Company. 
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from top to bottom. Take cores of each barrel or bag comprising the ship- 
ment, and place each sample in the container provided for that purpose. The 
container should be kept closed except during the introduction of the sample. 
Thoroughly mix the portions, and reduce by quartering to about two pounds 
and place in an air-tight container. ; 


2. Cotor AND CrysTAL Form 


Examine the sample for color and crystal form by comparison with the 
““ Master Batch.” 


3. MoIsTurE 


Heat twenty grams of the crystals for one hour at 105°C. Cool in a 
dessicator and weigh. Grind this dried sample rapidly in a mortar. Ignite 
three grams of the powder at a dull red heat. Cool, weigh and calculate the 
total water content of the material. Subtract from this value the theoretical 
amount of moisture calculated as the 12H.O salt, equivalent to the sodium 
phosphate content as determined in paragraph 5, and report the amount of 
free moisture. 


4. ScREEN SIzE 


Set up the following screens with a top and bottom section: 10, 20, and 
100 mesh (U. S. Standard Specifications for Sieves). Place fifty grams of 
material on the 10 mesh screen, and then place the nest of screens in the Ro- 
Tap machine and agitate for fifteen minutes. Brush the quantity left on each 
screen carefully upon a balanced watch-glass and weigh. Report the results 
in per cent through each screen. 


5. Torau Sopium PHOSPHATE 


A. Reagents.—Prepare the reagents as directed on p. 697. 

B. Determination.— Weigh a two-gram sample into a 200-ml. volumetric 
flask, and add 50 ml. of water. Boil the solution gently for thirty minutes. 
Cool to room temperature and make up to the mark with water. Filter the 
solution through a dry paper discarding the first 15 ml. Draw off a portion 
of the filtered solution by means of a pipette which has been standardized to 
deliver one-eighth of the contents of the flask and run it into a 400-ml. tall 
form beaker containing 25 ml. of water. Add 25 ml. of concentrated ammo- 
nium hydroxide and then just acidify by careful addition of concentrated nitric 
acid. The end-point may be determined by the use of litmus paper which 
must then be washed off and removed from the solution. The temperature 
of the solution should now be about 55° C. (heat of neutralization). Place 
the beaker in a water bath regulated at 55°C. Add 85 ml. of the molybdate 
solution drop by drop from a burette, stirring the solution continuously with 
a mechanical device if available. The addition of the molybdate solution shall 
be at such a rate as to require five minutes for its completion. Stir the solu- 
tion by hand occasionally for another five minutes and then allow to stand 
in the bath for five minutes longer to settle the precipitate. Filter the pre- 
cipitates by suction on a previously dried and weighed Gooch crucible. Decant 
the clear liquor first and stir up the precipitate with 25 ml. of 1% nitric acid 
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and then wash it completely into the crucible. Wash the precipitate by filling 
the Gooch five times with the 1% nitric acid. Finally fill the Gooch with 
_ distilled water and suck the precipitate as dry as possible. Heat the crucible 
in an oven at 115° C. for two hours. Weigh the “ yellow precipitate ”’ and 
convert it to P2O; by multiplying the factor 0.03784. Calculate the percent- 
age of total phosphoric acid, P:O;, on the “ original ”’ moisture basis. 


6. INSOLUBLE MATERIAL 


Dissolve fifty grams of the material in 300 ml. of hot water and filter off 
the insoluble matter on a weighed Gooch crucible. Wash the residue thor- 
oughly with hot water and save the filtrate for the determination of sulfate, 
chloride, and total alkalinity. Dry the crucible in an oven at 105° C. and 
weigh. Calculate the per cent of insoluble. 


7. Toran ALKALINITY 


Add sufficient water to the filtrate saved from the determination of in- 
soluble, to make the volume exactly 500 ml. Titrate 25 ml. of this solution 
with one-half normal (0.5 N) hydrochloric acid, using methyl orange as the 
indicator. Calculate the per cent Na.O from the number of milliliters of 
hydrochloric acid used. 


8. Torau Sopium SULFATE 


Add a 100-ml. portion of the solution prepared for the determination of 
Total Alkalinity to 100 ml. of water containing 5 ml. of concentrated hydro- 
chlorie acid and determine the sulfate content by precipitation with barium 
chloride. Calculate the per cent of Na,SO, from the weight of barium sulfate 
obtained. 


9. Totat SopiIuM CHLORIDE 


A. Reagents.—1. Standard Silver Nitrate Solution.—Dissolve seventeen 
grams of silver nitrate in water, filter and dilute the filtrate to one liter. 

2. Standard Ammonium Thiocyanate Solution.—Dissolve seven and six- 
tenths grams of ammonium thiocyanate in approximately 100 ml. of water, 
filter, and dilute to one liter. 

3. Ferric Ammonium Sulfate Solution—Saturate 100 ml. of distilled water 
with ferric ammonium sulfate, at room temperature (20° C.). Filter, and 
add just enough nitric acid to remove the turbidity and change the color from 
red to pale yellow. 

4. Potassium Chromate Solution.—Prepare a saturated solution of the 
C. P. salt in distilled water. . 

B. Standardization of Reagents.—1. Standard Silver Nitrate Solution.— 
Weigh accurately two-tenths of a gram of pure sodium chloride, previously dried 
at 105° C. for one hour, and dissolve it in 50 ml. of distilled water. Add two 
drops of potassium chromate indicator and titrate with the silver nitrate 
solution to the appearance of a brown coloration. Calculate the amount of 
silver nitrate equivalent to the sodium chloride and then calculate the nor- 
mality of the standard solution. 
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2. Standard Ammonium Thiocyanate Solution—Measure accurately fro 
a burette, 35 ml. of the standard silver nitrate solution, add 2 ml. of conce 
trated nitric acid, and dilute to 150 ml. with distilled water. Titrate with tl 
ammonium thiocyanate solution, using | ml. of the ferric ammonium sulfa 
indicator. Calculate the volume of the ammonium thiocyanate solution equi 
alent to 1 ml. of the standard silver nitrate solution. 

C. Determination.—Remove a 200 ml. portion of the solution prepared f 
the determination of sulfate and acidulate it with nitric acid, adding 2 ml. 
excess. Add 15 ml. of the standard silver nitrate solution. Filter and wa 
the precipitate. Titrate the excess silver nitrate with the standard ammoniu 
thiocyanate solution using the ferric ammonium sulfate indicator, and calcula 
the per cent of NaCl in the sample. 


DETERMINATION OF PHOSPHORUS IN PRESENCE OF 
VANADIUM # 


The exact determination of phosphorus in the presence of large amounts 
vanadium is an exceedingly difficult matter. The Zirconium Method, whi 
is accurate and simple, is reeommended for general use. 


1. Zincontum MeEtHop 


Nore.—This method may be used most satisfactorily for the determination 
phosphorus in lead molybdate, wulfenite ores. 


One gram, or if the phosphorus content of the ore is less than 0.10%, ty 
grams, of the 100-mesh ore is treated with 50 ml. of hydrochloric acid (sp.s 
1.19) in a 600 ml. beaker provided with a clock-glass cover and the contents 
the beaker are heated at a temperature of about 60° C. When the reacti 
appears to be complete, the volume of the liquid is reduced by evaporation 
approximately 30 ml., fifty milligrams of zirconium in the form of zirconiu 
chloride and 5 ml. of hydrobromic acid (sp.gr. 1.38) are added and the solutic 
is evaporated to dryness and baked to decompose chlorides. The evaporati: 
with hydrobromic acid results in the volatilization of any arsenic. 

Sixty ml. of hydrochloric acid (1:1) are added and the beaker and i 
contents are heated until the residue has largely dissolved when the liquid 
boiled down to a volume of about 25 ml. Five hundred ml. of boiling water a1 
a considerable amount of ashless paper pulp are added and the solution 
digested for about one-half an hour at a temperature of approximately 60° | 
The solution is then filtered hot and the precipitate, which will contain all 
the phosphorus (in the form of zirconium phosphate), together with silica, et: 
is filtered on an 11 cm. paper and washed thoroughly with hot 0.5% hydrochlo1 
acid to remove lead, vanadium, iron, copper, zinc, etc., the filtrate and washin 
being discarded. 

The precipitate of zirconium phosphate, silica, etc., is ignited in a porcela 
erucible at a dull red heat (no higher) until the carbon of the filter paper has be 
destroyed, transferred to a large platinum crucible and treated with appro: 
mately 2 ml. of nitric acid (sp.gr. 1.42) and 5 ml. of hydrofluoric acid (48% 
The solution is slowly evaporated nearly to dryness. If much quartz is preser 
it will be necessary to repeat the treatment with nitric and hydrofluoric aci 
in order to effect its complete removal. One ml. of sulfuric acid (1:1) is th 


11 Method of the LElectro-Metallurgical Company. By courtesy of T. 
Cunningham, 
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added and the evaporation is continued until fumes of sulfur trioxide are no 
longer evolved. ‘The residue should not be ignited. 

The precipitate of zirconium phosphate (from which the silica has been 
separated as described in the preceding paragraph) is fused with from five to 
ten grams of sodium carbonate and the fused mass is extracted with hot water. 
When the melt has disintegrated the crucible is removed from the solution and 
rinsed with a jet of water. The liquid is boiled for several minutes with the 
occasional addition of a small amount of sodium peroxide. The contents of the 
beaker are then filtered on a 9-cm. paper and the residue of sodium zirconate is 
washed thoroughly with a hot 2% solution of sodium carbonate. If the zir- 
conium phosphate has not been heated at an unnecessarily high temperature in 
any of the preceding operations the fusion with sodium carbonate will com- 
pletely decompose it into sodium phosphate and sodium zirconate, the former 
of which will pass quantitatively into the filtrate, whereas the latter will all 
remain on the paper. 

The filtrate and washings from the sodium zirconate are acidified with 
sulfuric acid (1:1), and boiled to expel carbon dioxide. Ten (10) ml. of a 
2% solution of ferric sulfate (free from phosphorus) and a slight excess of am- 
monium hydroxide are added, the solution is heated to boiling, and the ferric 
hydroxide, which will carry down all of the phosphorus, is filtered on a 9 cm. 
paper and washed with hot water to remove all sodium salts. 

The precipitate of ferric hydroxide is dissolved off of the paper in 20 ml. of 
hot nitric acid (1:1), and the filtrate and washings, which should have a 
combined volume of not more than 75 ml., are collected in a 300 ml. Erlenmeyer 
flask. Five (5) grams of ammonium nitrate are added and the temperature 
of the solution is brought to 25° C. Approximately 0.2 gram of ferrous sulfate 
(free from phosphorus) and 60 ml. of ‘‘molybdate solution” are then intro- 
duced and the phosphorus is precipitated as ammonium phosphomolybdate by 
five minutes vigorous shaking. By precipitating the phosphorus with ‘‘ molybdate 
solution” at 25° C., arsenic, if present, will not interfere. This temperature 
must be strictly adhered to. The precipitate is allowed to settle and the deter- 
mination of the phosphorus is completed by either the Alkalimetric or the 
Molybdenum Reduction (Emmerton) Method. A “blank” is run on all of 
the reagents and deducted. 

REFERENCE 


Report by the Committee on Research and Analytical Methods—Phosphate Rock, 
J. Ind. Eng. Chem., 7, 446 (1915). 


THE VOLUMETRIC ESTIMATION OF SMALL AMOUNTS OF 
PHOSPHORUS, USING A STANDARD SOLUTION OF 
METHYLENE BLUE ” 


An oxidimetric process for the estimation of small amounts of phosphorus 
has been satisfactorily worked out, which depends upon the formation of the 
ammonium phosphomolybdate precipitate, solution of this in ammonium 
hydroxide, reduction to molybdenum trichloride by hydrochloric acid and zine 
in an air-free atmosphere and titration to molybdenum pentachloride with a 
standard solution of methylene blue, on the assumption that the ammonium 
phosphomolybdate has the normal composition, (NH,)sPO.-12Mo003+7H,0. ° 

2 By courtesy of William M. Thornton, Jr. and H. lL. Elderdice, Jr., J. Am. Chem. 
Soc., 45, 668 (1923). 
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Procedure.—The amount of phosphorus should not exceed 0.0004 g. (corr 
sponding te 0.015 g. of molybdenum). 

Standard solutions of the dye are prepared by dissolving ‘‘medicinal 
methylene blue in water, filtering and adding more water until the requisi 
concentration had been reached, 4 g. to the liter being a suitable strength f< 
most purposes. Standardization is then effected by titrating measured po 
tions, acidified with hydrochloric acid and kept hot, with a known solution | 
titanous sulfate in an atmosphere of carbon dioxide. The titer of the titanot 
sulfate solution should be previously established either by means of special! 
prepared ferrous ammonium sulfate or indirectly with certified sodium oxala‘ 
from the Bureau of Standards. 


TO pump 


Fie. 87.—Apparatus for the Determination of Phosphorus. 


The assay is placed in the Johnson sulfur flask F of 275 ml. capacity, whic 
was fitted with a 4-hole rubber stopper containing inlet and outlet tube 
dropping funnel and burette tip. The exit tube is terminated by a Bunse 
valve V, and this is enclosed in a larger tube tapering at the forward end an 
leading eventually to the pump, the intervening 7-tube with stopcock bein 
intended to permit relieving the suction without changing the rate of flow « 
water through the pump. Five g. of 30-mesh zinc having been introduced int 
the flask, the suction is turned on and continued throughout the reductio1 
after 2 to 3 minutes has elapsed, carbon dioxide from a Kipp generator (1 
shown in the figure) is passed through the flask for 10 minutes, thus removyir 
practically all air from within the system. About 50 ml. of hydrochloric aci 
(d., 1.18) is then admitted from the tap funnel S, very slowly, so that the redu: 
tion proceeds at a moderate rate to completion. As soon as vigorous actio 
has ceased, the solution is boiled to dissolve all remaining zinc, only a few seconc 
being required, whereupon the titration is accomplished with standard methy 
ene blue already contained in the burette B. The following color changes a1 
observed: salmon-pink to light yellow, light yellow to light green and finall 
light green to dark green—the last transformation from light to dark green o 
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the further addition of a drop of methylene blue denoting the point of complete 
reaction. 

In case aliquot parts were to be taken, the entire ammoniacal solution of the 
yellow precipitate was transferred to a 50 ml. volumetric flask and the solution 
made up to the mark with water; otherwise, the filtrate and washings were 
caught directly in the Johnson flask. In dealing with low-phosphorus steel, 
wherein the division of the test solution proved unnecessary, it was found 
desirable to increase somewhat the amounts of zinc and hydrochloric acid to 
insure a complete reduction in the greater volume; accordingly, about 7 g. 
of the former and 65 ml. of the latter were used. Ordinarily, however, several 
10 ml. portions were taken; and, from this point on, the procedure followed 
was exactly like that described above. 


ELEMENTS OF THE PLATINUM GROUP 
PLATINUM, PALLADIUM, IRIDIUM, RUTHENIUM, 
RHODIUM, OSMIUM?’ 


The members of the platinum group—platinum, palladium, iridium, rho. 
dium, ruthenium and osmium—occur in nature in alloyed form chiefly in th« 
metallic state with the base metals copper and iron, and sometimes with native 
gold. However, platinum arsenide and ruthenium and osmium sulfides aré 
found in nature but these are rare. The mineral sperrylite, platinum arsenid« 
PtAs», has a tin-white metallic luster and is found in the nickel ores of Sudbury 
Ontario, Canada. The mineral laurite, ruthenium sulfide Ru.Ss;, has a metallic 
luster and is found in the platinum washings of Borneo. Platinum deposits o' 
commercial importance occur in the Ural Mountains, British Columbia, anc 
South America. 

The assay method by fusion with a litharge flux, similar to the method fo: 
gold and silver ores, is used in evaluation of the original ores. Analysis, how 
ever, generally deals with concentrates, alloys, jewelers’ sweeps, pen-poin 
material, scrap, catalyst masses, ete. A very large amount of alloy in whicl 
ruthenium and osmium predominate has replaced the original osmiridium grain: 
for tipping fountain pen-points. 

The entire group of platinum metals can be brought into solution by fusins 
with a mixture of barium peroxide and barium nitrate, and extracting with dilute 
hydrochloric acid. 

Hydrogen sulfide precipitates all metals from hot solutions with a hydro: 
chloric acid content up to about five percent ; iridium solutions should have abou 
twenty percent hydrochloric acid. Platinum from platinum ammines cannot b« 
completely precipitated by hydrogen sulfide or ammonium chloride. Al 
sulfides are soluble in aqua regia. The sulfides of palladium, rhodium anc 
osmium are insoluble in ammonium sulfide, whereas, the sulfides of iridium 
platinum and ruthenium are soluble, the latter two with difficulty. The igni 
tion of the sulfides yields metal in the case of platinum, oxidized residues witl 
ruthenium, iridium, rhodium, palladium, and the volatile tetroxide with os 
mium. Some sulfur will be retained in all cases. 

Concentrated sulfuric acid will attack palladium and finely divided osmium 
hut less so than nitric acid. In both cases the osmium goes off as the tetroxide 

When the metals are alloyed with lead and dissolved in dilute nitric acid 
some rhodium and platinum will go into solution with the lead, and by treating 
the wet residue with dilute aqua regia or concentrated sulfuric acid, the remain: 
ing rhodium and platinum will dissolve leaving the iridium insoluble. Thes« 
treatments provide a clean separation of iridium and rhodium. 

Mercuric cyanide, Hg(CN)., gives a white precipitate of palladium cyanide 
Pd(CN)>s, while the other metals are not affected. 


1 Chapter by R. E. Hickman. 
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Chlorine will distill ruthenium and osmium at the same time from ruthenate 
and osmate solutions; nitric acid will distill osmium only. Care should be 
taken not to have the solution too strong with nitric acid as there is a tendency 
for a small amount of ruthenium to be carried over. Organic matter should not 
be present when osmium is distilled with nitric acid. 

Zine will precipitate all metals from the chloride solutions, iridium being 
very difficult to precipitate completely. The precipitates will always contain 
a small amount of zinc. Magnesium and aluminum are somewhat cleaner. 


PLATINUM 


Pt, at.wt. 195.23; sp.gr. 21.48; m.p. 1755° C.; oxides PtO, PtO. 
DETECTION 


Platinum is a gray, lustrous, soft and malleable metal. It is not altered by 
ignition in the air, but fuses in the oxy-hydrogen flame. It does not dissolve in. 
any of the single acids, but a fusion with acid potassium sulfate attacks the 
metal slightly. The action of chlorine in general, and nitro-hydrochloric acid 
(aqua regia), the main solvent, converts the metal to hydrochlorplatinic acid, 
H,PtCls, which forms many double salts, or platinichlorides. If platinie chlo- 
ride is gently heated it breaks up into platinous chloride, PtCl., and chlorine. 

If, however, the platinum is alloyed with silver, it dissolves in nitric acid to a 
yellow liquid, provided sufficient silver is present in the alloy. 

The oxides can be formed by carefully igniting the corresponding hydroxides. 
These are very unstable, decomposing into metal and oxygen by gentle ignition. 

The chlorides are the most important compounds of platinum. Two com- 
plex acids are formed with hydrochloric acid when the metal is dissolved in 
aqua regia. 


PtCl4+2HCl=H-,PtCl, (chloroplatinic acid), orange-red crystals. 
PtCl.+2HCl = H,PtCl, (chloroplatinous acid), only known in solution. 


An aqueous solution of the former is yellowish-orange, while an aqueous solution 
of the latter is dark brown, the former being by far the more important. 

Potassium iodide precipitates platinum iodide, but it dissolves quite readily, 
giving a pink to a dark blood-red liquid, depending on the concentration of the 
solution. Nitric acid should be absent. Heat destroys this color, as well as 
hydrogen sulfide, sodium thiosulfate and sulfite, sulfurous acid, mercuric 
chloride and certain other reducing reagents. 

Hydrogen sulfide precipitates black platinum disulfide, PtS2, with the 
other elements of the hydrogen sulfide group. The solution should be hot, 
as precipitation takes place more quickly. It is difficultly soluble in ammonium 
sulfide. It will be found in the extract with the arsenic, antimony, tin, gold, 
molybdenum, ete., and is precipitated with these elements upon addition of 
hydrochloric acid. Platinum sulfide is soluble in aqua regia. Addition of 
MgCl, solution prevents formation of colloidal PtS.. 

Ammonium chloride added to a concentrated solution of platinum chloride 
precipitates yellow (NH,)2PtCl«, which is slightly soluble in water, and less so 
in dilute ammonium chloride solution and alcohol. 

Potassium chloride precipitates yellow K:PtCle, which is slightly soluble 
in water, but insoluble in 75% alcohol. 

Ferrous sulfate precipitates metallic platinum on boiling from a neutral 
solution. Neutralize with Na2CO;. Free mineral acids (except dilute H.SO,) 
prevent the precipitation (difference from gold). 
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Stannous chloride does not reduce platinum chloride to metal, but reduces 
hydrochlorplatinic acid to hydrochlorplatinous acid. 


H.PtCl.+SnCl, = H.PtClia+SnCly. 


Oxalic acid does not precipitate platinum (difference from gold). 

Sodium hydroxide with glycerine reduces hydrochlorplatinic acid on warm- 
ing to black metallic powder. 

Formic acid precipitates from neutral boiling solutions all the platinum as 
a black metallic powder. 

Thallium protoxide precipitates from the platinum bichloride solution a pale 
yellow salt, thallium platinochloride. When the salt is heated to redness it 
leaves an alloy of thallium and platinum. 

Sodium hydroxide added to platinic chloride and then acidified with acetic 
acid produces a pale yellow to orange precipitate of platinic hydroxide, Pt(OH).. 
This dissolves in acids readily, except acetic acid. 

Metallic zinc, magnesium, iron, aluminum and copper are the most im- 
portant metals that precipitate metallic platinum. 


H.PtCl.+3Zn = 3ZnCl.+ H.+ Pin 


ESTIMATION 


Platinum may be present under the following conditions: 

1. Native grains usually accompanied by the other so-called platinum 
metals, iridium, palladium, ruthenium, rhodium, osmium, and gold and silver 
(alloyed with one or more of the allied metals). 

Ore concentrates containing the native grains as above with the base metals, 
iron, copper, chromium, titanium, etc. The associated minerals high in specific 
gravity in the gravels may be expected to appear with the platinum nuggets, 
such as chromite, magnetite, garnet, zircon, rutile, small diamonds, topaz, 
- quartz, cassiterite, pyrite, epidote, and serpentine; with gold in syenite; ores 
of lead and silver. 

2. Scrap platinum containing, oftentimes, palladium, iridium, gold, silver 
and iron. 

3. Small amounts of platinum in the presence of large amounts of iron, silica, 
carbon, magnesia: platinum residues, nickel and platinum contacts, photo- 
graphic paper, jewelers’ filings and trimmings, dental and jewelers’ sweeps and 
asbestos, etc. 
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4. Platinum alloyed with silver, gold, tungsten, nickel, copper, lead, etc. 
5. Platinum solutions and salts. 


PREPARATION AND SOLUTION OF THE SAMPLE 


The best solvent for platinum is aqua regia. The metal is also acted upon 
by fusion with the fixed alkalies—sodium or potassium hydroxide and sodium 
peroxide or potassium or sodium nitrate; also by chlorates in the presence of 
HCl. Platinum, when highly heated, alloys with other metals, as lead, tin, 
bismuth, antimony, silver, gold, copper, etc. The element dissolves in nitric 
acid when alloyed with silver. This gives a method for the determination of 
gold in the presence of silver and platinum alloy. 

All salts of platinum are soluble in water. The less soluble salts are the 
chloroplatinates of potassium, ammonium, rubidium, and caesium. Heat 
increases the solubility while the presence of alcohol decreases the solubility. 

Ores.—When the free grains of platinum, gold and osmiridium are desired 
the following method is recommended: Five to 10 grams of the ore are taken 
from a well-mixed pulverized sample and placed in a large platinum dish. 
Twenty-five to 50 ml. of strong hydrofluoric acid together with 5 to 10 ml. 
of concentrated sulfuric acid is mixed with the ore in the dish and evaporated 
on the water bath, when Sil, and the excess of HF are expelled. The material 
is gently heated until SO; fumes are given off. This is repeated with HF if 
necessary. The material is washed into a casserole with about 200 ml. of 
hot water and digested over a water bath for fifteen or twenty minutes, and is 
then washed by decantation, several times pouring the supernatant liquor 
through a filter to save any floating material that might be washed out. The 
filter is cautiously burned and the residue is added to the unattacked material. 
This is treated with aqua regia and filtered. The platinum and a small amount 
of iridium that dissolves with the platinum on account of its being alloyed can 
be precipitated with ammonium chloride. The residue is cautiously ignited 
and treated with HF and H.SO, in a platinum dish as described above. After 
washing and drying the bright grains are weighed as osmiridium. The sand 
and osmiridium can also be fused with silver and borax, then extracted with 
dilute nitric acid, leaving the osmiridium grains free from sand. 

Platinum Scrap.—One-half gram to a gram is dissolved in aqua regia and 
evaporated with HCl to get rid of the HNOs. 

If the platinum is alloyed with a large amount of copper, silver, lead and 
other impurities, a sample of 1 to 5 grams is dissolved in 15 to 25 ml. of HNOs, 
whereby the copper, silver, lead and other impurities alloyed with the platinum 
as well as a large amount of platinum will dissolve. The residue after washing 
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will be platinum and gold. These are dissolved in aqua regia as described above 
and the platinum precipitated with ammonium chloride. The platinum is 
recovered from the nitric acid solution and added to the aqua regia solution and 
the whole is evaporated to get rid of the HNOs. 

Small Amounts of Platinum in the Presence of Large Amounts of Iron; 
Iron Scale, Fe.0O;; Sulfate of Iron, Magnesia, Sulfate of Magnesia, Silica, 
etc.—The material is carefully weighed and the coarse scales are separated 
from the finer material containing the platinum by passing the fines through 
a 20-in. mesh or finer wire sieve. The coarse scale seldom contains platinum, 
but it is advisable to quarter this down to 1 kilogram or a fairly good-sized 
sample and test for platinum on a portion of the ground sample. This can be 
tested by a wet or a fire assay. The fines are quartered down to about 1 kilo- 
gram and ground to pass a 60- to 80-in. mesh sieve. One hundred to 500 grams 
of the material are taken for analysis. This is placed in one or more casseroles, 
depending on the amount taken. Each 100-gram portion is extracted by di- 
gestion on the steam-bath with about 300 to 400 ml. of 10% H.SO,. The iron, 
magnesia, etc., soluble in H.SO, will go into solution, leaving the platinum with 
the insoluble residue. Filter (a Biichner funnel may be necessary) and wash the 
residue with water. ‘Test the filtrate for platinum and if any is present pre- 
cipitate with zinc as described below. 

After the filter is ignited in a large platinum dish, the residue is moistened 
with H,SO,, and HF is added completely covering the material. The solution 
is evaporated on the water bath until SO; fumes are given off. If necessary, 
repeat the treatment with H.SO, and HF until all the silica is driven off as 
SiF,. The residue is transferred to a casserole and digested with aqua regia 
according to directions given under Ores and Platinum Scrap. It is sometimes 
very difficult to precipitate all of the platinum in the presence of a large amount 
of iron, magnesia, etc., not having the solution concentrated enough for the 
platinum. It is advisable to reduce the platinum by iron or zine, filter, wash 
with water and redissolve the black metallic platinum in aqua regia. The 
HNO; is expelled by evaporation and adding concentrated HCl from time to 
time and finally the platinum is precipitated with ammonium chloride. 


SEPARATIONS 


A careful review of the paragraphs on Detection will be very helpful often- 
times in making separations from other metals and substances. 

Separation of Platinum from Gold.—(1) The platinum is precipitated first 
with ammonium chloride, as (NH.).PtCl.. After the precipitate has settled it 
is filtered and washed free from gold with 20% ammonium chloride solution and 
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alcohol. The gold is precipitated with a concentrated solution of ferrous sul- 
fate or chloride as metallic gold. (See also page 434.) 

(2) Oxalic acid precipitates gold, leaving the platinum in solution. The 
oxalic acid is added and the solution heated until the gold is entirely precipi- 
tated. Filter and wash the precipitate of metallic gold free from platinum. 
The filtrate is evaporated as far as possible without crystallizing, and the 
platinum is precipitated with ammonium chloride as (NH,)2PtCle, or it may be 
reduced with zinc and the black dissolved in aqua regia and treated as de- 
scribed above. 

Separation of Platinum from Iridium.—The platinum and the iridium are 
precipitated by iron or zinc and the black residue is washed free from impurities 
and the platinum is dissolved in dilute aqua regia with gentle heating, leaving 
the iridium as metallic iridium. The platinum solution is evaporated as 
described above and precipitated with NH,Cl as (NH4)2PtCle. 

If the platinum and iridium are precipitated together, the salt is filtered and 
washed with ammonium chloride solution and finally ignited. The sponge is 
redissolved and evaporated as above to expel the HNO3.' The platinum and the 
iridium are precipitated with NaOH, which brings down the platinum and 
iridium as Pt(OH),4and Ir(OH),4. Boil this mixture with alcohol, which reduces 
the Ir(OH), to Ir(OH);, but does not affect the Pt(OH).s Dissolve these 
hydroxides in HCl, forming PtCl, and IrCl; in solution, and the platinum is 
precipitated with NH,Cl free from iridium. 

See Deville-Stas-Gilchrist method on page 733, also Separations on page 731. 

Separation of Platinum from Palladium.—Platinum is precipitated with 
ammonium chloride, and palladium is precipitated from the filtrate by means 
of dimethylglyoxime (1% alcoholic solution). 

Palladium may be precipitated in presence of platinum by adding a 1% 
solution of dimethylglyoxime (1% salt in 95% alcohol) to the cold, slightly acid 
chloride solution of the elements. If the solution is hot the palladium pre- 
cipitate will be badly contaminated with platinum. 

Separation of Platinum from Ruthenium.—From the chloride solution of 
platinum and ruthenium the metals are precipitated with ammonium or potas- 
sium chloride and filtered. The filter is washed with dilute ammonium chloride 
solution and alcohol until free from ruthenium. If a large quantity is handled 
it may be necessary to ignite to platinum sponge and dissolve in aqua regia, 
expel the HNO; as described above, and reprecipitate with NH,Cl, filter and 
wash free from ruthenium. (See also page 788.) 

Separation of Platinum from Rhodium.—The separation is accomplished 
by adding freshly precipitated barium carbonate to the chloride solution of 
platinum and rhodium, previously brought nearly to the neutral point by 
addition of sodium hydroxide. After boiling for two or three minutes rhodium 
hydroxide precipitates. The precipitate is filtered off, dissolved in HCl, the 
solution again nearly neutralized and the rhodium precipitation repeated. 

Other platinum metals will also precipitate if present. These should be 
removed prior to the separation of platinum and rhodium. (EH. Wichers.) 
See Rhodium. 

Separation of Platinum from Osmium.—Both metals are reduced with 
zinc as a fine black powder. The metallic residue is washed and carefully 
ignited at a high temperature under a hood, as the fumes are poisonous and 
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disagreeable like chlorine. The osmium will be converted into OsOu., which 
is very volatile. The residue is dissolved in aqua regia and the platinum is 
precipitated with NH,Cl. See Osmium. 


GRAVIMETRIC METHODS FOR THE DETERMINATION 
OF PLATINUM 


A. WEIGHING AS METALLIC PLATINUM 


1. When the platinum contains only a small amount of impurities a sample 
of 1/10 gram or more is taken and dissolved in aqua regia. The solution is 
gently heated until all is dissolved, adding another portion of aqua regia if 
necessary. The solution is evaporated, adding HCl from time to time in order 
to expel the HNO;. Filter and evaporate again to concentrate the solution. 
Precipitate with ammonium chloride. After stirring, let stand until the pre- 
cipitate, (NH,4)2PtCl., settles, overnight if’ convenient. Filter, wash with 
alcohol or ammonium chloride solution and alcohol, and ignite to metal very 
slowly. Cool in a desiccator and weigh as metallic platinum. 


Wt. of Pt found 


——____————___— 100 = t of Pt in th ial. 
eee eels taken 100 =per cent o in the material 


2. When the platinum solution contains a large amount of impurities, as 
iron, nickel, magnesia, etc., it is advisable to reduce the platinum to black 
metallic platinum with zine, iron or magnesium as follows: The solution is 
made acid (2 to 5% free HCl) by adding HCl. The Zn, Fe or Mg is added in 
small quantities at a time until the solution becomes colorless or until the 
platinum is completely precipitated.2 After action has ceased the platinum 
black metal is filtered onto an ashless filter paper and washed with warm dilute 
HCl to remove any excess Zn, Fe, or Mg that might be present. The filter 
and its contents are carefully ignited and afterwards dissolved in aqua regia 
and treated as directed under A, 1. 

3. If none of the other Hydrogen Sulfide Group metals is present the 
‘platinum can be precipitated by hydrogen sulfide, filtered, washed with hot 
water and ignited to metal.* If impurities are present in the sulfide, dissolve 
in aqua regia and proceed as under A, 1. The solution should be boiling and 
have an acidity of 3% HCl or H.SO.. 


2 FeCl; in presence of HCl has a solvent action on platinum, hence the iron should 
be completely reduced. ) 

% The ignition should be finished at a high temperature as it is very difficult to get 
rid of all the sulfur. 
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4, After distilling off the osmium and ruthenium as described under these 
metals, the solution containing the other platinum metals in the distilling flask 
is transferred to a liter beaker. HCl is added cautiously and the contents 
evaporated several times with additional HCl. If the flask is stained by IrOs, 
clean it by adding 5 to 10 ml. of aqua regia and evaporate several times with 
HCl to get rid of the HNO;. Add this to the main solution and evaporate it 
as far as possible on the steam-bath and then dilute to 200 ml. with water. 

Heat the solution containing platinum, palladium, rhodium and iridium to 
boiling, and add to it 20 ml. of a filtered 10% solution of sodium bromate. 
Carefully add a filtered 10% solution of sodium bicarbonate until the dark green 
solution shows evidence of the formation of a permanent precipitate. Test the 
acidity of the hot solution from time to time by allowing a drop of brom cresol 
purple indicator solution (0.01%) to run down the stirring rod into the drop 
which clings to it as it is lifted from the solution. Enough bicarbonate has been 
added when the color of the indicator changes from yellow to blue. At this 
stage, add 10 ml. more of the bromate reagent and boil the solution for five 
minutes. Increase the pH of the solution slightly by carefully adding dropwise 
bicarbonate solution until a faint pink color is produced in the test drop by a 
drop of cresol red indicator solution (0.01%). Again add 10 ml. of the bromate 
reagent and boil for fifteen minutes. 

On removing the beaker from the source of the heat, the mixed precipitate 
will settle quickly, leaving a mother liquor containing the platinum. Filter 
the solution by suction, using a porcelain filtering crucible having solid walls 
and a porous base. 

It is highly desirable to avoid the use of filter paper when repeated precipita- 
tions are tobemade. The material of which the paper is composed undoubtedly 
reacts with acids and probably forms small quantities of organic compounds 
with the platinum metals which are not easily hydrolyzed. Iridium dioxide, 
which dissolves much less readily than either palladium or rhodium dioxide, 
tends to stain paper pulp. The stain cannot always be removed by washing. 
These difficulties are avoided if the porcelain filtering crucible is used. Fur- 
thermore, such crucibles have the advantage that concentrated HCl can be 
used to dissolve the hydrated dioxides, and considerable time is saved in pre- 
paring the solution for subsequent treatment. 

Pour the supernatant liquid through first, then transfer the precipitate. 
Rinse the beaker and wash the precipitate with a hot 1% solution of sodium 
chloride, the acidity of which has been adjusted to between pH 6 and 7. Place 
the crucible with the precipitate, and also the stirring rod, in the beaker used 
for the precipitation. It may be necessary to remove a small amount of the 
precipitate which has crept over the lip of the beaker during filtration. It is 
preferable to do this with moistened crystals of sodium chloride, on the finger, 
rather than to use paper or a rubber policeman. Replace the watch glass and 
add from 10 to 20 ml. of HCl, pouring most of it into the crucible. Place the 
covered beaker on the steam-bath. The rhodium and palladium compounds 
will dissolve quickly, the iridium dioxide much more slowly. Carefully lift 
the crucible with the stirring rod, wash it with water and place it in a 250-ml. 
beaker. Pour 5 ml. of HCl into the crucible. Cover the beaker with a watch 
glass and set it on the steam-bath. This treatment will usually leach out the 
small quantity of metal chlorides in the porous bottom. This operation should 
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be repeated with fresh acid to ensure complete removal. Combine the leachings 
with the main portion of the dissolved precipitate, add 2 g. of sodium chloride, 
and evaporate to dryness on the steam-bath. Add 2 ml. of HCl, dilute the 
solution to 300 ml. with water, and repeat the precipitation of the hydrated 
dioxides. Two such precipitations are sufficient ordinarily to effect the com- 
plete separation of platinum from palladium, rhodium and iridium. 

Add 20 ml. of HCl to each of the filtrates obtained from the hydrolytic 
precipitation of the dioxides of palladium, rhodium and iridium. Carefully 
warm the solutions until they become quiescent. Partially concentrate the 
filtrates, combine them and then evaporate to dryness. Make certain that all 
of the bromate is destroyed, by evaporation with HCl. Dilute the yellow 
platinum solution somewhat and filter it. Wash the filter with diluted HCl 
(1:99). Dilute the filtered solution to about 400 ml. with water and have it 
contain 5 ml. of HCl in each 100 ml. volume. 

Precipitate the platinum, in a hot solution, with hydrogen sulfide, using a 
rapid stream. Continue the passage of hydrogen sulfide as the solution cools 
somewhat, to ensure complete precipitation. 

Filter the solution and wash the precipitate with diluted HCl (1:99). 
Ignite the dried filter and precipitate in a porcelain crucible. Leach the metal 
residue with diluted HCl, transfer it to a filter and wash it thoroughly with hot 
water. Ignite the filter and metal again strongly in air. Weigh the residue 
as metallic platinum.‘ 


B. WEIGHING AS A SALT 


1. The procedure is the same as under A. The (NH,4)2PtCle precipitate is 
washed on a weighed Gooch crucible with alcohol. The crucible and contents 
are dried at a temperature below 100° C. Cool in a desiccator and weigh as 
(NH,)2PtCla. 

At. wt. of Pt 100 


Mol. wt. of (NH,)2PtCl,° Wt. of sample 
=per cent of Pt in material.® 


Wt. of (N Hag) ePtCle found X 


2. After proceeding as described under A, the platinum is precipitated with 
potassium chloride as K,PtCls. Transfer to a weighed Gooch crucible and wash 
well with alcohol. Dry below 100° C., cool in a desiccator and weigh as 
K2PtCle. 

At. wt. of Pt 100 


Mol. wt. of K2PtCl.° “Wt. of sample 
=per cent of Pt in material.® 


Wt. of K,PtCl, found x 


C. DETERMINATION OF PLATINUM BY ELECTRO-ANALYSIS 


When platinum solutions are acidulated with sulfuric acid and acted upon 
by a feeble current they give up the metal as a bright deposit upon the elec- 
4 Gilchrist and Wichers, J. Am. Chem. Soc., 57, 2565 (1985). 


5 Factor (NH,z)oPtCl. to Pt = 0.4397. 
6 Factor K,PtCl, to Pt = 0.4016. 
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trode. If platinum is used as the electrode, first coat it with a layer of coppe 
and deposit the platinum upon the copper. Wash with water and alcohol an 
after drying, weigh. 


Wt. of electrode +Cu+Pt— Wt. of electrode+Cu= Wt. of Pt. 
Wt. of Pt 


aT AEE SE ar eee eee = iS . ite 
Wt. of sample taken X100=per cent of Pt in materia 


Dr. E. F. Smith, in his work on ‘ Electro-Analysis ’’ recommends that th 
K2PtCl. be dissolved in water and slightly acidulated with H.SO, (2 or 3% b 
vol.) and after heating to about 60 to 65° C. and electrolyzing with N.D.100=.0 
ampere and 1.2 volts, the platinum will be completely precipitated in from fou 
to five hours in a perfectly adherent form. A rotating anode will precipitat 
the platinum much quicker. 


PALLADIUM 
Element, Palladium. Pd. at.wt. 106.7; sp.gr. 11.9; m.p. 1549°C.; oxides, PdO, PdO, 
DETECTION 


This metal is also found associated with platinum and iridium as well as 
ruthenium, rhodium, and osmium. It occurs in the metallic state sometimes 
with gold and silver. It resembles platinum as to luster and color. Palladium 
sponge when heated slightly gives a rainbow effect due to the formation of 
oxides. Hydrogen passed over the sponge restores it to the original color. 
It dissolves in HNO; and boiling H.SO.. HCl has little action upon it. It is 
readily soluble in aqua regia, forming PdCl.. PdCl, is unstable. 

Palladium monoxide, PdO, is formed by a long-continued heating of the 
spongy metal in a current of oxygen at a temperature from 700 to 840° C. or by 
heating a mixture of a palladium salt with potassium carbonate. The pure 
hydrated oxide is best prepared by the hydrolysis of the nitrate. 

It turns diphenylamine blue; and it reduces hydrogen peroxide with 
difficulty.” 

Palladium dioxide, PdO:, is obtained in an impure hydrated form as a 
brown precipitate by the addition of caustic soda to potassium palladichloride. 
This is soluble in acids, but becomes less soluble when preserved. It can be 
obtained free from alkali and basic salts by the anodic oxidation of the nitrate, 
but it is not quite free from monoxide. The dioxide very readily decomposes 
into the monoxide and oxygen, and cannot be obtained in the anhydrous state. 
It acts as a vigorous oxidizing agent and decomposes hydrogen peroxide. 

Alkalies precipitate in a concentrated solution a dark-brown precipitate 
soluble in an excess of the reagent. If boiled a brown palladous hydroxide is 
precipitated. The anhydrous oxide is black. 

Ammonia added to a concentrated solution gives a flesh-red precipitate, 
Pd(NH3)4Cl.-PdCls, soluble in excess of ammonia. If HCl is added to this 
solution, the yellow compound of palladosamine chloride, Pd(NH3Cl)2, is 
deposited. 

Sulfur dioxide precipitates the metal from the nitrate or sulfate solution 
but not from the chloride. 

Cuprous chloride precipitates the metal from the sulfate, nitrate and chloride 
solutions when they are not too strongly acid. 

Mercuric cyanide precipitates a yellowish-white gelatinous precipitate, 
Pd(CN)., insoluble in dilute acids, but dissolving in ammonia and in potassium 
cyanide to K,Pd(CN)4. 

Potassium iodide precipitates black palladous iodide, PdI2, insoluble in 
water, alcohol, and ether, but soluble in an excess of reagent. 


7 A Comprehensive Treatise on Inorganic and Theoretical Chemistry, J. W. Mellor, 
Vol. XV, p. 656 (1936). 
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Hydrogen sulfide precipitates black palladous sulfide, PdS, soluble in HCl 
and aqua regia, but insoluble in (NH,).8. 

Ferrous sulfate slowly produces a black precipitate of metallic palladium 
from the nitrate. 

Ammonium chloride precipitates palladium as (NH4,)2PdCli from the 
nitrate. 

Formic acid, zinc and iron reduce to metallic palladium. 

Soluble carbonates precipitate brown palladous hydroxide, Pd(OH)., soluble 
in excess, and reprecipitated on boiling. 

Phosphuretted hydrogen. gas precipitates palladium phosphide. (Differ- 
ence from Pt, Rh, and Ir). 

Alcohol precipitates, on boiling, metallic palladium. 

Alkaline tartrates and citrates form yellow precipitates in a neutral solution 
from the nitrate. 

Stannous chloride produces a brownish-black precipitate, soluble in hydro- 
chloric acid to an intense green solution. 

Potassium bisulfate attacks the metal readily. 

An alcoholic solution of iodine dropped on the metal will turn black. 

Acetylene gas passed through an acidified solution containing Pd produces 
a brown precipitate which, upon ignition, yields Pd. In this way Pd may 
be quantitatively separated from Cu. 


ESTIMATION 


Palladium is determined in alloys, ores, jewelers’ sweeps, etc. 


PREPARATION AND SOLUTION OF THE SAMPLE 


The solubility of palladium has been taken up under Detection. Palladium 
when alloyed with platinum, or an alloy of platinum, iridium and palladium, 
dissolves with the other metals in aqua regia as the chloride. When palladium 
is alloyed with silver the palladium and silver are dissolved in HNOs, from 
which the silver can be separated. 
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SEPARATIONS 


Separation of Palladium from Platinum and Iridium.—The chlorides of 
palladium, platinum and iridium in solution must be free from HNO;. The 
platinum and the iridium are precipitated with NH.,Cl, leaving the palladium 
in solution. The precipitate is put on a filter and washed free from Pd with 
NH,Cl solution and alcohol. 

Separation of Palladium from Silver and Gold.—At least three times the 
weight of the gold in silver should be present in the alloy in order to separate 
the silver and palladium from the gold. The silver and the palladium will 
dissolve in HNOs, leaving the gold as the residue. This is filtered off and the 
silver may be precipitated with HCl. The silver chloride is filtered off and 
washed with hot water acidulated with HCl until free from palladium. Since 
AgCl tends to retain palladium it is advisable to redissolve the silver with 
HNO; after reduction of AgCl and reprecipitate the chloride to obtain a 
complete separation of palladium. 

Separation of Palladium from Platinum.—The chlorides of platinum and 
palladium being free from HNO; and having an excess of HCl is diluted with 
water. A 10% solution of potassium iodide is added until all of the palladium 
is precipitated. Avoid adding a large excess. The precipitate of PdlI, is 
filtered off and washed free from platinum and alkali with water slightly acidu- 
lated with HCl. The filter is ignited to metallic sponge in a current of hydro- 
gen. See glyoxime method on page 724. 


GRAVIMETRIC METHODS FOR THE DETERMINATION 
OF PALLADIUM 


1. The palladium is precipitated from the solution by granulated zinc, 
the solution having a small amount of free hydrochloric acid. ‘The residue, 
after the zinc is dissolved, is put on a filter and washed free from impurities. 
Ignite the filter and dissolve in a small amount of aqua regia and evaporate 
to a syrupy consistency. Dilute with a small amount of water and add a few 
drops of HNO; precipitate the palladium with NH.Cl crystals. Heat for a 
few minutes and let cool. Filter, wash with alcohol, and ignite. Reduce in 
hydrogen or moisten with formic acid to reduce to metal any oxide that may 
have formed. Dry and weigh as metallic palladium. 

2. With the solution containing about one-fifth the volume of free HCl, 
the palladium is precipitated with 10% KI solution. Heat to nearly boiling, 
filter, wash free from iron, etc., with 1:4 HCl. Ignite, cool, reduce in hydro- 
gen or moisten with formic acid, dry and weigh as metallic Pd. 

3. The filtrate from the platinum precipitation or the nearly neutral solution 
containing the Pd is made to about 150 ml., and the Pd is precipitated by 
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adding a solution of dimethylglyoxime (1% solution in aleohol). Bring to 
boiling and let stand overnight if convenient. Filter on a weighed Gooch 
crucible and wash with hot water slightly acidified with HCl, then with alcohol. 
Dry and weigh as (CsHi4N40.)Pd, which contains 31.67% Pd. 

4, The nitric acid in the palladium solution is expelled by evaporating 
with HCl. Neutralize the chloride solution almost completely with sodium 
carbonate and mix the solution with a solution of mercuric cyanide, Hg(CN)., 
and heat gently for some time. Let stand until cool, overnight if convenient. 
A yellowish-white precipitate of Pd(CN). is formed. Filter, wash with 1% 
Hg(CN)> solution, ignite and reduce in hydrogen to metal, or reduce with 
formic acid, dry,.and weigh as metallic Pd. 

5. The filtrate from the platinum precipitation is made neutral or slightly 
alkaline with Na2CO; solution and an excess of formic acid is added. Boil 
until all the palladium is precipitated or the solution becomes clear. Filter, 
wash with hot water, ignite, reduce in hydrogen or with formic acid and weigh 
as metallic Pd. 

6. The hydrated dioxides of palladium, rhodium and iridium, after separat- 
ing the platinum (see A4 under platinum), are dissolved in HCl. Filter the 
solution and dilute it to a volume of about 400 ml. Add a sufficient volume of 
a 1% solution of dimethylglyoxime in 95% ethyl alcohol to precipitate all of 
the palladium (2.2 g. of the solid reagent is required for 1 g. of palladium). An 
excess of the reagent amounting to 10% should be added to ensure complete 
precipitation. Let the solution stand for one hour and then filter it. The 
manner of filtration will depend upon the form in which the palladium is to be 
determined. Wash the precipitate with dilute HCl (1:99), and finally with 
hot water. The precipitate can be washed with a considerable volume of water 
without a trace of it dissolving. A single precipitation of the palladium is 
sufficient to separate it completely from rhodium and iridium. 

Palladium dimethylglyoxime is sufficiently stable and constant in composi- 
tion to be dried and weighed. If the determination is to be made in this 
manner, catch the precipitate in a porcelain or glass filtering crucible, using 
suction. Wash the precipitate as previously directed and dry it at 110° C. for 
one hour. Calculate the quantity of palladium, using the theoretical factor, 
0.3167. 

If the palladium is to be determined as metal, catch the precipitate on an 
ashless filter. Wipe the inner walls of the beaker and also the glass rod with a 
small piece of ashless paper. Wrap the filter and precipitate in a second filter 
and place them in a porcelain crucible. Dry them, and ignite them carefully 
in the air. Only sufficient heat should be supplied to keep the papers smoking 
gently. Ignite the charred residue strongly in air, and then in hydrogen. 
Ignite the metallic palladium in CO. for two minutes and cool it in CO. 
Weigh the residue as metallic palladium.® 


8 Gilchrist and Wichers, J. Am. Chem. Soc., 57, 2565 (1935). 
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DETERMINATION OF PLATINUM AND PALLADIUM ° 
SPECIAL METHODS 


Gold Bar.—Dissolve a 100-gram sample in aqua regia, and expel the nitric 
acid by evaporation and the addition of small amounts of hydrochloric acid. 
Take up with a few ml. of dilute hydrochloric acid. If there should be present 
a large amount of reduced gold, add a few drops of nitric acid and heat the 
solution for a few minutes. Dilute to 800 ml. with water, and let it stand in a 
cool place until solution clears. Filter off silver chloride and wash it with 
cold water. Pass sulfur dioxide gas through the filtrate to reduce the gold 
(palladium, ete., is also reduced). Decant the clear solution on a tight filter 
paper, and wash several times with hot water by decantation. Then pour 
over the gold in the beaker, 50 ml. of nitric acid, and boil for a few minutes 
to dissolve the reduced palladium. Add 50 ml. of hot water and filter on the 
same filter paper and wash several times with hot water. Add 15 ml. of sul- 
furic acid to the filtrate, evaporate and heat to heavy fumes. Cool, dilute to 
200 ml. with water and boil for a few minutes, and filter off any gold and 
lead sulfate if present. Now pass hydrogen sulfide gas through the hot 
solution to precipitate the sulfides of platinum and palladium, etc. Filter 
and wash with hot water. Place the filter paper with the precipitate in a 
porcelain crucible, dry, burn and ignite. Now touch the residue with the 
reducing flame of a Bunsen burner to reduce to metal any oxide of palladium 
that may have formed. Dissolve the residue with a few ml. of aqua regia, and 
transfer the solution to a tall 300-ml. beaker, and evaporate carefully to dry- 
ness on a steam or sand bath. Then moisten the residue with hydrochloric 
acid and evaporate to dryness again. Moisten the dry residue once more 
with hydrochloric acid and evaporate to dryness. 

Now take up with 16 ml. of hydrochloric acid and 4 ml. of water, cover 
beaker and boil gently fora moment. Filter on a small filter paper and wash 
with a small stream of hot water. Discard the residue. Dilute filtrate to 
60-ml., cover beaker and heat to near boiling point. Then add 16 grams of 
ammonium chloride and heat gently to near boiling until all ammonium 
chloride is in solution. Remove beaker from the hot plate, and let it stand 
over night in a cool place. Filter rapidly (using suction) on a tight, double 
filter paper, and wash with ammonium chloride solution (200 grams per liter 
of water). As the ammonium chloroplatinate is somewhat soluble if exposed 
to air, the precipitate should be covered with the wash solution all the time 
during filtration. Then before the ammonium chloride solution is all sucked 
through, wash once or twice with 95% grain alcohol. Save filtrate for palla- 
dium determination. Place the filter paper with the precipitate in a porcelain 
crucible, so that the precipitate does not come in contact with the sides of the 
erucible; if it does, a platinum mirror will form, which cannot be removed. 
Dry gently and smoke off the filter paper (without burning it with a flame), 
and finally ignite at a bright red heat. Cool and weigh metallic platinum. 

Add to the filtrate from the ammonium chloroplatinate precipitate, 16 ml. 
of nitric acid, stir, cover beaker, placing a glass triangle under the watch glass, 


° Contributed by F. Jaeger, Chemist, Nichols Copper Co. 
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and let it stand over night on steam plate. When the solution is supe! 
saturated, as indicated when half of the solution is filled with ammonia salts 
remove the beaker from the steam plate and cool the solution. Filter off th 
ammonium chloropalladate just like the platinum salt and wash with ammc 
nium nitrate solution (200 grams per liter of water). Finally wash with 959 
grain alcohol. The solubility of ammonium chloropalladate is greater than 
the platinum salt when exposed to air, therefore great care must be taken i 
filtering it. Place the precipitate with the filter paper in a porcelain crucible 
dry, smoke off filter paper and finally ignite at a bright red heat. When coo 
reduce any oxide that may have formed with the reducing flame of a Bunse: 
burner. Cool and weigh metallic palladium. 

To confirm that all platinum and palladium is precipitated, neutralize th 
filtrate from the ammonium chloropalladate with a saturated solution c 
sodium carbonate, then add 30 ml. of formic acid, and boil for about one hour 
Any platinum or palladium if still present will be precipitated as black powde1 


Nors.—All evaporations should be made on a steam or sand bath, if not, incomplet 
precipitation of platinum will be obtained. 


Refined Silver.— Weigh out 1,000-gram sample and dissolve it with dilut 
nitric acid. Filter off the gold and any undissolved platinum, and the 
separate the gold from the platinum as described under ‘‘ Gold Bar,” and ad 
the solution to the main filtrate. Dilute the filtrate from the gold residue, s 
that there will be 10 grams of silver per liter of solution, and then add a sligh 
excess of hydrochloric acid to precipitate all the silver. Stir well and let i 
settle. Decant the clear solution and wash the precipitate on a Buechne 
funnel with cold water. Evaporate the filtrate to a small volume. Now mi 
the silver chloride, with about ten times its weight, with soda ash (which con 
tains a small amount of corn starch) and dry. Place the mass in 30-grar 
crucibles, and fuse for about 30 minutes. Pourin molds. When cool, hamme 
off excess of slag, and finally boil with hydrochloric acid to clean the silve 
buttons. Then dissolve with dilute nitric acid and precipitate silver as silve 
chloride as already described. Another silver chloride precipitation will b 
necessary to separate all platinum and palladium from the silver. 

Combine all filtrates and evaporate to dryness on steam plate. Take w 
with a few ml. of hydrochloric acid and water, filter off the silver chloride an 
wash with cold water. This small amount of silver chloride carries dow 
considerable platinum and palladium. Therefore place the filter paper wit. 
the silver chloride in a 38-inch scorifier, dry, add 40 grams of test lead and 
pinch of borax and scorify. Then cupel the lead button. Dissolve the silve 
buttons with dilute nitric acid and reprecipitate silver with hydrochloric acic¢ 
Finally when the pure white color of the silver chloride indicates that it i 
free from platinum and palladium, evaporate the filtrate to dryness on stear 
plate. Take up with 16 ml. of hydrochloric acid and 4 ml. of water. Boil for 
minute, filter, and precipitate platinum and palladium as described unde 
“ Gold Bar.” 

Copper Anode Slimes.—Take a 1,000-gram sample. Weigh out 3 grar 
portions into 3-inch scorifiers and mix each with 40 grams of test lead and 
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pinch of borax and litharge. Scorify and cupel. Dissolve silver buttons with 
dilute nitric acid, and proceed as described under “‘ Refined Silver.”’ 


DETERMINATION OF PLATINUM AND PALLADIUM IN 
REFINED GOLD ” 


The sample may be in the shape of drillings, but from a bar it is easier te 
roll the gold into a thin ribbon. 

Fifty grams ' of gold sample is sufficient for gold which has been parted 
with sulfuric and nitric acids. 

Dissolve sample in a 1,500-ml. beaker with 50 ml. of nitric acid (1.42) and 
150 ml. of hydrochloric acid (1.19) using no water. Heating is not necessary. 
After complete solution of the sample, evaporate solution to a syrup of about 
40 ml. volume, taking care not to evaporate too far, otherwise, some gold 
will become reduced and separate out; add 100 ml. of hydrochloric acid and 
re-evaporate the solution to syrup, repeating this operation four times in order 
to remove all nitric acid. 

After the last evaporation, dilute with hot water, boil, add about 50 ml. 
hydrochloric acid (1.19) to clear up solution. The volume of solution should be 
about 500 ml. 

To the boiling solution ” gradually add a mixture of 50 grams ammonium 
oxalate and 50 grams oxalic acid, which should precipitate all the gold, but 
should there be any doubt add more of the mixture of the salts. Dilute the 
solution to about 1,000 ml. in volume and allow to settle in a warm place over 
night. F 
Filter off the gold, washing by decantation into a 1,500-ml. beaker. For 
extreme accuracy, this gold may be redissolved, re-evaporated and reprecipi- 
tated, this time with sulfur dioxide gas. This is more of a precautionary 
measure, for as a rule, no platinum or palladium will be found with the gold. 


wi Contributed by 8. Skowronski, Chemist, Raritan Copper Works, Perth Amboy, 


1 For gold which has been electrolytically refined by the Wohlwill process, 100 grams 
peu should be taken as a sample, doubling the quantity of acid necessary for the 
solution. 

2 Sulfur dioxide gas is not recommended for the precipitation of gold as gold bullions 

- contain a trace of tellurium, and in the presence of tellurium, palladium is precipitated 

as a telluride by sulfur dioxide gas. ‘The gold precipitated with oxalic acid is free from 
palladium telluride and therefore may be reprecipitated with sulfur dioxide gas if a 
reprecipitation is thought necessary. 
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To the solution from the gold add 5 grams of 30 mesh C.P. zine. This 
precipitates any gold left in the solution along with the silver, platinum, 
palladium, tellurium, copper, etc. 

Filter as soon as precipitation is complete and wash by decantation keeping 
as much of the precipitate in the beaker as possible. Ignite filter paper and 
transfer residue and precipitate to a 250-ml. beaker, dissolve in 10 ml. aqua 
regia and after complete solution, add 5 ml. sulfuric acid (1.84), evaporate 
to fumes of SO; and fume well,!* cool, dilute to 100 ml. bring solution to boiling 
and add 1 drop of hydrochloric acid to precipitate the silver, filter in a 400-ml. 
beaker, dilute filtrate to 200 ml. volume, add 5 ml. hydrochloric acid (1.19), 
and precipitate palladium with .5 gram of dimethylglyoxime dissolved in 
50 ml. of boiling water.'4 

Palladium dimethylglyoxime, canary yellow in color, which possesses the 
same physical characteristics as the corresponding nickel salt, at once separates 
out. Allow to settle in a warm place for about five minutes. Filter in a Gooch 
crucible, wash with hot water, dry at 110° C. and weigh. Factor .3168. 

To the filtrate from the palladium add 2 grams of 30-mesh C.P. zine, which 
precipitates the platinum. Filter, ignite precipitate and dissolve in aqua 
regia. Remove nitric acid by three evaporations with hydrochloric acid (1.19), 
taking care not to evaporate solution to dryness.% After the last evaporation, 
take up with not more than 10 ml. of water and a few drops of hydrochloric 
acid. If necessary, filter, keeping volume of 10 ml., add 2 grams of ammonium 
chloride, stir well, add 10 ml. of alcohol, and let stand one hour with an occa- 
sional stirring. 

Filter off ammonium chloroplatinate in small Gooch crucible and ignite 
to platinum in the usual manner. 

Separation of Platinum and Gold.—lIn place of the procedures given on 
page 715 it is often preferable to precipitate gold first by means of sulfur 
dioxide, then reprecipitating with oxalic acid from weakly acid solution to 
obtain gold free from platinum. 

Separation of Platinum and Ruthenium.—<According to Deville and his 
co-workers the ammonium chloride separation is unsatisfactory owing to 
contamination of the ammonium chloroplatinate with ruthenium. The 
ruthenium may be separated by volatilization with chlorine passed into the 
alkaline solution of platinum and ruthenium. See page 738. 


' 18 The platinum and palladium after solution in aqua regia, and addition of sulfuric 
acid, should be well fumed, in order to reduce any gold remaining in the solution to 
the metallic condition. It is very essential that all the gold is removed at this stage, 
otherwise it is liable to contaminate the palladium dimethylglyoxime. 

14 Palladium is best precipitated with dimethylglyoxime in a 3-5% acid solution, 
gold if present will be reduced to the metallic condition and should be removed before 
hand. Alcohol is not recommended as the solvent for the dimethylglyoxime, as it 
slows up the precipitation of the palladium. A hot water solution works quicker, and 
should be filtered to remove insoluble matter before addition to the palladium solution. 

The precipitation should be carried out in a cold solution, since platinum will con- 
teminate the palladium precipitate if the dimethylglyoxime reagent is added to a hot 
solution. 

1 Any solutions containing platinum should never be evaporated to dryness, as 
platinum is easily reduced in baking to the ‘“‘platinous” condition which is not pre- 
cipitated with ammonium chloride. 
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RARER ELEMENTS OF THE ALLIED 
PLATINUM METALS * 


IRIDIUM 
Element, Iridium. Ir. at.wt. 193.1; sp.gr. 22.4; m.p. 2350° C.? oxides, IrO», Ir,O; 


DETECTION 


Iridium is found associated with platinum. The element is insoluble in 
all acids, including aqua regia. Chlorine is the best reagent which forms the 
chlorides of iridium and yields compounds with other chlorides as K,IrCl,. 
If the element is heated in a stream of chlorine in the presence of potassium 
chloride there forms a salt, K2IrCls, which is sparingly soluble and is used in 
the separation of iridium. 

The oxide, Ir,O3, is formed when K.IrCl, is mixed with sodium carbonate 
and gently fused at a dull red heat. 


2KoIrCls+4Na2CO; = Ir20;+8NaCl+4KCl1+4C0.+0. 


The fusion is dissolved in water containing ammonium chloride. Filter the 
residue and after igniting to expel the ammonium chloride, treat with dilute 
acid in order to remove the small quantity of alkali. A bluish-black powder is 
thus obtained which begins to decompose when heated above 800 degrees, and 
at temperatures somewhat above 1000 degrees is completely broken up into 
oxygen and the metal.” 

The dioxide, IrO., is a black powder obtained by heating the hydroxide 
in a current of carbon dioxide. It is insoluble in acids.” 

Caustic Alkalies produce in a boiling solution a dark-blue precipitate of 
Ir(OH), insoluble in all acids except HCl. 

Potassium chloride forms the double salt of K2IrCl., which is black and is 
difficultly soluble in water. 

Ammonium chloride precipitates black (NH.)eIrCls, which is difficultly 
soluble in water. 

Hydrogen sulfide precipitates black Ir.83, soluble in (NH,).S. 

Metallic zinc precipitates from an acid solution black metallic iridium. | 

Formic acid and sulfurous acid precipitate black metallic iridium from 
hot solutions. 

Lead acetate gives a gray-brown precipitate. 


16 Chapter contributed by R. E. Hickman. 
17 “Treatise on Chemistry,’’ Roscoe and Schorlemmer. 
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ESTIMATION 


Substances in which iridium is determined are: platinum scrap, jewelers’ 
sweeps, contact points, ores. Iridium is weighed as the metal. 


PREPARATION AND SOLUTION OF THE SAMPLE 


Platinum scrap and contact points, etc., containing iridium dissolve with 
difficulty in aqua regia, depending on the amount of iridium present. The 
alloy is dissolved more quickly if it is rolled or hammered to a very thin sheet 
or ribbon. The alloy of platinum and iridium with an iridium content up to 
10% dissolves in aqua regia slowly ; an alloy of iridium content of 15% dissolves 
in aqua regia very slowly and the aqua regia will likely have to be replenished 
from time to time. An alloy of 25% iridium is practically insoluble in aqua 
regia. The filings from sweeps, etc., can be dissolved by aqua regia the same 
as the scrap. After expelling the HNO; the platinum and the iridium are 
precipitated together with NH,Cl as (NH,z)oPtCl. and (NHa,).IrCls. The 
iridium imparts a pinkish to a scarlet color to the salt. 

If the iridium content is too high to be dissolved in aqua regia the metal 
can be mixed with NaCl, heated to a dull red heat in a porcelain or silica tube, 
and moist chlorine passed over the mixture. The iridium will be in the form 
of a double chloride which dissolves in water. After filtering the solution and 
evaporating with HCl, the iridium as well as the platinum is precipitated with 
NH,Cl or HS. This is a convenient way on a larger scale to dissolve os- 
miridium in ores. The writer has had good results with this operation. 

When the iridium is contaminated with a large amount of impurities, it 
may be reduced from the solution with zinc, and the impurities dissolved by 
HNO; and dilute aqua regia; the residue is washed and dried as iridium. 

Clean osmiridium grains are also brought into solution by sintering with 
BaO, and Ba(NOsz)e2 and dissolving in water acidulated with HCl. A fusion 
can be made with KNO;, NaNOs, or Na2O2 and NaOH or KOH yielding a 
soluble ruthenate and osmate, and leaving the iridium and rhodium as insoluble 
oxides. 


SEPARATIONS 


Separation of Iridium from Platinum.—See Separation of Pt from Ir. 

If the platinum and iridium are alloyed with at least ten times their weight 
of silver or lead and the alloy dissolved in HNO; ,the silver or lead and the 
platinum dissolve, leaving the iridium insoluble. After washing the residue, 
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treat with a small amount of dilute aqua regia to dissolve any platinum that 
may be present. If the alloy contains more than a few milligrams of platinum, 
it will be necessary to add fine gold when cupelling to prevent the platinum from 
becoming colloidal. 

If the alloy is made with silver only, hot concentrated H.SO, can be used in 
place of HNO; to dissolve the silver. The iridium and platinum which are 
insoluble are treated with dilute aqua regia to remove the platinum leaving a 
residue of iridium and a small amount of silver chloride. 

Separation from Osmium.—Osmium is removed by distillation. See Os. 

For other separations see under Rh and Ru. 


GRAVIMETRIC METHODS FOR THE DETERMINATION OF IRIDIUM 
1. BY REDUCTION WITH ZINC 


The solution of iridium and platinum is treated with C.P. granulated zine 
and 5% free HCl. The iridium and the platinum are precipitated as fine black 
metal. The black metal is washed free from impurities and the platinum is 
dissolved in dilute aqua regia as described under the Separations. The insolu- 
ble portion is dried, ignited, reduced with hydrogen and weighed as metallic 
iridium.!8 


2. BY IGNITING THE SALT (NHa,).IrCl, 


The percentage of iridium in the salt may be judged fairly well by the color, 
by comparing with standard iridio-platinum salts. The salt is filtered, washed 
with alcohol and carefully ignited and weighed as iridio-platinum sponge metal. 
The percentage of iridium in the sample can be calculated from the weight of 
the iridium obtained. The two metals are treated as stated under 3 below. 


3. BY OBTAINING IT AS A RESIDUE 


The iridium and the platinum, etc., are alloyed with at least ten times their 
weight of silver and the alloy dissolved in HNOs;. The residue will be a small 
amount of platinum, gold if any present, and iridium. Add a small amount of 
dilute aqua regia, which will dissolve the gold and the rest of the platinum, 
leaving the iridium as a black residue. This is filtered and washed alternately 

18 When the Pt metals are precipitated with Zn, Mg, Al, etc., the precipitate will 


invariably contain some of the metal used as reagent. It is very difficult to make a 
complete precipitation of Ir. 
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with hot water and hot dilute NH.OH until free from silver chloride. Ignite, 
reduce in hydrogen, cool in CO, and weigh as metallic iridium. Hot concen- 
trated H.SO, can be used in place of HNO; as described under Separations 
on page 731. 

One part of the iridium material is alloyed with ten parts of lead. This is 
packed in a graphite capsule, and the whole embedded in charcoal in an or- 
dinary assay crucible. Heat to a high temperature in a furnace for several 
hours. When the crucible and contents are cold, remove the lead and clean 
well. Treat the lead with dilute HNOs, thus removing the lead and leaving the 
iridium as the residue. Wash thoroughly and treat the residue with dilute 
aqua regia, which leaves the residue as pure iridium.!® If other metals of the 
platinum group are present, see separations under those metals. 

_ The residue containing iridium, rhodium, ruthenium and osmium is fused 
with 5 grams KOH and one gram KNOs, and the ruthenium as well as the 
osmium are distilled with chlorine as explained underruthenium. The solution 
in the distilling flask is acidified with HCl and zinced completely, or boiled 
with alcohol for about half an hour after making alkaline with KOH. The 
precipitate is filtered, washed thoroughly and ignited. This residue of impure 
iridium and rhodium is scorified with test lead, the lead button is cleaned very 
thoroughly and dissolved in dilute HNO;. ‘The residue is then treated with 
H.SO, as explained under Separation of Rh from Ir, 

After filtering the rhodium sulfate, the iridium residue is washed well with 
a hot 10% solution of ammonium acetate until free from lead sulfate. Ignite 
and boil with dilute HNO; to dissolve any silver that may be present. Filter, 
wash with hot water and dilute NH.,OH, ignite and treat with hydrofluoric 
acid in a platinum dish to remove silica. Take up with hot water, filter, wash 
well, ignite, reduce in hydrogen, cool in CO: and weigh as metallic iridium. 
It is extremely difficult to separate the almost inappreciable traces of 
ruthenium and rhodium from iridium. The spectroscopic detection of im- 
purities in iridium is not so convenient as is the case with some other platinum 
metals because the spectrum of iridium is complex and many of the sensitive 
lines of the other platinum metals are coincident with iridium lines unless great 
dispersion is used. (A Comprehensive Treatise on Inorganic and Theoretical 
Chemistry, J. W. Mellor, Vol. XV, p. 734, 1936). 


4. DETERMINATION OF IRIDIUM 
Mersop or Dryitte anp Sras, Mopirrep sy Giicurisr 2 


1, Lead Fusion.—Fuse the carefully sampled platinum alloy with 10 times 
its weight of granular test lead for a period of one hour at a temperature of 
about 1000° C. A covered crucible, whose outside dimensions are 4 cm. in 
diameter and 7 cm. in height, machined from Acheson graphite, is suitable for 
fusions made with 20 to 40 grams of lead. The inside of the crucible should 
possess a slight taper to facilitate the removal of the cooled ingot. Do not 
pour the fusion from the crucible, but allow it to solidify, since the iridium has 


19 Very often this Ir contains lead in amounts varying from a trace to 10%. 
20 R. Gilchrist, J. Am. Chem. Soc., 45, 2820, 1923. 
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largely settled to the bottom of the crucible. The crucible is best heated in an 
electric furnace. 

2. Disintegration with Nitric Acid.—Brush the cooled lead ingot free 
from carbon with a camel’s hair brush and place it in a beaker. Add 
dilute nitric acid (one volume of nitric acid (sp.gr. 1.42) to 4 volumes of 
water), using 1 ml. of acid per g. of lead. Place the beaker on the steam-bath or 
on a hot-plate, which maintains the temperature of the solution at about 85° C. 
Disintegration of the lead ingot is usually complete in about two hours and 
leaves a rather voluminous, grayish-black mass. Dilute the solution to twice 
its volume and decant the liquid through a double filter, consisting of a 9-cm. 
paper of fine texture, on which is superimposed a 7-cm. paper of looser texture. 
Wash the residue quite thoroughly with hot water and pass the washings 
through the filters. The residue is not transferred to the filters at this point. 
The lead nitrate solutions and washings are best caught in an Erlenmeyer 
flask to make easier the detection of the presence of any residue which has 
passed through the filters. This is done by whirling the liquid in the flask. 
Return the filters to the beaker without ignition. 

3. Solution of the Lead-Platinum Alloy with Aqua Regia.—Add in orde1 
—15 ml. of water, 5 ml. of hydrochloric acid (sp.gr. 1.18) and 0.8 ml. of nitric 
acid (sp.gr. 1.42) for each gram of the platinum-alloy sample taken. Heat the 
solution in the beaker on the steam-bath or on a hot-plate which maintains the 
temperature at about 85°C. The lead-platinum alloy is usually completely dis- 
solved within one and a half hours. Dilute the solution with twice its volume 
of water and filter through a double filter similar to the one used for the lead 
nitrate solution; the iridium, insoluble in aqua regia, is in the form of fine 
crystals, possessing a bright metallic luster and having a high density. Pass 
the clear solution through the filter first and then transfer the thoroughly 
macerated paper. It is very important to examine the beaker to see that no 
iridium remains. To do this the interior of the beaker is wiped with a piece 
of filter paper to collect any metal adhering to the sides. Then by whirling 
a small quantity of water in the beaker any iridium remaining gravitates 
towards one place whence it can be removed with a piece of paper. Wash 
the filters and iridium thoroughly, first with hot water, then with hot dilute 
hydrochloric acid (1 : 100), and lastly with hot water. The chlorplatinic acid 
filtrate and washings should be examined for iridium, which may have passed 
through the filters, in the manner described under the nitric acid treatment. 
The last washings should be tested for the absence of lead. 

4. Ignition and Reduction of the Iridium.—Place the washed filters and 
iridium in a porcelain crucible and dry, before igniting in air. After the 
destruction of the filter paper, ignite the iridium strongly with the full heat 
of a Tirrill burner. After all the carbon is burned out, cover the crucible 
with a Rose lid, preferably of quartz. Introduce in the crucible a stream of 
hydrogen, burning from the tip of a Rose delivery tube (a quartz tube pre- 
ferred). After five minutes remove the burner and a few minutes later ex- 
tinguish the hydrogen flame by momentarily breaking the current of hydrogen. 
This is best done by having a section of the rubber delivery tube replaced by a 
glass tube, one end of which can easily be disconnected. Allow the iridium te 
cool in an atmosphere of hydrogen and then weigh as metallic iridium. 
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Notrs.—In commercial analysis no effort is made to correct the weight of iridium 
for small amounts of ruthenium. Correction, if desired, can be made according to the 
original directions of Deville and Stas. (“‘Procés-verbaux, Comité International des 
Poids et Mesures,” pp. 162, 191, 1877.) The correction for iron can be made by the 
“eae suggested by W. H. Swanger, U. S. Bureau of Standards. The iridium is 
used with zinc, the excess zinc removed with hydrochloric acid, and the zinc-iridium 
alloy fused with potassium pyrosulfate. The fusion is digested with dilute sulfuric 
acid, which leaves a residue of iridium free from iron but contaminated with silica. 
Silica is now removed by the usual manner and pure iridium remains. This purification 
is necessary if iron is present in the sample since this separates with iridium. Palladium, 
rhodium and gold have no effect in the determination. Ruthenium separates quanti- 
tatively with the iridium. The loss of weight of iridium during the ignition periods is 
insignificant. 


5. DETERMINATION OF IRIDIUM BY PRECIPITATION AS 
THE HYDRATED DIOXIDE 


Iridium may be determined in either of two ways. If the solution contain- 
ing both rhodium and iridium can be divided conveniently into aliquot parts, 
the determination of iridium is greatly simplified and the precipitations of 
titanium by cupferron avoided. (See 8 under Gravimetric Methods for 
Rhodium). The rhodium and iridium in one portion of the solution can be 
recovered by hydrolytic precipitation as described in the procedure for the 
separation of platinum. If this is done, the mixed precipitate of rhodium and 
iridium dioxides is washed with a hot 1% solution of ammonium chloride, 
neutral to brom thymol blue (pH 7), instead of with a solution of sodium chlo- 
ride. The dried filter and precipitate are impregnated with a few drops of a 
saturated solution of ammonium chloride, in order to prevent deflagration, and 
carefully ignited to a mixture of the anhydrous oxides. The oxidized residue 
is ignited and cooled in hydrogen, and weighed as a mixture of metallic rhodium 
and metallic iridium. In order to calculate the quantity of iridium, it is 
necessary, in addition, to determine rhodium in a separate portion of the solu- 
tion. (See 8 under Gravimetric Methods for Rhodium). 

If the iridium cannot be determined in this way, it is necessary to recover 
it from the filtrates resulting from the precipitation of rhodium by titanous 
chloride. 

Dilute the combined filtrates from the precipitation of rhodium by titanous 
chloride to 800 ml. Cool the solution by placing the beaker in crushed ice. 
Add a chilled, filtered, freshly prepared 6% solution of cupferron (ammonium 
salt of nitrosophenylhydroxylamine, CsH;N-NO-ONHg,) in slight excess. 
Filter the solution and wash the titanium precipitate with chilled diluted 
H.SO, (2.5:97.5) containing some cupferron. The cupferron precipitate is 
usually slightly contaminated by iridium, but the amount does not exceed 1 mg. 
when about 0.2 g. of iridium is being handled. Return the filter and precipitate 
to the beaker, add 20 ml. of HNOs, and heat until the precipitate is mostly 
decomposed. Add 20 ml. of H.SO, and heat the solution until vapors of 
H.SO, appear. Destroy the remaining organic matter by adding HNOs, 
and heating. Dilute the resulting solution to 800 ml. and repeat the precipita- 
tion of the titanium. Unite the filtrates from the cupferron precipitations and 
evaporate until approximately 10 ml. of H.SO, remains. Ensure the destruc- 
tion of all organic matter. Dilute the solution somewhat and filter it. 
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Dilute the solution to 200 ml. with water and neutralize most of the acid 
contained in it with a filtered solution of sodium bicarbonate. Heat the solu- 
tion to boiling and complete its neutralization with bicarbonate to the end-point 
of brom cresol purple, as described in the procedure for the separation of 
platinum. (See A4 under Platinum). Add 20 ml. of a filtered 10% solution 
of sodium bromate, and boil the solution for twenty to twenty-five minutes. 
Be sure that sufficient bromate is present to oxidize all of the iridium to the 
quadrivalent state. Filter the solution and wash the precipitate thoroughly 
with a hot 1% solution of ammonium chloride. 

Place the filter and precipitate in a porcelain crucible. Dry them some- 
what and then moisten them with a few drops of a saturated solution of am- 
monium chloride. Ignite the filter and precipitate carefully in the air and then 
in hydrogen. Leach the metallic residue with diluted HCl, then transfer it to 
a filter, and wash it with hot water. Ignite the filter and metallic residue in air. 
Finally, ignite the resulting oxidized metal in hydrogen, cool it in hydrogen and 
weigh it as metallic iridium.” 


*1 Gilchrist and Wichers, J. Am. Chem. Soc., 57, 2565 (1985). 
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Element, Ruthenium. Ru. at.wt. 101.7; sp.gr. 12; m.p. 2450° C.? oxides, 
Ru.0;, RuO,, RuO, 


DETECTION 


This element is found in platinum ores, and as laurite, Ru.S3. It is barely 
soluble in aqua regia and insoluble in acid potassium sulfate. It dissolves when 
fused with KOH and KNO;. The solution of the fusion when dissolved in 
water forms potassium ruthenate, K,RuO,, from which HNO; precipitates 
the hydroxide, which is soluble in HCl. The treatment with chlorine and KCl 
at a high temperature yields a salt of K,RuCl,. The salts that are most com- 
mon are K,RuCl; and K,RuCl.. 

The oxide, RuzOs, is formed when finely divided ruthenium is heated in the 
air, forming a blue powder which is insoluble in acids. It can also be obtained 
by heating the trihydroxide, Ru(OH);, in dry carbon dioxide which forms a 
black, scaly mass.” 

Ruthenium dioxide, RuOs», is obtained by roasting the disulfide or sulfate in 
contact with air. It is likewise formed when the metal is fused in an oxidizing 
atmosphere, when it burns with a sparkling smoky flame, and evolves an ozone- 
like smell.” 

Ruthenium tetroxide, RuO,, is formed in small quantities when the metal is 
heated at 1000° C. in a current of oxygen, although when heated alone it de- 
composes at about 106°C. It is prepared by passing chlorine into a solution of 
potassium nitrosochlororuthenate, or of potassium ruthenate or sodium ruthenate 
prepared by fusing the metal with sodium peroxide; the liquid becomes heated 
and the tetroxide distills over and is deposited in the receiver. The moist 
oxide quickly decomposes. In the dry state it is fairly stable, but decomposes 
in sunlight with the formation of lower oxides. It dissolves slowly in water, 
and the solution when it contains free chlorine or HCl may be kept without 
alteration for some days if light be excluded, but when pure slowly deposits a 
black precipitate.” 

In addition to the above oxides, salts corresponding to the acidic oxides 
RuO; and Ru,.O, have been prepared. 

Potassium hydroxide precipitates a black hydroxide easily soluble in HCl. 

- Hydrogen sulfide slowly produces brown Ru.S3. 
_ Ammonium sulfide precipitates brownish black sulfide. 

Metallic zinc precipitates metallic ruthenium, the solution first turning blue. 

Potassium sulfocyanate gives on heating a dark brown solution. 

Silver nitrate gives a rose red precipitate. 

Mercurous nitrate produces a bright blue precipitate. 

Zinc chloride produces a bright yellow precipitate which darkens on standing. 

Potassium iodide after a time by heating precipitates the black sesqui-iodide. 


» “Treatise on Chemistry,’’ Roscoe and Schorlemmer. The Macmillan Co. 
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P-nitrosophenol yields a deep violet coloration on warming with a solution o! 
ruthenium trichloride.” 

Sodium thiosulfate according to C. Lea, is mixed with ammonia, and a few 
drops of solution of ruthenium chloride are added, and the whole boiled. A 
reddish-purple liquid is produced, which, unless the solutions are very dilute, 
is black by transmitted light. The coloration is permanent, and the liquid may 
be exposed to the air without alteration. This reaction is far superior to any 
known test for ruthenium.?4 


ESTIMATION 


Ruthenium is generally estimated in alloys and ores or residues. 


PREPARATION AND SOLUTION OF THE SAMPLE 


When ruthenium is alloyed with platinum or gold, aqua regia dissolves 
these metals, forming the chlorides of platinum, gold and ruthenium. The 
ruthenium in ores is in the form of an alloy with platinum or osmiridium. This 
is fused with KNO3 and KOH in a silver crucible, the osmium and the ruthe- 
nium forming salts as described above, while the iridium remains as an oxide. 


SEPARATIONS 


Separation of Ruthenium from Platinum.—The two metals are precipitated 
with KCl and the potassium rutheniochloride is dissolved out with cold water 
containing a very small amount of KCl and alcohol. The ruthenium is then 
precipitated from an acid solution by additions of granulated zinc. 

3S. C. Ogburn, Jr., J. Am. Chem. Soc., 48, 2493, 2507 (1926). 


: 4 “Select Methods in Chemical Analysis,’’ Sir Wm. Crookes. Longmans, Green 
Co. 
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A separation may be made by alloying with silver and dissolving the 
platinum and silver in HNOs, the ruthenium remaining as the residue. Gold 
should be added to the alloy to prevent the platinum from becoming colloidal. 
Treat with dilute aqua regia to remove the gold and a small amount of plati- 
num. The residue will be ruthenium with a small amount of silver chloride. 

From a concentrated solution of these metals precipitate the platinum 
with NH,Cl. Evaporate the filtrate with potassium nitrate to dryness and 
boil the residue with alcohol when the residual platinum will remain behind 
while the ruthenium goes into solution. 

Separation of Ruthenium from Iridium.—The two metals are fused with 
KOH and KNO; as described above, the ruthenium forming a salt soluble in 
water and the iridium remaining as an oxide. 

To the solution of the two metals, sodium nitrite is added in excess, with 
sufficient sodium carbonate to keep the liquid neutral or alkaline. The whole 
is boiled until an orange color appears. The ruthenium and the iridium are 
converted into soluble double nitrites. Sodium sulfide is then added, small 
quantities at a time until the precipitated ruthenium sulfide is dissolved in 
the excess of alkaline sulfide. At first the addition of the sulfide gives the 
characteristic crimson tint due to ruthenium, but this quickly disappears and 
gives a bright chocolate-colored precipitate. The solution is boiled for a few 
minutes, and allowed to become perfectly cold and then dilute HCl cautiously 
added until the dissolved ruthenium sulfide is precipitated and the solution 
is faintly acid. The solution is filtered and the precipitate washed with hot 
water. The filtrate will be free from ruthenium.” 

The fusion with KOH and KNO; as described above is dissolved in water 
in a flask or retort; chlorine is passed through this solution and thence into two 
or three flasks containing a solution of KOH and alcohol. The two or three 
flasks which form the condensing apparatus should be kept as cold as possible. 
The ruthenium is transformed into volatile RuO, which condenses in the flasks, 
while the iridium remains in the retort. 

Separation of Ruthenium from Rhodium.—The mixed solution of the two 
metals is treated with potassium nitrite as described above. The orange- 
yellow solution is evaporated to dryness upon the water bath and treated 
with absolute alcohol. The rhodium remains undissolved and can be filtered 
off and washed with alcohol. The rhodium salt can be ignited with NH,Cl 
and after washing yields metallic rhodium. See Separation of Rhodium from 
Ruthenium. 

Separation of Ruthenium from Osmium.—The tetroxides from the chlorine 
distillation are caught in HCl. After heating to about 70° C., air should be 
drawn through the distillate for about half an hour to eliminate the osmium. 
See Separation of Osmium from Ruthenium. 


' * “Select Methods in Chemical Analysis,’’ Sir Wm. Crookes. 
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GRAVIMETRIC METHODS FOR THE DETERMINATION OF 
RUTHENIUM 


Ruthenium is weighed as the residue or metallic ruthenium after it has 
been separated from the other metals. 

The residue containing ruthenium or osmiridium is fused in a silver crucible 
with five grams KOH and one gram KNO; at a low temperature from one- 
half to one hour. The mass is cooled and extracted with water. The orange- 
colored solution containing potassium ruthenate is gently distilled in a current 
of chlorine whereby the volatile ruthenium tetroxide passes over into the 
receivers. All connections should be ground glass so that no Ru will be 
reduced in the joints. The solution in the distilling flask must be kept alkaline 
to prevent iridium chloride from distilling over with the Ru. Add a smal 
piece of KOH after the first distillation and distill as before. Oftentimes it 
will be necessary to fuse again with KOH and KNO; and distill as stated 
above. Continue to pass chlorine through the alkaline solution until al 
effervescence ceases. Disconnect the chlorine and draw air through the ap.- 
paratus, heating the solution nearly to boiling. 

1. Receivers containing KOH solution (10 to 15% KOH) and alcohol. 

a. This alkaline solution containing the ruthenium tetroxide distillate i: 
evaporated to a smaller volume and the ruthenium is precipitated by boiling 
with absolute alcohol. Filter, wash well with hot water, dilute HCl and agair 
with hot water. Ignite, reduce in hydrogen and weigh as metallic Ru. 

b. The alkaline solution from the receivers is made acid with HCl and 
the Ru is precipitated from the hot solution with hydrogen sulfide gas. Filter, 
wash, ignite at a high temperature, reduce in hydrogen and weigh as metallic Ru. 

2. Receivers containing hydrochloric acid. 

a. This acid solution containing the ruthenium tetroxide distillate is heated 
to nearly boiling and the ruthenium is precipitated with hydrogen sulfide gas 
as under 1b. 

b. The acid solution containing the Ru is evaporated to a concentrated 
solution and transferred to a weighed porcelain crucible. Evaporate te 
dryness, bake and ignite. Reduce in hydrogen and weigh as metallic Ru.?¢ 

c. Ruthenium may be estimated by\ precipitation with magnesium from 
solutions of its salts. The precipitate is washed with dilute sulfuric acid 
to remove excess of magnesium, dried, ignited in a current of hydrogen, cooled 
in carbon dioxide and weighed as metal.”” 

d. Evaporate to a moist residue on the steam bath. Add 10 ml. of HCI and 
digest the solution for one-half hour. Add 50 ml. of water and heat the solution 
to boiling in order to complete the dissolving of the somewhat difficultly soluble 
ruthenium compound. When the ruthenium compound is completely dis- 
solved, filter the solution and wash the filter with diluted HCI (1:99). The 
solution is filtered to ensure the elimination of a small amount of silica which 
may be present. Dilute the ruthenium solution to 200 ml., heat it to boiling, 
and add a filtered 10% solution of sodium bicarbonate until a precipitate begins 


26 A correction should be made for impurities in the HCI used. 
27 Text Book of Inorganic Chemistry, Vol. IX, Part I. J. N. Friend. 
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to form. Add the bicarbonate solution dropwise until the acidity of the solu- 
tion reaches a value of pH 6 as indicated by the change in color from yellow to 
blue of brom cresol purple indicator present in the solution. Boil the solution 
for 5 to 6 minutes and filter it. 

Wipe the inner walls of the beaker and also the glass rod with a small piece 
of ashless filter paper. Thoroughly wash the filter and precipitate with a hot 
1% solution of ammonium sulfate. Finally wash them 3 or 4 times with a 
cold 2.5% solution of ammonium sulfate. 

Place the filter and precipitate in a porcelain crucible, dry them, and char 
the filter slowly. The dried filter will usually char completely when once it 
begins to smoke. This operation should be done carefully in order to prevent 
loss of ruthenium by deflagration. Ignite the residue strongly in air and then 
in hydrogen. Cool the resulting metal in hydrogen and leach it well with hot 
water. This is done to ensure complete removal of soluble salts. It is well to 
leach the residue in the crucible first and then to transfer it to a filter. Ignite 
the filter and metal in air and in hydrogen. Cool the residue in hydrogen 
and weigh it as metallic ruthenium.”8 


28 Raleigh Gilchrist, Research Paper 654, J. Research Nat. Bur. Standards, 12, 1934. 
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Element, Rhodium. Rh. at.wt. 102.91; sp.gr. 12.5; m.p. 1955° C.; oxides, 
RhO, Rh,O;, RhO, 


DETECTION 


Rhodium is found only in platinum ores. It is a white metal, difficultly 
fusible, and insoluble in acids. Rhodium, however, dissolves in aqua regia 
when alloyed with platinum, to a cherry red solution. It is also soluble in 
molten phosphoric acid and dissolves when fused with acid potassium sulfate 
with the formation of K3;Rh(SO,)3. If the metal is treated with chlorine in 
the presence of sodium chloride there forms a soluble salt, NasRhCle. 

Rhodium monoxide, RhO, is obtained by heating the hydroxide Rh(OH)3; 
by cupellation of an alloy of rhodium and lead, or by igniting the finely-divided 
metal in a current of air. It is a gray powder with a metallic appearance, and 
is not attacked by acids. When heated in hydrogen it is reduced with evolution 
of light.?9 

The oxide, Rh.O3;, is obtained as a gray iridescent spongy mass by heating 
the nitrate. It is also formed as a crystalline mass when sodium rhodochloride 
is heated in oxygen. It is perfectly soluble in acids.?9 

Rhodium dioxide, RhO», is obtained by repeated fusions of the metal with 
KOH and KNO;. It is attacked neither by alkalies nor by acids and is reduced 
by hydrogen only at a high temperature.” 

Hydrogen sulfide precipitates rhodium sulfide, when passed into a boiling 
hot solution containing rhodium. 

Potassium hydroxide precipitates at first a yellow hydroxide, Rh(OH)s 
+H,0 soluble in an excess of the reagent. If boiled, a dark gelatinous pre- 
cipitate separates. A solution of Na;RhCl, does not show this reaction im- 
mediately, but the precipitate appears in the course of time. Addition of 
alcohol causes a black precipitate immediately. 

Ammonium hydroxide produces a precipitate which dissolves in excess 
NH,OH on heating. Addition of HCl now produces a yellow precipitate, 
insoluble in HCl but soluble in NH,OH. 

Potasium nitrite precipitates from hot solutions a bright yellow precipitate 
of double nitrite of potassium and rhodium. 

Zinc, iron and formic acid precipitate rhodium as a black metal. 

Hydrogen reduces rhodium salts. 

To detect small amounts of rhodium in the presence of other metals, 
evaporate the solution and displace with a fresh solution of sodium hypo- 
chlorite; the yellow precipitate formed is soluble after an addition of acetic 
acid. After a long agitation the solution changes to an orange-yellow color 


» “ Treatise.on Chemistry,’’ Roscoe and Schorlemmer. The Macmillan Co. 


742 


RHODIUM 743 


and after a short time the color passes and finally a gray precipitate settles and 
the solution turns sky-blue.*° 


ESTIMATION 


Rhodium is estimated mainly in ores, thermocouples and salts. 


PREPARATION AND SOLUTION OF THE SAMPLE 


When rhodium is estimated in thermocouples or other alloys of platinum 
and rhodium the wire or sample is rolled to a thin ribbon and dissolved in 
aqua regia. (An alloy containing 30% of Rh is practically insoluble in aqua 
regia.) Both metals will go into solution, forming the chlorides of rhodium 
and platinum. The aqua regia will have to be replaced from time to time, as 
the alloy dissolves slowly. 

The rhodium from salts is precipitated with zinc and the black metallic 
rhodium cleaned with dilute aqua regia, filtered, washed, ignited and reduced 
with hydrogen. If platinum is present with the rhodium the residue will 
invariably contain a small amount of platinum after the aqua regia treatment. 
If all the platinum is desired it will be necessary to alloy with silver as described 
on page 731. 

Some alloys and ores are alloyed with silver and the silver and platinum are 
dissolved in HNO3. ‘The residue is cleaned with aqua regia, dried, and weighed 
as metallic rhodium.*! If the residue is ignited, reduce with hydrogen. 

The material or residue containing rhodium is fused with KHSO,, or better 
still K.S.07, for some time at a red heat and the mass leached with hot water 
acidified with HCl. The rose-red solution contains the rhodium. Several 
fusions are generally necessary. 


SEPARATIONS 


Separation of Rhodium from Platinum.—Alloys and ores containing plati- 
num and rhodium dissolve slowly in aqua regia as stated above. After ex- 
pelling the HNO; add NH,Cl. The precipitate is filtered and washed with 
dilute ammonium chloride solution, which dissolves the rhodium salt. A very 


%0 Prescott and Johnson. 
31 See Separations under Ir. 


744 RHODIUM 


small amount of rhodium will color the filtrate pink to a rose-red color, de- 
pending on the amount of rhodium present. A green tinge in the ammonium 
chloroplatinate indicates the presence of rhodium. 

A solution of NaOH is added to the HCl solution of the two metals until 
yellow rhodium hydroxide begins to separate. After neutralizing, the volume 
of the solution should be so adjusted that the estimated total content of Pt 
and Rh does not exceed 1 gram per 100 ml. A mixture of equal volumes of 
solutions containing 90 grams of crystallized barium chloride and 36 grams of 
anhydrous sodium carbonate per liter, respectively, is added. Not less than 
5 ml. of each solution is taken. After the suspension of barium carbonate 
is added, the solution is rapidly heated to boiling and boiled for two or three 
minutes. The residue is filtered off and washed several times with a hot 2% 
solution of sodium chloride, after which it is returned, with the filter paper, 
to the original beaker and digested with 25 ml. HCl (1HCI to 4H,0) until 
solution is complete. Dilute with water and filter off the paper pulp. Adjust 
the volume to about 150 ml., heat to incipient boiling for 30 to 45 minutes 
while a current of hydrogen sulfide is passed in. After the precipitation the 
rhodium sulfide is filtered off at once, washed with water containing a little 
ammonium chloride, and ignited in a weighed porcelain crucible. The ignited 
sulfide is reduced and cooled in hydrogen, and weighed as metallic Rh.* 

Separation of Rhodium from Iridium.—A separation can be made by 
adding sodium nitrite in excess to the solution of the two metals, with a 
sufficient quantity of sodium carbonate to make the solution neutral or 
alkaline; this is boiled until the solution assumes a clear orange color. The 
rhodium and iridium are converted into soluble double nitrites. A solu- 
tion of sodium sulfide is added in slight excess and the liquid made slightly 
acid. The rhodium is precipitated as dark-brown rhodium sulfide. 

A solution of rhodium and iridium is evaporated with HCl and displaced 
with a large excess of acid sodium sulfite, NaHSO:;, and allowed to stand 
sometime when a pale yellow double salt of rhodium and sodium sulfite slowly 
separates out while the solution becomes nearly colorless. Wash out the 
precipitate, and heat with hot concentrated H,SO, till the sulfurous acid is 
driven off. Heat the material in a crucible until rid of all free sulfuric acid. 
Then the iridium is dissolved out as a sulfate with a deep chrome-green color, 
while a double salt of sodium sulfate and rhodium oxide remains behind. This 
is flesh color insoluble in water and acids. Boil with aqua regia, wash, dry, 
heat and the salt decomposes into rhodium and sodium sulfate.* 

Rhodium can also be separated from iridium, when the latter is present as an 
iridic salt such as Ir(SO.)», by precipitating the mixed salts with caustic potash, 
dissolving the hydroxides in dilute sulfuric acid and adding caesium sulfate. 
The sparingly soluble rhodium caesium-alum separates in the cold, and can 
readily be purified by recrystallization and then by electrolysis.*4 

The residue of rhodium and iridium is melted or scorified with test lead. 
The lead button is cleaned and dissolved in dilute HNO;. After filtering and 
washing the residue, do not ignite, but wash the contents of the filter into a 
beaker and fume with H.SO, from one to three hours. When cool, dilute with 


® Hdward Wichers, J. Am. Chem. Soc., 46, 1818 (1924). 
8 Handbuch der Anorganischen Chemie, O. Dammer. F. Enke, Stuttgart. 
4 “Treatise on Chemistry,’’ Roscoe and Schorlemmer. The Macmillan Co. 
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water and let stand over night. The residue contains the iridium and a small 
amount of PbSOu,, while the solution contains the rhodium as the sulfate. To 
make a further separation from impurities present, the sulfate solution is 
made alkaline with NaOH and boiled. Let stand until cold and filter off the 
rhodium hydroxide. Digest with HCl until all the hydroxide has dissolved. 
Filter and wash with hot water. Evaporate the filtrate to dryness, dissolve in 
hot water and add about 15 ml. of sodium nitrite solution (40% NaNO,). 
Heat until all action ceases, then add sodium carbonate to the hot solution 
until no more precipitate forms. Let cool, filter and wash with hot water. 
Acidify the filtrate with dilute acetic acid and add potassium chloride solution 
(20% KCl) until all the Rh is precipitated. Let stand over night at 50 to 
60° C. When cold, filter the white precipitate, washing with 20% KCl solution 
containing a little NaNO». The white precipitate of potassium rhodium nitrite 
is digested with HCl, filtered and washed with hot water. Evaporate the 
HCl solution to dryness, add ammonium formate and heat until dry. Ignite, 
wash free from salts with hot water, reduce in hydrogen, cool in CO», and weigh 
as metallic Rh. 

Separation of Rhodium, Platinum and Palladium.—Having the three in 
solution precipitate the platinum with NH4.Cl as described under Platinum. 
After filtering off the (NH,).PtCle precipitate, and after neutralizing the filtrate 
with Na,CO; add mercuric cyanide to separate the palladium as Pd(CN). as 
described under palladium. ‘The filtered solution is evaporated to dryness 
with an excess of HCl. On treating the residue with alcohol, the double 
chloride of rhodium and sodium is left undissolved as a red powder. By 
heating this in a tube through which hydrogen is passed the rhodium is reduced 
to the metallic state and the sodium chloride is washed out with water leaving a 
gray powder of metallic rhodium. 

The residue containing these three metals is scorified with test lead, and 
the resultant lead button cupelled with silver. The silver bead is dissolved 
in dilute HNO;; the solution filtered, washed with hot water, ignited, and the 
residue treated with dilute aqua regia to dissolve any platinum or palladium 
that may be present. Filter, wash with hot water, ammonia water, and again 
with hot water. Ignite and reduce in hydrogen as metallic Rh.** (See 
Separations under Ir.) 

Separation of Rhodium from Ruthenium.—The solution containing the two 
metals is treated with sodium nitrate as above and evaporated to dryness. 
The residue is powdered and treated in a flask with absolute alcohol. After 
filtering and washing with alcohol the rhodium remains undissolved. 

The, substance or residue containing the rhodium and ruthenium may be 
fused with KHSO, in a porcelain or platinum crucible causing the rhodium to 
go into solution as already described. The ruthenium remains insoluble. 

See distillation of ruthenium. 


% Very often this Rh contains lead in amounts varying from a trace to 35%. 
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GRAVIMETRIC METHODS FOR THE DETERMINATION 
OF RHODIUM 


1. The solution containing rhodium is treated with zine and the residue is 
washed well with hot water acidulated with HCl. The residue is then cleaned 
with dilute aqua regia and the black metallic rhodium is filtered off, dried, and 
ignited in hydrogen. Cool and weigh as metallic rhodium.*@ 

2. The rhodium solution containing about 5% free acid is treated for one- 
half to one hour with a rapid stream of H.S while the solution is kept boiling 
on the hot plate. Let settle over night, filter, wash well with hot water, ignite, 
reduce in hydrogen, cool in CO, and weigh as metallic rhodium. 

3. The solution containing the rhodium is made alkaline with KOH and 
then acid with formic acid, boil, and the rhodium will be precipitated as finely 
divided metallic rhodium. After filtermg wash well with hot water, ignite, 
clean with dilute aqua regia and finish in the usual manner. 

4, After the platinum and the palladium are eliminated, the residue of Ir, 
Rh and Ru is fused with K.8.0; in a porcelain crucible and the melt dissolved in 
water. Filter, wash with hot water, and after acidulating with HCl the Rh 
is precipitated with C.P. powdered zinc, hydrogen sulfide gas or both. Filter, 
wash with hot water and ignite. Clean the residue with dilute HNOs, then 
with dilute aqua regia, wash with hot water, ignite in hydrogen and weigh as 
metallic Rh. 

5. The residue containing Ir, Rh, Ru and Os is fused with five grams KOH 
and one gram KNOs, and the Ru and Os are distilled with chlorine as explained 
under ruthenium. The solution from the distilling flask is filtered, washed with 
water and the filtrate is made acid, zinced thoroughly, filtered, joined with the 
original residue and the whole ignited. The residue of impure Ir and Rh is 
scorified with test lead, the lead button dissolved in dilute HNO; and the residue 
treated with H.SO, as explained under Separation of Rh from Ir. The clear 
rhodium sulfate solution is treated with C.P. powdered zinc, hydrogen sulfide 
gas or both, and the precipitate is treated as explained above and weighed as 
metallic Rh.** 

6. The solution from the distilling flask is zinced well as explained above. 
The residue is filtered, washed, ignited and boiled with a few ml. of HNO; and 
then boiled with H.SO, for one to three hours. Cool, dilute with three times its 
volume of water, filter and wash thoroughly with hot water. The rhodium 
sulfate solution is made alkaline with KOH and boiled with alcohol until all 
the rhodium is precipitated and the solution is clear. Filter, wash with hot 
water, dilute HNO; and again with hot water. Ignite, reduce in hydrogen and 
weigh as metallic Rh. 

7. Rhodium is conveniently estimated by precipitation with magnesium 
from solutions of its salts. The precipitate is washed with dilute H.SO, to 
remove excess of magnesium, dried, ignited in a current of hydrogen, cooled 
in carbon dioxide and weighed as metal.*” 


36 This weight may be somewhat high due to contamination with Zn, as well as 
other impurities either from the solution or reagent. 
37 Text Book of Inorganic Chemistry, Vol. IX, Part I. J. N. Friend. 
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8. A solution containing the rhodium and iridium as chlorides, together 
with the excess of dimethylglyoxime remaining from the precipitation of 
palladium is placed in a 500-ml. Erlenmeyer flask. (See 6 under Gravimetric 
Methods for Palladium). Place a short-stemmed funnel in the mouth of the 
flask. Add 10 ml. of H.SO, and 2 to 3 ml. of HNOs, and evaporate until heavy4 
vapors of H,SO, are evolved. To ensure complete destruction of organic mat- 
ter, add a small quantity of HNO; from time to time and continue to heat over 
a free flame, keeping the solution in constant motion. Dilute the cooled solution 
with 20 ml. of water and again evaporate it until vapors of H,SO, appear. This 
is done to destroy nitroso compounds which may interfere in the precipitation 
of rhodium by titanous chloride. 

Transfer the sulfate solution to a clean, unetched beaker, dilute it to 200 
ml, and heat it to boiling. Add dropwise a solution of titanous chloride (a 20% 
solution of this reagent may be purchased) until the supernatant liquid appears 
slightly purple. If the solution is placed over a 100-watt light and stirred, 
observation of the end-point is greatly facilitated. The metallic rhodium 
which is precipitated quickly coagulates into a spongy mass. If much iridium 
is present, the end-point can be determined by the lack of formation of any 
further precipitate and the appearance of an orange color in the solution. Boil 
the solution for two minutes and filter it. Wipe the walls of the beaker and 
also the stirring rod with a piece of ashless filter paper. Wash the filter and 
precipitated metal thoroughly with cold (room temperature) diluted H2SO, 
(2,57 97.5). 

Place the filter with its contents in a 500-ml. Erlenmeyer flask, add 10 ml. 
of H.SO,, char gently, add 5 ml. of HNOs, and digest the solution on a hot 
plate. Usually, the rhodium dissolves fairly readily. Complete the solution 
of the rhodium by heating the flask over a free flame, keeping the contents of 
the flask in constant motion. Ensure the destruction of organic matter and 
the elimination of nitroso compounds. If some black specks remain, dilute 
the solution, filter it and return the filter to the flask. Wipe down the walls of 
the flask with a piece of ashless filter paper. Add 5 ml. of H.SOu,, char the 
paper, and destroy all organic matter with HNO;. Heat the solution until 
heavy vapors of H,SO;areevolved. This treatment will dissolve any remaining 
metal and will leave only a slight deposit of colorless silica. 

Precipitate the rhodium a second time in the manner described above. 
Redissolve the rhodium as before, dilute the H.SO. solution with 20 ml. of 
water and 10 ml. of HCl and boil the resulting solution for fifteen minutes. 
This treatment is necessary to convert the rhodium into a form which will 
allow complete precipitation by hydrogen sulfide. During this treatment, the 
color of the solution will change from yellow to rose. Filter the solution and 
wash the filter with diluted HCl (1:99). Finally, dilute the solution to a 
volume of from 400 to 500 ml. 

Precipitate the rhodium with H.S as directed under 2. Filter the solution 
and wash the precipitate with diluted H.SO, (2.5:97.5), and finally with 
diluted HCl (1:99). Place the filter with the sulfide precipitate in a porcelain 
crucible. Ignite the dried precipitate carefully in air. Finally, ignite the 
oxidized residue in hydrogen, cool the resulting metal in hydrogen and weigh 
it as metallic rhodium.** 


38 Gilchrist and Wichers, J. Am. Chem. Soc., 57, 2565 (1935). 
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Eiement, Osmium. Os. at.wt. 191.5, sp.gr. 22.4; m.p. 2700° C.? oxides, 
OsO, Os,0;, OSO2, OSO, 


DETECTION 


Osmium occurs with platinum ores as a natural alloy with iridium (Os- 
miridium) and remains undissolved in the form of hard, white metallic-looking 
grains when the ores are treated with aqua regia. The chlorides, OsCl. and 
OsCl4, combine with the alkali chlorides. Through the action of HNOs, 
aqua regia or heating in a stream of moist chlorine, osmic tetroxide is formed. 
OsO, is very volatile and the fumes are poisonous. It is detected readily by 
the odor when heated, as the fumes are highly corrosive and disagreeable like 
chlorine. Chlorine passed over hot osmium mixed with KCl gives K2,OsClo, 
which dissolves in cold water. 

The oxy-hydrogen flame oxidizes the metal but does not melt it. When 
strongly heated in contact with air, the finely divided osmium burns and is 
converted into OsO., commonly called osmic acid. 

Osmium monoxide, OsO, is obtained when the corresponding sulfite mixed 
with sodium carbonate is ignited in a current of carbon dioxide. It is a grayish- 
black powder insoluble in acids.*9 

The oxide, Os203, is a black insoluble powder obtained by heating its salts 
with sodium carbonate in a current of carbon dioxide.*® 

Osmium dioxide, OsO2, is obtained from its salts in a similar way to the 
foregoing oxides. It is likewise formed when its hydroxide is heated in a 
current of carbon dioxide.*® 

Osmium tetroxide, OsO,. Very finely-divided metallic osmium oxidizes 
slowly at the ordinary temperature, and at about 400° C. takes fire with forma- 
tion of OsO.. The denser the metal the higher is the temperature needed 
for oxidation.*? 

Hydrogen sulfide precipitates dark brown osmium sulfide, OsS», but only 
in the presence of some strong mineral acid; from an aqueous solution of osmic 
acid there forms a dark brownish-black sulfide, OsSs. These are insoluble in 
ammonium sulfide. 

Potassium hydroxide precipitates reddish-brown osmium hydroxide, 
Os(OH).. 

Ammonium hydroxide precipitates the osmium hydroxide. 

Zinc and formic acid precipitate black metallic osmium. 

Hydrogen reduces osmium compounds to the metal. 

Potassium nitrite added to a solution of osmic acid reduces it to osmous 
acid which unites with an alkali forming a beautiful red salt. 

Sodium sulfite yields a deep violet coloration and a dark blue osmium 
sulfite separates out gradually. 


39 “Treatise on Chemistry,’’ Roscoe and Schorlemmer. The Macmillan Co. 
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Phosphorus reduces osmium from an aqueous solution.*? 

Mercury precipitates osmium from an aqueous solution of osmic acid mixed 
with HCl. 

Stannous chloride produces a brown precipitate, dissolving in HCI to give 
a brown fluid. 

B-naphthalamine hydrochloride produces a blue color when reacting with a 
sodium or potassium osmate solution. This is a delicate and characteristic 
test which can be used in the presence of ruthenium. ?° 

Thiourea, CS(NH:;):s, when added to a solution containing OsO, or K.OsCl. 
acidified with a few drops of HCl and heated for a few minutes, causes a deep | 
red or rose color to appear. *! 


ESTIMATION 


Osmium is estimated mainly in osmiridium, synthetic alloys for pen-point 
material, spark points and platinum residues. 


PREPARATION AND SOLUTION OF THE SAMPLE 


After the platinum is extracted the residue or osmiridium is mixed with 
two or three times its weight of common table salt. The mixture is put in a 
porcelain or silica tube and heated to a dull red heat; moist chlorine is then 
passed through the tube and thence through receivers containing KOH and 
C.H;OH to catch the Os and Ru that pass over. The mass is cooled and 
dissolved with water. After several treatments the entire group of platinum 
metals will be in solution. 

The osmium material may also be fused with KOH and KNO; and the melt 
dissolved in water. The osmium will be in solution as potassium osmate, 
K,OsO,, while the iridium remains as residue. 

Cold selenic acid has no appreciable action on osmium; at about 120° C., 
however, the metal is dissolved to a colorless solution which contains selenious 
acid and OsQO,, but no selenate.” 

40 Ogburn and Miller, J. Am. Chem. Soc., 52, 42, 1930. 


4. 7,. Chugaev, Compt. rend., 167, 235, 1918. 
KK. Hradecky. See C. A., 12, 657 (1918). 
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SEPARATIONS 


In most cases osmium is separated from the other metals present by 
distillation or volatilization. See Gravimetric Methods. 


GRAVIMETRIC METHODS FOR THE DETERMINATION OF 
OSMIUM 


The osmium is very difficult to ascertain on account of the element being 
very volatile. 

1. The potassium osmate, K,OsOu,, solution is put in a small retort and 
boiled with HNOs, the OsO, is conducted into receivers containing NaOH solu- 
tion and C,.H;OH. The osmate solution from the receivers is heated gently and 
strips of aluminum are plunged in; the osmium will be deposited in metallic form, 
while the aluminum dissolves in the soda. Care must be taken not to add too 
much aluminum, as an aluminate might be precipitated which is troublesome. 
When the solution is decolorized, the dense precipitated osmium is washed by 
decantation with water to remove the sodium aluminate, and then with 5% 
H.SO, solution to remove the excess aluminum. The osmium is dried in a bell- 
jar filled with hydrogen, then heated to a dull redness and cooled in a current of 
hydrogen. The osmium is weighed as the metal. As a check the osmium may 
be driven off in the form of OsO, by heating to redness with plenty of air, or 
better, in a current of oxygen and weighing again.** 

2. The osmate solution from the condensing receivers or from the fusion of 
KOH and KNO; containing the ruthenium and osmium is placed in a retort 
and HCl is added. A slow current of air or oxygen is passed through the 
retort and thence through receivers containing KOH and alcohol similar to 
the ones mentioned above. These receivers are kept as cold as possible. The 
osmium is distilled over as OsO, while the ruthenium remains in the retort. 
Combine the solutions in the receivers and proceed to determine the osmium 
as described. 

3. The potassium or sodium osmate solution from the receivers above or 
where osmium tetroxide is dissolved in potassium hydroxide solution and 
alcohol is heated at 40 or 50° C. to form potassium osmate. A slight excess of 
dilute sulfuric acid is added and then 10 ml. more of alcohol in order to prevent 
reoxidation. After ten or twelve hours, a bluish-black deposit settles, while 
the supernatant liquid is colorless and free from osmium. The precipitate is 
filtered, washed with aqueous alcohol, and converted into metallic osmium by 
reduction i in a current of hydrogen. 


é ae “Select Methods of Chemical Analysis,” Sir Wm. Crookes. Longmans, Green 
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4. The residue containing osmium is fused with five grams KOH and one 
gram KNO; in a silver crucible as explained under ruthenium. Add HNO; 
slowly to the distilling flask which is connected to receivers containing NaOH 
solution and alcohol (10% NaOH and 10% C.H;OH). Draw the distillate 
over gently with the aid of the vacuum, the same as for the chlorine distillation 
under ruthenium. Continue the HNO; until strongly acid and then boil for 
a short time. Transfer the alkaline solution containing the OsO, distillate to 
a beaker and pass in hydrogen sulfide gas while the solution is heating until 
saturation; then add HCl until the solution is distinctly acid and continue to 
saturate the hot acid solution with hydrogen sulfide gas. Let stand over night, 
filter through a weighed Gooch crucible, washing well with hot water. Ignite 
in hydrogen, cool in CO» and weigh as metallic Os. 


Norrs.—The ignition of the sulfide precipitate in hydrogen leaves the osmium 
containing some sulfur. A correction can be made, however, by dissolving the residue 
in aqua regia and precipitating the sulfur with barium sulfate. 

The hydrogen used in the reduction of the osmium should be displaced with CO» 
before the air is admitted, to prevent explosion caused by the catalytic action of the 
metal. 


After the osmium is removed with HNO; as described above, the ruthenium 
can be distilled after making the contents of the flask alkaline with KOH. 
Proceed then as described under the distillation of ruthenium. 

5. The sodium osmate solution from the receivers above is treated with 
concentrated HCl until slightly acid. Heat to the boiling point to change the 
sodium osmate to sodium chlorosmate. An ‘excess of a saturated aqueous 
solution of strychnine sulfate is added and warmed on the water bath to coagu- 
late the canary-yellow precipitate. Filter immediately through a prepared 
Gooch crucible and after washing thoroughly with warm water to remove the 
chlorides, dry at 105° C. Weigh as (CoH22.02N2)30s and calculate the per- 
centage of Os in the salt, using the empirical factor 0.1758. 

The other platinum metals also precipitate with strychnine sulfate, but 
that of ruthenium is soluble in boiling 95% ethyl alcohol. This affords a 
ready method of separating osmium from ruthenium. Precipitate both metals 
with a small excess of a saturated solution of strychnine sulfate and add an 
equal volume of 95% ethyl alcohol. Boil the mixture until the precipitates 
dissolve. Upon cooling, the osmium compound reprecipitates and after 
standing for one and one-half hours, is filtered through a prepared Gooch filter 
as explained above.** 

6. The osmium is distilled from the distilling flask as OsO, by adding HNO; 
as described above. The distillate is caught in receivers containing 150 ml. of 
dilute HCl (1:1), freshly saturated with SO., in the first receiver, and 50 ml. 
‘of the same reagent in each of the other two absorbing flasks. 

Unite the portions of the absorbing solution and evaporate as far as possible 
on the steam-bath in a clean, unetched beaker. It is important, in precipitating 
the platinum metals hydrolytically, that the beakers used do not have an 
etched surface. An etched beaker often becomes stained with the precipitate, 
and this stain cannot always be removed readily. Digest the residue with 
10 ml. of HCl for fifteen minutes, and evaporate a second time. Repeat the 


44S. C. Ogburn, Jr. and L. F. Miller, J. Am. Chem, Soc., 52, 42, 1930. 
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digestion with HCl and the evaporation three times more. This is done to 
ensure complete decomposition of any sulfite compounds of osmium. Dissolve 
the residue from the last evaporation in 150 ml. of water. Heat the resulting 
solution to boiling, and add to it a filtered 10% solution of sodium bicarbonate 
until a precipitate appears and suddenly coagulates. Add afew drops of brom 
phenol blue indicator solution (0.04%) to the hot solution. This indicator 
changes from yellow to blue at pH 4. Add the bicarbonate solution dropwise 
until the indicator assumes a faint bluish color. Finally, boil the solution from 
five to six minutes to ensure complete precipitation of the hydrated osmium 
dioxide. 

Filter the solution through a Munroe platinum crucible, carefully pouring 
the supernatant liquid through first. Transfer the precipitate, and wipe the 
inner walls of the beaker and also the glass rod with a rubber policeman which 
has been thoroughly wetted so that the precipitate will not cling to it. It 
should be borne in mind that filter paper must not be used to wipe the beaker, 
although it is used when handling precipitates of any of the other five platinum 
metals. Wash the precipitate thoroughly with a hot 1% solution of ammonium 
chloride, and then cover it with solid ammonium chloride. Moisten the am- 
monium chloride with a few drops of the wash solution and saturate the pre- 
cipitate by applying suction. If desired, a saturated solution of ammonium 
chloride may be used to impregnate the precipitate. Continue the suction until 
the bottom of the crucible is coated with solidified ammonium chloride. Wipe 
off this coating of salt and place the platinum cap on the bottom of the crucible. 

Cover the crucible with a Rose lid, preferably of quartz. Ignite a stream of 
hydrogen from a Rose delivery tube, likewise of quartz, and regulate the stream 
so that a very small flame is produced. Then insert the tube through the 
opening in the lid. The hydrogen flame will probably become extinguished 
by this operation and must be reignited. This is done by momentarily placing 
a burner flame under the crucible. The hydrogen will now burn as it emerges 
from under the lid at the edge of the crucible. The ignited hydrogen generates 
the requisite amount of heat to dehydrate the osmium compound without 
causing deflagration. After five minutes, gradually heat the crucible with the 
burner flame until all of the ammonium chloride is expelled. Ignite the osmium 
residue strongly in hydrogen for ten minutes. Remove the burner and allow 
the crucible to cool somewhat. Extinguish the hydrogen flame by momentarily 
breaking the current of hydrogen, and allow the crucible to cool to room tem- 
perature. Finally, displace the hydrogen with a current of COs, without even 
momentary access of air. If the hydrogen is not displaced by an inert gas, such 
as COs, the reduced metal will be rapidly attacked when first exposed to the 
air, with significant loss of osmium. Weigh the residue as metallic osmium.” 


“> Gilchrist and Wichers, J. Am. Chem. Soc., 57, 2565 (1935). 
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DETERMINATION OF IRIDIUM, PALLADIUM, PLATINUM AND 
RHODIUM IN DENTAL GOLD ALLOYS * ~ 


The alloys are usually in the form of wires, bands or plates. These should 
be rolled out to a ribbon or sheet .003 to .005 inch thick. These rolled pieces 
are then clipped to short lengths or small squares one-sixteenth to one-eighth 
of an inch in size. 

A sample of .5 gram to 2 grams is taken at random from these small pieces, 
and dissolved at a low temperature in about 25 ml. of dilute aqua regia (1 part 
aqua regia to 1 part H.O) in a 250 ml. beaker. Silver chloride will remain as an. 
insoluble residue, which should be broken up from time to time with a glass rod 
until the alloy is completely decomposed. Add 150 to 200 ml. of water and 
digest for about an hour. Set aside to cool until the supernatant liquid is 
perfectly clear, when the silver chloride is filtered off, washed well with water, 
and hot dilute NH,OH (1 part NH,OH to 1 part of H.O) is poured on the 
paper in successive portions until no more of the silver chloride can be seen. 
The iridium will be left on the paper as a black metallic residue. The platinum 
and palladium that were present will be in solution with the silver chloride. 
After washing the paper and iridium residue several times with hot 1% NH,OH, 
place the paper and residue in a small beaker, add 15 to 25 ml. of dilute NH,OH, 
and digest for half an hour. Filter through a small paper and wash well with 
hot 1% NH,sOH. Transfer the paper and residue to a weighed porcelain 
crucible for the determination of iridium. This residue is ignited in air to 
burn off the paper, then reduced in hydrogen and weighed as metallic iridium. 

When the weight of the residue amounts to not more than .2 or .8% of the 
sample, the amount of platinum that is with the iridium is so small that it may 
be neglected. When larger amounts of iridium are present it is usually neces- 
sary to separate the platinum in the residue from iridium. (See page 733— 
Method of Deville and Stas, Modified by Gilchrist.) 

Unite the two ammoniacal filtrates and acidify with HNO; to re-precipitate 
the silver chloride. This is filtered off and washed well with warm water. 
The filtrate is evaporated to dryness and cautiously add HCl, and again eva- 
porate the residue to a small volume and transfer to a porcelain crucible where 
the residue is evaporated to dryness. Add about 10 grams of sodium pyro- 
sulfate and fuse the mixture for about a half hour at a red heat, cool, and dis- 
solve the melt in hot water. Pass H.S through the solution for about a half 
hour while it is heated to incipient boiling on the hot plate. Filter off the 
platinum and palladium sulfides, wash and ignite to metal in a porcelain cruci- 
ble. Dissolve the residue in the crucible in a few ml. of dilute aqua regia, 
filter off any silica, and add the solution to the main portion of the samples 
before the determination of platinum or palladium is made. If the original 
alloy contains no tin the above solution is evaporated to dryness and taken up 
with a little water followed by 10 ml. HCl. Dilute to about 200 ml., add about 
50 ml. of a saturated solution of SO» in water and digest for about an hour. 
Additional SO: solution (10 to 20 ml.) is added and the soluticn is set aside to 
cool. The supernatant liquid is poured through a tight paper which has been 


46 William H. Swanger, Bureau of Standards. Scientific Papers of the Bureau of 
Standards, No. 532. 1926. 
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treated with filter paper pulp. Wash the gold thoroughly in the beaker by 
decantation with a hot 1% solution of HCl. The paper is washed thoroughly 
and together with the smail amount of gold caught on it, is returned to the 
beaker. This gold precipitate is dissolved in 20 ml. of dilute aqua regia, 
filtered and washed with hot 1% HCl. The solution is then evaporated to 
dryness at a low temperature. Take up with 2 or 3 ml. HCl and again eva- 
porate to dryness. Repeat until HNO; is eliminated. The residue is taken 
up with 5 ml. HCl, 8 to 10 drops H,SO, and 150 ml. H.O. Fifty ml. of a 
saturated solution of oxalic acid is added and the solution is boiled for not more 
than 15 minutes as prolonged boiling will precipitate some of the platinum 
or palladium. Ten ml. more of the oxalic acid is added and the solution is 
boiled for a minute or two, then is set on the steam bath for not less than four 
hours. Filter off the gold precipitate on a paper that has been treated with 
filter-paper pulp. Wash the beaker and the paper with the gold precipitate 
thoroughly with hot water. 

The filtrate is evaporated to dryness, 5 ml. H,SO, is added and again eva- 
porated on the hot plate until nearly all the H.SO, has been driven off. The 
oxalic acid will thus be eliminated. 

The residue is digested with 10 ml. dilute aqua regia until all of the precipi- 
tated metals are again dissolved. The solution is filtered off from any silica 
(from the glassware) and added to the filtrate from the first precipitation of 
the gold. This solution is evaporated to dryness at a low temperature and 
the residue is digested with 10 ml. dilute aqua regia until all of it is in solution. 
Dilute to about 250 ml. and cool to room temperature. Enough of a 1% 
solution of dimethylglyoxime in alcohol is added to precipitate all of the 
palladium. The solution must not be heated as some of the platinum may be 
precipitated. After standing for one hour the precipitate is filtered off on a 
paper of suitable size and washed well with hot water. Additional reagent 
is added to the filtrate to ascertain whether or not all of the palladium has been 
precipitated. The precipitate with the paper is returned to the beaker and 
dissolved, on the steam bath, in 25 ml. of dilute aqua regia. The paper pulp 
is filtered off, washed with hot water, and ignited in a porcelain crucible. Any 
metallic residue is dissolved in the crucible with a few ml. of dilute aqua regia 
and the solution is added to the main solution of the palladium. This solution 
is diluted to about 250 ml. and the palladium is precipitated as before. The 
precipitate is filtered on a Gooch crucible, washed thoroughly with hot water, 
dried at 110° C., and weighed. The weight of the precipitate multiplied by 
.3167 gives the weight of palladium. 

The precipitate can be filtered on a paper, and after washing and allowing 
to drain, the paper with the precipitate is removed from the funnel and carefully 
wrapped in another ashless filter paper. The whole is placed in a porcelain 
‘crucible and dried at a temperature not exceeding 110°C. Heat gently in 
hydrogen to decompose the compound. Ignite the paper in air and the residue 
is reduced to metallic palladium by heating strongly for several minutes in an 
atmosphere of hydrogen, and letting it cool very gradually. Weigh as metallic 
palladium. ; 

The filtrates from the precipitation of palladium are united and evaporated 
_ to dryness. The excess of dimethylglyoxime is destroyed by adding about 5 
ml. HNO; and digesting on the steam bath. The solution is again evaporated 
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to dryness and the residue digested with 10 ml. HCl and enough water to 
dissolve the salts present. 

The copper is precipitated at this time as cuprous thiocyanate. Palladium 
shows some tendency to contaminate the precipitate of cuprous thiocyanate. 
For this reason it is recommended that palladium be separated before the 
determination of copper is made. If the cuprous thiocyanate is contaminated 
with platinum the precipitate should be dissolved and reprecipitated. 

The filtrate or filtrates from the precipitation of copper is evaporated to 
dryness. The excess of thiocyanate is destroyed by adding 5 to 10 ml. HNO; 
and digesting the mixture at a low temperature for about half an hour. The 
solution is again evaporated to dryness. The HNO; is completely expelled by. 
heating the residue on the hot plate with 5 or 10’ml. H.SO, until fumes of 
H.SO, appear. The residue is cooled and digested with 29 ml. of dilute HCl. 
The solution is finally diluted to about 100 ml. and boiled to put all of the 
platinum compounds in solution. The solution will usually contain a small 
amount of silica. This is filtered off and ignited in a porcelain crucible. The 
residue is leached with dilute aqua regia to dissolve the small amount of 
platinum it usually contains. This solution is evaporated separately to expel 
the HNO; and is then taken up with HCl and added to the main solution con- 
taining the platinum. This solution contains the platinum as well as rhodium 
and impurities. 

Precipitate the platinum and the rhodium with H.S as described before. 
If rhodium is absent the piatinum sulfide is filtered off, ignited to metal and 
weighed as platinum. 

When great accuracy is desired, this ignited sponge is dissolved in 10 ml. 
of dilute aqua regia and the solution is evaporated to dryness on the steam bath. 
HNO; is expelled by adding 2 or 3 ml. HCl and repeating the evaporation to 
dryness. The residue is taken up with 20 ml. of dilute HCl and 2 or 3 ml. 
H,SO,. The solution is diluted to about 300 ml. and the precipitation of the 
platinum with H.S is repeated. In this way any error due to the presence of 
alkali salts in the first precipitate is eliminated. 

If rhodium is present the sulfides of platinum and rhodium are filtered off 
and ignited, first in air, then in hydrogen, and weighed as metallic platinum 
plus rhodium. 

The weighed sponge is transferred to a\ beaker and digested on the steam 
bath with 15 to 20 ml. of aqua regia. A little of the acid should be poured 
into the crucible in which the sponge was ignited to dissolve any metal adhering 
to the walls. The sponge generally dissolves completely. If there is a residue 
the solution is poured off and the residue is washed by decantation. Fresh 
portions of acid are added until it is certain that no more of the residue will 
dissolve. The residue may be considered to be rhodium. It is filtered off and 
ignited in the weighed porcelain crucible that is to be used for the determination 
of rhodium. 

The solution of platinum and rhodium is evaporated nearly to dryness to 
expel most of the excess acids and is then diluted to about 200 ml. The free 
acid in the solution is neutralized with sodium hydroxide solution, using 4 to 8 
drops of a .4 solution of cresol red as indicator. The alkaline color of the 
indicator need not persist for more than a few seconds. A freshly prepared 
mixture consisting of 5 ml. of a solution containing 90 grams of crystallized 
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barium chloride per liter, and 5 ml. of a solution containing 36 grams of an- 
hydrous sodium carbonate per liter is added to precipitate the rhodium. 
After the suspension of barium carbonate is added the solution is rapidly heated 
to boiling and boiled for two minutes. The residue is filtered off, washed 
several times with a hot 2% solution of sodium chloride, returned, together 
with the paper, to the beaker, and digested with 25 ml. HCl (1 part HCl and 
4 parts H.O) until solution is complete. The presence of barium carbonate 
with the rhodium hydroxide may be noted by the evolution of CO. when the 
acidisadded. If no barium carbonate is present the platinum-rhodium solution 
should be given a second treatment. If the first precipitate contains barium 
carbonate the filtrate may be acidified with HCl and set aside for the subsequent 
recovery of platinum. 

After the mixture of barium carbonate and rhodium hydroxide has dissolved 
in HCl, the solution is diluted somewhat and filtered from the paper pulp. 
The solution is again treated with barium carbonate exactly as before. Care 
should be taken not to add an excess of NaOH in the preliminary neutralization. 
If the amount of rhodium present is very small, it is better to leave the solution 
slightly acid before adding barium carbonate. The period of boiling should be 
extended to three minutes. The precipitate is handled as before and a third 
precipitation made if desired. For mixtures of platinum and rhodium con- 
taining 1% or less of rhodium, two precipitations should be sufficient, unless 
the first precipitate was for some reason unduly contaminated with platinum. 

The final solution of rhodium chloride and barium chloride is diluted to 
about 150 ml. It contains about 5 ml. HCl]. Rhodium is precipitated as 
sulfide by passing a fairly rapid stream of H.S for 30 to 45 minutes while the 
solution is heated to incipient boiling on the hot plate. The precipitated 
rhodium sulfide should be filtered off at once. If the solution is allowed to 
stand for some time after precipitation is completed, some of the barium present 
may be converted to sulfate and be included with the rhodium sulfide. The 
precipitate is washed with a hot 1% solution of NH,Cl. The filtrate and 
wash water are discarded. The precipitate and paper are ignited in the crucible 
containing the insoluble residue from the solution of the mixed platinum- 
rhodium sponge. ‘The ignited sulfide is finally reduced and cooled in an atmos- 
phere of hydrogen. The residue is weighed as metallic rhodium. It should 
have a clean, light-gray color. The weight of rhodium thus obtained is sub- 
tracted from the weight of the mixed sponge of platinum and rhodium to get 
the weight of platinum in the sample. 

The determination of Ag, Sn, Au, Cu, Zn, Ni, Mn, Fe and Mg have been 
omitted. If these metals are desired, consult the original Scientific Paper. 


RADIUM ! 
Ra, at.wt. 226.05; m.p. about 700° C.; half life period 1600 yr.; chloride RaCl, 
OCCURRENCE 


Belgian Congo, Africa—pitchblende, torbnerite, curite and kasolite; West- 
ern Colorado and Eastern Utah—carnotite; Canada—pitchblende. An early 
source of radium was pitchblende from Joachimsthal, Czechoslovakia; the 
Curies discovered radium in this ore. 


DETECTION 


Radium and other radioactive elements are detected by means of the 
electroscope. They may be detected also by use of the photographic plate. 
Radium is distinguished from the others by the half period of radon which 
it gives off, 


ESTIMATION 


Radium is usually estimated by its rate of discharging a calibrated or 
standardized electroscope. Alpha particles, beta particles, and gamma rays 
from radioactive substances ionize the air. 

Methods.—Radium is determined by the following methods: I, Alpha 
Ray; II, Radon; III, Gamma Ray. The alpha ray method is only approxi- 
mate. The samples should be as nearly in the same physical condition as 
possible and should be of nearly the same general composition as the standard 


1 By L. D. Roberts, Professor of Physical Chemistry, University of Southern 
California. 
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used. This method is used in the mining camps because it is simple and re- 
quires very little equipment. 

The radon method being more accurate is used in the technical and scien- 
tific laboratories. The gamma ray method is used when the sample cannot 
be removed from the container, and also for very high grade material. Tubes 
of radon and radium salt prepared for therapeutic use are determined in 
this way. 

The Lind instruments distributed by the Denver Fire Clay Company of 
Denver, Colorado, are very satisfactory for radium determinations. 

Alpha Ray Instruments.—Radium in an ore can be approximately deter- 
mined by the use of an alpha ray instrument. The Lind interchangeable head 
A is placed on the Alpha chamber, B (See Fig. 88). Head A contains an 


Fia. 88. Alpha-Ray Instrument. 


aluminum or gold leaf attached to a metal rod, and a reading telescope so 
placed as to read the deflection of the leaf when charged. B is a chamber to 
receive the sample. A spring attached to the metal rod in A connects with 
‘a rod which extends into B. The lower extremity of the rod in B is attached 
to a metal disc. The rod in the chamber is insulated from the case with 
amberoid. The leaf is charged by means of a battery (small B batteries in 
series are good). From 300 to 400 volts are required. This will depend on 
the size of the leaf. The leaf may be charged by transforming the 110 volt 
_ A.C. current and passing through an electron tube or simply with an ebonite 
rod. It is best to ground the negative end and connect case B to ground and 
touch rod leading to leaf with a floating terminal from the positive side. In 
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order to have smaller steps a few ordinary dry cells can be used at the positive 
end. The positive wire can thus be attached where it will give the proper 
deflection to the leaf. A tube of distilled water is placed in the circuit to 
prevent shorting the system. The leaf should not be charged enough to throw 
it against the case for this may change the standardization of the instrument 
when the head is used on the various radon chambers. The “ natural leak ” 
is found by taking the time for the leaf to discharge through forty small divi- 
sions—from 8 to 4—and calculating the divisions per second. The sample is 
placed in the plate for solids, and this is made exactly full. The plate con- 
taining the sample is placed in a pan to protect the instrument from receiving 
active matter. The pan with its contents is placed within chamber B, With. 
a stop watch the time of discharge of the leaf from 8 to 4 is taken. This 
represents forty small divisions. The rate of discharge is calculated in divi- 


Ira. 89. Apparatus for the Radon Method. 


sions per second, and the natural leak is subtracted. A standard is run in 
exactly the same way. Since the rate of discharge is directly proportional to 
the amount of radium present, the amount of radium in the sample is found 
by comparing its rate of discharge with that of the standard. This method 
gives approximate results. If the samples are of the same general character, 
the results may be in very good agreement, checking those obtained by the 
radon method very closely. 

Radon Method. Bisulfate Fusion.—This method is accurate and is quite 
easily carried out. A pyrex test tube 30 mm. in diameter and 200 mm. long 
is filled about 14 full of fused potassium! bisulfate. Sodium bisulfate or a 
mixture of potassium and sodium bisulfates may be used. From 0.05 to 5 
grams of the finely ground sample should be added, the amount depending 
upon the radium content of the sample. Care should be taken not to allow 
the sample to stick on the side of the tube. The sample may be weighed on 
a small filter paper, the paper folded around the sample and added to the tube. 
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More bisulfate (enough to make the tube about 1 full) is added in such a way 
as to carry down any sample sticking to the sides of the tube. The mixture 
is now thoroughly fused. The tube is removed from the flame and held in a 
nearly horizontal position and slowly rolled while the melt solidifies. This 
leaves the fused mass on the sides of the tube with a hole extending nearly 
to the bottom. Later when heating the tube it will not break. About 14 gram 
of barium carbonate is dropped into the tube. As soon as the tube is cool 
enough to be handled a rubber stopper carrying two glass tubes drawn out to 
rather fine tips is inserted (See Fig. 89). If this is done as soon as possible 
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_.there will be a partial vacuum in the test tube when it cools and will indicate 
when the radon is taken off that there have been no leaks. One of the tubes 
should extend about one-fourth of the way down the test tube and the other 
just through the stopper. After the radon has recovered at least one day the 
tube is connected to an evacuated chamber as shown in Fig. 90. The chamber 
may be evacuated by means of an aspirator or a pump. Microdrying bulb A 
contains water or sulfuric acid and serves as an indicator to show when the 
current of air into the chamber is correctly regulated. B contains the fused 
material; C sodium hydroxide solution; D sulfuric acid. The stopcock con- 
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nected to A by rubber tubing is opened very slightly until bubbles come 
through C and D very slowly. The tip near A is broken under the rubber 
tubing with a pair of pliers. On account of the vacuum in B, air bubbles 
through A. Immediately after breaking the first tip the second should be 
broken. The stopcock of the chamber is slowly opened until air bubbles 
steadily but not too fast through A. Heat is applied by a Meeker burner as 
soon as the tips are broken, and continued till the fusion has boiled for five 
minutes and then till the chamber is at about atmospheric pressure. It may 
be necessary to use a blast lamp in conjunction with the other burner. The 
fused mass must be boiled. During the heating, a steady current of air is 
maintained by regulating the stopcock of the chamber. If at any time the 
bubbling stops in A and the liquid starts to go back the flame should be mo- 
mentarily removed. The boiling of the melt should not be too violent. When 
the vacuum is exhausted the stopcock is closed and the apparatus disassembled. 
The fusion is rolled in the tube, making ready for another determination, and 
the chamber set aside to be read at the end of three hours. If the melting 
point of the fusion seems too high, fresh bisulfate should be added before the 
next determination. If a second determination is not desired, the fusion is 
poured out while still molten. At the end of three hours the electroscope head 
is placed on the chamber, and charged for 15 minutes. The negative side of 
the battery is connected to the case and the positive to the leaf. Before 
taking a reading the stopcock is quickly opened and closed to bring the cham- 
ber to atmospheric pressure. The barometric reading and temperature should 
be recorded. The rate of discharge is proportional! to the pressure and inversely 
proportional to the absolute temperature. The time of discharge of the leaf 
from 8 to 4 is taken. From three to ten readings should be made. The 
discharge is calculated in divisions per second. The natural leak or a blank 
is subtracted from this. A blank is run with distilled water. This is usually 
just a little more than the natural leak. This discharge is compared with 
that of a standard. 
Example of a Determination and Calculation.— 

0.5 g. of sample sealed Oct. 1, at 5:00 P.M. 

Boiled off Oct. 5, at 8:30 P.M. 

Time of recovery 3 days, 151% hours. 


Recovery factor for 3 days 15 hours, 0.47926 See table 
4 hour 0.00193 


log of 0.4812, 1.6822 
colog of 0.4812, .3178 


A—II. Time of discharge over 40 divisions of the head on chamber II, 


92.5 sec. 
B—II. Time of discharge over 40 divisions of head B on chamber II, 

100 sec. 
1.6021 log of 40 1.6330 log of 0.4295 
1.9661 log of 92.5 9.9450 standardization of instru- 

EET Ge ment 
1.6360 log of 0.4325 .3178 colog recovery factor 
Blank .0030 .3010 To change from 0.5 to 1 g. 
2.6567 log factor, grams to pounds 
0.4295 3.3010 Conversion to ton 


2.1545 = 14.3 mg. per ton. 
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B—II is calculated_in the same way. The standardization of this par- 
ticular instrument was 9.9825. The last four numbers of the above calculation 
are the same in both cases. The number for the standardization of the instru- 
ment is the log of the number of grams of radium necessary to discharge the 
leaf one division per second. This is obtained by running through the instru- 
ment radon from pitchblende, carnotite, or a radium solution the radium 
content of which is accurately known. In all cases the natural leak or blank 
must be subtracted. 

The instrument is charged 15 minutes before the readings are made in 
order to allow the active deposit of RaA, RaB and RaC to collect on the wall 
of the chamber. This also gives the instrument the electric ‘‘ soak.” Suc- 
cessive readings will now check. The leaf system should be charged positively. 
The readings are taken at the end of three hours after the radon is drawn into 
the chamber. The activity increases to a maximum at that time. For the 
first part of the period the increase is very rapid. The maximum is actually 
reached at the end of four hours, but between three and five hours the curve 
is practically flat. 

A six inch square of asbestos board with a hole in the middle to fit the test 
tube should be placed on a ring just above the fusion to prevent burning the 
stopper or melting the paraffin. This is not shown in Fig. 90. 

As soon as the readings are made the instruments must be freed from radon 
by drawing dry air through them, the air being dried by sulfuric acid. 

Carbonate Fusion.—About 2 grams of a mixture of sodium and potassium 
carbonates are placed in a platinum boat about 2 in. long, 4% in. wide and 
¥% in. deep. Larger boats may be used for low grade samples, Fig. 91, where 
large amounts are taken for analysis. From 0.05 to 1 gram of the sample 
should be weighed into the boat. The boat is now filled level full of the fusion 
mixture. The fusion is made over a flame, or better in an electric furnace at 
about 1000° C. If the boat is put in the furnace while it is cool, the fusion 
mixture will dry and melt slowly as the furnace heats up, and thus prevent 
“ boiling over.’”’ When thoroughly fused and while still at the highest tem- 
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Fie. 91. Boat and Sealed Tube. 


perature, suddenly chill the fusion by dipping the boat in water, being careful 
not to allow water to run into the boat and wet the mixture. The chilling 
causes the mass to draw away from the boat and in the acid treatment to slip 
out of the boat. Without this treatment it is very difficult to dissolve the 
fusion from the corners of the boat. Especially is this true with samples of 
high silica content. The boat with the fused material is sealed in a glass tube 
as shown in Fig. 91. The tube should be no longer than necessary. A number 
of tubes should be prepared in advance by having one end sealed. After 
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standing one to five or more days the radon surrounding the boat is drawn into 
an evacuated chamber. The recovery period depends on the amount of 
radium present and the time the result is demanded. The fourth day is 
usually about right, giving a little more than 50% recovery of the radon. The 
chamber may be evacuated by means of an aspirator on the water faucet or 
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Fie. 92. Apparatus for Radium Determination. 


by a pump. To draw radon from the tube to the evacuated chamber a rubber 
tube is placed on one end of the sealed tube and connected to the chamber 
with a capillary tube intervening to prevent broken glass from being drawn 
into the chamber, and a glass stopcock is connected by a rubber tube on the 
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other end. The tip of the sealed tube is broken with a pair of pliers and the 
stopcock of the chamber is opened for an instant. The other tip is broken 
and the glass stopcock opened for an instant. The stopcock of the chamber 
is opened again and closed after an instant. Air is let through the glass stop- 
cock again. After air is taken through about three times the chamber is 
ready to receive the radon from the burette. It is necessary to use only a 
small part of the vacuum to draw the radon from the sealed tube. The tube 
is broken and the boat is folded in a filter paper in such a manner that the 
paper will hold the boat in the neck of the flask until the flask is connected 
with the apparatus shown in Fig. 92. About 2 in. of a stick of sodium hy- 
droxide is placed in leveling bulb D. Boiling water is poured on this, and the 
solution is raised in the burette about three-fourths of its height, having stop- 
cock E closed and F open. F is now closed and the leveling bulb hung on 
hook G. Flask C' contains 1:1 HNOs3; or if the fusion is very hard to disin- 
tegrate, a solution of 3 parts of acid to 2 parts of water may be used. If the 
chilling is properly done this is usually unnecessary. The boat is shaken into 
the nitric acid and stopcock H opened immediately. A Bunsen burner flame 
is applied to the flask and the acid brought to boiling. The boiling is con- 
tinued for 10 to 30 minutes according to the nature of the material. The 
heating must be regulated so that the solution in the burette is not driven 
too low. If the flask is heated too strongly the gas may be prevented from 
escaping through the tube H by raising leveling bulb D. When the boiling 
has continued long enough the flame is removed and stopcock E closed. The 
stopcock should be closed just as the solution starts to come back into the 
flask. Disconnect the burette from the flask. The burette is now connected 
with the evacuated chamber by means of a microdrying bulb containing sul- 
furic acid. The stopcock of the chamber is opened very slightly. Then the 
stopcock of the burette is opened slowly but fully. The stopcock of the 
chamber is now regulated until the flow of gas is such that the liquid in the 
burette rises steadily but not too fast. If the air rushes through too fast 
sulfuric acid will be drawn into the chamber. When the liquid reaches stop- 
cock F the stopcock is turned and air let in till the level is about one-fourth 
down the tube. The air is drawn into the chamber till the liquid again reaches 
the stopcock. The air is again let in as before. The stopcock is opened into 
the chamber again and the liquid poured out of the leveling bulb. Air is 
drawn through the column until the chamber is full. The burette is dis- 
connected, and the chamber set away to be read three hours later. Just 
before the time to make the reading the electroscope head is placed on the 
chamber and charged for 15 minutes. The chamber is opened to atmos- 
pherie pressure by opening the stopcock only for an instant, Fig. 89. From 
three to ten readings with stopwatch are taken over forty small divisions, 
from 80 to 40. The temperature and pressure are noted. If these vary much 
from the conditions under which the instrument was standardized, a correction 
of the discharge must be made. The rate of discharge will be proportional 
to the pressure and inversely proportional to the absolute temperature. The 
_ discharge is calculated in divisions per second. The natural leak, or blank, 
is subtracted from this. Calculations are made as in the bisulfate fusion 
method. 
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Gamma Ray Method.—The instrument shown in Fig. 93 is used for this 
determination. The sample is placed in the holder at such a distance as will 
cause a reasonable rate of discharge. A standard (containing a known quan- 
tity of radium) is then substituted for the sample, and the two rates of dis- 
charge compared. The natural leak should be subtracted in each case. The 
quantities of radium are proportional to the rates of discharge. The difference 
in radium content of the standard and that of the sample should not be too 
great. 


Fia. 93. Apparatus for the Gamma Ray Method. 


Method for Solutions.—A measured volume of the solution is placed in a 
150-ml. pyrex flask about one-half full. A little barium nitrate should be 
added to prevent the precipitation of radium sulfate. The solution is boiled 
to expel all the radon. A special flask with a long neck (about 6 to 8 mm. in 
diameter) is used. An ordinary flask may be used by inserting a rubber 
stopper carrying a tube which can be sealed. Or the neck of a pyrex flask 
can be drawn out and sealed. With the rubber stopper the radon may be 
lost by leaking. The special flasks are made by the Denver Fire Clay Com- 
pany. After the radon has recovered for one or more days the flask is con- 
nected to the burette by a rubber tube as in Fig. 92. The tip is broken and 
heat is applied to the flask. On breaking the tip the rubber tube collapses 
if the flask has not leaked. When the pressure in the tube is about atmos- 
pheric the stopcock is opened slightly from time to time until gas begins to 
bubble into the burette, and then opened wide. The solution is boiled for 
about. ten minutes. The gas is then drawn into an evacuated chamber as 
described in other methods. The calculation is made in milligrams of radium 
per liter. 

Standardization of Instruments.—One gram of a carnotite ore containing 
from 10 to 15 mg. of radium per ton is run as directed in the bisulfate fusion. 
Or 5 ml. of a standard radium solution containing about 10~-® gram of radium 
(in 5 ml. of solution) may be used. These quantities after full recovery will 
discharge the electroscope with the ordinary aluminum leaf in 30 seconds to 
1 minute. 

The standardization factor is the quantity of radium necessary to discharge 
the electroscope one division per second. 
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Calculation of the Standardization Logarithm.—To the log of the quantity 
of radium (in grams) add the log of the recovery factor and subtract the log 
of the corrected discharge. 

Hxample.—5 ml. of a standard (containing 1.573 X 10-8 gram of Ra in 
5 ml.) is used. The time of recovery is 3 days and 7 hours. The recovery 
factor is 0.67775. The time of discharge is 33.6 seconds. 


1.6021 log of 40 8.1967 log of wt. of Ra 

1.5263 log of 33.6 1.8311 log of recovery factor 
.0758 8.0278 

1.191 Antilog of 0.758 .0748 log of 1.188 


.0030 Natural leak or blank 


9.9530 Standardization 
1.1880 Corrected discharge. logarithm. 


Norrs.—While the carbonate method as described in Bulletin 104, U. 8S. Bureau of 
Mines, is very accurate it has been very largely replaced by the bisulfate method which 
is also accurate and more convenient. If the fused mass is rolled on the side of the tube, 
the test tube will never break when the material is melted. Only ordinary precaution 
is required. 

The chief source of radium at present is the Belgian Congo. There isa great quantity 
of carnotite in western Colorado and eastern Utah. The Congo ore is a great deal higher 
in uranium and radium content. The Congo ore contains the following minerals: 
Pitchblende, (primary mineral oxide of uranium) and alteration products; torbernite; 
ae (lead uranate); kasolite (silicate uranite). A deposit of pitchblende is found in 

anada. 

The ratio of radium to that of uranium in pitchblende, carnotite, and other old 
minerals is 3.4<10~‘; or there are 3.4 parts of radium, to 10,000,000 of uranium. 

For ordinary use radium solutions should contain about one million times as much 
barium as radium to protect the radium from precipitation by sulfates which may come 
from glass vessels or other sources. 

When readings are made at conditions varying considerably from those at which 
the instrument was calibrated, a temperature and pressure correction should be made. 
At higher temperatures and lower pressures the readings are too low because there is 
less gas to be ionized. 

To convert milligrams of radium per ton to percentage of U3;Os divide by 2.61. 
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RHENIUM' 
Re, at.wt. 186.31; d. 21.04; m.p. 3167+40° C.; oxides, Re.O;, ReO;, ReOs, Re2O; 


The methods which have been developed for the determination of rhenium 
are applicable for the most part only to samples containing a relatively high 
concentration of the element. Although analytical procedures are available 
for the detection and estimation of small amounts of rhenium, they should 
be used with caution. When dealing with samples of unknown composition, 
it is advisable to check the method on similar samples to which known amounts 
of rhenium have been added. 


OCCURRENCE 


Rhenium is an exceedingly rare element. Although it has been reported 
in a number of minerals, its principal occurrence seems to be with molybdenite. 
The richest native molybdenum disulfide thus far investigated contained 
0.002% rhenium. Certain other sulfide minerals have been found to contain 
lesser amounts. Commercially it is said to be obtained from a molybdenum 
residue produced during the refining of a continental copper ore. 


DETECTION 


In the group separations, heptavalent rhenium concentrates in the hydro- 
chloric acid insoluble sulfide fraction. If the presence of rhenium is suspected, 
the acid concentration should be raised to at least 5% by weight and the 
passage of hydrogen sulfide continued for one hour. Extraction of the pre- 
cipitate with sodium sulfide solution will remove the molybdenum, leaving the 
bulk of the rhenium heptasulfide undissolved. Upon digestion of the residue 
with 5% NaOH solution and 30% H.O:, the rhenium sulfide passes into 
solution as sodium perrhenate. The hydrated oxides are filtered off, the fil- 


1 Chapter by Loren C. Hurd. 
768 


RHENIUM 769 


trate concentrated to a small volume, and the presence or absence of rhenium 
determined microscopically by adding to a drop of solution, solid caesium 
chloride. Rhenium, if present, will be precipitated as CsReO, in the form of 
small highly refracting bi-pyramids isomorphous with CsClO,. A trace of 
KMn0O, added to the test drop serves to stain the crystals and make them 
more readily discernible in the field. The mzthod works well with materials 
containing a minimum of 1% Re. 

Identification of rhenium in the extracted sulfide residue may also be done 
spectrographically. The most persistent lines of rhenium have wave lengths 
of 3451.28 A, 3460.47 A, and 3463.72 A. Direct spectrographic examination 
of minerals is to be avoided unless an instrument of very high dispersion is 
available. The practical coincidence of lines of iron, manganese, and molyb- 
denum with one or more lines of the triplet, makes the identification difficult 
and questionable. 

Flame, bead, and réstrohr reactions have been proposed, but none is 
wholly satisfactory. 


ESTIMATION 


The most satisfactory method for the quantitative determination of the 
element consists of isolating rhenium from the bulk of interfering materials 
by distilling it from hot concentrated sulfuric acid through which a current of 
moist HCl is passed. Rhenium heptasulfide is precipitated in the distillate, 
and this is converted to perrhenate by means of 5% NaOH and 30% H:0O». 
From this solution, nitron perrhenate is precipitated and weighed. 

Small amounts of the element may be estimated colorimetrically by adding 
fo an HCl solution of HReO,, SnCl, and KSCN. The yellow complex devel- 
oped is extracted with ether, and the rhenium estimated by comparing the 
tensity of the color with that of standards prepared by treating known 
amounts of perrhenate solution in a similar manner. 

Proposed methods based upon the precipitation of ReO2, AgReO., TI1ReOu, 
KReO., or upen the direct weighing of the sulfide, are unsatisfactory. 


PREPARATION AND SOLUTION OF SAMPLE 


Prolonged acid digestion of rhenium-containing samples should be avoided 
because of danger of loss by volatilization. If an equivalent amount of fixed 
base be present, the sample may be safely digested with muriatic acid. The 
evolution of chlorine does not result in rhenium losses provided the tempera- 
sure of the solution is held below 100°C. Although most compounds may 
9e dissolved by warming with 5% NaOH and 30% H.O», some few, notably 
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ReS;, resist the action of this mixture. Fusion with Na.O2 will convert an 
known compound or metallic rhenium to soluble perrhenate. 


SEPARATIONS 


Because the general analytical methods for the determination of rheniur 
have not been rigorously established for all types of mixtures, hard and fas 
recommendations for the determination of the element in minerals and con 
centrates cannot be given at this time. The methods described have bee: 
used with success upon relatively simple mixtures and upon concentrates 0 
known composition. When adapting them to complex samples, it is strongl: 
recommended that controls to which known amounts of rhenium have bee: 
added be carried through the entire composite procedure. 

Separation from Molybdenum.—One of the most efficient and satisfactor 
methods yet devised for separating rhenium and molybdenum consists o 
distilling the rhenium out of a sulfuric acid solution through which a curren 
of hydrogen chloride is passed. The apparatus consists of three connecte 
units, viz.: A hydrogen chloride generator, a 500-ml. round-bottom flask pro 
vided with an inlet leading to the bottom of the flask, and an exit arranged t 
earry off hydrochloric acid vapors, and a side arm distilling flask. The dis 
tilling flask is provided with a ground glass stopper through which an inle 
tube reaching to the bottom of the flask is sealed. The side arm is bent t 
allow for the connection of a vertical water-cooled condenser. The ope 
receiver is an Erlenmeyer flask packed in an ice bath. It has been foun 
convenient to maintain a constant flow through the system by means of | 
slow current of carbon dioxide passed through the hydrogen chloride generato1 

The sample, which may consist of the sodium hydroxide-hydrogen peroxid 
solution of a sulfide residue or a solid sample, is placed in the ground glas 
stoppered distilling flask and acidified with 150 ml. of 80% H.SO, and 10 mi 
H;PO,. 300 ml. of HCl (sp.gr. 1.2) is placed in the round-bottom flask, an 
the air in the system displaced with hydrogen chloride and carbon dioxide 
The temperature of the sulfuric acid is slowly raised to about 160°C. Th 
solution of hydrochloric acid is then slowly heated and about 200 ml. of th 
hydrochloric acid distilled over during the course of an hour. The distillat 
contains all of the rhenium. 

If the original sample was known to contain over 1.0 gm. of molybdenum 
it is well to repeat the distillation in order to free the concentrate from th 
trace of molybdenum which sometimes accompanies the rhenium. The dis 
tillate is then treated with hydrogen sulfide in the manner described unde 
sulfide-nitron determination. 
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8 Hydroxyquinoline Separation.—A solution of not over 150 ml. con- 
faining alkali molybdate and perrhenate is brought to neutrality with either 
sodium hydroxide or sulfuric acid, rendered slightly acid with 5 ml. NH.SO,, 
and buffered with 5 ml. 2 N sodium acetate. A 5% solution of 8-hydroxy 
quinoline is added slowly and with constant stirring, until precipitation is 
somplete. The precipitated oxine molybdate is filtered off, washed, and 
rhenium determined in the filtrate. It is advisable to first precipitate the 
rhenium as the sulfide and determine as nitron perrhenate, rather than attempt 
1 direct precipitation with nitron. 


SULFIDE-NITRON DETERMINATION 


The solution of heptavalent rhenium containing between 5% and 10% 
1ydrogen chloride (weight basis) is heated to 70° C. and a slow current of 
vydrogen sulfide bubbled in for at least an hour. The sulfide precipitate is 
iltered off on an asbestos pad, washed thoroughly with hydrogen sulfide 
saturated water, and the filter pad and its contents transferred to a small 
yeaker. The Re.S; is warmed with a few ml. of 5% NaOH and 30% H.O2 
intil all of the black particles have dissolved and no trace of yellow color 
emains in the solution. The asbestos is filtered off on a small paper and 
shoroughly washed with small portions of hot water. If the volume of the 
iltrate exceeds 50 ml. it is evaporated and then rendered slightly acid with 
lilute H,SO.. The solution is boiled to coagulate the small amount of silica 
yenerally thrown down, filtered, and to the hot filtrate 10 ml. 5% nitron ace- 
ate added. The solution is stirred frequently during subsequent. cooling. 
When it reaches room temperature, the beaker is placed in an ice bath, where 
t is further cooled for an hour. The precipitated nitron perrhenate is filtered 
ff on a Gooch crucible, washed with an ice cold saturated nitron perrhenate 
olution containing 0.1% nitron acetate, and finally with 1-2 ml. ice cold 
listilled water. The precipitate is dried at 105° C. for an hour, and weighed. 
Che weight of the precipitate, multiplied by 0.3306, gives the weight of rhenium 
n the original sample. 
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COLORIMETRIC DETERMINATION 


The solution, containing between 10y and 500y of rhenium, and free from 
molybdenum and platinum, is placed in a separatory funnel and sufficient 
HCl added to bring the acid concentration to 2% (weight basis). The solu- 
tion is cooled to room temperature, and 2% SnCl, added in sufficient quantity 
to bring the concentration to 0.2%. This is followed immediately with enough 
10% KSCN to give a concentration of 0.4%. After standing for seven min- 
utes, the yellow rhenium oxythiocyanate is extracted with three successive 
25-ml. portions of ether which has been previously shaken with SnCl, and 
KSCN, and the combined extracts immediately compared with standards 
prepared by treating known amounts of potassium perrhenate in the manner 
described. It is essential that both standards and sample be treated exactly 
the same, and that the comparisons be made promptly. 


SCANDIUM 
Sc, At.wt. 45.10; Oxide: Sc,O; } 
OCCURRENCE 


Scandium is very widely distributed in minute quantities in almost all 
rocks, but it is found in appreciable quantity only in very few minerals. Micas, 
cassiterite and wolframite from some localities, euxenite and keilhauite contain 
a few tenths per cent of scandia; wiikite contains a little over one per cent 
and thortveitite, the only mineral of which scandia is an essential constituent, 
over thirty per cent. 


DETECTION 


In qualitative analysis, scandia is found in the ammonia precipitate. This 
is dissolved in hydrochloric acid, the solution neutralized and boiled with 
sodium thiosulfate, and the precipitate dissolved in hydrochloric acid. After 
filtration from sulfur, scandium and thorium oxalates are precipitated by 
addition of oxalic acid. The washed precipitate is digested with fuming nitric 
acid; the solution is evaporated to dryness, the residue dissolved in a little 
water, the solution poured into a twenty per cent solution of ammonium tar- 
trate and the mixture boiled with ammonia; the gradual separation of a crystal- 
line precipitate indicates the presence of scandium. 

In the examination of mixtures of the rare earths, which often contain 
scandia, the mixed oxides obtained by ignition of the oxalates (see Rare Earths 
Chapter) are dissolved in hydrochloric acid, and the solution boiled with 
sodium silicofluoride: a heavy gelatinous precipitate of scandium fluoride is 
obtained, free from all but traces of rare earths. 

Minute quantities of scandia are readily detected by examination of the 
spark spectrum. The scandium must first be concentrated together with any 
rare earths by precipitation with oxalic acid. The precipitate is ignited to 
oxides, which are dissolved in hydrochloric acid; the filtrate from the oxalates 
should be examined also.for scandia. The most intense scandium lines lie 
between 3500 and 3700 A; they are 3572.72, 3613.98, 3630.90, 3642.96. 


Epes by. by W. R. Schoeller, Ph.D., and A. R. Powell, Metallurgical Chemists, 
London, England. 
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PREPARATION OF THE SOLUTION 


Minerals containing rare earths are decomposed by treatment with hydro- 
chloric or sulfuric acids or by fusion with sodium pyrosulfate. Huxenite, and 
similar minerals containing titanium, tantalum, and columbium, may be de- 
composed by attack of the moistened, finely powdered sample with forty per 
cent hydrofluoric acid, and, after the violent action has subsided, evaporation 
to dryness on the water bath. The residue is extracted with boiling water, 
the insoluble material collected on a rubber funnel, and dissolved by heating 
with concentrated sulfuric acid. Wolfram, which sometimes contains scandia, is 
decomposed by digestion of the slimed mineral with aqua regia. 


ESTIMATION 


The solution obtained by any of the above methods is saturated with 
hydrogen sulfide to remove heavy metals, and the filtrate boiled to expel the 
gas and oxidized with nitric acid. The hot solution is treated with a slight 
excess of ammonia, the precipitate collected, well washed with two per cent 
ammonium nitrate solution, and dissolved in the minimum of 1 : 1 nitric acid; 
the solution (50 to 60 ml.) is treated hot with 20 ml. of a saturated solution of 
oxalic acid added slowly during agitation. After standing overnight the pre- 
cipitate is collected, washed with a dilute solution of oxalic acid, rinsed back, 
and digested with fuming nitric acid till completely dissolved. The nitrates 
are converted into chlorides by two evaporations to dryness with hydrochloric 
acid. The residue is dissolved in 200 ml. of hot water and the solution boiled 
with 10 g. of sodium thiosulfate for one hour. The precipitate is filtered off, 
washed, and dissolved in hydrochloric acid, the filtered solution evaporated 
to dryness, the residue dissolved in water, and the thiosulfate precipitation 
repeated with 5 g. of the reagent in a bulk of 150 ml. The second precipitate 
is treated as the first, and the filtered solution neutralized with ammonia. 
One drop of 1 : 1 hydrochloric acid is added, and the solution. (50 ml.) allowed 
to drop slowly into 50 ml. of a boiling twenty per cent solution of ammonium 
tartrate. Boiling is continued with the occasional addition of a few ml. of 
ammonia, for forty minutes. After standing until cold, the solution is filtered ; 
the precipitate is washed with cold five per cent ammonium tartrate solution, 
and ignited wet in a platinum crucible. After ignition at high temperature, 
the residue is weighed as Se.03. 

In the case of wolfram, the solution obtained by digestion of the mineral 
with aqua regia is boiled with 5 g. of sodium silicofluoride for an hour. The 
precipitate of scandium fluoride is collected, washed with hot water, and heated 
in a platinum dish with concentrated sulfuric acid until copious fumes are 
evolved. After cooling, the residue is dissolved in water, and the scandium 
precipitated with ammonium tartrate as described above. 


SELENIUM AND TELLURIUM! 


Se, at.wt. 78.96; ener m.p. 217° C. oe. 690° C.; oxides, SeO:, SeO; 


Te at.wt. 127.61; sp.gr. 6.24; m.p. 452; b.p. 1390° C.; oxides, TeO., TeO 


Selenium and tellurium are closely associated with each other and with sul- 
fur, which they closely resemble. Selenium was discovered by Berzelius (1817) 
in the flue dust of the pyrites burners, since it occurs in iron pyrites. It is 
found as an impurity in sulfuric and hydrochloric acid. As selenide it occurs 
combined with bismuth, copper, lead, mercury, iron and silver. The com- 
mercial source is from the mud in the vats of copper refining. 

Tellurium is the least abundant of the sulfur group. It is found in nature 
combined as telluoride of gold, bismuth, copper, lead, mercury, nickel, iron 
and silver. The sludge from copper refining is a commercial source. Com- 
mercial uses remain to be developed. 

Ores—Selenium.—In copper and iron pyrites; meteoric iron. In the rare 
minerals clausthalite, PbSe; lehrbachite, PbSe-HgSe; onofrith, HgSe-4HgS; 
eucairite, CuSe- Ag.Se; crookesite, (CuTlAg)Se.? 

Tellurium.—Occurs in tellurides and arsenical iron pyrites. Frequently 
associated with geld, silver, lead, bismuth and iron. In the minerals—altaite, 
PbTe; calaverite, AuTes; coloradolite, HgTe; nagyagite, (AuPb)».(TeSSb)3; 
petzite, AgsAuTe2; sylvanite, AuAgTe,; telluride, TeO. (tellurium ochre); 
tetradymite, Bi,Te3.? 


DETECTION 


Selenium and tellurium are commonly detected by precipitation with sulfur 
dioxide in hydrochloric acid solution. A selenium solution containing strong 
hydrochloric acid in the cold gives with either sulfur dioxide gas or the aqueous 
solution the amorphous red variety which, on warming, goes to the gray 
erystalline form. Tellurium solutions in presence of dilute hydrochloric acid 
with sulfur dioxide yield black elementary tellurium. 

1 The crystalline variety of selenium has the property of being a good conductor of 
electricity when exposed to light and a poor conductor in the dark. Advantage is 
taken of this in measuring the intensity of light in the stars and in certain electrical 
devices for the automatic control of lighting of buoys. It is used for coloring glass red 
and for counteracting the green color in glass. Its similarity to sulfur suggests its use 
for rubber manufacture in place of sulfur and as a fungicide. 

2 Thorpe, ‘Dictionary of Applied Chemistry.”’ 
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Hydrogen sulfide gives with selenious acid solutions a precipitate which 
is at first lemon yellow but on standing changes over to red, due to the 
dissociation of yellow sulfide of selenium into sulfur and amorphous red selenium. 
Tellurous solutions with hydrogen sulfide give at first a red brown precipitate 
which rapidly darkens due to dissociation into elementary tellurium and sulfur. 
Both of the sulfides are soluble in alkaline sulfide solutions. 

Stannous chloride, ferrous sulfate, hydroxylamine hydrochloride, hydrazine 
hydrochloride, phosphorous acid, or hypophosphorous acid added in the cold 
to selenious solutions give red elementary selenium, which goes over to the 
black variety on warming. Potassium iodide added in excess to a hydrochloric 
acid solution of either a selenite or selenate gives, in the cold, red selenium 
together with iodine. On warming the iodine distils and the red selenium 
goes over into the gray form. 

A tellurium solution yields black elementary tellurium when treated with 
stannous chloride, hypophosphorous acid, hydrazine hydrochloride or with 
metals like zinc, aluminum, and magnesium. 

Neutral selenious solutions with barium chloride give a precipitate of 
barium selenite which is soluble in hydrochloric acid. Neutral selenates with 
barium chloride yield insoluble barium selenate, which, like all selenates, is 
decomposed with the evolution of chlorine and subsequent reduction to the 
selenite which dissolves in the hydrochloric acid. 

The few soluble alkaline tellurites give with barium chloride a white pre- 
cipitate of barium tellurite which is soluble in hydrochloric acid. Barium 
tellurate is precipitated when a tellurate solution is treated with barium chloride. 
It is decomposed by hydrochloric acid, yielding chlorine and forming barium 
tellurite which dissolves in hydrochloric acid. 

Sulfuric Acid Test.—Selenium or a selenide with concentrated sulfuric, 
gently warmed, or fuming sulfuric acid, in the cold, gives a green color, the 
intensity of which varies from a light green to an almost opaque greenish black, 
depending on the amount of selenium present. When the green solution is 
added to water, red elementary selenium is precipitated. This red selenium 
when boiled in the diluted acid changes into the gray crystalline form. The 
green color in the concentrated sulfuric acid is destroyed by warming the solution 
afew minutes. This test is not applicable to an oxidized selenium compound. 

Tellurium or a telluride, but not oxidized tellurium compounds, gives in 
the cold with fuming sulfuric acid or with warm concentrated sulfuric acid a 
red color, the intensity of which depends on the amount of tellurium present. 
When the red solution is poured into water, black elementary tellurium is 
precipitated. When the red solution is warmed, sulfur dioxide is evolved, the 
red color disappears and if much tellurium is present, white crystals of the 
basic sulfate of tellurium separate. 

The sulfuric acid test is frequently of no value when both of the elements 
are present, since the red of the tellurium may obscure the green of the selenium. 
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QUALITATIVE DETECTION OF SELENIUM AND TELLURIUM IN 
COMPLEX MIXTURES 


First Method.—The substance is treated with aqua regia or with a mixture 
of hydrochloric acid and potassium chlorate, and the free chlorine is expelled 
by warming at a temperature below boiling in order to avoid loss of volatile 
chlorides. The solution is then diluted and filtered to remove insoluble matter. 
Should tellurous acid precipitate on diluting with water, it can be redissolved 
by hydrochloric acid. The’ acid solution is treated with sulfur dioxide gas, 
or sodium acid sulfite. The formation of a precipitate indicates the possible 
presence of selenium, tellurium, or gold. (1) If the precipitate is allowed to 
settle, the liquid poured off, and the precipitate warmed with strong nitric 
acid, selenium and tellurium will dissolve leaving the gold insoluble. The 
nitric acid solution can be evaporated with hydrochloric acid to destroy the 
nitric acid and then treated in concentrated hydrochloric acid solution with 
sulfur dioxide gas. If selenium is present, it will appear as a red precipitate 
which on warming goes to the gray crystalline. The selenium precipitate 
can be filtered off through an asbestos filter and the solution when diluted with 
water and more sulfur dioxide added gives a black precipitate of elementary 
tellurium. (2) The sulfur dioxide precipitate containing possible selenium, 
tellurium, and gold can after washing be treated directly with hot concen- 
trated sulfuric acid in order to get if possible the characteristic selenium or 
tellurium colors. ’ 

Second Method.—Crude selenium or tellurium-bearing material from 
any source whether oxidized or non-oxidized can be fused with five to six times 
its weight of potassium cyanide. Tellurium forms potassium telluride, 
selenium forms selenocyanate, and sulfur, which is invariably present, gives 
sulfocyanate. Extraction of the fused mass with water gives a purple solution 
if tellurium is present, the selenocyanate and sulfocyanate being colorless. 
The heavy metals remain insoluble, and can be removed by filtration. When 
a current of air is bubbled through the solution, the purple color is discharged 
and black elementary tellurium is precipitated. This tellurium can be filtered 
off and verified by the sulfuric acid test. 

The selenocyanate and sulfocyanate from the air oxidation of the potassium 
telluride solution can be treated under a good hood with hydrochloric acid, when 
hydrocyanic acid is set free and red selenium is precipitated. The selenium 
ean be confirmed by conversion to the black variety by heat or the sulfuric acid 
test can be applied. 
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ESTIMATION 


In the determination of selenium and tellurium where special precautions 
are not taken in regards to these elements, Joss will occur due to volatilization 
during the acid attack of the material with concentrated HCl and application 
of heat. Practically no loss occurs with dilute HCl (less than 20%, sp.gr. 1.1 or 
less) provided the temperature is kept under 100° C. Loss is prevented by 
digestion with HCl using a reflux condenser. If considerable iron, or aluminum 
or calcium is present selenium and tellurium will be carried down by the am- 
monia precipitate and, if not accounted for, will lead to error in the iron and 
aluminum determinations. 


PREPARATION AND SOLUTION OF THE SAMPLE 


Decompositions may be affected by fusions with oxidizing fluxes such as 
sodium carbonate and nitrate, sodium peroxide etc., nickel crucibles being used, 
since platinum would be attacked. In the HCl action on the fused mass pre- 
cautions should be taken to avoid loss by volatilization, using dilute HCl] and 
keeping the temperature below the boiling point. Attack by means of oxidizing 
acids is often advisable, aqua regia or HCl with KC1O3; often being preferred. 
After expulsion of chlorine with additional HCl evaporations are conducted 
on the steam bath. 


SEPARATIONS 


Selenium and tellurium are separated from a large number of substances 
by first reduction to the quadrivalent form and then reducing further to the 
elemental form by certain reducing agents in HCl solution. Sulfur dioxide 
and hydrochloric acid are generally preferred for this reaction. Considerable 
care should be exercized to keep the temperature below the boiling point to 
prevent loss of the elements by volatilization. The elements are generally 
precipitated together and later separated. Gold, platinum, and smail amounts 
of antimony, bismuth and copper will precipitate with selenium and tellurium. 
Details of the procedures follow. 

In the precipitation of selenium the element is best obtained by addition 
of a water saturated solution of sulfur dioxide rather than by bubbling SO. 
through the solution. 

Separations of selenium and tellurium from other elements can be readily 
accomplished. Heating of the selenide and telluride combinations or mixtures 
in chlorine gas affords a separation from the metals whose chlorides are non- 
volatile. 
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Heating of selenites or tellurites in a current of hydrochloric acid gas 
forms volatile SeO2-2HCI or TeO2:2HCI, while the selenates or tellurates give 
chlorine in addition. This treatment with hydrochloric acid gas, when applied 
to the oxidized selenium and tellurium compounds, is an excellent means of 
separation from the metals whose chlorides are non-volatile. 

Both of these elements can be separated from most of the more common 
elements by the general principle of reducing their compounds and precipitating 
them in elementary form by means of sulfur dioxide, hydrazine or hydroxyl- 
amine. Gold is precipitated at the same time but can be separated by treating 
the well-washed precipitate with nitric acid, sp.gr. 1.25, which will dissolve 
the selenium and tellurium but not the gold. The nitric acid solution can then 
be carefully evaporated with hydrochloric acid to destroy the nitric, and convert 
to chloride solution. 


SEPARATIONS OF SELENIUM AND TELLURIUM 


Keller’s method is to separate the selenium and tellurium from each other 
by making use of the principle that selenium is completely precipitated by 
sulfur dioxide from concentrated hydrochloric acid solution while tellurium is 
not. 

Procedure.—The two elements are separated from the other elements by 
sulfur dioxide in dilute hydrochloric acid solution. The washed precipitate 
is dissolved in nitric acid and the solution evaporated to dryness on the water 
bath. The residue is dissolved in 200 ml. of hydrochloric acid, sp.gr. 1.175, 
and the solution warmed to expel all free nitric acid. The solution is then 
saturated with sulfur dioxide gas at 15-22°C. The precipitated selenium is 
allowed to settle, washed first by decantation with cold hydrochloric acid, 
sp.gr. 1.175, then with cold water to displace the acid and finally treated in the 
beaker with boiling water which transforms the red selenium into the black 
granular variety. The selenium is brought on a Gooch crucible washed with 
alcohol and dried at 105° C. The tellurium is precipitated in the filtrate by 
diluting with water, adding more sulfur dioxide and hydrazine hydrochloride 
as in the gravimetric method for tellurium. The tellurium is finally washed 
with water, then alcohol, dried at 105° C. and weighed. 


Norr.—Loss of selenium occurs with prolonged slow bubbling of SO» gas into the 
solution. It is preferable to add the SO2 at one time by means of a saturated water 
solution of the gas. 


Tur DiIsTILLATION METHOD OF SEPARATING SELENIUM FROM TELLURIUM 2 


' This method is based. on the volatility of selenium chloride from sulfuric 
acid solution when treated with hydrochloric acid gas, while tellurium chloride 
is nonvolatile under the same conditions. Scott’s distillation method offers 
distinct advantages over other separations of selenium from the various metals 
in that none of the common elements naturally associated with selenium form 
volatile chlorides under the conditions of the experiment. Further, the 


8 Victor Lenher and D. P. Smith, J. Ind. Eng. Chem., 16, 837 (1924). 
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selenium when distilled is collected in hydrochloric acid solution, from which it 
can be readily precipitated. 

Apparatus and Procedure.—The apparatus found to be the simplest and to 
give the most accurate results is shown in the figure. It consists of a 150-ml. 
Pyrex distilling flask, A, with a glass tube, B, sealed in the top of the neck and 
extending to within 7 mm. of the bottom of the flask. The condenser tube, C, 
is sealed directly in the neck of the flask as close to the top as possible. The 
receiver consists of three Drexel wash bottles, D:, Ds, D3, sealed together and 
connected to the end of the condenser by means of a ground-glass joint. These 
bottles at the beginning of the determination are half full of distilled water. 
The sample of selenium and tellurium-containing material is introduced into 
the flask through the tube B. The sample is washed down with enough sulfuric 
acid, specific gravity 1.84, to bring the volume of the solution to about 60 ml. 
Hydrochloric acid gas is now introduced from the generator EH through the 
tube B. The generator consists of a 3-liter flask into which, by means of a 
dropping funnel, concentrated sulfuric acid is introduced into concentrated 
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. Fie. 94. Apparatus for Separating Selenium and Tellurium. 


hydrochloric acid. F, and F. are wash bottles containing concentrated sulfuric 
acid; F; is an empty bottle. The flask A is now heated by means of a Bunsen 
burner. The temperature is sufficiently controlled by observation of the sul- 
furic acid in the distilling flask. The acid is at the correct temperature, 300° 
to 330° C., when slight fumes of sulfur trioxide are evolved. The flame of the 
burner is then reduced a little and the distillation continued until all the 
selenium has distilled over, which ordinarily requires 3 to 4 hours. The dis- 
tilled selenium is collected in the receiver bottles and is determined after 
transferring to a beaker and adding SO, reagent to the solution at a temperature 
of 15° to 22°C. Red elementary selenium is precipitated from this strong 
hydrochloric acid solution. The precipitate is allowed to settle and is washed 
by decantation with cold water several times. Hot water is then poured on 
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the precipitate in the beaker, when the red selenium is transformed into the 
gray, granular variety, which is brought on a Gooch crucible, washed with 
alcohol, dried at 105° C., and weighed. The tellurium solution remaining in 
the distilling flask is poured into water and diluted with sufficient water so 
that the content of free sulfuric acid is less than 25%. Enough hydrochloric 
acid is added to make the solution 7% acid. The tellurium is precipitated 
from this solution by means of sulfur dioxide and hydrazine hydrochloride 
according to the method of Lenher and Homberger.‘ 

The most important details of the apparatus are in the construction of the 
flask A. Itis necessary that the tube B should join the top of the flask as close 
to the exit of the condenser tube C as possible. Should any great distance 
separate these junctions, selenium tetrachloride will condense in the solid form 
and will not be driven over into the condenser. 

The sulfur trioxide fumes must rise to the top of the flask so that the hydro- 
chloric acid gas may sweep all the selenium chloride vapors out of the flask into 
the condenser and receiver. 

Results.—The method is accurate for either high or low amounts of selenium 
or tellurium. Good results are obtained with varying ratios of selenium and 
tellurium. 

The selenium and tellurium-containing material can be introduced into 
the flask in various combinations, but obviously hydrochloric or sulfuric acid 
solutions are the most desirable. 

Determination of Selenium.—The solution in the beaker is treated with 
water saturated with SO», then heated to boiling and the precipitated selenium 
allowed to settle several hours, or overnight. The precipitate is filtered into a 
weighed Gooch crucible, then washed with hot water and finally with alcohol. 
The residue is dried for an hour at 100° C. and weighed. 


Weight of SeX100 _ 


0.5 Tasee: 


Determination of Tellurium.—The residue in the distilling flask is trans- 
ferred to a 600-ml. beaker containing 150 ml. of cold water. Ten ml. of 3% 
Fe(NOs3)3 solution is added, and made ammoniacal, and then heated to boiling; 
the precipitate filtered off on a large filter and washed with hot water. The 
precipitate is dissolved in hot dilute HCl and the solution nearly neutralized 
with NH,OH. The slightly acid solution is saturated with H.S, the precipi- 
tated tellurium filtered off on an S. and S. No. 589, 1214 cm. filter, and washed 
with H.S water. 

The precipitate is dissolved off the paper into a small beaker with a mixture 
of equal parts of HCl and bromine-potassium bromide solution. The paper is 
washed with water keeping the volume of the solution as small as possible. The 
filtrate should contain 20% HCl. 

Tellurium is precipitated by saturating the solution with SO2. The pre- 
cipitate, after heating to boiling, is allowed to settle for several hours and filtered 


4 Lenher and Homberger, J. Am. Chem. Soc., 30, 387, 1908. 
5 Thorpe, “Dictionary of Applied Chemistry.” Longmans, Green & Co. 
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Fig. 95. Apparatus for Determining Selenium and Tellurium. 


Fig. 95 shows a convenient apparatus for routine determinations of selenium and 
tellurium in alloys. Hydrochloric acid gas is generated by allowing strong hydrochloric 
acid to flow into concentrated sulfuric acid (see A and B in drawing Fig. 95). The gas 
is dried by passing it through strong sulfuric acid (C in figure). A mereury pressure 
gauge, arranged to allow gas to blow out at a pressure of 3 or 4 pounds, prevents accidents 
occurring due to stoppage in the system. 


onto a weighed Gooch. It is washed with hot water and then with alcohol and 
dried for an hour at 100° C., cooled in a desiccator and weighed. 


Weight of Tex 100 mT 

—— e3 

0.5 . 

Tur SEPARATION OF SELENIUM AND TELLURIUM BY SULFUR DIOXIDE IN 
Hyprocuioric Acip SOLUTION ® 


The procedure recommended is as follows. The oxides of the two elements, 
which should not contain more than 0.25 g. of either selenium or tellurium, are 
dissolved in 100 ml. of cold concentrated hydrochloric acid; 50 ml. of concen- 
trated hydrochloric acid saturated at ordinary temperature with sulfur dioxide 
(this is sufficient to prevent the formation of the monochloride) is added during 
constant stirring. When concentrated hydrochloric acid is used with a large 
excess of sulfur dioxide, selenium monochloride is not formed in the cold. The 
solution is then allowed to stand until the red selenium subsides, is filtered 
through an asbestos filter into a filtering flask, and the precipitate thoroughly 


6 Victor Lenher and C. H. Kao, J. Am. Chem. Soc., 47, 769 (1925). 
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washed with cold, concentrated hydrochloric acid, then with cold water until 
it gives no test for chlorine, and finally with alcohol to displace the water, and 
ether to displace the alcohol. This is necessary, as water must not be allowed 
to remain in the red selenium, or later it cannot be removed. The red selenium 
is dried for three to four hours at 30-40° C. to remove the last traces of ether, 
after which it is heated to 120-130° C. for one to two hours to render the sele- 
nium perfectly dry. Whenever any moisture is allowed to remain in the red 
selenium when it is transformed to the black variety, high results due to oxida- 
tion inevitably result. The filtrate from the selenium is then concentrated to 
50 ml. to remove the excess of acid. This is done on the steam-bath below 
100° C.; otherwise the tellurium may be boiled off as chloride in this strongly 
acid solution. The tellurium is then precipitated by the Lenher-Homberger 
method; 15 ml. of a saturated solution of sulfur dioxide is added, then 10 ml. 
of a 15% solution of hydrazine hydrochloride followed by an additional 25 ml. 
of a saturated solution of sulfur dioxide, and the solution is boiled. Complete 
precipitation of the tellurium is almost instantaneous. 

The precipitate is washed with hot water on a Gooch filter until all of the 
chlorine is removed, after which the water is displaced by alcohol as quickly as 
possible to prevent oxidation of the tellurium, and the crucible and contents 
are dried at 105° C. Under these conditions of precipitation, tellurium does 
not oxidize, and the analysis gives more accurate results than by any other 
method. 


Norts on OrnerR Mernops or SEPARATIONS.’—It is possible to separate selenium 
and tellurium in hydrochloric, tartaric or citric acid solution by means of hydroxylamine 
hydrochloride. The sulfate of hydroxylamine proves to be less satisfactory. The 
procedure of separation is very simple and is susceptible of wide variations in the details 
of technique. 

Both hydrazine hydrochloride and the sulfate tend to cause precipitation of tellurium 
with the selenium; this can be avoided in the method of Pellini by proper control of 
temperature. 

By use of oxalic acid, it is possible by means of hydroxylamine hydrochloride to 
separate selenium from tellurium, but the technique is so highly complicated by minor 
factors that it is not as satisfactory as the tartaric or citric acid methods. 


QUANTITATIVE METHODS FOR SELENIUM 


Selenium is most commonly precipitated as element by either sulfur dioxide, 
hydroxylamine or hydrazine. This reduction to element at the same time 
separates the selenium from most of the elements except tellurium and gold. 
When hydroxylamine hydrochloride or hydrazine hydrochloride is the pre- 
cipitating agent, the material is usually most conveniently brought into hydro- 
chloric acid solution and converted if necessary into the selenious state. From 
this selenious solution, which may be acid, neutral or ammoniacal, these 


7 Victor Lenher and C. H. Kao, J. Am. Chem. Soc., 47, 245, 1925. 
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reducing agents on boiling precipitate elementary selenium which can be brought 
on a Gooch crucible, washed with hot water, dried at 105° C., and weighed. 


SULFUR DIOXIDE METHOD 


The addition of sulfur dioxide to a solution of selenious acid or a selenite 
which is strongly acid with hydrochloric acid is one of the oldest and best 
methods of precipitating elementary selenium. A selenate or selenic acid 
must first be reduced to a selenious acid by warming with hydrochloric acid, 
after which sulfur dioxide can be introduced by addition of a saturated solution. 

It is sometimes convenient to produce the sulfur dioxide by the addition | 
of sodium acid sulfite or of sodium sulfite. This procedure is satisfactory but 
should be accompanied by a blank test on the sulfite with hydrochloric acid 
since the sulfites, on standing, not uncommonly give a precipitate of sulfur on 
acidification. 

The best procedure in the precipitation of selenium by sulfur dioxide is 
to add a saturated solution of SO» to the selenious solution which is strongly 
acid with hydrochloric acid. The solution should smell strongly of SO... The 
beaker is removed and allowed to stand for a half hour, in order that the sele- 
nium may settle. The supernatant liquor is decanted through a previously 
weighed Gooch crucible, and the selenium washed first by decantation 
with concentrated hydrochloric acid, after which one treatment with cold 
water is used to wash the precipitate in the beaker. After again decanting, 
hot water is poured into the beaker containing the precipitate when the floccu- 
lent red selenium turns black and granular. It is then filtered, washed with 
hot water, followed by alcohol and dried at 105° C. to constant weight. 

If the temperature in the solution during the precipitation of the selenium 
rises above 22° C., the selenium agglomerates and occludes impurities which 
cannot be washed out. If the temperature is below 15° C., the precipitation is 
either incomplete or very much delayed. 

Evaporation of selenious acid should be made on the water bath rather 
than at a higher temperature since there is an appreciable loss of selenium 
dioxide when heated above 100° C. In the reduction of selenates or selenic 
acid to the selenious condition by means of hydrochloric acid, the temperature 
must never exceed that of the steam bath or considerable selenium may be lost. 


POTASSIUM IODIDE METHOD 


Potassium iodide added to a selenous solution containing free hydrochloric 
acid gives a precipitate of elementary selenium, iodine being liberated simul- 
taneously. 


SeO.+4HI =Se+2H.20+4 21). 


With samples containing less than 0.1 gram selenium satisfactory results are 
obtained but with larger amounts iodine is likely to be occluded. 
Procedure.—The sample containing selenious acid or a selenite in a dilution 
of 400 ml. is acidified with hydrochloric acid, 3-4 grams of potassium iodide 
are added and the iodine liberated is boiled off. The selenium is brought on 
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a Gooch crucible washed with hot water, dried and weighed. Gooch and 
Pierce * suggest the use of sodium arsenite and iodine solutions in carrying 
out the method volumetrically. 

The thiosulfate method of Norris and Fay ® consists in treating a hydro- 
chloric acid solution of selenious acid with a measured excess of standard 
sodium thiosulfate solution and then titrating the excess of thiosulfate with 
an iodine solution. 


H.SeO; +4Na.8.03 +4HCl = 4NaCl+ Na.S.SeO, +Na.$i0;+3H.0. 


Selenates or selenic acid can be analyzed by boiling with hydrochloric 
acid when chlorine is evolved which can be collected and titrated. 


QUANTITATIVE METHODS FOR TELLURIUM 


Tellurium can be determined gravimetrically and separated from most of 
the elements except selenium and gold by a number of reducing agents. The 
oldest method, that of Berzelius, is the use of sulfur dioxide in slightly acid 
solution. Black elementary tellurium is precipitated but complete precipita- 
tion is much delayed even when the solution is warm. The hydrochloric acid 
solution of the tellurium should always be allowed to stand twenty-four hours. 
The tellurium is then conveniently brought on a Gooch crucible and the filtrate 
further digested after the addition of more sulfur dioxide. Very frequently 
more tellurium settles out on standing twenty-four hours longer. After all 
of the tellurium is collected on a Gooch crucible, it is washed and dried at 105° C. 
as quickly as possible in order to avoid the slight superficial oxidation which 
always takes place with tellurium which has been precipitated in this manner. 

Hydrazine hydrochloride used as a reducing agent for the precipitation of 
elementary tellurium gives fairly good results but complete precipitation as 
with sulfur dioxide is somewhat delayed. 

The use of sulfur dioxide and hydrazine hydrochloride together is the most 
accurate as well as the most rapid method for the determination and is ap- 

_ plicable to both tellurites and tellurates, as well as to the free acids. 


HYDRAZINE HYDROCHLORIDE-SULFUR DIOXIDE METHOD 


The tellurium, either as a derivative of the dioxide or as a tellurate, should 
be present in a solution which has an acidity of approximately ten per cent 


3 Am. J. Sci. (4), I, 31 (1896). 
9 Am. Chem. J., 23, 119 (1900). 
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free hydrochloric acid, and it is preferable that the solution be concentrated, 
for otherwise the precipitate will be so finely divided that it will be difficult 
to wash. The solution is heated to boiling, 15 ml. of a saturated solution of 
sulfur dioxide is added, then 10 ml. of a fifteen per cent solution of hydrazine ' 
hydrochloride followed by 25 ml. of sulfur dioxide solution. The boiling is 
continued until the precipitate settles in such a way that it can be easily washed, 
which should not take more than five minutes. The precipitated tellurium 
is brought on a previously weighed Gooch crucible, washed with hot water 
until all of the chlorides are removed, after which the water is displaced by 
alcohol, and the crucible and contents dried at 105° C. 

Tellurates or telluric acid can be analyzed by boiling with hydrochloric 
acid when chlorine is given off. , 


H.Te0,4+2HCl = H.TeO3+Clo. 


The chlorine evolved may be passed into potassium iodide solution and the 
liberated iodine titrated by sodium thiosulfate or an arsenite solution. 


PRECIPITATION AS TELLURIUM DIOXIDE 


Browning and Flint 1! utilize the insolubility of tellurium dioxide as a 
means of separation from the readily soluble selenious acid. Selenium and 
tellurium are precipitated by sulfur dioxide from a hydrochloric acid solution. 
The elements are filtered, washed and dissolved in hydrochloric acid containing 
sufficient nitric acid to effect solution and then evaporated to dryness on the 
water bath. 

Procedure.—The material is dissolved in hydrochloric acid or in a ten 
per cent solution of potassium hydroxide, using 2 ml. per 0.2 gram of oxide. 
The solution, if alkaline, is slightly acidified with hydrochloric acid and then 
diluted to 200 ml. with boiling water. Dilute ammonium hydroxide is now 
added in slight excess, and is followed by the faintest excess of acetic acid. 
Crystalline tellurium dioxide separates out completely on cooling and can be 
brought on a Gooch crucible, dried at 105° C., and weighed. 


Nores. Tellurium.—The element dissolves in hot concentrated hydrochloric acid. 
On dilution of the solution a precipitation of H2TeO; occurs. Treated with concen- 
trated nitric acid or aqua regia H,TeO, forms. With sulfuric acid the compound 
H,TeO; forms and SOz2 is evolved. Tellurium is insoluble in carbon disulfide. The 
oxides TeO and TeO, are soluble in acids, TeO3 being not readily soluble. All the oxides 
dissolve in hot potassium hydroxide solutions. 

Care must be exercised to avoid overheating acid extracts in the preparation of the 
sample, since loss by volatilization is apt to occur; this is especially true of the halogen 
compounds of selenium and tellurium, the former being more volatile than the latter. 

Fusion Method.—The finely powdered substance is intimately mixed with about 
five times its weight of a flux of sodium carbonate and nitrate (4 : 1) and heated gently 
in a nickel crucible, gradually increasing the heat, until the charge has fused. When 


10 Hydrazine hydrochloride is prepared ordinarily from the sulfate according to 
the directions given in ‘‘Organic Chemical Reagents,’’ Vol. III, page 42, University of 
Illinois Bulletin, Vol. 19, No. 6, 1921. Hydrazine sulfate is conveniently made from 
sodium hypochlorite and ammonia. Organic Syntheses, Wiley & Co., Vol. II, pages 
37-40, 1922. 

Am. J. Sci. (4), 28, 112 (1909). 
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the molten mass appears homogeneous, it is cooled and extracted with water. Sodium 
selenate and tellurate pass into solution and are separated from most of the heavy metals. 
The water extract is acidified with hydrochloric acid and boiled until no more free 
chlorine is evolved. (Test with starch iodide paper: Cl=blue color.) Metallic 
selenium and tellurium may be precipitated by passing sulfur dioxide into the hydro- 
chloric acid solution. 

Keller has shown that_tellurium is not precipitated by SO: in concentrated hydro- 
chloric acid solutions (sp.gr. 1.175), whereas selenium is precipitated. Diluted with an 
equal volume of water (acidity 12 to 20% of above) both tellurium and selenium are 
precipitated by SO:. 


METHODS AT REFINERIES 
COMMERCIAL SELENIUM 


A half-gram portion of the material ground to 100 mesh is placed in a 
150-ml. beaker, and 10 ml. of water are added, followed by 15 ml. concentrated 
nitric acid. After the sample has dissolved in the beaker, which is covered 
with a watch glass, it is evaporated to dryness on the water bath, and taken up 
in 10 ml. concentrated hydrochloric acid and 20 ml. of water in the cold. The 
insoluble matter is filtered off and the solution received in a 400-ml. beaker. 
Sufficient concentrated hydrochloric acid is added to make the solution 70% 
concentrated hydrochloric acid. 

The selenium is precipitated at room temperature by adding a saturated 
water solution of sulfur dioxide gas, stirring to granulate the selenium. It is 
recommended that the temperature of the solution be maintained at 60 to 
70° F. by placing the beaker in a vessel of running water. 

When complete precipitation has been effected and the solution smells 
strongly of sulfur dioxide, the beaker is removed and allowed to settle for a 
half hour. The supernatant liquor is decanted through a previously weighed 
Gooch crucible; the precipitated selenium in the beaker is washed three times 
with concentrated hydrochloric acid and once with cold water, decanting each 
time through the crucible. To the precipitate in the beaker 25 ml. of cold water 
are added, followed by hot water and vigorous stirring until the selenium turns 
black and granular. It is then filtered, washed with hot water followed by 
alcohol, and dried at 105° to constant weight. After weighing, the crucible 
can be gently heated to expel the selenium, in order to obtain a check on its 
‘purity. A residue may consist of silica or gold. 

Tellurium in the filtrate is recovered by adding three gm. of powdered 
tartaric acid, diluting with four times its bulk of hot water, then adding 25 ml. 
ammonium hydroxide and saturating with sulfur dioxide gas. After the 
sulfur dioxide treatment, which takes but a few minutes, the solution is brought 
_ to boiling and allowed to stand for two hours on a hot plate. The granular 
elementary tellurium is brought on a previously weighed Gooch crucible, 
washed with hot water, dried at 105° and weighed. 
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The important laboratory details suggested by Greenwood ” are: 

1. Evaporation of the selenious acid should be made on the water bath 
rather than on a hot stove in order to avoid loss by volatilization. There is 
an appreciable loss of selenium dioxide when heated above 100° C. even in 
the presence of sodium and potassium chlorides. This fact has been verified 
in Lenher’s laboratory. 

2. if the temperature of the solution during the precipitation of selenium 
is above 70° F., the selenium agglomerates and occludes impurities, which 
cannot be washed out. If the temperature is below 60° F., the precipitation 
is either incomplete or very much delayed. 

3. If the precipitated selenium is not granular, it cakes during the drying | 
and retains moisture even at 110°. 

Lead, copper and iron in selenium are determined in a sample of from 
10 to 25 g. which is dissolved in 50 to 75 ml. concentrated nitric acid in a 375-ml. 
casserole and evaporated to dryness. The volatile selenium dioxide is expelled 
by carefully raising the temperature. The non-volatile residue is dissolved in 
10 ml. concentrated nitric acid and 5 ml. concentrated hydrochloric acid, 
evaporated to 5 ml., when 5 ml. concentrated sulfuric acid are added and 
evaporated to fumes; it is allowed to cool, 75 ml. of water are added and allowed 
to stand over night, when the lead sulfate is filtered off and weighed as usual. 
The filtrate from the lead is treated with hydrogen sulfide, the precipitate is 
ignited to burn off selenium, tellurium and arsenic, the residue dissolved in 
nitric acid and the copper determined volumetrically. The filtrate from the 
precipitation of the copper is boiled to expel the hydrogen sulfide, oxidized by 
a few erystals of potassium chlorate, and the iron precipitated in the usual 
manner by ammonia. 

An alternate method for the determination of iron in selenium is to weigh 
10 gm. of the sample into a porcelain dish, ignite at a red heat until the selenium 
appears to be completely driven off. The residue is sometimes weighed and 
reported as ‘‘ non-volatile matter.’ This residue is fused with sodium car- 
bonate, treated with dilute sulfuric acid, the solution reduced with zinc, 
and the iron titrated with a weak solution of permanganate. 

Insoluble in Commercial Selenium.—Ten to 25 grams are dissolved in a 
375-ml. casserole, in concentrated nitric acid, and evaporated to dryness; 
concentrated hydrochloric acid is added and the silica dehydrated. The 
insoluble is taken up in hydrochloric acid and water, filtered off, ignited and 
weighed. 

Selenium and Tellurium in Metallic Tellurium.—A 0.5-gram sample of the 
finely powdered metal is treated with 10 ml. of concentrated sulfuric acid and 
fumed until all the tellurium has dissolved; after which it is cooled and 20 ml. 
water and 50 ml. concentrated hydrochloric acid are added. 

Selenium is precipitated from the cold solution by adding a saturated 
solution of SOx, after which it is filtered through a Gooch crucible, washed three 
times with hydrochloric acid (2 parts concentrated acid to 1 water), then with 
hot water and finally with alcohol, dried and weighed. To obtain a check 
on the purity of the selenium the Gooch crucible is ignited and reweighed. 


” Eng. Mining J., 100, 1012 (1915). 
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The tellurium-containing filtrate is diluted to about 700 ml., heated to 
nearly boiling, a few grams of hydrazine hydrochloride added and a rapid 
current of sulfur dioxide gas is passed in for 15 minutes, or until the tellurium 
separates readily ; it is then brought on to a Gooch filter, washed with hot water, 
finally with alcohol. The elementary tellurium is dried for one hour at 105° 
and weighed. 

A selenium and tellurium procedure used for a number of years in one of 
the refineries consists in dissolving in nitric acid, adding a pinch of salt, evapo- 
rating to dryness, taking up in 25 ml. hydrochloric acid (1 : 1) and bringing to 
boiling. The insoluble matter is filtered off, and the solution treated with a 
saturated solution of SO». A few grams of hydrazine hydrochloride are added 
and sulfur dioxide again added after which the solution is boiled a few minutes. 
The precipitated selenium and tellurium are filtered off, dissolved in nitric acid 
with the addition of a pinch of salt, and the solution evaporated. The residue 
is taken up in about 200 ml. concentrated hydrochloric acid, the solution again 
treated with sulfur dioxide and boiled about ten minutes and the selenium 
brought on a Gooch crucible where it is washed with hot water, then alcohol, 
dried and weighed. 

The tellurium-containing filtrate is diluted with water to three times its 
volume and saturated with sulfur dioxide; a few grams of hydrazine hydro- 
chloride are added, boiled a few minutes, the tellurium is brought on a Gooch 
crucible, washed with hot water, then with alcohol, dried and weighed. 

Selenium and tellurium in blister or pig copper are commonly determined 
by the method of Keller, using samples of 50 grams or less. 

Selenium and tellurium in electrolytic copper slimes are determined by 
treating a 0.5-gram sample of the slime in a 250-ml. beaker with 10 ml. con- 
centrated sulfuric acid, heating until the sample is decomposed and nothing 
remains but a white residue. After cooling, 20 ml. of water are added, followed 
by 2 ml. concentrated hydrochloric acid, the solution is agitated to coagulate 
the silver chloride which is then filtered off. The acidity of the filtrate is 
brought up to about 32% by adding concentrated hydrochloric acid and the 
selenium and tellurium separated by sulfur dioxide, following the customary 
procedure. — 

Selenium in Lead Slimes.—A 2-gram sample is fused with a mixture of 
8 grams sodium carbonate and 2 grams nitrate in a nickel crucible. The cold 
fusion is extracted with water and filtered. The filtrate is acidified with 
hydrochloric acid and heated until chlorine is expelled. To the solution is 
added an equal volume of hydrochloric acid, and sulfur dioxide solution is 
added until the red precipitate becomes granular. The selenium can be brought 
on an asbestos filter, washed with hydrochloric acid, redissolved in hydrochloric 
_acid and potassium chlorate and reprecipitated by sulfur dioxide solution. 

Tellurium in Lead Slimes.—One gram of slimes is treated with a mixture of 
10 ml. concentrated sulfuric acid, 10 ml. concentrated nitric acid, and 20 ml. 
water, and evaporated tofumes. After cooling, 40 ml. water and about 2 grams 
tartaric acid are added. The solution is boiled and filtered. The residue is 
washed back into the original beaker, 5 to 10 ml. concentrated sulfuric acid 
are added, and again evaporated to fumes; 40 ml. of water are added and the 
solution boiled and filtered. The two filtrates are united and treated with 
hydrogen sulfide gas. The sulfides are filtered on paper, washed with hydrogen 
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sulfide water, washed back into the beaker, and a little sodium bicarbonate 
added followed by about 4 ml. of 10% sodium sulfide solution. The solution 
is brought to boiling, digested for 12 hours, and filtered through the filter 
previously used. The sulfide-containing filtrate is acidified with dilute sulfuric 
acid and treated with hydrogen sulfide gas to render the precipitate granular. 
The sulfide precipitate, after filtration, is dissolved in nitric acid with the 
addition of 10 ml. concentrated sulfuric acid and evaporated to fumes of sulfuric 
acid. It is then diluted with water and boiled after adding about 2 grams of 
tartaric acid. The solution is cooled, diluted to about 60 ml. with water, and 
after adding 40 ml. concentrated hydrochloric acid, is again treated with hydro- 
gen sulfide. The precipitate is filtered off, washed with (1 : 1) hydrochloric. 
acid, dissolved in hydrochloric acid and potassium chlorate, warmed gently to 
expel the excess of chlorine, tartaric acid is again added, any residue filtered off, 
and the filtrate made strongly acid with hydrochloric acid. The selenium is 
then precipitated by sulfur dioxide. 

The filtrate containing the tellurium is diluted with warm water, and the 
tellurium precipitated and weighed as usual. 

Selenium and Tellurium in Flue Dust.—Two grams are dissolved in hydro- 
chloric acid and potassium chlorate on a water bath, and the excess of chlorine 
expelled by gentle heat. The insoluble matter is filtered off and washed with 
concentrated hydrochloric acid, and the filtrate is treated with sulfur dioxide. 
The selenium and tellurium are brought-on a Gooch crucible, washed, then 
dissolved in hydrochloric acid and potassium chlorate, about 2 grams of 
tartaric acid are added, followed by concentrated hydrochloric acid, and the 
selenium is precipitated by sulfur dioxide, filtered off and weighed. The filtrate 
is diluted to three times its volume with warm water, and the tellurium is 
precipitated by sulfur dioxide, collected and weighed. 


FLUE DUST AND NITER SLAG 


Flue dust or niter slag from Doré furnaces can be analyzed for water- 
soluble selenium and tellurium by boiling a 1-gram sample with water, filtering 
and washing with hot water, keeping the volume down to 20 ml. To this 
filtrate are added 200 ml. concentrated hydrochloric acid; the solution is chilled 
with icewater; and sulfur dioxide is added, the selenium and tellurium being 
separated by the method of Keller. 

The insoluble selenium and tellurium are transferred from the filter to a 
50-ml. beaker, concentrated nitric acid and concentrated hydrochloric acid are 
added, and the solution evaporated at 50° C. or below. It is recommended to 
evaporate twice more with hydrochloric acid, keeping the temperature at 
50° C. or below. The residue is taken up in hydrochloric acid (1 : 2) and 
filtered, after which 100 ml. concentrated hydrochloric acid are added and the 
selenium and tellurium in the filtrate are separated by the Keller method. 


COMMERCIAL SODIUM SELENITE 


To 1 gram of the sample in a 50-ml. beaker are added 10 ml. of water and 
5 drops of hydrochloric acid and shaken gently until solution is complete. 
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After filtering out the insoluble matter, a large excess of concentrated hydro- 
chloric acid is added to the filtrate and selenium is precipitated by sulfur dioxide. 
In the filtrate from the selenium, the tellurium can be recovered by diluting 
with warm water and passing in more sulfur dioxide. 


SELENIC ACID 


Twenty grams of the sample are quickly transferred to a tightly stoppered 
weighing bottle. After weighing, the acid is put into a liter flask, dissolved 
in water, and made up to the mark. A 25-ml. portion is measured out and 
treated with an excess of concentrated hydrochloric acid and the selenium 
precipitated by sulfur dioxide. If tellurium is present, it can be recovered in 
the filtrate. 


SELENIUM IN GLASS # 


In ruby glass where selenium is present in quantities of about 0.25%, a 
two-gram sample is evaporated with hydrofluoric and nitric acids. This 
evaporation is repeated several times without ignition. The nitrates are then 
transferred to #small Erlenmeyer flask and the nitric acid destroyed by adding 
hydrochloric acid. Care must be taken not to boil the solution or selenium 
will volatilize. A high concentration of the hydrochloric acid must be main- 
tained in order to hold the tellurium in solution. Sulfur dioxide is next added 
to the solution when elementary selenium is precipitated, washed, dried and 
weighed as usual. 

In glasses where selenium is used as a decolorizer and in which the selenium 
is present to the extent of less than .0025%, Cousen recommends dissolving 
the glass in nitric and hydrofluoric acids and determining the selenium colori- 
metrically by phenylhydrazine hydrochloride, keeping the selenium from pre- 
cipitating by adding gum arabic. A yellow to a yellowish red solution is 
obtained which is compared with a color standard containing a known amount 
of sodium selenite. 


SELENIUM AND TELLURIUM IN REFINED COPPER 


The success and accuracy of determining small amounts of impurities, is to 
collect these impurities from a large sample, and to do the necessary chemical 
work in a small volume of solution. 

Ferric hydroxide when precipitated from a copper solution has the peculiar 
property of forming insoluble compounds with As, Sb, Se and Te. 

For complete precipitation, the iron contents must be at least thirty times 

the combined As, Sb, Se and Te and must be entirely precipitated from the 
solution. 

The iron is best added as ferrous sulfate (FeSO,-7H.O), dissolved in water 
and oxidized to the ferric salt with HNO;. Roughly the iron content of FeSO, 
-7H.20 is 20%, or one-fifth of the weight of ferrous sulfate. 

Weigh 100 grams of drillings into a 1300 ml. beaker, cover with water and 
add gradually 350 ml. HNO; (sp.gr. 1.42). When the copper is in solution, boil 


13 Method furnished by the Corning Glass Works. 
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out all red fumes, dilute to 700 ml. with warm water and neutralize with NH,OH 
until just enough copper hydroxide has been formed to cover the bottom of 
the beaker; then add the required amount of oxidized ferrous sulfate in solution. 
Stir well, dilute to 900 ml. and boil for at least one hour, settling on the warm 
plate over night. Filter on a 15 cm. filter. — 

Treat the filtrate with ammonia until a precipitate of copper hydroxide has 
formed to cover the bottom of the beaker; half the quantity of oxidized FeSO, 
-7H.O added previously, is again added and the solution boiled for one hour, 
allowing to settle over night on the warm plate. Filter on a 15 em. filter. 
It is absolutely necessary that no iron salts be left in this filtrate, either in 
solution, or as hydrate, therefore, this filtrate had best be tested with ammonia 
and refiltered on a 15 cm. filter. The three precipitates on the 15 cm. papers 
are treated as one, dissolved in the least quantity of warm H.SO, (1:1), the 
papers washed well with hot dilute H.SO, (1:20) and filtered into a 600 ml. 
beaker. Make strongly ammoniacal, boil well and filter, washing the precipi- 
tate well and free from the folds into the apex of the filter. Refilter the filtrate 
to catch any iron that has washed through. The papers are spread open and 
the precipitates dissolved in 25 ml. warm HCl (1:1) in a 250 ml. beaker, using 
as little hot water as possible to remove the yellow stains. 

Filter the solution into a 400 ml. beaker, washing with as litle hot water as 
possible. To the filtrate add four times its volume of concentrated HCl and 
cool. 

Add a saturated water solution of SO, to precipitate the selenium. 

Filter off the precipitated Se on a tared Gooch crucible, wash with cold 
water and alcohol, dry at 60° C. for two hours, then at 105° C. to constant 
weight. 

Weigh as metallic Se. 

Iixpel the Se from the crucible and reweigh as a check on the weight and 
the purity of the precipitate. 


TELLURIUM 


To the filtrate from the precipitated Se, add 2 grams of tartaric acid in 
order to keep the Sb in solution, dilute to 600 ml. with hot water, add 50 ml." 
concentrated NH,OH, and saturate the solution with SO, gas. Boil for two 
minutes and allow to settle 4-6 hours. 

Filter the Te on a tared Gooch crucible, wash with hot water and finally 
with alcohol, dry at 115° C. to constant weight. 

Weigh as metallic Te. 


“Te is best precoated by SO:z gas in a 20-30% HCl solution and the strong 
(80%) HCl solution from the Se precipitation is best neutralized to 25-30%, by the 
use of ammonia. 
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VOLUMETRIC DETERMINATION OF SELENIUM AND TELLURIUM 


IODOMETRIC DETERMINATION OF SELENIC, OR TELLURIC 
ACID—REDUCTION WITH HYDROCHLORIC ACID AND 
DISTILLATION 


The method depends upon the reduction of selenic or telluric acid to selenious 
or tellurious acid by heating with hydrochloric acid, the evolved chlorine being 
a measure of the acids in question. The chlorine absorbed in potassium iodide 
solution liberates its equivalent of iodine, which may readily be determined by 
titration with standard thiosulfate. The following reactions illustrate the 
change that takes place: 


K.Se0,+4HCl = 2KCI+ H.Se03;+ H.O oe Clo, 
KeTe04+4HCl =2KCI+ H2TeO3;+H20+Ch, 


S Te ; ; 
PCL 1 = ee or stk 63.75 grams Te or 39.6 grams Se per liter normal solution. 


2 2 

According to Gooch and Evans over 30% of strong hydrochloric acid (sp.gr. 
1.20) should be present. Dilute hydrochloric acid having a strength of 10% of 
HCl, (sp.gr. 1.2), does not react with liberation of chlorine. Care must be 
taken not to prolong the boiling after the solution reaches a concentration of 
half strength, since over-reduction may take place and the metals be liberated. 

Procedure.—The sample containing the selenate or tellurate is treated with 
75 ml. of hydrochloric acid, containing 25 ml. of concentrated HCl, sp.gr. 1.20, 
per 0.2 gram of the oxides, in a distillation flask connected with a Drexel wash 
bottle receiver, water cooled, and charged with potassium iodide solution. A 
current of CO, is passed into the flask to sweep the liberated chlorine into the 
iodide solution. The sample is boiled until nearly one-third its volume has 
distilled into the receiver. The liberated iodine is titrated with standard 
thiosulfate. One ml. N/10 Na.S.0;=0.00396 gram Se or 0.006375 gram Te. 

Other than a few corrections suggested by Dr. W. R. Schoeller, with several 
minor additions, the Editor has retained the greater part of the original chapter 
py the late Dr. Victor Lenher. The new material is largely from reprints 
(Ind. Eng. Chem.) sent to the Editor by Dr. Lenher. 


SILICON : 
Si, at.wt. 28.06; sp.gr. amor. 2.00.; crys. 2.49; m.p. 1420° C.; oxides SiO, SiO» 


Silicon stands next to oxygen in abundance, occurring only in combined 
form. The oxides quartz, tridymite (silica), SiO. occur in great quantities. 
Silicates occur in all of the common rocks except in carbonates. It has been . 
estimated that the earth’s crust is composed of more than 27% of silicon, 
combined in one form or other. 


DETECTION 


The finely ground sample together with a small quantity of powdered 
calcium fluoride is placed in a small lead cup 1 cm. in diameter and depth 
(see Fig. 96), and a few drops of concentrated sulfuric acid added. A lead 
cover, with a small aperture, is placed on the cup, and the opening covered 
with a piece of moistened black filter paper. Upon this paper is placed a 
moistened pad of ordinary filter paper. The cup is now gently heated on the 
steam bath. At the end of about ten minutes a white deposit will be found 
on the under side of the black paper, at the opening in 
the cover, if an appreciable amount of silica is present in 
the material tested. 

A silicate, fused with sodium carbonate or bicarbon- 
ate in a platinum dish and the carbonate decomposed by 
addition of hydrochloric acid with subsequent evapora- 
tion to dryness, will liberate silicon as silicic anhydride, 
Pies Sh eee "P SiO. The silica placed in a platinum dish is volatilized 

by addition of hydrofluoric acid, the gaseous silicon 
fluoride being formed. A drop of water placed in a platinum loop, held in 
the fumes of Sil4, will become cloudy owing to the formation of gelatinous 
silicic acid and fluosilicic acid, 


1 Silicon was first obtained in 1823 by Berzelius by the action of potassium on silicon 
tetrachloride. It may be made by reduction of SiO. with carbon at high temperature. 
It is used alloyed with iron (duriron) in acid resisting materials, and in small amounts in 
steel used for transformer coils. 
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If a silicate is fused in a platinum loop with microcosmic salt, the silica 
floats around in the bead, producing an opaque bead with weblike structure 
upon cooling. 


ESTIMATION 


The gravimetric procedure is the only satisfactory method for the estima- 
tion of silica. The substance in which the element is combined as an oxide 
or as a silicate is decomposed by acid treatment or by fusion with an alkali 
carbonate or bicarbonate, the material taken to dryness with addition of 
hydrochloric acid, whereby the compound silica is liberated. If other elements 
are present the silica is volatilized by addition of hydrofluoric acid and esti- 
mated by the loss of weight of the residue. 

Combined as SiO, and in silicates the element is very widely distributed 
in nature and is a required constituent in practically every complete analysis 
of ores, minerals, soils, etc. It is present in certain alloys, ferro-silicon, silicon 
carbide, etc. 

The element is scarcely attacked by single acids, but is acted upon by 
nitric-hydrofluoric acid mixture. It dissolves in concentrated alkali solutions. 
Silica is decomposed by hydrofluoric acid and by fusion with the fixed alkali 
carbonates or hydroxides. 

Silicon is isolated as SiOz» in the initial stage of analysis and if present in 
the material examined boron, columbium, tantalum and tungsten will accom- 
pany silica. Lead, barium and calcium will be found with this residue if 
sulfates are present. Tin, antimony and bismuth are apt to contaminate the 
silica if these are present. Silica is determined by difference after volatiliza- 
tion with HF and H.SO, treatment. 


PREPARATION AND SOLUTION OF THE SAMPLE 


General Considerations.—The natural and artificially prepared silicates 
may be grouped under two classes: 1.-Those which are decomposed by acids. 
2. Silicates not decomposed by acids. The minerals datolite, natrolite, olivine 
and many basic slags are representative of the first class, and feldspar, ortho- 
clase, pumice and serpentine are representative of silicates not decomposed by 
acids. (See more complete list under List of More Important Silicates, page 
797.) The first division simply require an acid treatment to isolate the silica, 
the latter class require fusion with a suitable flux. 

In technical analysis, in cases where great accuracy is not required, the 
residue remaining, after certain conventional treatments with acids, is classed 
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as silica. This may consist of fairly pure silica or a mixture of silica, unde- 
composed silicates, barium sulfate and certain acid insoluble compounds. For 
accurate analyses this insoluble residue is not accepted as pure silica, unless 
impurities, which are apt to be found with the silica residue, are known to be 
absent from the material under examination. 

Although the procedure for isolation of silica is comparatively simple, errors 
may arise from the following causes: 

(1) Imperfect decomposition of the silicate. 

(2) Loss of the silica by spurting when acid is added to the carbonate 
fusion. 

(3) Slight solubility of silica, even after dehydration, especially in presence: 
of sodium chloride and magnesia. 

(4) Loss due to imperfect transfer of the residue to the filter paper. 

(5) Mechanical loss during ignition of the filter and during the blasting, 
due to the draft whirling out the fine, light silica powder from the crucible. 

(6) Error due to additional silica from contaminated reagents or from the 
porcelain dishes or glassware in which the solution was evaporated. A blank 
of 0.01% on the sodium carbonate will make an error of 0.1% per gram sample 
in an ordinary fusion where 10 grams of the flux are required. 

(7) Error due to loss of weight of the platinum crucible during the blasting. 

(8) Incomplete removal of water, which is held tenaciously by the silica. 
Furthermore, weighing of the residue should be done quickly, as the finely 
divided silica tends to absorb moisture. Ignition to constant weight at 
1200° C. is necessary. 

(9) Expulsion of products by HF other than silica such as trivalent 
arsenic and boron. These substances should be removed before the HF treat- 
ment of the residue. 

(10) Formation of sulfates in the residue, not originally present, for ex- 
ample the change of KAISi303 to KySOu and Al.O3;. 

(11) Combination of substances with silica preventing its volatilization. 
For example alkaline earths forming silicates during the heating of the residue. 
When fusions are made with alkali salts, care should be exercised to completely 
remove these during the acid treatment of the silica. 

(12) In presence of fluorides loss of silica will occur during the acid attack 
of the material, so that special treatment is necessary to prevent loss. If 
boron is present it is volatilized as B(OCHs)3 by treating the ore with methyl 
alcohol and sulfuric acid previous to the dehydration of silica, If tungsten 
is present the volatilization of silica must be conducted at a temperature below 
850° C. at which temperature tungsten oxide volatilizes. 

Decomposition of silicates is best effected by fusions with alkali fluxes 
followed by attack with acids. 


PREPARATION OF THE SUBSTANCE FOR DECOMPOSITION 


If the material is an ore or mineral it is placed on a steel plate within a steel 
ring and broken down by means of a hardened hammer to small lumps and 
finally to a coarse powder. A quartered portion of this is air dried and ground 
as fine as possible in an agate mortar and preserved in a glass-stoppered bottle 
for analysis, 
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Analyses are based on this air-dried sample. If moisture is desired it may 
be determined on a large sample of the original material. Hygroscopic mois- 
ture is determined on the ground, air-dried sample, by heating for an hour at 
105 to 107° C. 


List of Most Important Silicates. Silicates Decomposed by Acids.—Allanite; allo- 
phane; analcite; botryolite; brewsterite; calamine; chabasite; croustedtitite; datolite 
(hydrated silicate and borate of Ca with Al and Mg); dioptase; eulytite; gadolinite; 
gahlenite; helvite; ilvaite (silicate ferrous and ferric iron with Al.O;, CaO and MgO); 
laumonite; melinite; natrolite (hydrated silicate of Al and Na with Fe and Ca(O) ; 
okenite; olivine (silicate of Fe and Mg); pectolite; prehenite (hydrated Al and Ca silicate 
with Fe, Mn, K, Na, etc.); teproite; wernerite; woolastonite; zaolite. 

Silicates Undecomposed by Acids.—Albite; andalusite; augite; axinite; beryl; 
earpholite: cyanite; diallage, epidote (silicate of Fe, Al and Ca with FeO, Mn, Mg, 
K, Na); euclase; feldspar (silicate of K, Na, Al, Fe, Ca and Mg); garnet; iolite; labrado- 
rite; (micas of K and Mg); orthoclase; petalite; pinite, prochlorite; pumice; serpentine; 
sillimanite, talc, topaz, tourmaline (Fe:0;, FeO, Mn, Al, Ca, Mg, K, Na, Li, SiOs, 
B.O3, P2O;, F); vesuvianite. 


DECOMPOSITION OF THE MATERIAL, GENERAL PROCEDURES 


SrticaTtEs DrcomrosED By ACIDS 


Acid Extraction of the Silicates—0.5 to 1 gram of the finely pulverized 
material placed in a beaker or casserole is treated with 10 to 15 ml. of water 
and stirred thoroughly to wet the powder.? It is now treated with 50 to 100 
ml. of concentrated hydrochloric acid and digested on the water bath for 
fifteen or twenty minutes with the beaker or casserole covered by a watch- 
glass. If there is evidence of sulfides (pyrites), etc., 10 to 15 ml. of concen- 
trated nitric acid are now added and the containing vessel again covered. 
After the reaction has subsided, the glass cover is raised by means of riders 
and the mixture evaporated to dryness on the water bath. (This evaporation 
may be hastened by using a sand bath, boiling down to small bulk at com- 
paratively high temperature, then to dryness on the water bath. Decom- 
position is complete if no gritty particles remain. A flocculent residue will 
often separate out during the digestion, due to partially dehydrated silicic 
acid; hydrated silicic acid, Si(OH), is held in solution.) The silicic acid is 
converted to silica, SiOs, the residue taken up with dilute hydrochloric acid, 
silica filtered off, washed with water acidified with hydrochloric acid, and 
estimated according to the procedure given later. 


Stnicates Nor DrcomprosEep By ACIDS 


_ Fusion with Sodium Carbonate or Sodium Bicarbonate.—0.5 to 1 gram 
of the air-dried, pulverized sample is-placed in a large platinum crucible or 
dish in which has been placed about 5 grams of anhydrous sodium carbonate. 
The sample is thoroughly mixed with the carbonate by stirring with a dry 
glass rod, from which the adhering particles are brushed into the crucible. 
A little carbonate is sprinkled on the top of the mixture and the receptacle 
covered. It is heated to dull redness for five minutes and then gradually 

2 Water is added to the sample and then acid, as concentrated acid added directly 


would cause partial separation of gelatinous silicic acid, which would form a covering on 
' the undecomposed particles, protecting them from the action of the acid. 
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heated up to the full capacity of a Méker burner. When the mix has melted 
to a quite clear liquid, which generally is accomplished with twenty minutes 
of strong heating, a platinum wire with a coil on the immersed end is inserted 
in the molten mass, and this allowed to cool. The fusion is removed by gently 
heating the crucible until the outside of the mass has melted, when the charge 
is lifted out on the wire, and after cooling disintegrated by placing it in a 
beaker containing about 75 ml. dilute HCl (1 part HCl to 2 parts H.O), cover- 
ing the beaker to prevent loss by spattering. The crucible and lid are cleaned 
with dilute hydrochloric acid, adding this acid to the main solution. When 
the disintegration is complete, the solution is evaporated to dryness and silica 
is estimated according to directions given later. 

If decomposition is incomplete, gritty material will be found in the beaker 
upon treatment of the fusion with dilute acid. If this is the case, it should 
be filtered off and fused with a second portion of sodium carbonate, and the 
fusion treated as directed above.* 


SPECIAL PROCEDURES FOR DECOMPOSING THE SAMPLE 


Treatment of Iron and Steel for Silica.—One gram of pig-iron castings, or 
5 grams of steel are taken for analysis, both the fine and coarse drillings being 
taken in about equal proportion. (Fine particles contain more silicon than 
the coarse chips.) Twenty to 50 ml. of dilute nitric acid (sp.gr. 1.1385) are 
added to the sample in a 250-ml. beaker or small casserole, and this covered. 
If the action is violent, cooling, by placing the beaker in cold water until the 
violent action has subsided, is advisable. Twenty ml. of 50% sulfuric acid 
are added and the solution evaporated on the hot plate to SO; fumes. After 
cooling, 150 ml. of water are added and 2 to 5 ml. dilute sulfuric acid. The 
mixture is heated until the iron completely dissolves and the silica is filtered 
off onto an ashless filter, washed with hot dilute hydrochloric acid (sp.gr. 1.1), 
and with hot water until free from iron. The residue is ignited and the silica 
estimated according to the procedure given later. 

Pig iron and cast iron may be decomposed by digestion with a mixture of 
8 parts by volume of HNO; (sp.gr. 1.42), 5 parts of H2SOx, (sp.gr. 1.84), and 
17 parts of water. 

Steel and wrought iron may be disintegrated by a mixture of 8 parts by 
volume of HNO; (sp.gr. 1.42), 4 parts H,SO, (sp.gr. 1.84), and 15 volumes 
of water. 

Ferro Silicons.—Dilute hydrochloric acid, 1 volume of acid (sp.gr. 1.19); 
with 2 volumes of water is a better solvent than the concentrated acid. 

* Fusions with soluble carbonates are generally best effected with the sodium salt, 
except in fusions of niobates, tantalates, tungstates, where the potassium salt is preferred 
on account of the greater solubility of the potassium compounds. Sodium alone has an 
advantage over the mixed carbonates, NaxCO;+K:,COs, as silica has a high melting- 
point and a flux, which fuses at 810° C., is more apt to cause disintegration of the silicate 
than the mixture, which melts at 690° C. 

Prolonged blasting is undesirable, as it renders the fusion less soluble. Aluminum 
and iron are also rendered difficultly soluble, when their oxides are heated to a high 
temperature for some time. 

If the melt is green, it is best to dissolve out the adhering melt from the crucible 


with dilute nitric acid, as a manganate (indicated by the color), if present, will evolve 
free chlorine by its action on HCl and this would attack the platinum. 
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Steels Containing Tungsten, Chromium, Vanadium and Molybdenum.—- 
Fusion with potassium acid sulfate, KHSO;, in a platinum dish, or sodium 
peroxide in a nickel crucible will generally decompose the material. Sodium 
peroxide is of special value in decomposing chromium alloys. 

Silicon Carbide, Carborundum.—This is best brought into solution by 
fusion with potassium hydroxide in a nickel crucible or by fusion with Na.O» 
in a pure iron crucible. Sulfuric, hydrochloric, nitric acids, or aqua regia 
have no effect upon this refractory material. 

Sulfides, Iron Pyrites, etc-—These require oxidation with concentrated 
nitric acid or a mixture of bromine and carbon tetrachloride, followed by 
nitric, exactly according to the procedure given for solution of pyrites in the 
determination of sulfur. The sample is taken to dryness and then hydro- 
chloric acid added and the solution again evaporated. The residue is dehy- 
drated and silica determined as usual. 

Slags and Roasted Ores.—Digestion with hydrochloric acid according to 
the first general procedure is best. The addition of nitric acid to decompose 
sulfides may be necessary. 

Decomposition of silicates by fusion with lead oxide (method of Jannasch), 
and calcium carbonate and ammonium chloride (method of Hillebrand), are of 
value when sodium is desired on the same sample. The procedures are given 
under chapters on Sodium and Potassium. 


Norrt.—K,CO; is preferred to Na,CO; for fusion of tungstates, niobates and tan- 
talates on account of the greater solubility of the potassium salts. For corundum 
and alumina silicates Na2CO; is preferred as double salts of potassium and aluminum 
are less soluble than the sodium salts.* 

Fluorides of silicon are fused with boric acid, BF; is volatized, Sil’, is not formed. 
P. Jannasch.’ 


Fluorides.*—In presence of fluorides the melt is extracted with water (an 
acid extraction would volatilize some of the silica), and the extract filtered off 
from the insoluble carbonates. To the filtrate is added about 5 grams of solid 
ammonium carbonate, and the mix warmed to 40° C. and allowed to stand for 
several hours. The greater part of the silica is precipitated. This is filtered 
off and washed with water containing ammonium carbonate. Preserve this 
with the insoluble carbonate for later treatment. The filtrate, containing 
-small amounts of silicic acid, is treated with 1 to 2 ml. of ammoniacal zinc 
oxide solution (made by dissolving C.P. moist zine oxide in ammonia water). 
The mixture is boiled to expel ammonia and the precipitate of zine silicate 
filtered off. The precipitate is washed into a beaker through a hole made in 
the filter, and the adhering material dissolved off with dilute HCl, enough 
being added to dissolve the remaining residue. This is evaporated to dryness 
and silica separated as usual. Meantime the insoluble carbonate is dissolved 
with HCl, evaporated to dryness and any silica it contains recovered. Finally 
all three portions of silica are combined, ignited and silica estimated as usual. 

4 J. L. Smith, Am. J. Sci. (2), 40, 248, 1865. Chem. News, 12, 220 (1865). 

5 P. Jannasch, Ber., 28, 2822 (1896). 


6 Sodium bicarbonate may be used in place of the carbonate with excellent results. 
See also ‘Determination of Silica in Presence of Fluorspar,” later in this chapter. 
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SEPARATIONS 


Separation of Silicon.—This is accomplished in the initial steps of the 
general procedure of analysis by dehydration by means of sulfuric acid or 
perchloric acid. Silica is now treated with HF and volatilized and deter 
mined by loss of weight of the acid insoluble residue. 

Separation of Lead.—Lead sulfate present in the insoluble residue may be 
extracted by a solution of concentrated ammonium acetate slightly acid with 
acetic acid. Silica remains undissolved. 

Insoluble Residue.—After removal of silica and lead there may remain a 
residue which may contain columbium, tantalum, titanium, tungsten, barium, 
calcium, strontium, antimony, bismuth, tin, ete. 

Boron.—The presence of boron in the residue will cause an error in the 
silicon determination since it will volatilize with the HF treatment. This 
may be separated by volatilization as B(OCH3)3 with alcohol and acid before 
expulsion of silica with HF. See chapter on Boron.’ 

Silicon in Fluorspar.—A special procedure will be found later in this chap- 
ter. The presence of fluoride requires a special procedure to avoid loss of 
silica during decomposition of the material. 


PROCEDURE FOR THE DETERMINATION OF SILICON AND SILICA 


As has been stated, the gravimetric method for determination of silica 
is the only satisfactory procedure for estimation of this substance. 

Extraction of the Residue—First Evaporation.—The residue, obtained by 
evaporation of the material after decomposition of the silicate, by acids or by 
fusion, as the case required, is treated with 15-25 ml. of hydrochloric acid 
(sp.gr. 1.1) covered and heated on the water bath 10 minutes. After diluting 
with an equal volume of water, filtration is proceeded with immediately, and 
the silica is washed with a hot solution consisting of 5 ml. hydrochloric acid 
(sp.gr. 1.2) to 95 ml. of water and finally with water. This filtration may be 
performed with suction. The filtrate and washings are evaporated to small 
volume on a sand bath and then to dryness. This contains the silica that 
dissolved in the first extraction. 

Second Evaporation.—The residue obtained from evaporation of the filtrate 
is dehydrated for 2 hours at 105-110° C.® and extracted with 10 ml. of hydro- 

In presence of tungsten the temperature should be kept below 850° during volatili- 
zation of silica with HF. 

5 Dehydration of silica is aided by the presence of lime and retarded by magnesia. 
In presence of the latter a soluble magnesium silicate will form if the dehydration is 
conducted at a temperature much above 110° C., hence it is better to avoid this by 
taking more time and heating to 100 or 105° as recommended. 

Sodium chloride has a solvent: action on silica, the reaction of HCl on sodium silicate 


being reversible; 2HCl+Na.Si0;52NaCl+H.SiO;. An evaporation of the filtrate to 
dryness will recover the greater part of the silica thus dissolved. 
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chloric acid (sp.gr. 1.1) covered and heated on the water bath for ten minutes 
diluted to 50 ml. with cold water and filtered immediately, without suction. 
The residue is washed with cold water containing 1 ml. concentrated hydro- 
chloric acid to 99 ml. water, the washed residue containing practically all ° the 
silica, that went into solution in the first extraction, is combined with the main 
silica residue. This is gently heated in a platinum crucible until the filters 
are thoroughly charred, and then ignited more strongly to destroy the filter 
carbon and finally blasted over a Méker burner for at least thirty minutes, or to 
constant weight, the crucible being covered. After cooling, the silica is weighed. 
For many practical purposes this residue is accepted as silica, unless it is 
highly colored. For more accurate work especially where contamination is 
suspected (silica should be white), this residue is treated further. 

Estimation of True Silica.—Silica may be contaminated with BaSO,, TiO», 
Al.03, Fe203, P20; combined (traces of certain rare elements may be present). 
The weighed residue is treated with 3 ml. of water, followed by several drops of 
concentrated sulfuric acid and 5 ml. of hydrofluoric acid, HF (hood). After 
evaporation to dryness, the crucible is heated to redness and again cooled and 
weighed. The loss of weight represents silica, SiO».! 


Norrs.—Lenher and Truog make the following observations for determining silica: 

1. In the sodium carbonate fusion method with silicates, there is always a non- 
volatile residue when the silica is volatilized with hydrofluoric and sulfuric acids. 

2. The non-volatile residue contains the various bases, and should be fused with 
sodium carbonate and added to the filtrate from the silica when the bases are to be 
determined. 

3. In the dehydration of the silica from the hydrochloric acid treatment of the 
fusion, the temperature should never be allowed to go above 110° C. 

4. Dehydrated silica is appreciably soluble in hydrochloric acid of all strengths. 
With the dilute acid used, this error is almost negligible. 

5. Dehydrated silica is slightly soluble in solutions of the alkaline chlorides. As 
sodium chloride is always present from the sodium carbonate fusion, an inherent error 
is obviously thus introduced. 

6. The dehydrated silica along with the mass of anhydrous chlorides must not be 
treated first with water, since hydrolysis causes the formation of insoluble basic chlorides 
of iron and aluminum, which do not dissolve completely in hydrochloric acid. 

7. Hydrochloric acid (sp.gr. 1.1) in minimum amount should be used first to wet 
the dehydrated chlorides and should be followed by water to bring the volume to about 
50 ml., after which the silica should be filtered off as quickly as possible 

8. Pure silica comes quickly to constant weight on ignition. Siightly impure 
silica frequently requires long heating with the blast flame in order to attain constant 
weight, and.is then commonly hydroscopic. 

_ 9, Evaporations of the acidulated fusion in porcelain give practically as good results 
as when platinum is used. 

10. Piltration of the main bulk of the silica after one evaporation is desirable, inas- 
much as the silica is removed at once from the solutions which act as solvents. 

11. Dehydration of the silica under reduced pressure has no advantages over the 
common evaporation at ordinary atmospheric pressure. 


® Not more than 0.1% of the original SiO» may still be in solution. 

10 Silicie acid cannot be completely dehydrated by a single evaporation and heating, 
nor by several such treatments, unless an intermediate filtration of silica is made. If, 
however, silica is removed and the filtrate again evaporated to dryness and the residue 
heated, the amount of silica remaining in the acid extract is negligible. (See Article by 
W. F. Hillebrand, J. Am. Chem. Soc., 24, 368 (1902).) Boron, if present, will volatilize 
with silica. Its removal with methyl alcohol should be made before dehydration of 
silica.’ See Introductory Section. 

1 Victor Lenher and Emil Truog, J. Am. Chem. Soc., 38, 1050 (1916). 
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12. Excessive time of dehydration, viz., four hours, possesses no advantages. 

13. Excessive amounts of sodium carbonate should be avoided, since the sodium 
chloride subsequently formed exerts a solvent action on the silica. The best propor- 
tions are 4-5 sodium carbonate to 1 of silicate. Less than 4 parts of sodium carbonate 
is frequently insufficient completely to decompose many silicates. 

14. The non-volatile residue has been found to be invariably free from sodium. 
Pure silica, on fusion with sodium carbonate, subsequently gives no non-volatile residue. 


PERCHLORIC ACID AS A DEHYDRATING AGENT ” 


Procedure for Metals and Alloys.—Weigh out a sample corresponding to 
about 10 mg. of silica, using a 100 or 150 ml. beaker. Dissolve it in either 
nitric or hydrochloric acid, depending on which reagent is more suitable for 
effecting solution. For steel, 20 to 40 ml. of dilute nitric acid (sp.gr. about 1.17) 
will be found convenient. After the action has ceased add 8 to 10 ml. of 
perchloric acid (60 to 70%) for each gram of metal dissolved. The amount 
of acid required depends upon the solubility of the metal perchlorate in hot 
concentrated perchloric acid. In the case of aluminum and its alloys it is 
necessary to use as much as 15 ml. of perchloric acid per gram of sample. 
Support the cover glass on glass hooks to facilitate evaporation, place the 
beaker on the hot-plate and evaporate to copious fumes of perchloric acid. 
Remove the glass hooks to prevent unnecessary loss of acid and boil 15 to 20 
minutes, so that the acid refluxes down the side of the beaker. Especial care 
must be taken never to allow the boiling contents of the beaker to become solid, 
since if this occurs the separation of silica is always incomplete. If there is a 
tendency for much insoluble perchlorate to separate out, either the heating is 
not properly regulated or insufficient acid is present. In the case of aluminum, 
however, there is always a considerable amount of insoluble perchlorate. 
As the solution cools it usually becomes completely solid. Dilute with 4 or 5 
times its volume of water, heat to boiling, filter off the silica, wash it with very 
dilute hydrochloric acid and finally with water, ignite and weigh as usual. 
Treat the precipitate with hydrofluoric and sulfuric acids, ignite and weigh 
the residue to determine the weight of pure silica. This correction is usually 
very small. 

High per cent ferrosilicon is not decomposed by perchloric acid. 

Procedure for Limestone and Soluble Silicates—In a 100 to 150 ml. 
beaker dissolve about 0.5 g. of the material in a mixture of 5 ml. perchloric acid 
and 10 ml. of water. If the silica content is very high, it is advisable to use 
more acid. Evaporate to dense fumes of perchloric acid and follow the pro- 
cedure for metals described above. Insoluble silicates must first be fused with 
sodium carbonate as usual. 


DETERMINATION OF SILICA IN PRESENCE OF FLUORSPAR 


When a silicate containing a fluoride is fused with boric oxide no loss of 
silica occurs, since the fluorine is expelled as boron trifluoride.4* The method is 
based on this principle. 


¥® Willard and Cake, J. Am. Chem. Soc., 42, 2208 OAD) 
18 Jannasch and Weber, Ber., 32, 1670 (1899). 
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The procedure recommended by Schrenk and Ode " is as follows: 

Procedure.—A 0.5 gram sample of finely ground material is treated with 
15 ml. of 20% perchloric acid saturated with boric acid at 50° C. The ore is 
digested with this solution in a pyrex beaker and heated until fumes of per- 
chloric acid are evolved for 4 to 5 minutes. A few ml. of water are now added 
and the fuming repeated for 4-5 minutes. The residue is diluted with about 
75 ml. of water and the solution heated and the silica and insoluble matter 
filtered off. The filter paper is washed, first with dilute solution of perchloric 
acid and finally with hot water to remove free calcium salts (as shown by tests 
with ammonium oxalate). The paper and residue is ignited in a platinum 
crucible, two drops of concentrated sulfuric acid added and the residue ignited 
to constant weight. The silica is now volatilized by treatment with hydro- 
fluoric acid by the customary procedure for silica, and silica estimated by the 
loss of weight. 


Norrs.—The method is rapid and accurate and solves a problem that was formerly 
considered a difficult one and entailed a laborious procedure for separation, as the 
customary methods could not be employed, since the presence of HF would cause a 
loss of silica. 

By the Berzelius-Hillebrand Method © the material (0.5 g.) is fused with Na2CO; 
in a platinum crucible, the cooled cake extracted of silica by digesting with water (100 
ml.) and the insoluble carbonates filtered off. The silica in the water extract is pre- 
cipitated by addition of an excess of solid ammonium carbonate (5 g. or more), and 
allowing to stand for several hours, and filtering. The silica that still remains in the 
filtrate is recovered by precipitation with ammoniacal zinc oxide solution, this precipi- 
tate is filtered off, and dissolved in dilute HCl, then taken to dryness and the silica 
separated in the usual way. The silica remaining in the water insoluble carbonate and 
that precipitated by the ammonium carbonate is now obtained by dissolving the pre- 
cipitates in HCl, evaporating to dryness and separating the silica by the usual procedure. 
The total silica residues are now weighed. For further details consult the original work 
of Hillebrand. 


COLORIMETRIC DETERMINATION OF SILICON 


The method is applicable to the determination of minute amounts of silica 
in water and is based on the production of the highly colored yellow silico- 
molybdic acid when dilute silica solutions are treated with an acid and am- 
monium molybdate. The color that develops is matched by a standard silica 
solution treated in the same way or by a known solution of picric acid. E. J. 
King and C. C. Lucas © recommend that 25.6 mg. vacuum-dried picric acid 
per liter is equivalent to 50 mg. of silica per liter. The picric acid solution is 
considered a better standard as it is permanent, while the silica solution 
standard is not. 

Procedure.—To 50 ml. of the solution tested are added 2 ml. of a 10% 
solution of ammonium molybdate and 4 drops of 50% (by volume) sulfuric acid. 
The yellow color which develops reaches its maximum in less than ten minutes 
and remains constant for some time. Appropriate dilutions of the picric acid 
standard are made and the solutions are compared in a colorimeter or in Hehner 
tubes. 


“4 W. T. Schrenk and W. H. Ode, Ind. Eng. Chem., Anal. Ed. 1, 201 (1929). 
1 W. F. Hillebrand, U.S. Geol. Survey, Bull. 700, p. 222 (1919). 
* King. and. ip Raha J. Am. Chem. Soc., 50, 2395 (i998). 
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RAPID METHOD FOR DETERMINATION OF SILICON 


A two (0.9344 gram) to five (2.3360 grams’ factor weight sample is trans- 
ferred to a 300 ml. porcelain casserole and dissolved by addition of from 30 
to 50 ml. of hydrochloric acid (sp.gr. 1.19), the casserole being covered with a 
clock-glass cover and warmed until the reaction is complete. Several ml. of 
nitric acid (sp.gr. 1.42) and from 40 te 60 ml. of sulfuric acid (1:1) are added 
and the solution evaporated until fumes of sulfur trioxide are evolved. The 
solution is allowed to cooi somewhat, 200 ml. of warm water are added and the 
liquid is boiled for several minutes or until all salts have dissolved. The silica 
is filtered on an 11 cm. blue ribbon paper, containing some ashless paper pulp, 
and washed thoroughly with hot water. 

The paper and precipitate ave ignited in a small platinum crucible, first e 
a low temperature vatil the carbon of the filter paper has been oxidized, and 
fina.y at 105G to 1100°C. The crucible and its contents are cooled in a 
desiccator and weighed. One or two drops of sulfuric acid (sp.gr. 1.84) and 
several ml. of pure hydroiiuoric acid (48%) are added and after having eva- 
porated the solution until all sulfuric acid has been expelled the crucible is 
again ignited and weighed. The difference between the first and second weights, 
divided by 2 or 5 and multiplied by 100, gives the percentage of silicon in the 
sample. 

If desired, perchloric acid (60%) may be used to dehydrate the silica in 
place or the sulfuric acid, in which case 20 ml. of the 60% acid are required for 
a two factor weight sample. Since the perchlorate salts are readily soluble and 
cause no trouble during the evaporation to fumes, a determination may be 
completed in about one-half the time as when using sulfuric acid. Perchloric 
acid serves to render soluble any insoluble chromium carbide present. Also, 
the results obtained by the use of perchloric acid are of a higher degree of 
accuracy than those with sulfuric acid. The sample may be dissolved by direct 
treatment with the perchloric acid and the solution evaporated to strong fumes 
of perchloric acid. The cover glass and sides of the casserole are rinsed down 
with water, and the evaporation to strong fumes of perchloric acid is repeated. 
The residue is taken up with 100 ml. of water, the solution filtered and the 
determination completed as described in the second paragraph. 


ANALYSIS OF SILICATE OF SODA 
DETERMINATION OF Na.O 


Five grams of the sample are dissolved in about 150 ml. of water and heated; 
1 ml. of phenolphthalein is added and then an excess of standard sulfuric acid 
from a burette. The excess acid is titrated with standard sodium hydroxide 
to a permanent pink. 
H.SO, <0.6321 = Na,O. 
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Silica—Ten grams of the sample are acidified with hydrochloric acid and 
evaporated to dryness on the steam bath. The treatment is repeated with 
additional hydrochloric acid and then the residue taken up with 5 ml. of the acid 
and 200 ml. of water. The residue is digested to dissolve the soluble salts, 
filtered, washed and ignited. Silica is determined by loss of weight by volatili- 
zation of the silica with hydrofluoric and sulfuric acids. The filtrate is made 
to 1 liter. 

Iron and Alumina.—Five hundred ml. (5 grams) of the filtrate from the 
silica determination are oxidized with HNOs; and the iron and alumina pre- 
cipitated with ammonia, washed, ignited and weighed as Al.O3 and Fe.Os. 
The residue is dissolved by digestion with hydrochloric acid or by fusion with 
sodium acid sulfate, and subsequent solution in hydrochloric acid. Iron is 
determined by titration in a hot hydrochloric acid solution with standard 
stannous chloride, SnCl., solution as usual. If only a small amount of pre- 
cipitate of iron and alumina is present, as is generally the case, solution by 
hydrochloric acid is preferable to the fusion with the acid sulfate. The latter 
is used with larger amounts of the oxides. 

Lime, CaO.—This is determined in the filtrate from iron and alumina by 
precipitation as the oxalate and ignition to CaO. 

Magnesia, MgO.—This is determined in the filtrate from lime by precipita- 
tion with sodium ammonium phosphate. The precipitate is ignited and 
weighed as Mg.P.O, and calculated to MgO. Precipitate X 0.3621 = MgO. 

Combined Sulfuric Acid.—One hundred ml. of the filtrate from the silica 
determination (=1 gram) is treated with BaCl» solution and sulfuric acid 
precipitated as BaSOu. 


BaSO.X0.4202=H.SO. or X0.3480=S0Os. 


Sodium Chloride.—Ten grams of the silicate of soda are dissolved in 100 ml. 
of water and made acid with HNO; in slight excess and then alkaline with MgO. 
Cl is titrated with standard AgNO; solution. 

Water.—This is determined either by difference or by taking 10 grams te 
dryness and then heating over a flame and blasting to constant weight. 


Norrt.—For detailed procedures for each of the above see special subject. 


_ANALYSIS OF SAND, COMMERCIAL VALUATION 


Silica.—Two grams of the finely ground material are fused in a platinum 
crucible with 10 grams of fusion mixture (K»CO3+Na2CO3) by heating first 
over a low flame and gradually increasing the heat to the full blast of a Méker 
blast lamp. When the fusion has become clear it is cooled by pouring on a 
large platinum cover. The fused mass on the cover and that remaining in the 
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platinum crucible are digested in a covered beaker with hot hydrochloric acid 
on the steam bath. The solution is now evaporated to dryness, taken up with 
a little water and 25 ml. of concentrated HCl and again taken to dryness. 
Silica is now determined by the procedure outlined under the general method on 
page 800. 

Ferric Oxide and Alumina.—The filtrate is oxidized with crystals of solid 
potassium chlorate, KClO;, and iron and aluminum hydroxides precipitated 
with ammonia. The precipitate is filtered, washed, ignited and weighed as 
Al,03+Fe.03. 

Calcium Oxide.—To the ammoniacal filtrate 10 ml. of ammonium oxalate 
solution are added, the solution heated to boiling and the precipitate allowed 
to settle until cold. The solution should not be over 200 ml. The calcium 
oxalate is filtered off, washed and ignited. The residue is weighed as CaO. 

Magnesium Oxide.—The filtrate from the lime is made strongly ammoniacal 
and 10 ml. of sodium ammonium phosphate added. The solution during the 
addition is allowed to stand cold for some time, three to four hours. The pre- 
cipitate is filtered and washed with dilute ammonia (1 of reagent to 3 parts of 
water), then ignited and weighed as Mg.P.O7. This weight multiplied by 
0.3621 = MgO. 

For more detailed directions see the individual subjects under the chapters 
devoted to the element. 


DETERMINATION OF SILICON IN CAST IRON AND STHREL 


One gram of pig iron, cast iron, or high silicon iron, or 5 grams of steel, 
wrought iron, or low silicon iron are taken for analysis. (By taking multiples 
of the factor weight 0.4693, SiO» to Si, the final calculation is simplified.) The 
sample is placed in a 250-ml. beaker and 20 to 50 ml. of dilute nitric acid added. 
If the action is violent, cooling the beaker in water is advisable. When the 
reaction subsides, 20 ml. of dilute sulfuric acid (1 : 1), are added, the mixture 
placed on the hot plate and evaporated to dense white fumes. The residue 
is taken up with 150 ml. of water containing 2 to 5 ml. of sulfuric acid and 
heated until the iron completely dissolves. 

The solution is filtered and the silica residue washed first with hot dilute 
hydrochloric acid (sp.gr. 1.1), and then with hot water added in small portions 
to remove the iron sulfate. The residue is now ignited and weighed as silica. 


Nore.—If the ash is colored by iron oxide, silica is determined by difference, after 
expelling the silica by adding 4 to 5 ml. of hydrofluoric acid and a few drops of sulfuric, 
taking to dryness and igniting the residue. 

The following acid mixtures are recommended by the U. P. Ry. For steel, wrought 
iron and low silicon iron, 8 parts by volume of HNOs, sp.gr. 1.42; 4 parts of concentrated 
H.SO,, sp.gr. 1.84; 6 parts HCl, sp.gr. 1.2 and 15 parts by volume of water. 


CAUSES OF ERROR IN SILICA DETERMINATIONS 
IF. G. Hawley (Eng. Mining J., 103, 541 (1917)) states the following: 


It has been shown that there are three main sources of error in the method com- 
monly used for the determination of silica: A plus error from the small amount of SiO» 
from the flux; another plus error due to impurities retained by the SiOz; and a minus 
error due to the solubility of SiO. in HCl. 
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By far the largest and most troublesome error is the one due to the solubility of 
the SiO. in the HCl. This error is much greater than most chemists realize. 

The amount of freshly precipitated SiO. that dissolves in HCl, depends on the 
following conditions: First, the amount of acid present; second, the strength of the 
acid; third, the temperature; and fourth, the length of time the silica is in contact 
with the acid. There may be other conditions governing the solubility of SiO2 in HCl, 
pee ee seem to be the principal ones. By far the most important is the amount of 
acid used. 

Most chemists use acid of about the same strength to treat the dehydrated silica, 
and the assays are brought to a boil, insuring the same temperature, and are boiled 
for a fairly uniform length of time. Few, however, consider the importance of using 
a definite amount of acid. It seems to be a prevalent idea that the amount of silica 
dissolved by the acid solution is proportional to the amount of SiOz in the sample. When 
a small bulk of acid is used, this is certainly not the case. Experiments prove clearly 
that when a small amount of SiO: is present, the amount dissolved is proportional to 
the quantity of acid solution present and not to the amount of SiO, in the sample. 


RECOMMENDED PROCEDURE FOR SILICA (HAWLEY’S METHOD) 


A modification of the peroxide method, as used for routine work, is as 
follows: Weigh 0.5 gram of pulp into a 30 ml. nickel crucible and add one scoop- 
ful (about 4 grams) of flux composed of equal parts of sodium peroxide and 
sodium hydroxide. Mix the pulp and flux, and if the sample is known to 
contain over 50% of SiO: put on a cover to prevent loss. Fuse at a low tem- 
perature, beginning much below redness and increasing very slowly until a dull 
red is reached. — 

When the fusions are made as described the nickel crucibles can be used from 
20 to 40 times, but if the temperature is too high, or if there is too much sodium 
peroxide in the flux, they will burn out much quicker. 

Remove the crucibles and partly cool; place in 4-in. casseroles, and cover the 
crucibles with 2-in. watch glasses so placed that a slight opening is left on one 
side. Through this opening squirt in 2 or 3 ml. of warm distilled water from a 
wash bottle. This should start a vigorous reaction between the water and the 
flux. As soon as the action has somewhat diminished add 3 or 4 ml. more water 
and continue to do this until the fused mass is disintegrated. Toward the end 
the water should be added with enough force to thoroughly stir the contents. 
If the crucible gets too cold or the water is not hot enough, the action may cease 
before the melt is loosened from the crueible; and if too hot the contents may 
boil over. With a little practice the right conditions are readily found. As 
soon as the action ceases and the crucible is a little over half full, rinse off the 
watch glass and from a large burette add about 10 ml. of 60% HCl in small 
portions so as to avoid too violent reaction; then add 90% HCl until it is in 
excess. The crucible should now be about full and everything in solution 
except possibly a little gelatinous silica. 

' With the fingers or platinum-tipped tongs, remove the crucible, rinse, and 
place the casserole on the hot plate to evaporate. No harm is done if it boils 
gently at first. When about half evaporated, place the casserole on an iron 
or aluminum ring so made that the bottom of the casserole is kept about one- 
quarter inch above the hot plate. These rings are very beneficial in preventing 
spitting. When the residue has become dry, cover with a watch glass and 
bake at about 125° C. for 30 minutes; remove and when cool add 15 ml. of 
60% HCl and turn about so as to moisten all parts of the residue. Allow to 
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stand a short time and then put on the hot plate, and with cover still on, boil 
for 3 min. Remove and allow to cool, rinse the sides down with the minimum 
amount of warm distilled water, and swirl around to loosen any crust still 
adhering to the sides. The NaCl does not all dissolve, but will readily doso 
in the wash water. - 

It is very necessary that the casserole should not be heated after rinsing 
down the sides with water. After standing a few minutes, transfer the contents 
to a filter and wash twice with warm water; then once with hot dilute HCl and 
add a little to the casserole. Rub the sides and bottom of the casserole to 
loosen any adhering SiO, and rinse into the filter. This SiO, is ground rather 
fine by the rubbing and has a tendency to clog the filter, hence it is better to 
add this after the main portion has been partly washed. Wash the filter twice 
again with water, place in a crucible, partly dry, and ignite strongly for ten 
minutes. Weigh the SiOz as soon as cool, for it is hygroscopic. A correction 
is now made for the SiO» lost in solution, which under these conditions will 
amount to about 0.4%. A deduction is made for impurities in the SiO» and 
the SiO» from the flux. These gains about balance the solubility loss. Occa- 
sional tests should be made to check these losses and gains. 

Silicon in Presence of High or Low Chromium in Steel.—See A. S. T. M. 
Methods of Chemical Analysis of Metals, E 30-36 T, page 27, 1936 ed. 


ANALYSIS OF FERRO SILICON AND REFINED SILICON 
DETERMINATION OF SILICON 


This determination is based on decomposition of the sample by fusion with 
sodium peroxide in a pure iron crucible, acidification with hydrochloric acid, 
and dehydration and determination of the silica by the usual procedures. 
While the method is simple in theory, it requires more than ordinary care and 
attention to details if accurate results are to be obtained. A majority of the 
chances for error due to careless manipulation are of a character which result in 
loss of silica, consequently it is very usual for low silicon results to be obtained. 

Into a 30 ml. iron crucible there is weighed 0.4672 gram of the sample of 
ferro-silicon or refined silicon which has been ground to at least 200-mesh in 
an agate mortar. The fine pulverization of the sample is necessary in order to 
secure complete decomposition by the subsequent fusion. The crucibles are 
stamped from No. 20 gauge (0.038’ thickness) ‘‘Armeo” iron and can be 
purchased from the Consolidated Manufacturing Company, Dayton, Ohio. 
This iron (called ‘‘Ingot Iron’’) contains only a trace of silicon and the cruci- 
bles made from it are more satisfactory for this particular purpose than nickel 


” Contributed by Thos. R. Cunningham, 
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crucibles (which always contain some silicon) and cost only a fraction as much. 
Approximately 8 grams of dry sodium peroxide are added, the contents are 
mixed thoroughly with a small iron or nickel rod, and the mixture is covered 
with a layer of about 2 grams additional sodium peroxide. 

The contents of the crucible are carefully fused over the flame of a laboratory 
burner. Instead of a gas flame, an electric crucible furnace or other source of 
heat may be employed, but the former is preferable. The fusion is best ac- 
complished by holding the crucible with a pair of tongs and slowly revolving 
it around the outer edge of the flame until the contents have melted down 
quietly, care being taken not to raise the temperature so rapidly as to cause 
spattering. When the fusion is molten, a slight rotary motion is imparted to 
the crucible to stir up any unattacked particles of alloy on the bottom or sides, 
the crucible and contents being maintained at a low red head. Just before 
completion of the fusion, which only requires three or four minutes, the tem- 
perature is increased to bright redness for a minute. If these directions are 
followed carefully, a very quiet fusion without any spattering will result, and 
complete decomposition will be obtained. In event of a violent reaction, due 
usually to too rapid heating, use of insufficient sodium peroxide, or to lack of 
thorough mixing, appreciable loss will occur and the work should be repeated. 

When the tightly covered crucible has cooled a sufficiently long time for 
the fusion to solidify, but before it has reached room temperature, it is tapped 
on an iron plate several times to loosen the fused mass from the crucible in a 
solid cake. When the melt has cooled, it is transferred to a large (275 ml.) 
covered platinum dish, to which there is cautiously added 50 ml. of cold water. 
As soon as the reaction is over the dish and its contents are allowed to cool 
somewhat, 10 ml. of sulfurous acid and approximately 50 ml. of hydrochloric 
acid (more is used if necessary) are introduced which should render the liquid 
acid and result in the solution of everything except a few particles of magnetic 
iron oxide which will dissolve during the subsequent evaporation. The solution 
is evaporated to dryness on a sand or water bath and heated for about 30 
minutes at a temperature approximating but not exceeding 110°C. More 
prolonged heating, or heating at higher temperatures, is disadvantageous since 
it renders the iron oxide more insoluble. The use of a platinum rather than a 
porcelain dish is a matter of considerable practical importance. It is very 
difficult to remove all silica from a porcelain dish whereas this is easily accom- 
plished with platinum. On the other hand, alkaline chlorides attack a porcelain 
dish after a few evaporations, when the glaze has worn off, introducing an error 
which leads to high results. For these reasons platinum, when available, 
should always be employed. 

After having allowed the dish to cool, 20 ml. of hydrochloric acid (sp.gr. 
1.19) are introduced and heat is applied for about 5 minutes, any hard lumps 
being broken up with a glass rod. Approximately 150 ml. of water are then 
added and the solution is heated just sufficiently long to dissolve most of the 
sodium chloride, when it is filtered on an 11 cm. ashless paper and washed 10 
or 12 times with hot 2% hydrochloric acid and then thoroughly with hot water. 
The filtrate and washings are reserved. Dehydrated silica is appreciably 
soluble in hydrochloric acid of all strengths and also in solutions of sodium 
chloride. The important factors affecting this solubility are the strength and 
volume of acid used its temperature, and the length of time the silica is exposed 
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to the action of the acid and sodium chloride solution. The most important 
of these factors is the volume of acid employed. Adherence to the conditions 
described will result in a minimum of silica being dissolved. When the silica 
has been washed thoroughly it is reserved for further treatment. 

To the combined filtrate and washings from the silica, there are added 60 ml. 
of sulfuric acid (sp.gr. 1.84) and the solution is evaporated in a porcelain dish 
or casserole until dense fumes of sulfur trioxide are freely evolved. Use of 
porcelain at this point is permissible because the glaze is not appreciably 
attacked under these conditions and silica which has been dehydrated by sulfuric 
acid is gelatinous and can be easily removed from a porcelain surface. After 
having allowed the residue of ferric sulfate, sodium sulfate, etc. to cool, 250 ml. 
of water are added and the solution is boiled until the sulfates are in solution, 
when it is immediately filtered on an 11 cm. ashless paper and the silica washed 
10 to 12 times with cold 1% hydrochloric acid and then thoroughly with hot 
water. The small amount of silica which passes into the filtrate may be 
neglected. 

The paper and silica from the second dehydration are placed in a large 
covered crucible and the paper is burned. The paper containing the silica 
from the first dehydration is then added and ignited very carefully at a very 
low red heat until the carbon has burned. Great care should be exercised in 
igniting the paper as the current of air produced by a burning filter paper is 
sufficient to carry finely divided silica out of the crucible. Carelessness at this 
point may result in loss of several per cent of silicon. When the carbon of the 
filter paper has burned completely, the crucible and its contents are ignited 
to constant weight with a blast lamp or in an electric muffle furnace at from 
1100° to 1150° C. 

After the crucible has been cooled in a desiccator and weighed, the precipi- 
tate is moistened with water, 2-3 drops of sulfuric acid (sp.gr. 1.84) and from 
5 to 10 ml. of pure hydrofluoric acid (48%) are added and the solution is eva- 
porated on a sand bath until the acids have been expelled, when the crucible is. 
again ignited for a few minutes and weighed. The difference between the two 
weights, less the ‘‘ blank ”’ on the sodium peroxide, multiplied by 100, gives the 
percentage of silicon. 

A factor weight (0.4672 gram) of the 100-mesh sample of 15% ferro-silicon 
is fused with approximately 10 grams of sodium peroxide in an Armeo iron 
crucible. The solution is acidulated with 80 ml. of sulfuric acid (1:1) and | 
evaporated to fumes of sulfur trioxide. 

Sodium peroxide usually contains only very small amounts of silica, but as 
a precaution a “ blank” should be run on each new can that is employed. 
This is done by dissolving 10 grams of the reagent in water in a platinum dish, 
acidifying the solution with hydrochloric acid, eva ~~ ting to dryness, etc., as 
previously described. The amount of silica fou: _ in this way is usually 
negligible when compared to the errors to which the method is subject. 
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CONDUCTIVITY METHOD FOR DETERMINING SILICON IN 
MAGNETIC SHEET STEEL * 


The desirability for a more dependable and quicker method for determining 
the percentage of silicon in magnetic sheet steel has been recognized for several 
years. 

Inclusion of silicon in magnetic sheet steel affects both the physical and 
magnetic qualities of the steel; for instance, the specific gravity of the steel 
will change with the silicon content and this must be considered when computing 
the core losses; and steel containing over four per cent silicon is so brittle that 
it is unfit for use in the rotating members of electric machines. Mr. W. E. 
Ruder in “ The Effect of Chemical Composition Upon the Magnetic Properties 
of Steels.” General Electric Review, pp. 197 to 203, March, 1915, observes 
the following changes attributible to silicon: 

Ist: It prevents the formation of hardening carbon, even with comparatively 
quick cooling. 

2d: It cleanses the metal of harmful oxides and dissolved gases. 

3d: It produces a larger grain structure in the metal. 

4th: It increases the resistivity of the metal from 12 to about 60 or 70 
microhms per cm. cube depending upon the contents. 

The American Society for Testing Materials (Specifications A-34-23T) 
states that 2% silicon steel should have an electric resistivity of 2.6 ohms per 
meter gram. 
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This 2.6 ohms per. meter gram =34.7 microhm cm.’ 
From the curve 2% silicon steel =36.0 microhm em.’, which is within 4% 
of the values set by the A. S. T. M. at this point. 


8 PT, Stapleton, General Electric Company. 
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Electrolytic iron has a resistivity of approximately 10 microhms per cm.° 
but it was found that commercial grades of magnetic sheet containing practically 
no silicon and obtained from several different sources had a resistivity of 14 


or 15 microhms per cm.?; it will be observed that this is the starting point of 
the curve. 
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With this data it has been possible to construct a very dependable instru- 
ment for making silicon determinations; the wiring scheme for the instrument 
is presented in Fig. 97. 

Figure 98 shows the instrument with the sample of steel inserted for test- 
ing. Fig. 99 gives resistance as of function of percent of silicon. 

There are two features incorporated in the instrument which deserve special 
mention: the first is the ‘‘ Comparator ”’ which is made of silicon steel (about 
2.5% silicon) and is protected from corrosion by a coating of G. KE. No. 880 
protective paint baked on at a temperature of 100 degrees centigrade. 

Since this ‘‘ Comparator ”’ is used in controlling the current and as it is 
constructed of the same material as the samples under test, it has the effect of 
compensating the instrument for temperature changes. Samples have been 
tested over a wide range of temperature and no appreciable errors have been 
noted in the indications. 

The second feature is the ‘‘ Graduated Rheostat ’’ which makes it possible, 
by manual setting of the dial, to test steel of various thicknesses ranging from 
.013” to .026’ and accurately to 1/5 of a mil. This eliminates entirely all 
computations and multiplying factors, and reduces the testing of the steel to a 
purely manual operation. 

Instructions for operating the instrument are as follows: 

1st. Insert the strip of steel in the current clips and tighten the potential 
contact points against it. 

2d. Adjust the ‘“ Graduated Rheostat ” to the thickness of the Btoel to be 
measured. 

3d. Close switch at right of instrument; thee close switch at left to potion 
marked “ Comp.,”’ and adjust galvanometer pointer to the red line on the scale 
by turning the lower rheostat. 

4th. Close switch at left to position marked ‘‘ Samp.,’”’ and read the per- 
centage of silicon directly from the position of the galvanometer pointer. 


” 


ANALYSIS OF SILICON CARBIDE ” 
I 
UMPIRE -METHOD 


A. Decomposition of Sample.—The silicon carbide, powdered to pass 
through a 150 mesh screen, is dried at 110° C. for one hour to remove hygro- 
scopic water. All analyses are made on the dried sample. 

Weigh out approximately .5000 gram of sample and transfer to a platinum 
crucible of about 30 ml. capacity, somewhat larger if available. Mix thor- 


6. _’Methods used by the Norton Co., Worcester, Mass., through the Courtesy of M. 
Tamar. 
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oughly with 5 grams of the purest sodium carbonate, anhydrous, and place over 
a small flame of a Bunsen burner. Start with the bottom of the crucible at 
dull red heat and very slowly increase the temperature. It is important that 
this operation not be hurried for violent spattering will ensue and particles of 
SiC will be carried onto the cover and remain unattacked. As soon as the 
reaction of decomposition starts, ascertained by carefully lifting the cover for 
an instant, maintain that temperature for half an hour or more. The mass 
should be semipasty and not too fluid. Finally, with great care increase 
the temperature to full heat of the burner and continue the fusion for half an 
hour. If these conditions are rigidly adhered to, it is unnecessary to add any 
sodium or potassium nitrate to the fusion. Keep the flame of the burner 
oxidizing and do not envelop the crucible with a large semi-reducing flame. 
The platinum crucible is not attacked more than in an ordinary sodium ear- 
bonate fusion of a rock or clay. 

B. Total Silica—When the fusion is complete transfer the contents of the 
crucible to a 400 ml. dish, preferably of platinum, cover with a watch glass, 
add 150 ml. of hot water and then 35 ml. of 1 : 1 hydrochloric acid. When all 
effervescence is over, rinse off the watch glass into the dish, clean the crucible 
and cover in a similar manner and evaporate the contents of the dish on the 
steam bath to complete dryness. Cool, drench the residue with 10 ml. of 
concentrated HCl, let stand five minutes, add 100 ml. of hot water, digest 10 
minutes on the steam bath, filter off the silica, and wash free from chlorides 
with warm water. Evaporate the filtrate to dryness in the same dish, heat to 
100° to 120° C. for one hour and repeat the silica filtration and washing. 

Ignite the two papers in a platinum crucible, blast to constant weight and 
correct the silica for impurities with hydrofluoric acid and sulfuric acid acecord- 
ing to the standard procedure. 

The residue in the crucible is fused with a pinch of bisulfate, dissolved in 
water and added to the filtrate from the second silica. Heat the filtrate to 
80-90° C. and gas thoroughly with HS. Let stand one-half hour at least, fil- 
ter off the platinum sulfide, and wash with acidulated H.S water. Boil out the 
HS from the filtrate and oxidize the iron by the addition of bromine water to a 
distinct yellow color. Finally boil out the bromine and bring the volume of 
the solution to 150 ml. by evaporation. The solution is now ready for the 
determination of iron oxide, alumina, titania, etc. 

C. Total Ammonia Precipitate-—Add a few drops of methyl red to the 
boiling hot solution and then dilute, carbonate-free, freshly prepared or re- 
distilled ammonia until the indicator changes to yellow. Boil one or two min- 
utes and filter, washing the precipitate with hot 2% neutral ammonium chloride 
solution. Dissolve the precipitate in a few ml. of hot dilute acid, wash the 
paper thoroughly and reprecipitate with the same precautions as above. 
Reserve the precipitate. Combine the two filtrates, make slightly acid, and 
concentrate to a volume of 100 ml. Make faintly ammoniacal, add bromine 
water and digest 1-2 hours on the steam bath, keeping the solution ammoniacal. 
Filter off any manganese precipitate which may have separated, wash and 
dissolve in dilute HNO; containing a pinch of sulfite. (Note: If desired, deter- 
mine Mn by any acceptable method. The amount is so small that color 
methods suffice.) 


SILICON 815 


D. Lime and Magnesia.—Determine lime and magnesia by the usual 
methods, making a double precipitation in each case. Allow the first precipi- 
tate of calcium oxalate and magnesium ammonium phosphate to stand over 
night. The second precipitate need stand only about six hours, though longer 
does no harm. 

E. Separation of Fe.0;, TiO», etc., from Al,O;—(a) The weighed total 
ammonia precipitate is fused with a small amount of pyrosulfate and taken up 
in 2% sulfuric acid. Gas with H.S to remove traces of Pt and filter if any 
appears. Add one gram of tartaric acid, pass in more H.S, make ammoniacal 
and continue gassing for 5-10 minutes. Let stand warm for one-half hour and 
filter off FeS, washing with 2% NH,Cl solution containing some colorless 
ammonium sulfide. Reserve the filtrate. Dissolve the precipitate in hot 1 : 3 
hydrochloric containing a pinch of potassium chlorate. Wash the paper 
thoroughly and boil the chlorine out of the filtrate. Precipitate the iron with 
ammonia from the boiling hot solution, wash the precipitate with hot 2% 
ammonium chloride solution and weigh as Fe.03. 

(6) The filtrate from the H.S precipitation is made acid with H.SO, and 
boiled down to a small volume. Titania can be determined either colorimetri- 
cally with H,O>, or precipitated along with whatever ZrO» that may be present 
by means of ‘‘ Cupferron ” from an ice-cold solution containing 10% by volume 
of sulfuric acid. 

From the sum of the Al,O3;+Fe.0;+Ti02 precipitate Al,O3 is found by 
difference. This ignores the possible presence of several other elements 
(P.0;, for example) but the minute amounts’ ‘present do not usually warrant 
separate determinations. Calculate the oxides to metals. 

F. Free Carbon.—This determination is the least satisfactory of all, since 
it is very difficult to burn out free carbon without some oxidation of the silicon 
carbide. Best results are obtained when a weighed, dry sample is ignited in a 
boat in an inclined tube furnace at 950° C. for 15 minutes. The loss in weight 
is assumed to be carbon. No better results are obtained if the CO2 is weighed 
after absorption in ascarite or other such materials. 

G. Total Carbon.—Weigh out .2500 of the dry sample, mix thoroughly by 
shaking in a small weighing bottle with 1.50 grams of the very best Pb;O.. 
Transfer to a combustion boat lined with RR Alundum, rinse out the bottle 
with RR Alundum and pour on top of the sample. Cover with more Alundum 
if necessary. Burn the sample at 1000—1100° in a combustion furnace with 
oxygen, absorbing the CO» exactly as for steel analyses. All Pb3O,4 contains 
some carbonaceous matter; therefore run several careful ‘‘ blank ” determina- 
tions using exactly the same conditions. If there are indications that all the 
sample did not burn, crush the fusion in a clean mortar, add more Pb;O, and re- 
-burn the sample. ‘This condition sometimes arises. 

Calculations.—From the percentage of total carbon, subtract “‘ free carbon,” 
obtaining the per cent of combined carbon. Calculate this to SiC which gives 
the percentage of silicon carbide in the sample. Next calculate the SiO. 
equivalent of the SiC and subtract the result from the total silica found. The 
difference is ‘‘ total free silica.” From the total summation of the analysis 
subtract 100.00%; the difference is excess oxygen. Excess O» times the factor 
$i03/O» gives the amount of silica equivalent to the excess oxygen. Subtract 
this figure from the ‘ total silica; the difference is the free silica present. The 
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“ total free silica ’’ minus the “ free silica’ gives the SiO» derived from the 
free silicon present. Calculate to Si by the factor Si/SiO2. 

Iron, aluminum, and titanium are reported as metals, for it is a reasonable 
assumption that they are present in the lowest state of oxidation. Calcium 
and magnesium are reported as their respective oxides. 

It is apparent that the summation of the analysis should be exactly 100.00% 
since some of the constituents (SiO» and Si, for example) are calculated on the 
basis of that assumption. 


THE ACETIC ANHYDRIDE METHOD FOR DETERMINING SILICA 
IN CEMENT AND CLINKER 


Mr. R. M. Willson, the chief chemist of the Southwestern Portland Cement 
Company at Victorville, Calif., has developed the following method of pro- 
cedure for the determination of silica in cement and clinker. This method is a 
modification of the glacial acetic acid method. 

Weigh half a gram of sample in 150 ml.-pyrex beaker. Rotate beaker while 
adding to it a mixture of 5.5 ml. of acetic anhydride, and 4.5 ml. of distilled 
water. Place on hot plate and rotate until violent action ceases. Remove the 
beaker to an asbestos pad which was previously heated and placed by the side 
of the hot plate. When action has ceased and the solution assumes a uniform 
reddish color, add a very small amount of 1 : 1 hydrochloric acid (not more than 
5 ml.). Heat to clear yellow. Add 10 ml. of distilled water, and filter silica. 
Proceed identically as with standard method of analysis, only use a little more 
caution to be sure the solution is ammoniacal on the first precipitation of the 
R.O3. 

The above outlined method of procedure has been used by the Southwestern 
Portland Cement Company at Victorville for more than ten years. It is 
characterized by speed, accuracy and simplicity. The time factor is always an 
important consideration in an industrial laboratory. It is obvious this method 
is rapid since the time and trouble of evaporation is entirely eliminated. 
Recently perchloric acid has been recommended as a rapid method for the 
dehydration of silica in cement or clinker. Acetic anhydride will accomplish 
the same purpose in far less time, and also do away with the danger of explosion 
which occasioally occurs when perchloric acid is used. The total time of 
dissolving the sample and filtering the silica should not take longer than five 
minutes. Compare this with the two or more hours for double evaporation in a 
casserole or the fifteen to twenty minutes required in the perchloric acid method. 

If reasonable precaution is observed, the silica obtained by the acetic an- 
hydride method is purer than when hydrochloric acid is used. Check results 
of silicas obtained by both methods, prove that the acetic anhydride dehydra- 
tion of silica is equivalent to a double evaporation of the standard hydrochloric 
acid method. The following samples of cement were sent to an outside labora- 
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tory for analysis and will serve to illustrate the accuracy of the method de- 
seribed. This laboratory dehydrated the silica by both a single and double 
evaporation in a casserole using 1 : 1 hydrochloric acid as a solveat. In the 
single evaporation, .8% was deducted from the RO; and added to the SiOz. 
These samples were also analyzed at Victorville by acetic anhydride. No 
correction was made on the silica. 


Sample No. 1 


Single evap. Double evap. Acetic anhydride 
Si Ons sues S turk Whi ieee 19.10 19.40 19.40 
ATOM Maniee eee csc Maltin Ti. 6.40 5.90 6.60 
Hier @ paeieeter ers bh Maat) .Cacctar att 3.30 3.20 3.10 
CORED Oe OOS Sale 64.32 64.10 64.30 
MIPS Oe, 5 2.ses 5 Sina Ses CARR Rc 2.40 2.43 2.32 
SOs ee ke et ake 2.32 2.36 2.20 
etiitronelossen Sars, She. de CSS, 1.70 ino 1.50 


S103 cic.uc ve ng) euch CIE 19.40 19.68 19.80 
AIAG ad. Severo. 4 GIO aE OAL aoa ee 6.20 5.95 6.02 
Bes (0) aE U RNS Fy siyaec stat ais jones sca 630 3.20 3.05 3.18 
(OPN) alba d's Sed OOS eRace BLO ee a ee 64.30 64.70 64.50 
IMI.O)o o..5 3 a rekon Seer ae nea 2.55 2.64 2.45 
[SOs ne SS) oa 6 ke eto aa 1.97 1.98 2.00 
Hip matonPUOsss sey unis a). ee. ds A Ueto et ats 1.70 1.75 


Sample No. 3 


SHO wt ha wee ee Oe Oe 19.35 19.45 19.40 
INS Oley Urs a he er 6.23 5.95 6.12 
IEA GA» ine itblyes hee A ee 3.05 3.05 3.08 

EC ea is st! ohn BES BONE Bi Sica ea 65.00 64.90 65.10 
WEA) S ORS ec Gna eee 2.57 2.64 2.57 
SUA cdots aw eee Oates eee 1.58 1.60 1.60 
Na MUOMMG OSS ey alc tc aye ooh y nee 1.68 1.68 1.49 


It will be noticed in all of these samples that the silica obtained by the 
acetic anhydride method is equivalent to a double evaporation and that there is 
no apparent interference in the subsequent separation of the other components 
in the cement. 


Written by Carroll B. Core, assistant chief chemist, at the request of Mr. R. M. 
Willson, Chief Chemist of the Southwestern Portland Cement Co., Victorville, Calif. 


SILVER * 


Ag, at.wt. 107.88; sp.gr. 10.50-10.57; m.p. 960.5° C.; b.p. about 1950° C.; 
oxides, Ag,O, AgsO, Ag2O2 


Silver occurs native as metallic silver, but more commonly in combination 
as silver glance or argentite, Ag»S ; as antimonide, arsenide, bismuthide, bromide, 
chloride, iodide, selenide, sulfide, telluride, and in thio salts. It is found asso- 
ciated with sulfide of lead, with native gold and copper, with antimony, 
mercury, bismuth and platinum. Among the more important minerals are: 
—native silver, argentite, hessite, proustite, pyrargyrite, cerargyrite (horn 
silver, AgCl). Traces of silver occur in sea water. 


DETECTION 


A trace of silver in most substances is detected with greatest certainty by 
furnace assay methods. 

The wet method of detection of silver most commonly practiced, depends upon 
observation of the properties of the precipitate formed by the addition of a not 
excessive amount of alkali chloride to a cold nitric or sulfuric acid solution of 
the substance undergoing examination. One-tenth milligram of silver precipi- 
tated as silver chloride in a cold 200-ml. acid solution gives a very perceptible 
opalescence to the liquid. 

Silver chloride is white when freshly precipitated, tinted pink when palladium 
is present; in colorless liquids on exposure to light turns brown, violet, blue or 
black. By agitation, heating or long standing the precipitate becomes coagu- 
lated or granular and in such a state is retained by an ordinary filter. The 
presence of some forms of organic matter prevents coagulation. 

Silver chloride is dissolved by concentrated hydrochloric acid; raising the 
temperature of the acid assists the action. It is dissolved by sodium thiosulfate, 
alkali cyanides, mercuric nitrate, and alkali chlorides. 

From mercurous chloride, silver chloride, except when constituting a small 
proportion of the precipitate, is distinguished by its solubility without decom- 

1 Silver has been known from prehistoric times and has been employed as a standard 
of value in coins many centuries before the Christian era and still continues in the 
currency of all civilized countries of the World. Copper is now added to increase the 
durability of the coins, the United States coinage containing 10% of copper, British coins 
7.5% copper. The element is used in silver-plating, making of mirrors, table silverware, 


and jewelry and ornaments. The nitrate is used in cauterizing wounds, the chloride 
and. bromide salts are employed in photography. 
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position in ammonia. Precipitation from its ammoniacal solution is accom- 
plished by acidifying. Lead chloride, precipitable also by hydrochloric acid, is 
not flocculent, does not coagulate, but dissolves quite freely by heating. Addi- 
tion of hydrochloric acid to a solution of silicon, tellurium, thallium, tungsten 
or molybdenum may produce a precipitate, in each case, easily distinguishable 
from that of silver chloride, but may mask traces of the salt. 

Silver, in a cold solution containing free nitric acid, only a small amount of 
colored salts and no mercury, may be detected through the formation of a white 
precipitate, similar in appearance to silver chloride, by addition of a slight 
excess of an alkali thiocyanate. 

When a solution of silver salt is added to a mixture of 20 ml. ammonium 
salicylate (20 grams. salicylic acid neutralized with ammonia, a slight excess 
added and the whole made up to 1000 ml.) and 20 ml. of a 5% solution of 
ammonium persulfate added, an intense brown color is produced, which will 
detect the presence of a 0.01 milligram of silver. Lead does not affect the test. 

When it appears that the chloride or thiocyanate test for silver is not positive 
on account of the presence of other precipitable elements, the precipitate, after 
it settles, is filtered through the finest quality of paper, and the mixture of the 
ash of the incinerated filter with dry potassium carbonate heated on charcoal 
with a mouth blowpipe. If silver is present and not associated with a large 
amount of palladium, there will be found on the charcoal pellicles of the color 
characteristic of silver, which have no white or yellow sublimate when melted 
in the oxidizing flame of the blowpipe. The pink palladium salts of silver 
precipitated by a chloride or thiocyanate before the blowpipe produces metal 
which is dull in appearance and not readily melted. 


Nortrs.—Silver may be recognized in a solution of concentration 1 to 240,000 by 
the reduction of its salts with alkaline formaldehyde. Whitby’s method of detection 
and estimation of small amounts of silver depends upon the formation of a yellow color 
through addition of sucrose and sodium hydrate. Ammonium hydrate interferes, but 
bismuth, cadmium, copper, mercury of either valence, lead or zinc, in amounts equal 
to that of the silver, do not. Maletesta and DeNola add to the solution to be tested a 
few drops of a solution of nitrate of chromium and then potassium hydrate to alkalinity. 
A brownish turbidity or black precipitate of silver oxide forms. The limit of sensitive- 
ness is 0.5 milligram in 100 ml. 


F. Feigl2 has described a new and very delicate test for silver with p-di- 
ee rats idene thedanine as a reagent. According to Feigl, this 
(A) reagent gives in weakly acid, neutral and am- 

moniacal solutions, a flocculent red precipitate 
with silver. In 5 ml. of a weakly acid solu- 

Peg oe da tion, one part of silver in 5,000,000 of solvent 
could be detected. In working with 10 ml. of solution, to which 0.5 ml. of 
4 N nitric acid and 0.3 ml. of a saturated solution of the rhodanine * in alcohol 
were added, the same sensitivity was found.‘ A solution with 1 mg. of silver 
in a liter produces a distinct reddish brown color (10 ml. of solution, conditions 


2 ¥. Feigl, Z. anal. Chem., 74, 380 (1928). 

3 The reagent is prepared according to the procedure given by Feigl. Instead of 
using a 0. 03% solution of the rhodanine in acetone as described by Hele a saturated 
solution i in alcohol (about 0.02%) may be taken 

‘J. M. Kolthoff, J. Am. Chem. Soc., 52, 9299 (1930). 
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as above); with 0.5 mg. of silver per liter a weakly reddish color was noticed; 
with 0.2 mg. per liter the.solution showed a very weak pink color after ten 
minutes’ standing, distinctly different from the blank, which was slightly 
yellow. In ammoniacal solution (10 ml. of solution+1 ml. of 6 N ammonia 
and 0.1 ml. of indicator) the color in the presence of silver is reddish-brown 
and in very dilute solutions orange-brown. The sensitivity in this ease is 
about 2 mg. of silver in a liter. 

In acid medium the reagent is so sensitive toward silver that it even cannot 
be used as an indicator for the titration of iodide with silver solution. A 
weakly acid solution of 0.01 N potassium iodide to which some reagent had 
been added gave a dark red precipitate after addition of a few drops of 0.01 N . 
silver nitrate. Even the silver in the complex potassium silver cyanide reacts 
with the rhodanine. 

Feigl’s reagent may also be applied to the estimation of traces of silver in 
water by colorimetric technique. This determination is of interest because of 
the development of the electrolytic silver method for sterilizing water for 
swimming pools, etc. (Kathadyn method). Soft glass vessels should not be 
used; Jena glass is suitable and fused silica is best. Silver ion is adsorbed on 
the surface of soft glass.° 

Dithizone may be used to detect silver or to determine it colorimetrically 
in the absence of Cu, Hg, Au, Pd and Pt!!. The acidified solution of the silver 
is extracted with dithizone in CCl, (See Lead Chapter for general technique). 
The silver salt of the reagent is yellow.® 


ESTIMATION 


Silver is determined in copper, lead, silver, sulfur or other ores, in copper and 
lead furnace by-products, and in lead by furnace assay methods, in which a pre- 
liminary acid treatment of the sample is rarely employed; in native copper ore, 
in copper, copper alloys, gold, gold alloys and in the slime from the electrolytic 
refining of copper or lead by furnace methods, in which a preliminary acid 
treatment of the sample is employed, in silver alloys by volumetric or gravi- 
metric methods; in mercury by a gravimetric method; in cyanide mill solution 
or solutions containing much organic matter by furnace process on the residue 
obtained by evaporation or precipitation; in silver plating electrolyte by 
electrolysis. 

Solubility.—Nitric acid, dilute or concentrated, attacks silver rapidly when 
hot. The presence of a soluble chloride, iodide or bromide in the solvent or 
substance will retard and may prevent solution. Unless oxidizing agents are 
present, dilute sulfuric acid has practically no action: on massive silver, but 


5 I. C. Schoonover, J. Research Nat. Bur. Standards, 15, 377 (1935). 
6 Fischer, Leopoldi and von Uslar, Z. anal. Chem., 101, 1 (1935). 
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hot, concentrated acid commences to be an active solvent at a concentration of 
75% HSO.. Hydrochloric acid attacks silver superficially. The action of 
alkali hydrates or carbonates in solution is inappreciable; in a state of fusion, 
slight. 

Furnace Assay Methods.—These will be described in the chapter devoted to 
that subject. 

In procedures where HCl has been employed and precautions have not been 
taken for obtaining silver, practically all of this will remain with the silica 
residue, generally reduced to metallic form. In presence of silver the dehydra- 
tion of silica must be done with sulfuric acid and the silver then extracted as 
sulfate, and precipitated from acid solution as sulfide. 

Silver bearing ores are best extracted with nitric acid followed by fusion 
of the acid residue. 


SEPARATIONS 


Silver is quantitatively precipitated as chloride in acid solution. Inter- 
ferences that require separation, if present, are lead, uni-valent mercury, 
copper and thallium. Bismuth and antimony form precipitates of oxychlorides 
with sufficient dilution. Cyanides and thiosulfates dissolve the AgCl, and must 
be absent. Oxidation in the preliminary treatment prevents the co-precipita- 
tion of Hg, Cuand Tl. PbCl, is soluble in hot water while AgCl is but slightly 
soluble. In 0.01 N chloride solutions the solubility of AgCl at 25°C. is 
0.002 mg. per liter. Ag oS is quantitatively precipitated by H.S in acid 
or alkaline solution, facts affording methods of separation of Ag from the 
(NH,)2S-, (NH4)2CO; groups and from As, Sb and Sn, respectively 


GRAVIMETRIC METHODS FOR THE DETERMINATION OF SILVER 


PRECIPITATION AS SILVER CHLORIDE? 


Introductory.— Although silver might be determined as an iodide or bromide, 
the fact that these halides are more sensitive to light than the chloride, and 
decompose more readily, with liberation of the halide and the formation of sub- 
halides, has led to the precipitation of silver as the chloride. 

Reaction. AgNO;+ HC1=HNO;+ AgCl. 


7 Contributed by Wilfred W. Scott. 
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Reagents. Hydrochloric Acid.—-One volume of concentrated HCl (sp.gr. 
1.19) diluted with five volumes of water (sp.gr. of dilute HCl 1.085); 1 ml. 
contains 0,074 g. of LCL, equivalent to 0,219 gp. of Ag. 

Nitric Acid. —One volume of concentrated ILNO, diluted with 1.6 volumes of 
wator (sp.gr. of acid is 1,2); 1 ml. contains 0.38 g. of HINOs, which would dis- 
solve 0.64 pg. of Ag. 

|. Preparation of the Sample. Solution. Silver Alloys.—Place 0.51.0 
gram of the alloy in an Wrlenmeyer flask and add 5 ml, of the dilute nitric acid. 
Heat gontly until the alloy is dissolved and the brown fumes are expelled. 
The solution is now diluted to about LOO ml, and the silver precipitated as 
stated below, 

Soluble Silver Salts.—'The salt is weighed into a weighing bottle; 1.0-2.0 
grams are sufficient for a determination, The solution is now diluted to about 
100 ml. and the silver precipitated as stated below. 

The Halides of Silver.—'These are best brought into solution by fusion with 
about six times the weight of the sample of sodium carbonate, This converts 
the silver into the carbonate and the halide combines with sodium and is 
dissolved out in water, The silver carbonate is washed free of the halide and 
then dissolved out in dilute nitric acid, 

Ores of Silver.—These may be brought into solution by digestion with 
nitric acid, the residue remaining is treated as stated above under halides of 
silver, Unless the ore is very high in silver, it is preferable to make the analysis 
by Tire Assay. 

2. Precipitation of Silver Chloride.—Heat the solution to boiling and add 
from a burette, drop by drop, 5 ml. of dilute hydrochloric acid, This is suffi- 
cient to precipitate over gram of silver. The excess of acid is desired as the 
chloride is less soluble in free hydrochloric acid, 


Novi.The chloride is soluble in concentrated hydrochloric acid, hence a large 
oxcoss is undesirable, Shaking or vigorously stirring the mixture will clear a cloudy 
solution, ‘This is necessary to coagulate the silver chloride, as the fine suspended silver 
chloride will pass through the filter paper, 


3. Filtration: (Procedure if Filter Paper is Used).— Decant the clear solution 
into the filter, Test the filtrate with a drop of dilute HCl to make sure all the 
silver is precipitated. Now wash two or three times by decantation, using hot 
water containing 1 ml, of LINO, per 100 ml, of distilled water. Transfer the 
silver salt to the filter and continue washing until free from chlorides, Six to 
eight additional washings should be sufficient. 

4, Dry the filter and silver salt in the oven at 100-110° C, 

§. Remove as much of the silver chloride as possible from the paper, placing 
the salt on a glazed sheet of paper, covering it with a watch glass. 

6. Lgnite the filter in a crucible (whose weight has been ascertained), then 
add to the ash a drop of nitrie acid and a drop of hydrochloric acid, Heat 
gently to oxpel the acids. (Handle the crucible with tongs. Do not place 
on the table.) 

7. Transfer the chloride from the glazed paper to the crucible and heat 
gently until the salt just begins to fuse on the sides of the crucible. 

8. Cool in a desiccator for fifteen to twenty minutes. 
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9. Weigh as AgCl, making an allowance for the weight of the crucible. 
AgCl X0.7527 gives the weight of Ag in the salt. 

10. Calculate the per cent silver from the weight of sample taken. 

3a. Procedure if a Gooch Crucible is Used.—Prepare a Gooch crucible with 
a fairly thick pad of asbestos fibre (1/8 in. thick). Wash once with alcohol and 
dry to constant weight at 110° C. Keep a record of the weight. 

4a. Wash the precipitate by decantation, pouring the washings through 
the Gooch, with application of suction. Transfer the chloride to the crucible 
and wash free of chlorides. 

5a. Finally wash once with alcohol and dry at 110° C. to constant weight. 

6a. Calculate the percentage of silver as directed in the first method. 


Nortrs.—Solubility of the silver halides. Milligrams of salt per 100 ml. of water. 
AgCl 0.00017; AgBr 0.00004; AgI 0.00001. 

Interferences.—Antimony, mercury, and lead interfere and should be removed if 
present. 

Paper is separated in the first procedure as the carbon reduces the salt to metallic 
silver, causing low results. 

Gooch.—lf the asbestos fibre is poor, a loss of the fibre will oceur during washing of 
the precipitate, causing low results. 

Light.—Strong light will affect the salt causing the formation of the subhalide of 
silver and the liberation of chlorine. A drop of nitric followed by a drop of hydrochloric 
acid will restore the original form. This treatment is necessary only when a dark- 
colored salt is obtained by light action. 

Large Samples.—It is frequently advisable to dissolve larger samples than stated. 
The solution is made to 500 ml. and a portion taken for analysis. 


DETERMINATION AS SILVER CYANIDE 


In the analysis of mercury, the nitric acid solution of the metal is nearly neu- 
tralized with a solution of sodium carbonate. Potassium cyanide solution is 
then added until the precipitate, which first forms, is dissolved. Then under a 
hood with strong draft, dilute nitric acid is added in slight excess of the quantity 
required to combine with the base in the amount of potassium cyanide present. 
The precipitate of silver cyanide, practically insoluble in dilute nitric or hydro- 
cyanic acid, is coagulated by stirring or long standing and filtered from the cold 
solution of mercuric nitrate by use of a tared paper-bottomed Gooch crucible. 
The precipitate is washed with cold dilute nitric acid (1:10) until a test of the 
washings with hydrogen sulfide shows the absence of mercury. The crucible 
is dried at 100° C. to constant weight. 


AgCN X0.8057 = Ag. 


Norrs.—Determination of silver as metal through precipitation with hypophos- 
phorous acid § as silver place or as silver chromate ° are methods of doubtful technical 
application. 


8’ Mawrow and els Z. anorg. allgem. rere 61, 96 (1909). 
® Gooch and Bosworth, Am. J. Sci., 27, 241 (1909). 
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ELECTROLYTIC METHOD ” 


According to the strength of the silver bath 10 or 20 ml. are filtered into a 
tared 200-ml. platinum dish and according to the greater or smaller excess of 
cyanide present, 14 to 1 gram of potassium cyanide in solution is added. The 
electrolyte diluted to about a half inch from the edge of the dish is kept, by a 
flame underneath, at a temperature of 60°-65° C. during the period of electrol- 
ysis at N.D.100=0.08 amp. 

Complete precipitation, which requires three to three and a half hours, is 
recognized by test with ammonium sulfide. Without interruption of the cur- . 
rent, by use of a siphon, displacement of the electrolyte with water is accom- 
plished. The dish is rinsed with alcohol and ether, dried at 100°, weighed and 
silver obtained calculated to grams per liter or cubic foot. 


Norres.—Benner and Ross " deposit 0.15 gram in twenty minutes with a current of 
3 amperes from 50 ml. of electrolyte containing 8 grams potassium cyanide and 2 grams 
potassium hydrate on a 9-gram platinum gauze cathode. 

Exner,! using a platinum dish as the cathode and a 2-in. diameter bowl-shaped 
spiral anode revolving 700 R.P.M., deposited 0.4900 gram from about 125 ml. of a hot 
electrolyte containing 2 grams potassium cyanide in ten minutes at N.D.100 2 amps. 

The above methods presume the absence of other metals precipitable under the 
conditions mentioned. 


VOLUMETRIC METHODS FOR DETERMINATION OF SILVER 
VOLHARD’S THIOCYANATE METHOD #8 


This method is especially adapted to the determination of silver in cold dilute 
nitric acid solution. The method is based on the greater affinity of silver ions 
‘than ferric for thiocyanate ions. When the silver has been precipitated as thio- 
cyanate, the ferric indicator reacts with the thiocyanate producing the charac- 
teristic red color. 


Reactions: AgNO;+KCNS=KNO3+AgCNS ppt. 
Fe(NO3)3+3KCNS =3KNO3+Fe(CNS)3; red. 


Notre.—Mercury and palladium, highly colored salts of cobalt and nickel, copper 
if over 60% in the sample, nitrous acid and chlorine interfere and should be absent. 


1 Langbein, “Electro-Deposition of Metals,” 6th Ed. 
1 J, Am. Chem. Soce., 33, 1106 (1911). 

12 J. Am. Chem. Soc., 25, 900 (1903). 

18 Contributed by Wilfred W. Scott. 


SILVER 825 


Ferric Indicator. Saturated Solution—Make 100 ml. of a saturated solu- 
tion of ferric ammonium sulfate or ferric sulfate. Add sufficient HNO; (freed 
from nitrous acid by heating) to clear up the solution and produce a pale yellow 
color, .5 ml. of this reagent is used in a test. Ferric nitrate may be used in 
place of sulfate. 

Standard Silver Solution—A N/10 solution contains per liter 10.788 grams 
of silver, or 16.989 grams of AgNO;. A solution containing 0.005 gram of 
Ag per ml. is a convenient strength. 

Dissolve 1.0 gram of pure silver foil in 10 ml. of dilute HNOs, 1 : 1.6 (sp.gr. 
1.2). Boil to expel the nitrous oxides and dilute to 200 ml. One ml. will con- 
tain 0.005 gram of silver. 

Thiocyanate Reagent.— Dissolve 7.4 grams NH,sCNS or 9.2 grams of KCNS 
in water and dilute to 1000 ml. Standardize the solution against the standard 
silver solution. Half this strength is used for the weaker silver solution above. 

Standardization Measure 50 ml. of the standard silver solution into a 
beaker or an Erlenmeyer flask and dilute to 100 ml. 

Add .5 ml. of the ferric indicator. 

Titrate with the thiocyanate reagent until a permanent red tint is optained. 
Each addition of the reagent will produce a temporary red color which fades 
immediately as long as any silver remains uncombined with the thiocyanate. 
A trace of excess of the reagent produces a permanent faint red color. 

Note the ml. required and calculate the value of 1 ml. in terms of silver. 
Fifty ml. of the standard silver solution contains 0.25 g. of Ag. 

Some prefer to have the thiocyanate exactly equal in strength to the silver 
solution. Should this be desired, dilute to the necessary volume and again 
standardize against the silver solution. 

The value of 1 ml. should be recorded on the container. 


DETERMINATION OF SILVER 


Weigh 0.25-0.3 gram of the alloy and dissolve in an Erlenmeyer flask by 
addition of 5 ml. of dilute HNO (sp.gr. 1.2). Heat to expel lower oxides. 

Cool, dilute to about 100 ml. and add 5 ml. of the ferric indicator. 

Titrate with the standard thiocyanate reagent to a permanent faint red 
color. 

From the ml. of the reagent used, calculate the amount of silver present in 
the sample taken. 

Divide the result by the amount of sample taken and multiply by 100=% 
Ag in the alloy. 
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GAY-LUSSAC METHOD 


This very accurate method is especially adapted to the valuation of silver 
bullion, but may be applied in principle to the determination of silver in a 
nitric acid solution which contains as little as 100 milligrams of the metal, 
providing the volume of the solution is not so large or color so deep as to make 
a precipitate of silver chloride equivalent to 0.1 milligram of silver indis- 
tinguishable. Metals that interfere are mercury and tin. 

The method is founded upon the almost absolute insolubility of silver 
chloride or bromide in cold dilute nitric acid and the property of the precipitate 
becoming so completely coagulated through agitation that it settles speedily, 
leaving a liquid sufficiently clear to permit of observance of any precipitate 
produced by further addition of precipitant. 


Reactions: AgNO;+NaCl=NaNO;+AgCl | 
AgNO3+NaBr=NaNO;+AgBr | 


The use of a bromide is preferable to a chloride salt as a reagent, chiefly 
because on account of the greater insolubility of silver bromide, the end-point 
of the operation of titration is more 
sharply defined. 

The presence of free sulfuric acid 
is prejudicial to a very close deter- 
mination, because of the volume of 
liquid required to keep silver sulfate 
in solution, and also because the 
result of agitation after addition of 
precipitant is apt to be a fine precip- 
itate which does not readily settle. 

The factor of volume change per 
degree change of temperature from 15 
to 21° C. is approximately 0.00012; 
from 20 to 26°, 0.00019; from 25 to 
81° C., 0.00024. 

Although the approximate pre- 
cipitating value should be known by 
previous test, it is the better prac- 
tice to determine the exact value by 
running two or more checks of pure 
silver simultaneously with each batch 
of assays than to apply the tem- 
perature correction factor. 


Fie. 100. A tus for Gay-L 
* hethod. p eare Apparatus.—The apparatus re- 


quired consists of a pipette which will 
deliver approximately 100 ml. with an accuracy of not over 5 milligrams varia- 
tion in weight of the standard solution at constant temperature between suc- 
cessive deliveries, 10 ml. burettes with glass stopcocks ; and 8-oz. narrow mouth, 
round, flint-glass bottles with high, tightly fitting stoppers; the assay bottles 
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should be of a quality which will endure heating in a steam bath or on a 
hot plate. 

Since the end-point by the Gay-Lussac method depends upon the observance 
of cessation of precipitation, it is evident, in order to avoid undue tediousness 
in its operation, that the silver content of the amount of sample taken for 
assay should be known within a few milligrams, 


METHOD OF U. S. MINTS 


U. S. MINT MODIFICATION OF THE GAY-LUSSAC METHOD 
FOR SILVER 


This method is used in all three of the United States Mints and the U. S. 
Assay Office, New York City, for determining silver in ingots and fine silver 
has been found very satisfactory both as regards speed and accuracy. 

Standard Solutions.—Two standard salt solutions are regularly used in the 
determinations. The first is called a ‘‘ normal ” and the second a “ decimal ” 
solution. 

The first or “ normal ” solution is made of such concentration that 100 ml. 
of it will precipitate exactly 1002 milligrams of silver. 5.43 grams of C.P. 
sodium chloride are dissolved in water and diluted to make one liter of solution. 
It is kept in a large 40-liter carboy and is siphoned off as needed.15 

The decimal solution is made by diluting 100 ml. of the “‘ normal ” solution 
to a liter. 

Standardization.—The normal solution must be standardized at frequent 
intervals because of temperature changes which affect the concentration of the 
solution. The factor of volume change per degree change of temperature from 
15 to 21° C. is approximately 0.00012; from 20 to 26°, 0.00019; from 25 to 31°, 
0.00024. 

The standardization is carried out as follows: 

Solution and Precipitation.—A “ proof ”’ of 1004 milligrams of fine silver is 
carefully weighed out, placed in a glass-stoppered 8-o0z. bottle and dissolved 
in 10 ml. of 1 : 1 nitric acid on a hot plate. Then 100 ml. of ‘ normal ”’ salt 
solution, sufficient to precipitate 1002 grams of silver, are added from an upright 
stationary pipette. The pipette is filled by means of a siphon controlled by a 
stopcock convenient to the right hand. After filling, the left forefinger is 
placed over the pipette, the rubber hose connection removed from the bottom, 
and the bottle containing the dissolved proof placed underneath, when the 
forefinger is removed, allowing the contents to drain into the bottle, shaking the 

4 Communicated to W. W. Scott by F. C. Bond, Humid Assayer, Denver Mint, 

Colorado. 
| 1s Forty liters are made up at one time by the Denver Mint. The strength of the 


solution may be regulated by the size of the pipette used. At the Denver Mint 4.82608 
grams per liter are taken of the C. P. NaCl, since the pipette delivers more than 100 mL 
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bottle once or twice to mix the solution. Then 2 ml. of the decimal solution 
are added by means of a small pipette graduated in ml. and held in the hand, 
and the stoppered bottle is placed in the shaker. 

The shaker violently agitates the solution and causes the precipitate to 
coagulate and settle. The bottle is removed after four minutes. 

More agitation than is absolutely necessary should be avoided, due to the 
increasing tendency of the precipitate to become granular and settle slowly. 

Titration.—The bottle containing the coagulated precipitate is best placed 
upon a shelf in a window through which only reflected light enters, at such a 
height that the top of the solution is upon a level with or slightly above the 
eye. The shelf is backed by a blackened board which covers the window under . 
the shelf and extends nearly to the top of the bottle. 

The bottle stands a moment to allow the precipitate to settle and 1 ml. of 
the decimal salt solution is added from the hand pipette. The solution is 
shaken by moving the top of the bottle through a small are once or twice and 
the reading is taken after 10 seconds. A slight white cloud forming at the top 
of the solution and more pronounced when viewed from below constitutes a 
“show ” and indicates that only a small portion of the ml. added was needed 
to precipitate the remaining silver. This is the desired condition for a proof. 

The reading is taken as a ‘‘ show,” “ quarter,”’ “half,” “ three quarters,” 
and “‘ one’’; according to the portion of the ml. of salt solution necessary to 
precipitate the remaining silver. If the cloud is deep enough to indicate that 
all of the ml. has been used, the bottle should be placed in the shaker and the 
precipitate coagulated, after which another ml. is added and the reading taken 
as before with the addition of one ml. 

The assignment of the proper value to the precipitate is difficult for the 
novice and experience in comparison is of much more value than any description 
could be. However it may be stated that a slight precipitate extending through 
the upper half of the solution after a slight uniform shake should be called a 
““ quarter,”’ a precipitate of the same appearance throughout the solution is a 
“half,” a heavier precipitate throughout is called ‘‘ three quarters,” while a 
still denser precipitate is read “‘one”’ and should be confirmed by shaking 
and adding another ml., which should yield a “ show,” a very faint cloudiness. 

The “ show ” of the proof influences the reading of the determinations and 
its appearance should be kept constantly in mind, since a ‘‘ quarter’? on a 
determination means that one quarter of a ml. more of the decimal salt solution 
was used in precipitating silver than was used in the proof. Thus the proof 
reading or ‘‘ show ”’ is taken as zero and the concentration of the “ normal ” 
solution should be adjusted so that the proof gives as light a show as possible. 

Procedure.—In the following determinations it is advisable to run a standard 
of proof silver side by side with the sample bullion for comparative purposes. 

Fine Silver.—For silver bullion 998 parts fine or above a sample of 1005 
milligrams is weighed out, dissolved, precipitated and titrated as described 
under Standardization. 

In case 1 ml. was added, gave a heavy precipitate, was agitated and a 
second ml. added which gave a “ half,” the reading would be 114 and the silver 
would be 


1002+114 1003.5 


1005 1005 


= 998.5 fine. 
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In case a large number of samples are to be run, tables may be prepared 
for each fourth of a ml. which will make the above calculation unnecessary. 

Coin Ingots.—In determining the silver in silver coins or in silver coin 
ingots as they come from the melting room, which are usually within 114 points 
of 900 fine, the sample weighed is 1115 milligrams. The color given to the 
solution by the copper base need not interfere with the titration. 


Norrs on THE Mrtuop.—Determinations may be made on silver bullion of almost 
any grade if the approximate fineness is previously determined by fire assay or the Volhard 
method. It is ordinary practice to weigh up the sample at the next figure even five 
milligrams above that calculated. Thus if it is found from preliminary assay that 1082 
milligrams of bullion will contain approximately 1002 milligrams of silver, 1085 milli- 
grams will be weighed out for a sample. 

Interfering Elements.—There are very few substances which will be found in bullion 
in sufficient quantity to interfere with the process. The presence of free sulfuric acid is 
detrimental to a very close determination. 

The use of a bromide is considered as preferable to a chloride as a reagent but the 
chloride is commonly used. 

An eyeshade assists in making the readings accurately. 

The chloride precipitate is reduced to a blue subchloride on standing in the sunlight 
so that the bottle should be exposed to the light as. 
little as possible. Wige poarag Ve 

Aset of twelve samples, with the bottles transported BIS) cab See | 
in a suitable wire frame, is usually run at one time. yy 

A decimal solution of silver nitrate of equal strength 
with the decimal salt solution may be used for back 
titration, however the end-point is less distinct and it 
is advisable to weigh out a larger sample. : Fig. 101. Pipette.16 

Duplicates are commonly run. 

Tables giving the fineness for different classes of materials examined for each reading 
facilitate calculations and are recommended for use. 

To determine the 14, 14 and 34, a beginner should have a pipette, graduated in 1 ml., 
holding 5 to 7 ml. length for hand use with one ml. divided in the 14, 4, 14, and he should 
use the same until he is familiar with the density of precipitates produced by one ml. 
with silver equivalent to the above fractions. 


Weient Taken 1115 Ma. 


eae 1 2 3 4 5 6 


896.9 897.7 898.6 899.6 900.4 901.3 900.2 
897.1 898.0 898.9 899.8 900.7 901.6 992.5 
897.3 898.2 899.1 900.0 900.9 901.8 902.7 
897.5 898.4 899.3 900.2 901.1 902.0 902.9 


MAXXo 


In the following table the left hand column represents the milligrams of 
bullion to be taken, the top line indicates the ml. of decimal solution required 
in addition to the 100 ml. of normal solution, the figures at the intersecting lines 
give the fineness of the bullion. 

Ascertain the approximate fineness by a preliminary assay, consult the 0 
column for the nearest corresponding figure slightly higher, the figure on the 

16 No pipette is of use in the practice of the Gay-Lussac method which shows any 
tendency to spatter at the beginning or ending, or yields a quickly following or clinging 
ep. at the completion of discharge. The film of liquid adherent to the inner surface 


e, body of a ae pipette will drain without sign of riculet effect and be retained 
by the capillary of the discharge tube for at least a minute. 
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left of this is the weight of bullion to be taken. Now if the test required, in 
addition to the 100-ml. normal solution, 4 ml. decimal solution and 1115 
milligrams of bullion were taken, the fineness of the bullion would be 900.4. 
See table under Silver Coin Bullion. 


High GrapE BULLION 


Milli- 
grams 
of 0 1 2 3 + a) 6 7 8 9g 10 
bul- 
lion 
1000 |1000.0 | 


1005 | 995.0 ; 996.0 | 997.0 | 998.0 | 999.0 |1000.0 

1010 | 990.1 | 991.1 | 992.1 } 993.1 | 994.1 | 995.0 | 996.0 | 997.0 | 998.0 | 999.0 |1000.0 
1015 | 985.2 | 986.2 | 987.2 | 988.2 | 989.2 | 990.1 | 991.1 | 992.1 | 993.1 | 994.1 | 995.1 
1020 | 980.4 | 981.4 | 982.4 | 983.3 | 984.3 | 985.3 | 986.3 | 987.2 | 988.2 | 989.2 | 990.2 
1025 | 975.6 | 976.6 | 977.6 | 978.6 | 979.5 | 980.5 | 981.5 | 982.4 | 983.4 | 984.4 | 985.4 
1030 | 970.9 | 971.8 | 972.8 | 973.8 | 974.8 | 975.7 | 976.7 | 977.7 | 978.6 | 979.6 | 980.6 
1035 | 966.2 | 967.1 | 968.1 | 969.1 | 970.0 | 971.0 | 972.0 | 972.9 | 973.9 | 974.9 | 975.8 
1040 | 961.5 | 962.5 | 963.5 | 964.4 | 965.4 | 966.3 | 967.3 | 968.3 | 969.2 | 970.2 | 971.1 
1045 | 956.9 | 957.9 | 958.8 | 959.8 | 960.8 | 961.7 | 962.7 | 963.6 | 964.6 | 965.5 | 966.5 
1050 | 952.4 | 953.3 | 954.3 | 955.2 | 956.2 | 957.1 | 958.1 | 959.0 | 960.0 | 960.9 | 961.9 
1055 | 947.9 | 948.8 | 949.8 | 950.7 | 951.7 | 952.6 | 953.5 | 954.5 | 955.4 | 956.4 | 957.3 


SitvER Corn BuLLIoNn 


1095 | 913.2 | 914.2 | 915.1 | 916.0 | 917.0 | 917.8 | 918.7 | 919.8 | 920.5 | 921.5 | 922.4 
1100 | 909.1 | 910.0 | 910.9 | 911.8 | 912.7 | 913.6 | 914.5 | 915.4 | 916.4 | 917.3 | 918.2 
1105 | 905.0 | 905.9 | 906.8 | 907.7 | 908.6 | 909.5 | 910.4 | 911.3 | 912.2 | 913.1 | 914.0 
1110 | 900.9 | 901.8 | 902.7 | 903.6 | 904.5 | 905.4 | 906.3 | 907.2 | 908.1 | 909.0} 909.9 
1115 | 896.9 | 897.8 | 898.6 | 899.5 | 900.4 | 901.3 | 902.2 | 903.1 | 904.0 | 904.9 | 905.8 
1120 | 892.9 | 893.7 | 894.6 | 895.5 | 896.4 | 897.3 | 898.2 | 899.1 | 900.0 | 900.9 | 901.8 
1125 | 888.9 | 889.8 | 890.7 | 891.6 | 892.4 | 893.3 | 894.2 | 895.1 | 896.0 | 896.9 | 897.8 
1130 | 885.0 | 885.8 | 886.7 | 887.6 | 888.5 | 889.4 | 890.3 | 891.1 | 892.0 | 892.9 | 893.8 
1135 | 881.1 | 881.9 | 882.8 | 883.7 | 884.6 | 885.5 | 886.3 | 887.2 | 888.1 | 889.0 | 889.9 
1140 | 877.2 | 878.1 | 878.9 | 879.8 | 880.7 | 881.6 | 882.5 | 883.3 | 884.2 | 885.1 | 886.0 
1145 | 873.4 | 874.2 | 875.1 | 876.0 | 876.9 | 877.7 | 878.6 | 879.5 | 880.3 | 881.2 | 882.1 
1150 | 869.6 | 870.4 | 871.3 | 872.2 | 873.0] 873.9 | 874.8 | 875.7 | 876.5 | 877.4 | 878.3 


RECOVERY OF SILVER FROM SILVER RESIDUES 


Convert the residues to silver chloride by treating with hydrochloric acid 
and filtering off the chloride and washing. Dissolve the chloride in ammonium 
hydroxide added in slight excess. Add sodium hyposulfite, NasS:O, (not 
thiosulfate, Na2S20;). Metallic silver is formed. Thiosulfate gives silver 
sulfide. Photographers’ residues containing “‘ hypo ”’ yield silver sulfide. 

Titration of Silver with Bromide in’ Presence of an Adsorption Indi- 
cator. Fajans’ Method."—The nitric acid solution of the silver, in which 
the acidity does not exceed 0.5 N, is treated with a few drops of rhodamine 
6 G (CxsH2703;N2Cl) indicator and then titrated with a standard solution of 


17K. Fajans and H. Wolff, Z. anorg. allegem. Chem., 137, 241 (1924). 
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potassium bromide. As long as the silver ion is in excess, the basic dyestuff is 
not appreciably absorbed by silver bromide. At the end-point the precipitate 
changes to a blue-violet color. The color change is distinct to a dilution as low 
as 0.01 N solution of silver. 


COMBINATION METHODS 


Combination of the operations of the Gay-Lussac and Volhard methods have 
been devised to avoid the tediousness incident to the performance of the Gay- 
Lussac method by the unexperienced. By the modified methods the amount of 
sample to be weighed out is determined by preliminary assay, and is dissolved in 
the same manner as in the practice of the Gay-Lussac method, but with the 
added precaution to decompose nitrous acid in the silver solution by gentle 
boiling when completion of the titration is to be accomplished by the Volhard 
method. 

The operation of the combination methods consists briefly of precipitation of 
all but a few milligrams of silver by a standard solution of alkali thiocyanate, 
chloride or bromide added from the Stas pipette and estimation of the excess of 
silver with a decimal solution of thiocyanate or by a colorimetric or nephelo- 
metric method. 


The procedure favored by the writer is to use a standard solution of potassium bro- 
mide as the pipette precipitant. After the liquid is cleared by shaking, it is decanted 
as completely as possible into a 500-ml. Erlenmeyer flask. The precipitate is washed 
by five 30-ml. portions of water containing a little nitrous-free nitric acid, each portion 
being shaken before decanting. Using the same amount of ferric indicator as in the 
check assays, decimal thiocyanate solution is added until not a very deep tint remains 
permanent after vigorous agitation. Decinormal silver solution is then added until 
the tint is discharged. When the assay is sufficiently free of copper or other colored 
salts to permit accurate matching of tints, the decanted liquid, which may contain 
particles of silver bromide without interference, is titrated with decimal thiocyanate 
to the appearance of a tint which will match that of the check assays. Except when 
colored salts are present in such quantity as to make recognition of the point of bleaching 
of the ferric thiocyanate coloration uncertain, the extreme range of error is 0.3 part per 
1000. 


For colorimetric method, see Smith, I. M. M. Bull. No. 28. Determination of the 
residual silver in the filtrate from the thoroughly washed silver bromide precipitate is 
practicable by use of a suitable nephelometric apparatus.!8 


DENIGE’S CYANIDE METHOD ” 


Silver which has been precipitated as chloride may be determined vol- 
umetrically by dissolving the precipitate with a measured quantity of a standard 
solution of potassium cyanide of about decinormal strength. 


AgCl+2KCN =KAg(CN).+KCl. 


Potassium iodide is then added and the excess of standard potassium cyanide 
solution determined by addition of potassium iodide and titration to the first 
appearance of a permanent precipitate with decimormal silver nitrate. 


AgNO;+KI=AgI-+KNO;; AgI+2KCN =KAg(CN)2.=KI. 


18 Richards and Wells, Am. Chem. J., 235, 1903; Richards, ibid., 35, 510, 1906; 
Richards, Com. 8th Int. Cong. Ap. Chem., Sec. 1, 423. 
19 Clennell, “The Cyanide Aandbook, ? 433. ‘London, 1911. 
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Norrs.—lIf the last portion of the precipitate of silver chloride dissolves with diffi- 
culty in the potassium cyanide, the liquid may be decanted into another beaker and 
solution completed with ammonia. The solutions are combined. 


MISCELLANEOUS VOLUMETRIC METHODS 


Silver may be determined by addition from a burette of a portion of a known 
volume of its neutral or slightly acid solution to a standard solution of sodium 
chloride which contains a little potassium chromate or bichromate and sufficient 
chlorine-free magnesium oxide emulsion to neutralize free acid. The end-point 
is indicated by the formation of a reddish or brown precipitate. 

By Pisani’s Method ”° a standard solution of iodide of starch is added to a © 
very dilute neutral solution of nitrate of silver until the fluid becomes per- 
manently blue. 

By Vogel’s Modification of Pisani’s Method,” the silver solution, which may 
contain free acid, is titrated with standard starch iodide solution after addition 
of nitric acid containing nitrous acid. 

By Andrews’ Modification,” the standard solution of starch is added to 
a solution of silver nitrate which contains so much ferrous nitrate or sulfate that 
iron will be in excess of the silver present. 


By Gooch and Bosworth’s Method,”* silver is determined by precipitating 
with an excess of potassium chromate, dissolving the precipitate in ammonia, 
reprecipitating by boiling to low volume and determining iodometrically either 
the chromate ion combined with the silver, or that remaining after precipitating 
the silver with a known amount of standard potassium chromate.”4 


NEPHELOMETRIC METHOD 


This method is practicable for the determination of a small concentration of 
silver in a clear and colorless liquid. Less than 2 milligrams of silver can be 
estimated with considerable accuracy by matching the opalescence produced by 
a drop of hydrochloric acid with that from a known quantity in a liquid of the 
same volume, depth and temperature. Intensity of opalescence attains the 
maximum in about five minutes after precipitation. Standard silver solution 
is made by dissolving 500 milligrams standard silver (see Preparation at close of 
chapter) with several ml. of dilute nitric in a liter flask and making the solution 
up to the mark. For most technical determinations the apparatus may consist 
of clear glass cylinders (color tubes) of suitable size. More accuracy can be 
arrived at by use of a nephelometer of refined construction, for example ** the 
combination of a projection lantern and a Duboseq colorimeter. 


20 Robiére, Bull. soc. chim., 17, 306 (1915); J. Soc. Chem. Ind., 34, 1078 (1915). 

21 Fresenius, ‘‘Quantitative Analysis.” 

2 Z, anorg. allgem. Chem., 26, 175 (1901). 

23 Am. J. Sci., 27, 302 (1909). 

”4C. A., 13, 1735, 1909. 

* Wells, Am. Chem. J., 35, 99, 508 (1906); Richards, Am. Chem. J., 35, 510 (1906); 
Dienert, Compt. rend., 158, 1117 (1914). 
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Preparation of Pure Silver.—The volumetric methods used for the determination 
of high percentages of silver, employ solutions which should be standardized by metal 
of the highest purity. For the preparation of this metal, the electrolytic method as 
described below is preferred by laboratories which are suitably equipped. 

For the manufacture of a large quantity—several pounds—a basket-like support 
for the anode is made of several glass rods bent so that they will hang from the rim of 
a tall 1000-ml. or larger beaker or battery jar and dip into the receptacle about an inch. 

Smaller anodes may be supported by the positive wire or by a cloth bag fixed in 
place by a string under the flare of the rim of the beaker. In any arrangement for the 
support of the anode, allowance of room should be made for the introduction and free 
movement of an L-shaped stirring rod. 

The cathode may consist of sheet silver or of platinum foil, and lies flat on the bot- 
tom of the beaker. The immersed length of the silver or platinum wire leading from the 
cathode should be covered with rubber tubing. 

Commercial silver, usually about 999 fine, may be used for the anode, but by retreat- 
ment of the deposit, very impure silver may be used, providing that the quantity of 
tellurium present is very low. The presence of tellurium will exhibit itself in the impos- 
sibility of obtaining the desired coarsely crystalline deposit. 

Tellurium in moderate quantities may be removed by melting the silver in a crucible 
or scorifier, adding niter, permitting the silver to nearly freeze, raising the temperature 
and pouring into a hot crucible or scorifier in which the operation is repeated, preferably 
in a muffle furnace, until the surface of the silver is without streaks or spots when cooled 
to near freezing. An oxidizing atmosphere about the molten metal should be main- 
tained. On the basis of 172 grams silver per cubic inch an anode mould for any con- 
venient amount of silver may be shaped from 4-in. pieces of 1-in. square rod on a smooth 
iron plate. Just before the anode bar sets in the mould, a silver terminal strip or wire 
is plunged into it. 

After coating the contact wire or strip and the surface of the anode about it with 
sealing wax, the anode is wrapped with filter paper, held firmly in place by string or 
rubber bands. If the anode weighs half a pound or more, the anode is also wrapped 
with cotton flannel which has been washed with water until free of chloride. A porous 
dish, cylinder or filter cone can be used instead of filter paper and cloth. 

The electrolyte contains about 4% of C.P. silver nitrate and half a per cent of chlor- 
ine-free nitric acid in distilled water, and fills the beaker or jar so it wets only the lower 
surface of the anode. 

The current, of about 0.1 ampere per square inch of cathode surface at the start, 
is raised after deposition has proceeded for a few minutes to the limit at which a coarsely 
crystalline deposit can be maintained. 

Inasmuch as the electrolysis proceeds at a rate of 4 grams per ampere hour, some 
attention is required to break up short circuits and to pack down the rather bulky 
deposit. The deposit, if coarse, can be washed very easily free of electrolyte, and after 
heating to near redness is in the form preferred for use by many assayers. 

Other methods which may be employed consist of dissolving the crude silver with 
nitric acid about 1.20 sp.gr. or with hot concentrated sulfuric acid, if platinum is present, 
separating the gold and platinum by filtration, precipitating AgCl with not too large 
an excess of HCl, stirring the precipitate until it coagulates, washing repeatedly with 
hot water until a washing is obtained which shows no precipitate with H.S, reducing 
the silver chloride by contact with pure zinc, wrought iron or the silver terminal of a 
carbon-silver couple aluminum foil, and washing with hot dilute HCl until a test of the 
decanted liquid indicates absence of the precipitating element. The dried silver, mixed 
with about 1% of dry sodium carbonate, is packed into a clay crucible, the inside of which 
has been glazed with borax glass and covered with a layer of crushed charcoal. 

The sodium carbonate ‘is omitted in case it is desired to melt silver refined by 
electrolysis. 

The silver melted in the tightly covered crucible is poured into an iron mould which 
has been chalked or black leaded. 

By Knorr’s method,” a solution of silver nitrate from which excess of nitric acid has 
been removed by evaporation is freed of metallic impurities by adding enough sodium 
carbonate to precipitate one-tenth of the silver, boiling and filtering. The silver in the 


% Liddell, “Metallurgists and Chemists’ Handbook.” McGraw-Hill, 1918. 
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filtrate is precipitated by sodium carbonate and the precipitate decomposed without 
addition of reducing reagent, by melting in a crucible. Excess sodium carbonate 
carried down with the precipitate of silver carbonate will cover the fusion and such as 
adheres tightly to the metal is readily removed by hydrochloric acid. The metal should 
be smelted under charcoal. 

If the cover of the charcoal is omitted or burned away during the fusion, the molten 
metal is capable of absorbing oxygen from the atmosphere to the extent of about 0.25% 
of its weight. This gas is expelled during the passage of the metal into the solid state 
and produces a casting which cannot be rolled into smooth sheets. 

The most convenient size and shape of castings for rolling is but little larger than a 
lead pencil. Before rolling, the casting is cleaned of particles of the mould wash. After 
rolling to about cardboard thickness, the sheets may be cut up into strips of convenient 
size and length, then digested with dilute hydrochloric acid (1 to 5 of water) washed 
with ammonia and finally with pure water. - 

The silver then should be dried and annealed by heating to redness. It is best 
preserved in a glass-stoppered, salt-mouth bottle and should be exposed to laboratory 
atmosphere as little as possible. 

The purity of each batch of silver made should be compared by use of the Gay-Lussac 
method with standard silver, the purity of which has been determined by analysis of 
a 50- or 100-g. portion for Se and Te, As, Sb, Pb, Cu, Au, and the element employed 
in reducing silver chloride, if the reduction method was followed in the manufacture 
of the metal. 

A considerable portion of this chapter was contributed by W. G. Derby, who for 
seat eee was chief assayer and research chemist of the Nichol’s Copper Company, 

ew York. 


THE FIRE ASSAY FOR GOLD AND SILVER’! 


Definitions.—lire assaying is a branch of quantitative chemical analysis 
in which metals are determined in ores and metallurgical products by extracting 
and weighing them in the metallic state. The methods employed involve 
slag-melting temperatures and the use of reducing, oxidizing and fluxing 
reagents, and are in principle the same as those used in metallurgy. 

The metals ordinarily determined by fire assaying are gold, silver and 
platinum. This method can not be recommended for the baser metals except 
as a means of concentration, for example of bismuth by means of lead, or of 
isolation of tin or white metals in preparing a sample of dross for wet analysis. 

An ore is a mineral aggregate from which one or more metals can be ex- 
tracted at a profit. 

Metallurgical products Include a large number of metal-bearing mixtures 
and compounds, ranging from high grade gold and silver bullion to very weak 
cyanide and sulfate solutions. 

The constituents of an ore are usually divided into two general classes, 
the valuable minerals containing the metals, and the non-valuable minerals or 
gangue. A similar classification can be made in the case of many metallurgical 
products. In gold and silver bullion and other alloys most of the components 
are metallic, and the assaying problems involve mainly the separation of metals. 
Selenium (and at times Tellurium) is found in certain types of Doré Bullion. 


GENERAL OUTLINE 


With ores and metallurgical products containing non-metallic elements 
the process consists, briefly, in the production of two liquids, liquid lead con- 
taining the valuable metals, and liquid slag containing the waste matter or 
gangue. The two liquids separate from each other by reason of the great 
difference in specific gravity and insolubility in each other. The valuable 
metals are separated from the lead and from each other by taking advantage 
of differences in chemical properties. The slag may frequently be discarded, 

1 Original chapter by the late Irving A. Palmer, Professor of Metallurgy, Colorado 


School of Mines. Revised in accordance with suggestions made by T. A. Wright, 
Technical Director, Lucius Pitkin, Inc. 
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but it is often necessary to run corrections to recover the silver and gold in- 
variably lost in slags and cupels ; hence some slags must be saved for this purpose. 

In the operation of the process the gold and silver, and platinum metals, if 
present, are collected from the metal-bearing portion of the ore or metallurgical 
product by means of molten lead reduced from litharge or lead oxide. The 
descending ‘‘ rain ”’ of tiny droplets of lead reduced from the litharge acts as 
a collector of the gold, silver and platinum metals. Therefore the litharge and 
all other additions should be substantially free of silver, bismuth, antimony and 
thallium, or else having a silver increment known to be negligible or exactly 
determinable on occasion, which is often necessary. The gangue is converted 
into a fusible slag by means of reagents known as fluxes. 

The effectiveness of the fire assay in separating gold, silver and platinum 
from ores and metallurgical products depends upon two properties of these 
metals: first, their weak affinity for non-metallic elements, especially at high 
temperatures, and second, their very great affinity for molten lead. The 
collection of the precious metals in the lead, therefore, is the simplest part of 
the process. The fluxing of the gangue is much more difficult, and requires 
considerable knowledge and skill. If the fluxing is properly performed, the 
collection of the valuable metals usually takes care of itself. It is often neces- 
sary to add silver to assis) the recovery of the gold by acting as a collector, and 
by reducing the loss of gold in the cupel, and to permit the subsequent parting 
operation to be effective. 

Reagents.—A flux is a substance which when heated in contact with some 
difficulty fusible compound either combines with it or takes it into solution, 
in each case producing a compound or mixture which is easily fusible at ordinary 
furnace temperatures. The principal fluxes and other reagents used in fire 
assaying are described in the following paragraphs. 

Litharge or oxide of lead, PbO, melting point 883° C., has several important 
uses. It furnishes the lead anion collects the previous metals; it readily 
combines with silica, producing easily fusible silicates ; and it acts as an oxidizing 
and desulfurizing agent. It is a very strong basic flux. 

Sodium carbonate, Na.CO;, melting point 852° C., is a powerful basic 
flux. It combines with silica and alumina, producing fusible silieates and 
aluminates. When molten it has the property of dissolving or holding in 
suspension a number of refractory gangue materials. To some extent, also, 
it acts as an oxidizing and desulfurizing agent. The use of anhydrous sodium 
carbonate is in general preferable, but the bicarbonate, NaHCOs, is employed 
where greater gassing action is desirable, since the latter gives off twice as much 
carbon dioxide as the former per unit of silica fluxed. Potassium carbonate, 
K,CO3;, melting point 894° C., is rarely used in fire assaying because of its 
greater cost. 

Borax glass, Na.B.,07, melting point 742° C., is an acid flux used for com- 
bining with or dissolving the basic and some of the acid constituents of the 
gangue, producing easily fusible complex borates and mixtures of borates and 
other compounds. Even silica dissolves to some extent in molten borax glass. 
An excessive amount of borax glass should be avoided where silver values are 
important because of the tendency toward low results due to loss of silver in the 
slag under these conditions, 
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Silica, SiO., melting point 1755° C., is a strong acid flux. It combines 
with metallic oxides and produces silicates which in many cases are considerably 
more fusible than silica itself. 

Granulated lead or test lead (m.p. 327° C.) is used in the scorification assay, 
which is conducted under oxidizing conditions, and in which, therefore, litharge 
could not be employed as a source of lead. 

Lead foil or sheet lead is used in the assay of gold and silver bullion. 

For many purposes sheet lead may contain more silver or bismuth than test 
lead, although this is of course to be avoided if possible; the amount of sheet 
lead rarely exceeds 20 g. in good umpire practice as in Doré assays, or 10 g. in 
the combination fire and wet blister assays. 

Flour is known as a reducing agent. It contains carbon, which reduces 
lead from litharge. Charcoal was formerly used for this purpose, but is not 
so convenient. 

Starch is a convenient reducing agent and its use is common practice. 

Argol or crude cream of tartar, KHC,H,4Og, is both a basic flux and a reduc- 
ing agent. On being heated it decomposes as follows: 


2KHC,H,O,+heat~K.0 +5H.0+6C0+2C. 


It is effective in assays requiring strong reducing action and low temperatures. 

Iron is sometimes used as a desulfurizing and reducing agent. It decom- 
poses most of the heavy sulfides, yielding the metals and iron sulfide. 

Potassium nitrate, KNO;, melting point 339° C., is a powerful oxidizing 
agent. It is used to neutralize the effect of an excess of reducing substances 
in the material to be assayed. High sulfur ores, if assayed without previous 
roasting, require the addition of nitre to the charge. In contact with a reducing 
agent two molecules of potassium nitrate give up five atoms of oxygen, as 
shown in the following equation: 


The potassium oxide coming from the decomposition of the nitre acts as a 
basic flux. 

Common salt, NaCl, melting point 819° C., is a neutral substance sometimes 
used as a cover for crucible fusions to exclude the air. When molten it rests 
on top of the charge and does not enter into it. 

All of the reagents used must be pure and in a finely divided condition. 
Sodium carbonate shows a tendency to form lumps. These should be broken 
up and the entire mass put through a moderately fine screen. 

Furnaces and Equipment.—The major operations of fire assaying are usually 
conducted in muffle furnaces. The muffle is a box-like receptacle; formerly fire 
clay was used but the silicon carbide muffle is rapidly displacing other types. 
The muffle is so placed in the furnace that all sides except the front are heated. 
There is a generous vent of rectangular shape in the back of the muffle. The 
refractory vessels containing the material to be assayed are placed in the muffle, 
and there is no direct contact with the fuel or its products of combustion. The 
fuel may be coal, oil, gasoline or gas. 

Cupels.—The separation of the precious metals from the lead alloys pro- 
duced in fire assaying is effected in small shallow vessels of bone ash, known 
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as cupels. The material consists mainly of calcium phosphate, small per- 
centages of magnesium phosphate, calcium and magnesium fluoride and 
carbonate. It is a product of the burning of animal bones, preferably those of 
the sheep. It should be ground fine enough to pass a 40-mesh screen, in which 


Fre. 102. Oil Muffle Furnace. 


ease about 50% of it will pass a 150-mesh screen. The cupels are made by 
moistening the bone ash with a small amount of water and then compressing it 
in the cupel mould, which consists essentially of a ring and die. The bone ash 
is forced into the shape desired at a considerable pressure, so as to insure 
sufficient rigidity in the cupel. . The amount of water needed varies, but should 
be as low as possible. By using high pressures good cupels can be made 
from perfectly dry bone ash. 

The requirements of a good cupel are that it should be infusible at ordinary 
furnace temperatures, that it should not be attacked by metallic oxides, that 
it should be porous, and that it should be sufficiently rigid to permit of con- 
siderable handling. 

The question of cupel losses, other than those due to the purity and silver- 
gold ratio of the bead, is governed by a number of factors. Among these are 
cupel material, batch moisture, pressure, diameter and depth of cup, and con- 
tour of cup depression. All of these factors'have been the basis of an extended 
study by J. T. King? which is commended to all assayers interested in silver 
losses. The study did not, however, include determination of lead retention, 


2 The Influence of Cupels on Silver Loss, J. T. King: Bulletin 147 (1934); 70 pp.; 
Univ. of Toronto. 
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an item not to be disregarded but which may in part offset silver absorption 
losses, nor did it include various gold-silver ratios. If, however, silver and gold 
are in the ratio of at least 5-1, gold absorption by good cupels, (copper not 
being present in unusual amount) is, for weights most often encountered, usually 
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Fig. 103. Muffle Furnace. 


negligible. Silver losses, in any event, for a cupellation to feathers will vary 
from about 1% for a bead 300 mg. or more up to about 4% for a bead of say 
10 mg. weight. The loss ig not a straight line relationship, however, for at 
100 mg. the normal loss should be 1.90%+.15. For all the experimental losses 
determined by King (ibzd.), however, less than .50% of the total loss could be 
attributed to volatilization. Reference should be made again to the original 
paper for the details and the twelve conclusions which are too extensive to quote. 

Bone-ash cupels have been considered superior when made of a good grade 
‘bone-ash of properly proportioned particle size. In general, the grade known 
as XXX is preferable and King’s recommendation of a water addition of 10 to 
12% with a pressure of at least 800 lbs. per sq. in. at the die confirms good plant 
practice. Cupels should be dried slowly to avoid cracking but aging over a 
week is not necessary. A uniform height of about 1” is indicated. Width - 
varies with weight of lead button. Two sizes 114%” and 114” are most common. 

If cupels must be purchased or transported, or for some kinds of interplant 
control, a less fragile composite cupel of 70% bone-ash and 30% cement may be 
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used, but temperature control must be adjusted. Composite cupels are not 
favored for umpire assays or those of similar importance, though King (ibid) 
found that Silver losses at least were no higher than those made from bone-ash. 

The Assay-Ton System.—As the precious metals are bought and sold by 
the Troy system of weights, and ores by the Avoirdupois system, considerable 
time would be lost in calculating assay results, were there no way of avoiding 
it. To simplify the calculation Prof. C. F. Chandler, of Columbia University, 
invented the assay-ton system of weights. The assay-ton is equal to 29,16624 
milligrams. As there are 29,1662 Troy ounces in an Avoirdupois ton of 2000 
pounds, the number of milligrams and fractions of a milligram of precious 
metals found in an assay-ton of ore corresponds to the number of Troy 
in an Avoirdupois ton. 
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Fig. 104. Cross Section of Two-Muffle Assay Furnace. 
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Sampling.*—It goes without saying that good results in assaying presuppose 
accurate sampling. Silver is reported ‘in assay certificates to the nearest 
tenth of an ounce; gold usually to the nearest one hundredth of an ounce. 
One tenth of an ounce means one part in 291,667; one hundredth of an ounce, 
one part in 2,916,667. In the preparation of the sample, therefore, the ratio 
between the weight of any fractional portion and the weight of the largest 
particle in it must be very large, so that the accidental inclusion of a number 
of rich pieces in any portion shall not affect the results beyond the limits of 


3D. Brunton, Am. Inst. Mining Engrs., 40, 567-596 (1911); F. P. Dewey, Orig. 
Commun., 8th Internat. Cong. Appl. Chem., 1, 155. 
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error in assaying. Grinding to too fine a mesh should be avoided. From 80 
to 120 mesh is probably the best range. The density of gold is so much greater 
than that of the country rock that segregation may occur on certain types of 
ore, if the grinding is too fine. The heat generated may volatilize sulfur as 
SO, or cause oxidation of other constituents to occur; this is of importance in 
rich material. 

The division of the sample can often be done most precisely with Jones 
Samplers, the size of which is in relationship to the volume of the material to be 
divided. 

Balances and Weights.—The balances used in fire assaying are somewhat 
different from those found in chemical laboratories. They are known as flux, 
pulp and assay balances. The assay balances are for weighing the gold and 
silver, often exceedingly small in amount, and are the most delicate type of 
commercial balances made. They should be quick in action and not liable to 
changes in adjustment. The beam should be short, light and rigid. The 
balance should be sensitive to 0.005 milligram at least. It need not have a 
capacity of more than 1.0 gram but should be accurate with that load. 


Cupel Tongs Pliers Parting Flask 
Fig. 105. Apparatus for Fire Assay. 


In large laboratories separate balances are furnished for weighing the gold. 
These balances should be adjusted before each weighing and should be handled 
with the greatest of care. In the assay of goid ores, when using a half assay- 
ton portion, every error of .01 milligram in weighing the gold means a variation 
in the value of the ore of forty cents per ton. 

It is desirable that a set of Bureau of Standards certified weights (1 g. to 
1 mg.) be secured, and used for checking the weights used in routine work, at 
regular intervals; the standards should be sent back occasionally for restand- 
ardization. Weights should be handled only with bone tweezers, and with 
every precaution to avoid change in their mass. 

The Crucible Assay.—This method of fire assaying is adapted to the great 
majority of gold and silver ores and to many metallurgical products. The 
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process consists in treating a weighed portion of the sample, carefully mixed 
with the necessary reagents, in a fire-clay crucible. In order to do this effec- 
tively the character of the material to be assayed must be known. Thus, ores 
may be oxides or sulfides. They may be basic, acid or neutral. They may 
be strongly oxidizing or strongly reducing. Each case requires a particular 
method of treatment. 

The amount of sample of ores usually taken is one half assay-ton, run in 
duplicate. Twenty-gram fire-clay crucibles are used, that is, crucibles capable 
of holding twenty grams of ore and the necessary reagents. In most cases the 
total charge will fill the crucible to within one inch of the top. For jewelers’ 


sweeps the sample is no larger than one-quarter assay ton, and for some types — 


of slimes and precipitates which can be subjected to crucible assays, no more 
than one-tenth or even in certain instances one-twentieth of an assay ton should 
be used. 

Lead Reduction with Oxidized Ores.—Experience has shown that the best 
results are obtained when the lead reduced from the charge amounts to from 
25 to 35 grams. If the ore is oxidized, a reducing agent must be added to 
precipitate the necessary lead. Flour is the reagent ordinarily used although 
charcoal or argol can be substituted for it. The lead is reduced according to 
the following equation: 


2PbO0+C—2Pb+COsz. 


That is, 12 parts of carbon theoretically will reduce 414 parts of lead from 
litharge. Hence, the theoretical reducing power of carbon is 414/12 or 34.5. 
In practice, the reducing power of charcoal is found to range between 25 and 
30, and that of flour from 10 to 12. Argol has a reducing power of about 8 or 9. 
In most oxidized ores, therefore, from 214 to 3% grams of flour will be required 
to reduce from 25 to 35 grams of lead from the litharge. 


Cupel Muffle Crucible Scorifier 
Fig. 106. Apparatus for Fire Assay. 


If the ore contains ferric oxide, manganese dioxide, or some other easily 
reducible oxide, more flour must be added. Some iron-manganese ores require 
as much as 5 grams of flour to throw down the nécessary lead. With unknown 
ores the right amount can be determined only by trial. 

For jewelers’ sweeps a minimum lead button of 80-90 g. is indicated, to be 
then scorified to 20-25 g. Sweeps are oxidizing in character since they consist 
of well burnt material and of iron and chromium oxides or other similar polishing 
agents. 

Lead Reduction with Sulfide Ores.—In the case of ores containing sulfides, 
arsenides or other reducing substances, there will be a reduction of lead without 
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the addition of carbon. In fact it is usually necessary to add an oxidizing 
agent to prevent the precipitation of too much lead. The following reactions 
show the effect of a number of sulfide minerals when heated in contact with 
litharge and sodium carbonate. 


(1) PbS+3PbO+Na.CO;=4Pb+Na2S0:+COs., 
(2) ZnS+4PbO+ Na,CO;=4Pb+Zn0+Na.801+COs., 
(3) 2FeS.+15PbO0+4Na2CO;=15Pb+ Fe.03;+4Na.S04+4C0O>. 


The sodium carbonate induces the complete oxidation of the sulfur to SOs, 
with the formation of the very stable compound sodium sulfate. In the ab- 
sence of an alkaline carbonate most of the sulfur is oxidized to SOz2 only, and 
the amount of lead precipitated is correspondingly decreased. 

Reaction (3) shows that pyrite has a greater reducing power than flour 
itself. If, therefore, a half-assay-ton of ore consisting mainly of pyrite were 
to be subjected to a crucible fusion, without the addition of some oxidizing 
agent, but with a large amount of litharge, anywhere from 100 to 150 grams 
of lead would be reduced. This would be entirely too much for the subsequent 
process of cupellation. In order to prevent the reduction of an excessive 
amount of lead, potassium nitrate is added to the charge. The following 
reactions show the oxidizing power of this reagent: 


(4) 2KNO;+5Pb=5Pb0+K,0+N,, 
(5) 2FeS.+6KNO3;=Fe.03+4803+3K2,0+3N2. 


Reaction (4) shows that 202 parts of nitre will oxidize 1035 parts of lead 
to litharge. The theoretical oxidizing power of nitre, as measured against 
lead, is, therefore, 5.12. Reaction (5) when compared with reaction (3), 
given above, shows that 606 parts of nitre will oxidize the pyrite needed to 
reduce 3105 grams of lead from litharge. Here again the oxidizing power of 
nitre is shown to be 5.12. In practice, it is found to be somewhat less, more 
nearly 4.5. 

The fire assay of sulfide ores, therefore, involves either a preliminary 
assay, or a calculation from the chemical analysis, in order to determine the 
amount of nitre to be added. With unknown ores it is better to make a 
preliminary fusion, using 5 grams of the ore, 75 grams of litharge, 20 grams of 
sodium carbonate and 10 grams of borax glass. The button of reduced lead 
is weighed and its weight divided by 5. This gives the reducing power of the 
ore. From this can be calculated the reducing power of one half assay-ton 
of the ore, and the amount of nitre necessary to add in order to cut down the 
weight of the reduced lead to about 30 grams. An excess of silica or borax 
glass decreases somewhat the amount of lead by causing the formation of 
difficulty reducible lead silicates or borates. 

Amount of Litharge.—The amount of litharge for a half assay-ton charge 
usually ranges from 60 to 75 grams. Only about half of this is needed to 
produce the 25 to 35 grams of metallic lead used as the collector. The excess 
litharge serves to prevent the reduction of other base metals, such as antimony, 
bismuth, iron, copper and zinc, to help flux the silica, to act as a solvent for 
some of the refractory gangue materials, and to make sure that every particle 
of the ore in the crucible is in close proximity to one or more particles of litharge. 
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In special cases it may be advisable to use a very large excess of litharge, as in 
the assay of rich gold telluride ores, zinc precipitates and saturated cupels. 


HEUSSER 


Fic. 107. Assay Balances for Small Weights. 


Amount of Sodium Carbonate.—The amount of sodium carbonate to be 
used depends somewhat upon the character of the ore, although the modern 
practice is to use about the same quantity in assaying a great variety of ores 
and metallurgical products. The principal function of the sodium carbonate 
is to flux the silica and alumina, which are nearly always present in greater or 
less degree. The reactions are as follows: 


(6) Na2CO3+S8102 = Na»Si03+COsz, 
(7) 2Na2CO3+Si02 = NasSi0u+2COr, 
(8) Na2CO3+ Al2.0O3 = NavAloOxs+COs. 


The two silicates and the aluminate are both quite fusible at ordinary furnace 
temperatures. 

The silicates used in assaying and in metallurgy are usually classified accord- 
ing to the ratio between the oxygen in the acid radical and that in the base. 
Only four of these type silicates are of any practical importance. They are 
shown in the following table: 
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SU esilice Lemme parrepeire falareiesere) sidsectaid Buca sre biwlle Babies o 4RO, SiO. 
Mrono= Or SINGUIO-SINICALE no ot desc eee ce ei ewe cases 2ROy SiOe 
SEC (ISS NERY KS. So Ba RAS SG oto OI eee 4RO, 3Si02 
Steci CA COMMUTE hE cle yslen hye elas. cc oa eee ohe RO, SiO; 
In the above silicates, the ratios are 14 to 1, 1 to 1, 144 to 1, and 2 to 1, re- 
spectively. 


Reactions (6) and (7) show that to flux one part of silica to bi-silicate and 
mono-silicate requires about 134 parts and 31% parts, respectively, of sodium 
carbonate. If the half assay-ton of ore, therefore, consisted of almost pure 
quartz, it would take 25 grams of sodium carbonate to flux it to sodium bi- 
silicate, and 50 grams to flux it to the mono-silicate. As a matter of fact, the 
bi-silicate slag is satisfactory in this case. In general, the acid silicates have 
lower melting points but greater viscosity than the basic silicates. The excess 
litharge in the charge also combines with silica, and may thus produce more 
basic silicates. Moreover, a mixture of silicates usually has a lower melting 
point than that calculated from the melting points of its components. 

Reaction (8) shows that 1 part of sodium carbonate is required to flux 
1 part of alumina. | 

In practice from 30 to 35 grams of sodium carbonate are used in a half- 
assay-ton charge. In many cases this may seem to be a large excess. It 
must be remembered, however, that this reagent serves also to assist in the 
oxidation of the sulfides through the formation of sodium sulfate, that it has a 
solvent effect upon refractory oxides and other substances, and that it increases 
the bulk of the charge, thus protecting the ore from the action of the air and 
from the escape of the more volatile metals and their compounds. Being very 
fusible itself, an excess also serves to increase the fusibility of very refractory 
charges. 

Amount of Borax Glass.—The rational formula of borax glass, Na.O, 
2B.03, shows that it is an unsaturated compound and can take up more of the 
base. This base may be sodium oxide or one or more of the heavier oxides. 
The result of the addition is a fusible complex borate. This is shown in the 
following reaction : 

(9) NasO, 2B20;+2Ca0O = Na.O, 2CaO, 2B203. 

The compound produced is a sodium-calcium borate and shows the fluxing of .5 
part of lime by one part of borax. The solvent power of borax glass for various 
substances has been referred to above. In practice it does not matter whether 
there is chemical combination or solution. What is desired is perfect liquidity 
at furnace temperatures. 

The amount of borax glass ordinarily used in a half-assay-ton charge varies 
from 10 to 15 grams. If the ore is very basic and refractory, more borax should 
be used. It should be kept in mind that excess of borax tends to give low 
silver results. a 

Some assayers use silica in the assay of very basic ores. It is a good flux 
for iron and manganese oxides, producing fusible silicates. It is also very 
cheap. It cannot be used in excess, because of its very high melting point. 

Assay of Slags.—The slags produced in crucible fusions in fire assaying are 
often very complex mixtures of silicates, borates, oxides and other compounds. 
In the molten state there can be chemical combination, solution and suspension, 
all at the same time. Ordinarily it is quite useless to attempt the formation 
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of a definite silicate or borate. If a sufficient amount of the proper fluxes is 
used, and a high temperature at the finish, there is usually no trouble in getting 
a good fusion. As a general rule the greater the complexity of the slag the 
lower its melting point. ‘ 

For certain types of material of an intermediate metallurgical nature, such 
as slimes, precipitates, etc. commercial practice often calls for a corrected assay. 
This means that the slag from a set of fusions and scorifications must be saved 
and assayed separately with a new charge or as combined with the pulverized 
’ bone ash from the cupel. Beads from these slag and cupel correction assays 
at times run considerably lower in fineness than does a normal assay bead. 


WEIGHING AND MIXING THE CHARGE 


It is usually most convenient to mix the charge within the crucible. The 
fluxes should be put in first, the most bulky one at the bottom. They should 
be measured rather than weighed, in order to save time. Only the flour and 
nitre need to be measured accurately. The ore is carefully weighed on a pulp 
balance and placed on top of the fluxes. The mixing is best done by means of a 
steel spatula, and should be very thorough. Good mixing is shown by the 
uniform appearance of the charge. The fluxes should be free from lumps. 
The practice of using a salt or borax cover on the charge is not so common as 
it was. Ordinarily it is not necessary. Whenia salt cover is used in assaying 
rich ores, there is some danger of the production of volatile silver and gold 
chlorides. Borax glass as a cover is expensive. 

Fusing the Charge.—The fusion of the charge is best conducted in a muffle 
furnace, although it can be made in a coke furnace, or even in a blacksmith’s 
forge. The crucibles should be placed in the muffle when the latter is at a 
bright red heat. The temperature is then gradually raised until at the end 
of 45 minutes it reaches a light yellow heat, say 1050° C. Sulfide ores should 
be run rather more quickly than oxide ores, so as to oxidize the sulfides before 
they have a chance to melt down into a matte. If the heat be raised too 
rapidly, there is danger of boiling over, due to the large volume of gases 
liberated. 

The crucible fusion may be divided roughly into three stages. There is 
first the preliminary heating stage, accompanied by some reduction of lead 
from litharge, the partial fusion and decomposition of nitre if present, the 
partial reduction of higher oxides, and some fluxing of silica by sodium car- 
bonate and litharge. During the second stage most of the chemical reactions 
take place and the entire charge seems to be in a state of violent agitation. 
Lead is reduced from the litharge by flour, sulfur or other reducing agent, and 
the multitude of small shots pick up the adjacent particles of gold and silver. 
Gold tellurides and silver sulfides are decomposed by litharge, setting the 
metals free. Sodium carbonate and borax react upon the acid and basic 
constituents, respectively, of the charge, and produce slags. Alumina and 
other oxides either combine with these reagents or dissolve in the slag mixture. 
There is a copious evolution of gases, such as carbon dioxide, carbon monoxide, 
sulfur dioxide, and nitrogen. The third stage is known as the period of quiet 
fusion. It is for the purpose of completing the slag-forming reactions and of 
rendering the slag as liquid as possible. This enables all of the small particles 
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of lead to fall down through the slag, collecting the remaining traces of gold 
and silver. The latter are washed out of the slag much as a shower of rain 
sweeps the dust particles out of the air. The slag must be thoroughly liquid 
in order to insure a perfect separation from the lead. 

A high temperature of the beginning of the fusion should be avoided, as it 
not only increases the chances of boiling over, but may cause some volatilization 
of compounds of the precious metals. After these metals are reduced and 
alloyed with lead, the temperature can be raised with less danger of loss. A 
row of empty crucibles or a prism of coke should be placed in front of the cruci- 
bles containing the fusions, and the muffle door should be kept closed. 

The time required ranges from 40 to 55 minutes, according to conditions. 
A long-continued fusion at a low temperature usually means a small lead button 
and an imperfect collection of the gold and silver. 

The period of quiet fusion should last about 10 to 15 minutes. The cruci- 
bles are then taken out of the muffle, tapped gently with a whirling motion, 
to collect stray shots of lead, and the contents poured into conical iron moulds. 
The greater part of the slag should be poured off first, so as to avoid splashing 
of the lead against the sides of the mould. When cold the lead buttons are 
taken out and hammered into rough cubes, so as to remove the adhering slag. 
If substantially free of copper the lead buttons are now ready for cupellation. 
It is not always advisable to pour the contents of a crucible charge. If Irid- 
ium, for example, is present or any of the other Platinum Group it is better 
practice as arule to cool the charge in the crucible after tapping while still hot 
but slightly, however, to help assist settling,, The crucible is then broken. 
Examine the slag for shot. 

Crucible Charges.—It is impossible to give a crucible charge that would 
be satisfactory in every casé. Modifications in the amount and kind of 
reagents must be made to suit the character of the material to be assayed. 
However, the variations are not so great as is generally supposed, and many 
assayers use stock fluxes for a great variety of ores and metallurgical products. 
Changes are made only when the conditions seem to require them. 

The following tables gives the approximate amount of the different reagents 
used in an ordiary crucible fusion: 


Ore 14 assay-ton 

Sodium earbonate 25 to 35 grams 

Borax glass 10 to 15 grams 

Flour or Nitre As required. (See Preliminary Assay) 
Litharge 60 to 75 grams. 


The Scorification Assay.—The scorification assay is used principally in 
those cases in which an undue amount of interfering base metals would. be 
reduced along with the lead if crucible fusions were made. Thus, if a crucible 
fusion be made upon an ore containing copper or antimony, either of these 
two metals will be reduced along with the lead and produce a button which 
is difficult to cupel. Even with sulfide ores there is a considerable reduction 
of the copper or antimony, as is shown in the following reactions: 


(10) Cu.8 +3PbO +Na.CO;3 => Cuot3Pb+Na2S01+COs, 


Nickel and cobalt are reduced in the same way. 
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In many instances scorification is a natural sequence operation after the 
crucible fusion, in order to remove Cu, Sb, etc. Very high weights of lead— 
as much as 90-100 g.—are necessary per gram of high nickel optical or jewelry 
alloys. The combination of high lead and the maximum heat of the muffle is 
required to obtain a sufficiently fluid nickel-lead melt and slag, and thus mini- 
mize slag losses. 

In the scorification assay the operations are carried out under oxidizing 
conditions so as to prevent the reduction of the interfering metals. Metallic 
lead is used as the collector and is added as such. The flux is mainly litharge, 
coming from the oxidation of the lead, with a small amount of borax. 

The operation is conducted in shallow fire-clay dishes known as scorifiers, — 
3inchesin diameter. A 214” dish is used on the combination wet and fire assay. 
The amount of ore taken is usually 1/10 assay-ton, sometimes 1/5 or 1/20 
assay-ton. About 25 grams of granulated lead are spread over the bottom of 
the scorifier and the ore then added and thoroughly mixed with the lead. The 
mixture is then covered with about 25 grams more of granulated lead and one 
gram of a1 : 1 mixture of silica and borax glass. Usually from 5 to 20 portions 
of the ore are weighed up so as to lessen the chances of error. ‘The scorifiers 
are placed in a muffle heated to redness and the door closed. As soon as the 
lead melts the door is opened, in order to admit air and increase the rapidity 
of the oxidation. The ore is seen to be floating on the lead. The latter begins 
to oxidize and the litharge produced in turn oxidizes the sulfides in the ore, 
assisted by the oxygen of the air. The temperature at this point must be low 
in order to prevent volatilization of gold and silver. The ore is not protected 
by a large bulk of fluxes as it isin the crucible assay. As the oxidation proceeds, 
a ring of slag, mainly litharge, begins to form around the bath of lead. The 
ore gradually disappears, the gold and silver going into the molten lead and 
the gangue combining with or dissolving in the litharge. Owing to the strong 
oxidizing conditions, most of the copper and practically all of the antimony 
present go into the slag. As the ring of slag increases, the temperature is 
raised. Finally, the lead becomes completely covered, and the muffle door is 
closed in order that the slag may become thoroughly liquid. The contents 
of the scorifiers are then poured into conical moulds, as in the case of the crucible 
fusions. The lead buttons should weigh from 15 to 20 grams. Very small 
buttons usually mean low results. With high copper material it is sometimes 
necessary to scorify two or three times and to use a large amount of lead. The 
buttons are cleaned and cupelled in the usual way. 

The scorification assay is not adapted to ores containing volatile constit- 
uents, such as tellurides, arsenides and metallic zinc. Carbonates and highly 
oxidized ores are also unsuited to this method. If the ore contains much basic 
gangue it should not be scorified, as there is not enough acid flux to take care 
of it. Low grade gold ores are not usually assayed by scorification because 
of the small amount of ore taken. In practice the method is limited to the 
higher silver-bearing ores and metallurgical products containing considerable 
quantities of antimony, copper, nickel and cobalt. It is a standard method 
for the assay of copper matte. Scorification is also sometimes used to reduce 
the size of and to purify lead buttons produced in the crucible method. 

Sometimes silver determinations in ores, especially those running 150 ounces 
or above, may best be handled by scorification rather than crucible fusion. 
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One half assay ton is divided between three scorifiers and combined on the 
second heat to one. The test lead used must be checked for freedom from 
Ag, Bi, Sb and Tl. Thallium in particular would go into the bead with the 
silver and give erroneous high results. 

Some slimes and precipitates and silver sulfides are best assayed by initial 
scorification attack. 

Cupellation.—Cupellation is the process by which the gold and silver are 
separated from the lead and other base metals with which they are alloyed. 
Design and make of cupel having been discussed under cupels, it remains 
to consider time, temperature and oxygen supply. 

The lead buttons having been charged, the door should be closed to re- 
duce the oxygen while melting and then immediately reopened. Even when 
opened it is not desirable to have such a strong draft that the ‘‘ feathers ”’ 
or litharge crystals formed are carried away. ‘“‘ Feathers’ are the assayers’ 
temperature control. Time varies from 20 to 25 minutes and losses for 
a finishing temperature of 875--5° C. will vary about +.10 for a 100 mg. 
silver bead. 

In the cupellation process the lead is oxidized to litharge which is taken 
into the pores of the cupel by capillary attraction. This takes place because 
litharge is molten at the temperature of the operation. Most of the other 
base metal oxides are infusible at this temperature. When in moderate 
amounts, however, they dissolve in the liquid litharge and are carried into the 
cupel. If the lead contains much copper and antimony, the oxides of these 
latter metals accumulate on the cupel and may ruin the assay. Hence the 
need for scorification in these cases. 

The cupels should be heated in the muffle for at least 20 minutes before 
putting in the lead buttons. Cupellations are best started at a bright red 
heat, say about 900° C. As soon as the buttons are put into the cupels, the 
muffle door should be closed. If the temperature is too low, an infusible oxide 
will form on the lead as soon as the latter is melted and refuse to go into the 
cupel. The disappearance of this film of oxide on further heating is referred 
to as the “ opening” or ‘‘ uncovering ’’ of the lead. Sometimes it is necessary 
to hasten the opening by means of a burning stick of wood placed immediately 
over the cupel. This reduces the oxide and at the same time raises the tem- 
perature. When all of the cupellations are uncovered, the muffle door is 
opened and the temperature lowered rapidly to the lowest possible point at 
which the operation can proceed. This must be done because a temperature 
higher than necessary increases the loss of gold and silver. This loss occurs 
by absorption into the cupel and by volatilization. If the temperature falls 
too low, the buttons “‘ freeze’; that is, the litharge, which melts at 883° C., 
solidifies on top of the liquid lead, which melts at 327° C., and the operation 
stops. The melting point varies with the ratio Pb:Au:Ag. 

At first thought it would seem that a temperature slightly above 883° C. 
would be the proper one for cupellation. As a matter of fact the temperature 
of the muffle need not be above 750° C. This is due to the fact that the oxida- 
tion of the lead generates a considerable amount of heat, and the buttons are 
thus hotter than either the muffle or the cupels. A good indication of the right 
cupellation temperature is the formation of solid flakes of litharge, known as 
““feathers,”’ upon the inner edge of the cupels. The volatilized litharge strikes 
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the comparatively cool bone ash and sublimes as flake crystals. If the beads 
contain platinum metals, it is not ordinarily desirable to cupel to “ feathers,” 
but rather to raise the temperature slightly above that normally necessary 
through the 21 to 23 minutes operation. Otherwise unusually large amounts of 
lead are retained. When change is made from the clay muffle to the silicon 
carbide muffle, the operator must learn to associate temperatures with a dif- 
ferent series of colors. 

The presence of impurities usually increases the loss of gold and silver, and 
adds to the difficulties of the operation. Copper or nickel in quantity may 
cause the buttons to freeze even at moderately high temperatures. Antimony 
causes the formation of a hard, infusible crust of lead antimonate which retains | 
silver and which often splits the top of the cupel. 

The surface of the lead in the cupel is convex, owing to the high surface 
tension of the metal. During cupellation the drops of molten litharge can be 
seen rolling off of the lead and disappearing into the cupel. The surface 
tension of the melted litharge is less than the attractive force of the bone ash. 
In scorification, where the vessel is not porous, the litharge forms a concave 
surface and climbs up the sides of the scorifier. This explains in part the high 
gold losses in the cupellation of lead containing gold and tellurium. Some 
of the gold telluride passes into the cupel just as in the case of litharge. Gold 
telluride is also more volatile than metallic gold. 

As the operation proceeds, the lead and other base metals gradually oxidize 
and disappear. Copper and bismuth are less readily oxidized than lead, and 
hence tend to remain until most of the lead has gone. The presence of bismuth 
can be seen by the so-called bismuth ring, and even when this is not noticeable, 
the bead may still retain bismuth sufficient to reduce the fineness to a point 
requiring correction when large tonnages are involved. The temperature 
should be raised slightly at this point in order to prevent the buttons from 
solidifying before the base metals are completely oxidized. Small amounts of 
these metals usually remain, even in a well-conducted cupellation. The melting 
point of gold and silver being considerably higher than the temperature of — 
the muffle, the buttons solidify soon after the base metals are gone. At the 
moment of solidification the buttons flash or ‘‘ blick,’’ owing to the release of 
the latent heat of fusion. If the buttons are large and consist mainly of silver, 
they may “ sprout”’ or “ spit”? on being withdrawn quickly. This is due to 
dissolved oxygen which escapes when the button solidifies. The sprouting 
may be prevented by covering the silver button with a hot inverted cupel as 
soon as the cupellation is finished, and allowing the covered cupel to remain in 
the muffle for several minutes. This insures a slow cooling of the silver bead. 
After cooling the buttons are removed from the cupel by means of forceps and 
the adhering bone ash brushed off. The buttons are then weighed on an assay 
balance to the nearest one-tenth of a milligram. If a half-assay-ton of ore was 
used, the results multiplied by two equal the ounces per ton of combined gold 
and silver. 

In cleaning buttons which are sometimes large enough to require squaring 
with a hammer on an anvil before cleansing with a stiff brush, rather than by 
compressing with pliers, the bottom of the button should be examined for 
roots, which are evidence of faulty cupel material or manufacture. Such 
buttons should be discarded. ; 
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Parting.—Parting is the separation of gold from silver in an alloy con- 
taining these metals, and is effected in fire assaying by means of nitric acid. 
This acid converts the silver into soluble silver nitrate, but is almost without 
action upon the gold. In order to part readily the alloy must contain at least 
twice as much silver as gold. Even at this ratio it is difficult to dissolve all 
of the silver. In practice, it is better to have a much larger proportion of silver, 
except in the assay of gold and silver bullion. If the buttons produced in the 
assay of an ore are known to contain enough gold to render parting difficult 
or impossible, they are subjected to the process known as inquartation. The 
buttons after weighing are wrapped with about 10 times their weight of pure 
silver foil in 3 to 5 grams of sheet lead and then cupelled. The resulting buttons 
are flattened and parted in the usual manner. It is preferable to add the 
necessary silver before cupelling at all as inquarted golds tend to be low. 

An important point in parting is the strength of the acid. If a concentrated 
acid is used at first, the gold in the button is liable to break up into a fine powder 
which is difficult to manage without loss. By using a rather weak acid, con- 
taining 1 vol. concentrated HNO3+5 vol. H.O, the gold has a tendency to 
coalesce into a coherent mass which can be washed and weighed as one piece. 
“Tf the bead (e.g. from some slimes) contains Selenium, the use of a 1 : 9 first 
acid assists in minimizing ‘ flouring’ of the gold.” The treatment with weak 
acid is always followed by one with a stronger acid, in order to remove the last 
traces of silver. The second acid should be about 1.26 sp.gr., made by diluting 
the concentrated acid with its own volume of water. In the case of buttons 
containing a small proportion of gold, the first. acid should be very weak, not 
more than 10% HNO;. With more gold a stronger acid can be used, although 
the weak acid is usually effective, except when the buttons are very large. 

The parting may be done in porcelain capsules preferably or in. small glass 
flasks, known as parting flasks. Only a few ml. of acid are necessary. This 
should be heated to boiling and the flattened beads then dropped into it. 
Solution of the silver begins immediately. At the end of about 20 minutes, 
or when all visible action has ceased, the weak acid solution is decanted into 
a white casserole, carefully avoiding the loss of any gold. About 3 ml. of the 
stronger acid’ is now added to each flask or capsule and then heated almost to 
the boiling point. The heating is continued for at least 10 minutes, when most 
of the silver should be in solution. The acid is then poured off and the gold 
washed three times by decantation with chlorine-free water. If capsules are 
used, the water is drained out as completely as possible and the capsules then 
placed on a hot plate or in front of the muffle for drying. If parting flasks are 
used, a fire-clay annealing cup is inverted over the top of each completely filled 
flask and the flask then quickly reversed, allowing the gold to fall quietly into 
the annealing cup. After removing the flask by a quick side motion, the water 
is poured off of the gold and the cup placed on the hot plate. The final process 
is known as annealing. The capsules or annealing cups are placed in the muffle 
and heated to low redness for about 5 minutes. The heating causes the brown- 
ish-black spongy or fibrous gold to coalesce into a dense flake or bead having 
the characteristic yellow color of the metal. The annealing also serves to 
drive off any volatile impurities which may be present, and to render it easier 
to separate any specks of dust or dirt from the gold. After cooling the gold is 
weighed on a delicate balance to the nearest .01 milligram—with a little care 
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to the nearest .005 milligram. The weight of the gold is deducted from the 
weight of the button before parting and the difference represents the silver in 
the portion taken for assay. 

In parting it is preferable to use for all ores and material low grade in charac- 
ter a weak acid, one of HNO; to six H,O, for the first parting and a one to one 
acid for the second with no intermediate washing in between. It is advisable 
to add the hot “ first ” acid to the bead. This reduces flouring of the gold. 
Tt is also advisable to part in small casseroles as this gives a white background 
throughout the entire operation and the gold remains throughout until trans- 
ferred to the pan. Washing should be by hot chlorine-free distilled water. 

In doré, precipitates, slimes and rich gold-silver beads weighing up to as . 
high as 990 milligrams to the gram sample the first parting should be in a 
stronger acid, one of acid to four of water. This should be followed by an 
intermediate washing with hot water by filling the casserole and decanting. 
The second acid treatment consists of a 20 minute simmer at incipient boiling 
with a still stronger acid, two of acid to one of H,O. This is followed by at 
least two complete washings with hot water. This particular practice has been 
followed for many years with many thousands of proofs run as a control. 

If the platinum metals are present, there should preferably be five or six 
times as much gold as platinum and twelve times as much silver as there is 
gold+platinum if the maximum amount of platinum is to be dissolved out in 
nitric acid on the first parting. 

If the gold contains rhodium or iridium, it is advisable after weighing to 
dissolve in dilute one aqua regia to ten H.O. The gold may either then be 
recovered by precipitation and weighed or it will often suffice, if the residue is 
not too floury, to decant, dry carefully and transfer it to a pan, weigh and 
deduct from the gold+platinum group metals to obtain a “ true gold.” 

Parting along the lines indicated for the ordinary gold ore type of beads 
with the one to six followed by one to one acid should give a gold purity, if hot 
water is used, of 997.5 to 998.0, whereas cold water and weaker acid may give 
as low as 996.0. The finenesses given are on the assumption that no platinum 
group metals are present. 


THE ASSAY OF BULLION 


Bullion is an alloy of gold and silver with variable amounts of one or more 
of the base metals, and is the semi-final product of most non-ferrous metallurgi- 
cal plants. In lead smelting this product is usually known as base bullion, in 
copper smelting as blister copper, and in amalgamation and cyanide processes 
as retort bullion or doré silver. The base metals may include antimony, 
arsenic, bismuth, cobalt, copper, lead, mercury, nickel and zinc. Small 
amounts of selenium and tellurium are usually present, as well as traces of the 
platinum group of metals. In all cases the assay of bullion resolves itself into 
a problem of the separation of metals from each other, there being practically 
no non-metallic elements present. 

Bullion Sampling.—The sampling of bullion involves some difficulties not 
encountered in the sampling of ores. Most alloys on solidifying segregate to 
some extent, so that the cooled metal is never uniform in composition. ,» When- 
ever possible the samples should be taken from the thoroughly stirred molten 
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alloy and then chilled quickly, either by pouring into water or by pouring into 
small moulds with thick metal sides and bottoms. When there is danger of 
oxidation, this method of course is not entirely satisfactory. In impure 
bullion there is often a very uneven distribution of the gold and silver, and it is 
necessary to drill or saw entirely through the bar in order to obtain accurate 
results. In copper anode plates and other forms of blister copper the plates 
or bars are drilled in series, so that the combined sample represents a proper 
percentage of drillings from all parts of each piece. Lead bullion is sometimes 
sampled in a similar manner, although in this case the bars are usually punched 
instead of being drilled. The modern tendency is to take melted samples of 
all metallic products, even in the case of blister copper. 

The Assay of Lead Bullion.—The sampling of lead wherever possible should 
be by the “ gum-drop method.” These drops representing each stage of the 
casting process, and sampling process too, should be weighed as they come and 
not cut to a definite weight. The assay of lead bullion ordinarily involves only 
cupellation and parting. The bullion is often impure, however, and it may 
then be advisable to scorify the weighed portions before cupelling. If the 

‘sample contains much copper or antimony, it should always be scorified. The 
precious metal loss in scorification is less than it is in cupellation, especially 
in the case of an impure bullion requiring a high temperature in order to cupel it. 

Lead bullion is usually run in four portions of one half assay-ton each or at 
times of approximately 1 A. T. each. The four silver buttons are weighed 
separately and if there is a satisfactory agreement in the weights, the average is 
taken and the result multiplied by two. ‘The buttons are parted in pairs, thus 
saving time in washing and weighing. Great care should be exercised in the 
cupellation of lead bullion and in the subsequent parting, as the bullion is a 
high grade product, and ordinarily no correction is made for losses in the cupel 
or otherwise. 

If for silver, high bismuth bullion is best dissolved immediately in dilute 
nitric acid with some hydrofluoric acid present and the silver precipitated as 
the bromide. Scorification then follows as usual in a combination method. 

The Assay of Copper Bullion.—Copper bullion may be assayed by the 
scorification method, but the results are satisfactory only in the case of the 
gold. The silver obtained is always much too low. Most of the loss can be 
recovered by assaying the slag and cupels, but this requires additional time 
and materials. 

The best way to determine gold and silver in copper bullion is to use the 
so-called combination method, in which the copper is first removed by solution 
in acid. Formerly nitric acid was used for this purpose, but it was found 
that the results were low in gold. There was a tendency for some of the 
gold to go into solution. The nitric acid method is a convenient way of 
determining the silver, as the copper dissolves very rapidly in nitric acid, and 
the precipitation of silver as chloride is very complete. With the increase of 
secondary metals certain types of silver-gold bearing blister or anodes may con- 
tain appreciable quantities of tin. If appreciable tin is present, it may be 
necessary to add hydrofluoric acid to a nitric acid determination of the silver 

_ and a bromide rather than a chloride precipitation may be advisable. 
For the assay of both gold and silver the sulfuric acid-mercuric nitrate 
method is recommended. One assay-ton of the finely ground, well-mixed 
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copper borings is treated in a large beaker with 10 ml. of water and 10 ml. of 
a solution of mercuric nitrate containing 25 grams of mercury per liter. The 
beaker is well shaken so as to amalgamate the copper, and 80 or 100 ml. of con- 
centrated sulfuric acid then added. The beaker is covered, placed on a hot 
plate and heated until all of the copper is dissolved. This will require from 
one to two hours, according to the temperature and fineness of the sample. 
The beaker is now removed and the solution is allowed to cool. One hundred 
ml. of cold water are added, the mixture stirred, and then 400 ml. of boiling 
water added, with further stirring until all copper sulfate has dissolved. A 
solution of common salt is now added, just sufficient to precipitate all of the 
silver and mercury.. Only a slight excess must be used, as silver chloride is 
soluble in strong sodium chloride solution. The beaker is replaced on the hot 
plate and the contents boiled so as to coagulate the silver chloride. The beaker 
is then removed, the solution diluted to 600 ml. with cold water and allowed 
to settle. The solution is then filtered through double filter papers, and the 
beaker and filter washed with hot water. The beaker should be wiped out 
with a filter paper and this added to the material in the filter. The filter 
and its contents are now transferred to a 214-inch glazed scorifier and the filter 
paper burned off at a low temperature, so as to avoid loss of silver. After the 
paper is burned off, 30 grams of test lead are added and the material scorified 
until 12 to 15 grams of lead remain. The scorifier is poured and the lead 
button cupelled at as low a temperature as possible. The gold and silver 
are parted in the usual way. The results are very precise. 

The object of the mercuric nitrate is to hasten the solution of the copper 
by forming a galvanic couple. It prevents also the formation of copper sulfide 
which is insoluble in dilute sulfuric acid. 

Assays should be made in duplicate or triplicate. 


Nores.—If the sulfuric acid-mercuric nitrate (sulfate) method is used, as is recom- 
mended and as is common practice, not only should the copper borings be finely ground 
but they should only be ground in a mill which will give sharp facets to the grindings. 
A dull mill rounds, compacts the copper, and results in an undue amount of undissolved 
bullion causing innumerable inter-laboratory and accounting differences. Some labora- 
tories do not add any water to the copper borings in the 800 ml. beaker and they employ 
only 80 or 90 ml. of concentrated sulfuric rather than 100 ml. Care should be taken 
that sufficient heat be given on the particular hot plate used. If the burners are poor, 
it may be necessary to finish for a few moments over a free flame. The salt cake should 
be a dull grey and the supernatant sulfuric acid practically colorless unless the material 
is very foul, in which event it may be of the same general greenish tint found when the 
heating has not been complete. If the temperature is sufficiently high and the drillings 
are properly ground, 40 minutes to an hour heating may suffice for a one assay ton por- 
tion. If silver is low, it is often advisable to add 10 or 15 milligrams to each charge 
at the start. 

Many laboratories do not use glazed scorifiers, but rather fit a small sheet of about 
10 to 15 grams of lead foil which serves to protect the bottom of the crucible from wetting 
by the filter paper and subsequent spitting. Fourteen to 18 gram lead buttons are 
preferred by many to the 12 to 15 range. Avoid drafts during charring of the filter and 
contents. 


THE ASSAY OF GOLD AND SILVER BULLION 


In the fire assay of gold and silver bullion a correction must always be made : 
for the metal losses, because of the great value of the bullion and because the 
refining losses on a commercial scale are considerably less than the losses in 
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assaying. The assays are, therefore, always run with a check or “ proof 
center.” The check is an artificial sample made up so as to have as nearly 
as possible the exact composition of the bullion to be assayed. Two checks 
and three portions of the bullion, all five of the same weight, are cupelled and 
parted under exactly the same conditions. The weights of gold and silver 
found in the bullion samples are then corrected by adding or subtracting the 
loss or gain experienced by the gold and silver in the checks. In the assay of 
gold bullion there is sometimes a gain in the weight of the gold, due to the 
imperfect elimination of the copper and silver. This, however, should be 
the same in both checks and bullion samples. Results are reported in 
“fineness? or parts per 1000. 

Silver Bullion or Doré Bullion Assay.—Standard practice in umpiring doré 
bullion calls for running quadruplicates, the number of checks depending upon 
the number of lots of similar material being run. If only isolated samples are 
being assayed, then two proofs should be run. If a long series is being carried 
through, it will often suffice to have each position in each row of the furnace 
represented consecutively by a proof. Under this system a seven cupel row 
would call for proof units of seven. The standard umpire practice normally 
calls for one gram portions, which in the case of drilled (and more unhomo- 
geneous) samples is little enough. Shot samples are ordinarily more uniform 
but even there one gram seems to be standard practice. The sample is wrapped 
in 10 grams of gold-silver-free sheet lead, placed in the hot cupel and melted. 
As soon as they have opened up 10 grams more, folded in a little ‘‘ T ”’ shaped 
strip, is carefully inserted to wash down the sides. Ordinarily 1144 to 134” 
cupels are used rather than the 114” or 1144” more common in ore work. In 
bullion carrying about 5 ppt. of gold, with silver from 800 to 900, the silver 
retention in the gold bead offsets the cupel gold absorption as has been verified 
by innumerable checks for many years. 

Up to about 20 parts per thousand the proof will show a loss, thus necessi- 
tating a plus correction. In beads carrying 50 pts. of gold or over there is 
usually a surcharge, which of course results in a deduction or minus correction. 
Much depends on the gold : silver : copper ratio. 

When proofs are made up it should be on the basis of a preliminary copper 
on a 200 milligram portion of the sample. Doré cupellations should not be 
conducted to as low a temperature as evidenced by feathers. This tends to 
give uneven retention of lead and erratic results. The higher temperature, 
which results in a greater silver loss due to greater volatilization of the silver, 
causes no harm as it is compensated for by the similar loss in the proof. 

The beads are cleaned, weighed, flattened and parted. The first parting acid 
used should contain about 20% HNOs, the second 50-66%. The amount of 
gold and silver loss in the checks is determined and the proper correction 
applied to the weights of gold and silver found in the bullion samples. 

If the bullion contains antimony, the process must include scorification, 
which is applied to checks and samples as well. When bismuth, selenium or 
tellurium is present in quantity, the silver must be separated by means of 
solution in nitric acid and subsequent precipitation as chloride. 

Gold Bullion Assay.—The assay of gold bullion is in principle the same as 
that of silver bullion. As the gold is usually in excess of the silver, however, 
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the process involves inquartation, with the use of a stronger first acid than when 
parting ordinary silver buttons. 

U. S. Mint Method.—Sample portions of 500 milligrams are taken for assay. 
A preliminary cupellation is made as in the case of doré bullion. The amount 
of silver to be added for the final assay is determined by the touchstone method. 
The cupelled gold and silver button is rubbed on a piece of black jasper and 
the streak made compared with those made by alloys of known composition. 
This gives the fineness within 2%, which is close enough. A ratio of silver to 
gold of 214 to 1 is used in making up the checks. If no copper is present, about 
3 or 4% is added as it facilitates the removal of the last traces of lead in cupella- 


tion. The cupelled buttons are flattened by hammering, annealed at a red | 


head, and then passed through a pair of jeweller’s rolls, until they are converted 
into fillets about 21% inches long and 4% inch wide. The fillets are again 
annealed and rolled up into ‘“ cornets”’ or spirals. Sufficient space should be 
left between the turns to permit of easy contact with the acid. The parting is 
done by boiling for 10 minutes in nitric acid of 1.28 sp.gr., and then transferring 
to another vessel containing acid of the same strength and boiling for 10 
minutes longer. The cornets are then washed three times with distilled water, 
dried, annealed and weighed. 

The proofs usually show a slight gain in the weight of the gold, so that the 
correction is made by subtracting the gain from the average weight of the gold 
found in the sample portions. 

The gold after parting should be in one piece and have smooth edges, as 
otherwise there is danger of loss. 


THE ASSAY OF CYANIDE SOLUTIONS 


A number of methods have been devised for the determination of gold and 
silver in cyanide solutions. Only two of these methods will be described here. 

Evaporation in Lead Tray.—This method is adapted to cyanide solutions 
containing only small amounts of base metals or other impurities. A small 
tray or boat is made of lead foil, capable of holding the amount of solution to 
be assayed. A wooden block or form is used to make the trays if many assays 
are required. The solution has about the same specific gravity as water, so 
that 29.2 ml. are assumed to be equal to an assay-ton. An amountof solution 
varying with its richness is put into the lead tray and slowly evaporated to 
dryness on the hot plate. The lead tray is then folded up and cupelled in the 
usual manner. 

The Chiddey Method.—This method, first described by Alfred Chiddey, 
is adapted to almost every grade and character of cyanide solutions. 

From 1 to 20 assay-tons of solution are heated in a beaker or evaporating 
dish. To the solution is added from 10 to 20 ml. of a 10% solution of lead 
acetate containing 40 ml. of acetic acid per liter. From 1% to 2 grams of zine 
dust or zinc shavings is then added. The gold, silver and lead immediately 
begin to precipitate on the zinc. The solution is heated for about 20 to 25 
minutes, but not to boiling. The lead should coalesce into a spongy mass. 
Boiling the solution is liable to break up the sponge. The excess zine is now 
dissolved by adding slowly 20 ml. of hydrochloric acid of 1.12 sp.gr. The 
heating is continued until effervescence ceases. It may be necessary to stir 
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slightly in order to make sure that all zine is dissolved. The solution is now 
decanted off and the lead sponge washed two or three times with water. The 
excess water is squeezed out of the sponge with the fingers, the sponge further 
dried by pressing between filter paper and then rolled into a ball with lead foil 
and the necessary silver for parting. A hole should be left in the lead foil for 
the escape of steam. The ball is then dried and cupelled. 

As the lead sponge begins to break up and go into solution as soon as all 
of the zine is dissolved, no time should be lost in decanting the solution after 
the zine has disappeared. 

Special Methods of Assay.—There are many ores and metallurgical products 
that require special methods for the determination of the gold and silver that 
they contain. It is impossible to refer to these methods here. A knowledge 
of the composition of the sample, however, will usually enable the skilled 
assayer to so modify the ordinary processes as to obtain satisfactory results. 

For further details in regard to standard and special methods of fire assaying 
the reader is referred to such works as ‘‘ A Manual of Fire Assaying,’’ by 
Chas. H. Fulton, published in 1929, and “‘ A Textbook of Fire Assaying,” 
by Edward E. Bugbee, published in 1922. 


DETERMINATION OF PLATINUM, PALLADIUM, GOLD AND SILVER ‘ 


Platinum, Palladium and Gold.*—Scorify the lead buttons from two or 
more 4 assay ton crucible fusions together, adding at least six times as much 
silver as the combined weight of the Pt, Pd and Au present, and cupel hot. 
In rich materials such as slimes or concentrates, two 3 assay ton fusions suffice, 
but low-grade ores may require 10 or more 3 assay ton fusions combined for 
each determination. 

Part the silver beads with HNO; (1 : 6), followed by stronger parting acid 
(1 : 1) and wash with water as usual. All Pd goes into solution, together with 
considerable Pt. The residue consists of Au plus some Pt. Dissolve residue 
in strong aqua regia and reserve the solution (solution A). Precipitate the 
silver in the nitric-acid solution—containing Ag, Pd and some Pt—with HCl. 
Practically all the Pt will remain in solution; but the precipitated AgCl is 
pink in color and contains considerable Pd. Filter off the AgCl, scorify and 
cupel it and part again with HNO; (1 : 6); all should dissolve. Re-precipitate 
the Ag with HCl. The liquid now contains most of the remaining Pd, but 
some is co-precipitated with AgCl. Filter off the AgCl and add the filtrate 
to the first filtrate from AgCl. Again scorify and cupel the silver chloride, 


4 By A. M. Smoot, Eng. Mining J., 99, 701 (1915). 
5 See also the chapter on the Platinum Metals. 
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dissolving the silver in nitric acid as before and re-precipitating the silver as 
chloride. In most cases the filtrate from this silver chloride contains all the 
remaining Pd. If, however, the AgCl is distinctly pink, another separation 
must be made. : 

Unite all filtrates from AgCl precipitations and evaporate to small bulk, 
adding the aqua-regia solution of the Au and Pt (solution A). The liquid now 
contains all the Au, Pt and Pd present in the original ore, together with traces 
of Ag due to solubility of AgCl in excess of HCl, and also traces of Pb gathered 
from the lead retained in the silver buttons from several re-cupellations. 

Evaporate the liquid to dryness on the steam bath; take up with dilute 


HCl (1:8) and evaporate again to dryness; take up with five drops of HCl . 


and 40 ml. H.O. Pay no attention to any insoluble residue of AgCl or PbCl..° 
Precipitate the gold by adding, say, 3 g. of oxalic acid to the solution and 
boiling it. Let stand over night and filter off the Au. If Pt and Pd are high, 
it is necessary to re-dissolve the Au in aqua regia, evaporating with HCl to 
dryness and repeating the oxalic-acid precipitation, uniting the filtrate with 
that from the first gold precipitation. Burn the filter containing the gold 
and scorify it with six times its weight of silver and a little test lead; cupel, 
part and weigh the gold as usual. 

To the oxalic-acid filtrates from Au add 5 ml. of HCl and make volume up 
to 150 ml.; heat to boiling and precipitate Pt and Pd with a rapid current of 
HS in hoé solution, passing the current of gas for some time and keeping the 
solution hot during precipitation. Filter and wash the Pt and Pd sulfides 
with H.S water containing a little HCl. Wash the precipitate from the filter 
with a fine water jet into the original beaker; spread the filter paper (which 
will contain a small amount of precipitate impossible to wash off) with the 
precipitate side down over the lower side of a watch glass-cover. Add aqua 
regia to the precipitate in the beaker and place the cover on the beaker; warm 
gently to dissolve the Pt and Pd sulfides. The fumes arising from the acid 
dissolve the traces of Pt and Pd adhering to the filter paper. When solution 
is complete and filter paper is white, remove the watch-glass cover and wash 
the paper with hot dilute HCl thrown against it in a fine stream. 

Evaporate the aqua regia solution to dryness, take up the residue with HCl 
and evaporate again to dryness to remove all HNO;. Take up the residue 
with two or three drops of HCl and about 2 ml. of H,O. The solution is usually 
perfectly clear, but it may be slightly cloudy owing to the presence of a little 
AgCl in it. No attention need be paid to this, however. Add 5 to 10 ml. of 
a saturated solution of NH,Cl, stir well and allow to stand over night. Plati- 
num is precipitated as ammonium-platinum chloride—(NH4).PtCl.. Filter 
and wash the precipitate with 20% NH,Cl solution. All Pd passes into the 
filtrate which is reserved (solution B). Dissolve the Pt precipitate in boiling 
hot 5% H2SOu; heat the liquid to actual boiling and precipitate with H.S as 


_ °In materials rich in palladium the small amount of AgCl+PbCl, may be distinctly 
pink in color and retain weighable quantities of Pd. If this is the case, the Pd may be 
recovered in the solution from the nitric acid parting of the gold. To do this, precipitate 
the silver in this liquid by adding HCl, filter off the silver chloride and evaporate the 
filtrate to dryness. Take up with a drop of HCl and a little water, let stand over 
night and filter through a very small filter. This liquid may be added to solution B 
before precipitating palladium with glyoxime. 
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before, filtering and washing with H.S water. Burn the filter and precipitate 
at a low temperature in a scorifier; add six times as much Ag as Pt, scorifying 
with lead, cupel and part the silver bead containing the platinum with H.SO,; 
decant off the silver solution and wash once with concentrated H.SOu,, followed 
by 50% H2SO, until practically all the silver is washed away; finally wash with 
water, anneal and weigh. A minute quantity of Ag is retained with the 
platinum, but it can usually be neglected. In very important work where 
the amount of platinum is large dissolve in aqua regia, evaporate the solution 
to dryness, take up with a drop of HCl, dilute largely with water and let the 
AgCl settle over night; filter on a small paper, cupel it with a little sheet lead 
and deduct the weight from the weight of platinum. This refinement need not 
be considered in materials running less than 15 or 20 oz. to the ton. 

It may seem an unnecessary step to precipitate the platinum as sulfide, 
scorify it with silver and part it as described in the foregoing. General practice 
has been to ignite the ammonium-platinum-chloride precipitate and weigh the 
metallic residue. When this is done, however, there is danger of losing con- 
siderable platinum, which is carried away mechanically during the decomposi- 
tion of the compound; furthermore, it is extremely difficult (if not impossible) 
to collect the finely divided residue for weighing, and the precipitate invariably 
contains lead and silver. Precipitation as sulfide, scorification and cupellation 
with excess silver and parting with sulfuric acid overcome the difficulties 
inherent in handling the ammonium precipitate. 

The palladium is all contained in the filtrate and washings from the platinum 
ammonium-chloride precipitates (solution B),, Add to this solution at least 
seven times as much dimethylglyoxime as there is Pd present (in any case, 
at least 0.1 gm. glyoxime). The precipitant should be dissolved in a mixture 
of two-thirds concentrated HCl and one-third water. Dilute the liquid to 
250-300 ml., heat on a steam bath for half an hour and let stand over night. 
Pd is precipitated as a voluminous yellow, easily filtered glyoxime compound 
CsH,4N,0.Pd, containing, when dried at 110° C., 31.689% of Pd. Filter the 
Pd precipitate on a weighed Gooch crucible and wash it, first, with dilute HCl, 
half and half, then with warm water and finally with alcohol; dry it at 110° to 
115° C. and weigh. The disadvantage of weighing palladium on a Gooch 
erucible is overcome—at least to some extent—by the fact that the Pd com- 
pound contains a relatively small amount of Pd—less than one-third of its 
weight. This compound may also be weighed on carefully counterpoised 
papers; but it is better to use Gooch crucibles, if they are available, because 
of the relatively strong acid which is required for washing. The object in 
using half-and-half hydrochloric acid as a wash liquid is to dissolve out any 
excess of the glyoxime precipitant. This is easily soluble in moderately 
concentrated HCl, but is substantially insoluble in water. 
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DETERMINATION OF SILVER IN ORES AND CONCENTRATES 
CONTAINING PLATINUM AND PALLADIUM 


Make the usual crucible fusion on one-quarter, one-half or full assay ton, 
according to the amount of silver present. Instead of cupelling the lead button, 
hammer it free from slag and dissolve it in dilute nitric acid. Most of the silver 
passes into solution together with palladium, and perhaps a trace of platinum; 
but gold and most of the platinum remain insoluble. The gold and platinum 
retain an appreciable proportion of silver which cannot be washed out. Filter 
out the insoluble residue and wash it thoroughly with hot dilute nitric acid, 
followed by hot water. Scorify the residue once more with a little lead and © 
dissolve the lead button as before, filtering into the beaker containing the first 
filtrate. In this liquid precipitate the silver as AgCl by adding standard NaCl 
in sufficient quantity; stir well, and if the amount of silver is small, add about 
144 ml. of concentrated H.SO, to form a precipitate of lead sulfate. Let the 
silver chloride, or the silver chloride plus lead sulfate, settle over night or until 
the supernatant liquid is clear; filter through double filter papers; ignite and 
scorify the residue of silver chloride with test lead. 

If the amount of the palladium contained in the sample is small, the silver 
bead obtained by cupelling the lead button obtained by scorifying the silver 
chloride may be considered as sufficiently pure for ordinary purposes. It 
contains, of course, some palladium, and in accurate silver determinations the 
lead button from the first silver chloride precipitation should be re-dissolved 
and the silver re-precipitated, filtered and scorified as before. The amount of 
palladium retained after the second precipitation and scorification is so small 
as te be negligible, 
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SODIUM AND THE OTHER ALKALI METALS ' 


LITHIUM, SODIUM, POTASSIUM, RUBIDIUM, 
CAESIUM 


INTRODUCTION 


The alkali metals—lithium, sodium, potassium, rubidium, and caesium— 
belong in the first group of the Periodic System and have similar properties. 
They all form strong bases, and their salts are generally soluble in water. 
Sodium and potassium are abundant elements, lithium is comparatively rare, 
and rubidium and caesium are classed as rare elements. 


POTASSIUM 
Potassium, K, at.wt. 39.096; sp.gr. 0.86; m.p. 62.3°; b.p. 760° C.; oxides K,0, K,O., K.O, 
OCCURRENCE, 


Potassium is an abundant element widely disseminated in nature, forming 
2.58% of known terrestrial matter.2 It is found in many rocks and minerals, in 
practically all natural waters, in saline residues, and in ashes of plants. It is 
an important constituent of feldspar, mica, leucite, glauconite, alunite, sylvite, 
earnallite, kainite, poly-halite, and a good many other minerals. 

Commercial sources of potassium include saline beds near Stassfort, Ger- 
many; in Alsace, France; near Carlsbad, New Mexico; and at Searles Lake, 
California. 


DETECTION OF POTASSIUM 


For the detection of potassium in insoluble compounds, bring the sample into 
solution by one of the methods given under Solution of Sample. In other cases, 
prepare a concentrated solution of the material to be tested. Where only very 
small amounts of potassium are present, remove all the constituents from the 


1 Chapter contributed by W. B. Hicks 
’ Clarke, F. W., U. S. Geol. Survey Bull, 770, p. 36 (1924). 
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solution except the chlorides of magnesium and the alkalies as directed under 
Separations. In the presence of considerable amounts of potassium, small 
quantities of other constituents will not materially interfere with the flame and 
spectroscopic tests. After acidifying with hydrochloric acid, bring a drop of 
the solution to be tested into the non-luminous flame by means of a platinum 
wire and observe the color produced through a cobalt blue glass or a chrome 
alum light filter.* In the presence of potassium, a distinct reddish-violet 
coloration will be apparent. This must not be confused with the color caused 
by large amounts of sodium, which appear bluish-violet through the glass. 
Comparison with the coloration produced by pure salts is advisable. If 
necessary, confirm the results by examining the flame in the spectroscope. 
In the presence of a moderate amount of a volatile potassium compound, a 
bright red line will be readily seen in the red portion of the spectrum, and a less 
distinct violet line will be visible far out in the violet rays. Plate II, page 119. 

Potassium may be identified by precipitation as cobaltic nitrite 
(K,NaCo(NOz2).). For this purpose place a small quantity of the solution to 
be examined in a test tube, acidify slightly with acetic acid, add about an equal 
quantity of the sodium nitrite solution, prepared by dissolving 125 grams of 
sodium nitrite (NaNOz») in 250 milliliters of distilled water, and about half as 
much of cobalt nitrate solution, prepared by dissolving 25 grams of cobalt 
nitrate (Co(NOs3)2:6H2O) in 100 milliliters of distilled water and adding 50 
milliliters of glacial acetic acid. Mix and allow the mixture to stand until 
effervescence ceases and the cherry-red solution is transparent. If an ap- 
preciable amount of potassium is present a yellow precipitate will have settled 
to the bottom of the test tube. By comparing the volume of the precipitate 
with that produced when a known quantity of potassium chloride is used, an 
idea of the amount of potassium present can be obtained. Ammonium salts 
produce a similar precipitate and must be previously removed. 

Potassium chloroplatinate, perchlorate, acid tartrate, picrate, silicofluoride, 
phospho-tungstate, chloronitrotoluenesulfonate + and napthol yellow §,° are 
all sparingly soluble in water while the corresponding sodium salts are readily 
soluble. Precipitation of these compounds from solution may be used in the 
identification of potassium. 

Silicate rocks and minerals may be tested for potassium by mixing the 
finely powdered material with an equal amount of pure calcium carbonate, 
moistening with hydrochloric acid, and examining a small amount of the wet 
mixture on a platinum loop in the flame with a light filter or the spectroscope. 


3 McCay, J. Am. Chem. Soc., 45, 2958 (1923). 

4 6-Chloro-5-nitro-m-toluene sulfonate. Davies and Davies, J. Chem. Soc., 123, 
2976 (1923). 

5 The potassium salt of 2,4-dinitro-l-napthol-7-sulfonic acid. Clark and Willits, 
Ind. Eng. Chem., Anal. Ed., 8, 209 (1986). 
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ESTIMATION OF POTASSIUM 


The estimation of potassium is required in the analysis of rocks, minerals, 
soils, ashes of plants, waters, brines, saline residues, fertilizers, and many 
technical products. It is of particular importance in the analysis of fertilizers 
and soils. 


SOLUTION OF SAMPLE 


Procedure for Rocks and Other Insoluble Mineral Products.—For silicate 
rocks and minerals, glass, refractories, and other siliceous materials bring the 
potassium into solution along with the other alkali metals according to the 
J. Lawrence Smith method or the hydrofluoric acid method as directed on pages 
882 and 883. For products which are dissolved by hydrochloric acid, effect 
the solution by digestion with the acid, expel the excess of acid by evaporation, 
and finally determine potassium by one of the methods given below. For 
alunite grind the powdered mineral and an equal quantity of pure silica and 
proceed as directed above for silicate rocks and minerals, finally determining 
the potassium by the Lindo-Gladding or Modified Chloroplatinate method. 

Procedure for Soils.°—Follow the procedure given above for silicate rocks 
and minerals. 

Procedure for Fertilizers..—Mixed Fertilizers—Place 2.5 grams of the 
sample upon a 12.5 em. filter paper and wash with successive small portions of 
boiling water into a 250 ml. volumetric flask until the filtrate amounts to about 
200 ml. Add to the hot solution a slight excess of strong ammonium hydroxide 
and sufficient saturated ammonium oxalate solution to precipitate all of the 
calcium present. Cool, dilute to 250 ml., mix and pass through a dry filter. 
Take a 50 ml. aliquot portion, evaporate nearly to dryness, add 1 ml. of 1:1 
H.SOu,, evaporate to dryness and ignite to remove ammonium salts as directed 
for NasSO. on page 878. Dissolve in water, acidify slightly with HCl, and 
determine potassium according to the Lindo-Gladding, page 871, or the Modi- 
fied Chloroplatinate method, page 870. 

Potash Salts (Muriate and Sulfate of Potash, Sulfate of Potash and 
Magnesia, and Kainite) —Dissolve 2.5 grams in distilled water and dilute to 
250 ml. without the addition of ammonium hydroxide and ammonium oxalate. 
Take a 50 ml. aliquot portion, acidify slightly with hydrochloric acid and deter- 
mine the potassium 7 by the Lindo-Gladding or the Modified Chloroplatinate 
method. 


§ Association of Official Agricultural Chemists, Methods of Analysis, 2 ed., 1925. 
Washington, D. C. 

7 With muriate of potash in the absence of sulfate the potassium may also be deter- 

mined by the Chloroplatinate method, page 869, or by the Perchlorate method, page 871. 
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Organic Compounds.— When it is desired to determine the total amount of 
potassium in organic substances such as cottonseed meal, tobacco stems, etc., 
saturate 10 grams of the sample with concentrated sulfuric acid and ignite in 
a muffle at a low red heat to destroy organic matter. Add a little strong hydro- 
chloric acid, warm slightly to loosen the mass from the dish, transfer to a 500 ml. 
volumetric flask with boiling water, add to the hot solution a slight excess of 
ammonium hydroxide and sufficient saturated ammonium oxalate solution 
to precipitate all of the calcium present, cool, dilute to 500 ml., mix and pass 
through a dry filter. Take a 50 ml. aliquot portion, evaporate nearly to dryness, 
add 1 ml. of 1:1 H,SO,u, evaporate to dryness and ignite to remove ammonium 
salts as described for NasSO. on page 878. Dissolve in water, and finally 
determine the potassium in accordance with the Lindo-Gladding or the Modi- 
fied Clloroplatinate method. 

Ashes from Wood, Cotton Hulls, etc.—Boil 10 grams of the sample with 
300 ml. of water for 30 minutes, add to the hot solution a slight excess of strong 
ammonium hydroxide and then sufficient saturated ammonium oxalate solution 
to precipitate all of the calcium present. Cool, dilute to 500 ml., mix, and pass 
through a dry filter. Take a 50 ml. aliquot portion, evaporate nearly to dry- 
ness, add 1 ml. 1-1 H,SOx, evaporate to dryness and ignite to remove ammonium 
salts as described for Na,SOu., page 878. Dissolve in water, and determine 
potassium by the Lindo-Gladding or Modified Chloroplatinate method. 

Procedure for Saline Residues, Soluble Salts, Brines, etc.—In the case of 
water-soluble products, the convenience of the analyst usually determines 
the manner of preparing the solution. Usually it is preferable to weigh out 
a convenient sample, to make up the solution to definite volume, and to take an 
aliquot portion for each determination. As a general rule, a sample should be 
taken sufficient to give about a half gram of solids. 

Procedure for Water.—Evaporate a 1 liter or larger sample depending on 
the quality of the water. 


SEPARATIONS 


In analytical procedures when both potassium and sodium are to be deter- 
mined, the alkali metals are usually weighed as chlorides or sulfates after all 
other basic and acid radicals have been separated from them. Even when 
potassium alone is to be determined, a great many basic and acid radicals if 
present interfere and must first be removed. Detailed procedures for making 
these separations are indicated below. 


SEPARATION FROM THE HEAVY METALS 


The heavy metals are seldom to be found in solutions in which the deter- 
mination of potassium and other alkalies is required. If these metals are 
present, however, they can be readily precipitated by means of hydrogen sulfide 
and ammonium sulfide and separated in the usual manner. The excess sulfide 
may be removed by acidifying slightly with hydrochloric acid and boiling 
followed by filtration. 
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SEPARATION FROM SILICA 


Place the solution in a platinum ° or pyrex glass dish, acidify slightly with 
hydrochloric acid, and evaporate on the steam bath until the odor of hydro- 
chloric acid in the dry residue can no longer be detected. Break up the dry 
mass with a platinum or glass rod, cool, moisten with a minimum amount of 
concentrated hydrochloric acid, dissolve in a small quantity of distilled water, 
filter and wash the residue free from chlorides with hot water. For accurate 
work the solution should be evaporated again with hydrochloric acid to remove 
any sma!l amount of silica that still may be present. 


SEPARATION FROM IRON, ALUMINUM, CHROMIUM, TITANIUM, 
URANIUM, PHOSPHORIC ACID, ETC. 


If phosphoric acid is present in amounts insufficient to combine with all 
the iron, alumina, etc., or is absent altogether, heat the solution to boiling, add a 
few drops of nitric acid to oxidize the iron, add gradually an excess of ammonia, 
boil for a minute or so, allow the precipitate to settle, and filter. Wash the 
precipitate free from chlorides with hot water. 

If phosphoric acid is present in the solution in excess of that required to 
combine with the iron, alumina, etc., heat the solution to boiling, oxidize with 
nitric acid, add a slight excess of ferric chloride solution, and precipitate with 
ammonia as described above. 

When the precipitate is considerable, it should be dissolved in hydrochloric 
acid, and the precipitation repeated. 

If chromates are present, they must first be reduced to the chromic salt. 
For this purpose, add 10 to 15 ml. of hydrochloric acid and a small amount of 
alcohol to the solution and heat on the steam bath or hot plate for afew minutes. 
Heat to boiling and precipitate with ammonia as directed above. The reduc- 
tion may also be done by boiling with sulfurous acid. 


SEPARATION FROM SULFATES 


Precipitate the sulfate radical as BaSO, by the addition of a slight excess 
of barium chloride to the hot solution as directed on page 908 for the determina- 
tion of SO4. Remove the excess of barium by addition of ammonia and am- 
monium carbonate as directed for the separation of barium below. 

The two operations may be combined as follows: Add a slight excess of 
barium chloride to the hot solution and boil for a few minutes. Then, without 
filtering off the BaSOu., add an excess of ammonia and ammonium carbonate, 
allow the precipitate to settle, filter, and wash free from chloride.’ 


” SEPARATION FROM BARIUM, CALCIUM AND STRONTIUM 


To the not too concentrated solution, add a slight excess of ammonia and 
ammonium carbonate, heat to boiling, allow the precipitate to settle, filter 
and wash the residue a few times with hot water. Dissolve the precipitate, 

8 Platinum is preferable but pyrex glass will give satisfactory results except where the 
greatest possible accuracy is required. 


® This procedure does not give faultless results as some of the potassium is carried 
down with the precipitate and lost. 
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which is likely to contain small amounts of the alkalies, in a little dilute hydro- 
chloric acid, and repeat the precipitation with ammonia and ammonium 
earbonate. Filter and wash the residue. Evaporate the combined filtrates 
to dryness in a platinum ' dish and ignite cautiously at a very faint red heat 
to remove ammonium salts. Dissolve the residue in a little water, add a few 
drops of ammonia, ammonium carbonate, and ammonium oxalate, and allow 
to stand for several hours in order to precipitate the last traces of the alkaline 
earths. Filter and wash the residue free from chloride with hot water. 


SEPARATION FROM IRON, ALUMINUM, CHROMIUM, BARIUM, 
CALCIUM, STRONTIUM, PHOSPHATE, SULFATE, ETC., ~ 
IN ONE OPERATION 


To the hot solution add a slight excess of barium chloride and boil for a few 
minutes. Then, without filtering off the BaSOu., add an excess of ammonia 
and ammonium carbonate, heat to boiling, and allow the precipitate to settle. 
Filter and wash free from chloride with hot water. After evaporating the fil- 
trate to dryness, removing the ammonium salts by ignition, and dissolving the 
residue in a little water, precipitate the last trace of barium and calcium by 
addition of a few drops of ammonia, ammonium carbonate, and ammonium 
oxalate. By this procedure a small portion of the alkalies is retained by the 
precipitate and lost. 


SEPARATION FROM BORIC ACID 


Acidify the solution strongly with hydrochloric acid and evaporate to dry- 
ness. Stir up the residue with 15 to 20 ml. of pure methyl alcohol and cau- 
tiously evaporate on a steam bath at not too high a temperature. Moisten the 
residue with a drop or two of concentrated hydrochloric acid, add 15 ml. of 
methyl alcohol, and again take to dryness. Repeat the evaporation with 
methyl alcohol a third time. This should be ample for the complete removal 
of half a gram of B.Os. 


SEPARATION FROM MAGNESIUM 


8-hydroxyquinoline Method.!'—Prepare a 5% solution of the reagent by 
dissolving 5 grams of 8-hydroxyquinoline, C;H,NOH, (M.P. 73-74° C.) in 100 
ml. of 2 N acetic acid. For the separation adjust the magnesium content of 
the solution to about .05 gram or less of MgO per 100 ml. of solution and acidify 
very slightly with hydrochloric acid. Sufficient ammonium salts should be 
present to prevent the precipitation of magnesium hydroxide. Oxalates will 
do no harm. Heat the solution to between 60 and 70° C., and make distinctly 
alkaline with ammonia. The alkalinity must be sufficient to remain slightly in 
excess after the addition of the 8-hydroxyquinoline reagent. To the alkaline 


10 A porcelain dish may be used but greater care must be exercised in the ignition to 
avoid loss of the alkali metals by volatilization, and a small amount of silica may be 
dissolved from the dish. 
aon Berg, Z. Anal. Chem., 71, 23 (1927); Hahn & Viewig, Z. Anal. Chem., 71, 122 
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solution maintained between 60 and 70° C. add slowly from a pipette with 
constant stirring a slight excess of 5% 8-hydroxyquinoline reagent (25 ml. of 
the reagent is ample for the precipitation of 0.1 gram MgO). The color of the 
supernatant liquor will be yellow when an excess of the reagent is present. 
Allow the precipitate to settle, filter, and wash with approximately 1-40 
ammonia solution at a temperature between 60 and 70°C. Evaporate the 
filtrate to dryness in a platinum dish, ignite gently to expel ammonium salts, 
and determine the alkalies in the residue. 

The magnesium precipitate may be dried at 130 to 150° C. and weighed as 
Meg(CoHsNO)>s. The weight of the precipitate X0.0777 = Mg; 0.1291 = MgO. 

Mercuric Oxide Method.—After removing other bases and acids, evaporate 
the solution of the chlorides to dryness, expel ammonium chloride by gentle 
ignition, and dissolve the residue—except for the small amount of magnesium 
oxide present—by warming with a little water. Add an excess of mercuric 
oxide in the form of a thin paste prepared by shaking up freshly precipitated 
mercuric oxide in water. Evaporate the mixture to complete dryness on the 
steam bath with frequent stirring, dry thoroughly and ignite gently at first 
and then more strongly until all the mercuric chloride present has been volatil- 
ized. (Be careful not to inhale the fumes.) The whole of the unchanged 
mercuric oxide need not be expelled by ignition. Digest the residue, composed 
of the excess of mercuric oxide, the precipitated magnesium oxide, and the 
alkali chlorides, with a small quantity of hot water, filter rapidly, and wash 
with successive portions of hot water, first by decantation and then on the 
filter, but do not prolong the operation unnecessarily. If desired, determine 
the magnesium in the residue by expelling the mercuric oxide by ignition and 
weighing the magnesium oxide. Acidify the filtrate, which contains the alka- 
lies, with hydrochloric acid, evaporate to dryness, ignite gently, cool and weigh. 
If the residue contains a small amount of magnesium, as it usually does, 
determine the magnesium in an aliquot and apply the necessary correction. 
The mercuric oxide should be tested for alkalies by volatilizing a portion and 
testing the residue. 

Barium Hydroxide Method.—Evaporate the solution, which may con- 
tain chloride, sulfate, or nitrate, to dryness and gently ignite to remove ammo- 
nium salts. Warm the residue with a small amount of water and treat the hot 
neutral solution so obtained with barium hydroxide solution until no more 
precipitate is formed and barium hydroxide remains in slight excess. Boil, 
filter and wash the precipitate with hot water. If desired, determine the 
magnesium in the residue. Treat the filtrate, which contains the alkalies, 
barium and a trace of magnesium, with an excess of ammonia and ammonium 
carbonate to remove the barium. Acidify the filtrate with hydrochloric acid 
and evaporate to dryness, ignite and weigh. This residue will contain a small 
amount of magnesium which may be determined in an aliquot portion and a 
correction applied. : 

Ammonium Phosphate Method.—To the hot solution, add an excess 
of ammonia and ammonium chloride, and precipitate the magnesium by adding 
a slight excess of ammonium phosphate. Allow the mixture to stand an hour 
or so, filter and wash the residue with 2% ammonia solution. Expel most of 
the free ammonia from the filtrate by evaporation, acidify very slightly with 
hydrochloric acid, and add an excess of ferric chloride solution, which should 
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color the solution slightly yellow. Neutralize the solution with ammonium 
carbonate, heat to boiling, and filter off the basic ferric phosphate, washing the 
residue with hot water. Evaporate the filtrate to dryness, ignite to expel 
ammonium salts, and determine the alkalies in the residue. For accurate 
work the ferric phosphate precipitate should be dissolved in hydrochloric acid 
and the precipitation repeated. 


SEPARATION FROM AMMONIUM SALTS 


The separation of ammonia and ammonium salts from the alkali metals is 
effected by evaporating the sample to dryness in a platinum dish on the steam 
bath followed by gentle ignition until ammonia fumes have been completely 
expelled. Gentle ignition is carried out in the manner described for the deter- 
mination of sodium as NaCl, page 877, or as Na»SOu, page 878. 


SEPARATION FROM SODIUM AND, LITHIUM 


Sodium and lithium do not interfere in the determination of potassium in 
accordance with the methods described below. Hence for the determination of 
potassium methods for separating these elements are not required. 


SEPARATION FROM RUBIDIUM AND CAESIUM 


Rubidium and caesium are seldom present in more than traces in solutions 
in which the determination of potassium is required. When present, these 
rare elements will be precipitated as chloroplatinates or perchlorates, along 
with potassium in the methods described below. ‘The best procedure is to 
weigh the three elements together as chloroplatinates or perchlorates, and then 
to separate and determine the rubidium and caesium in accordance with pro- 
cedures given on pages 894 to 898, finally obtaining the potassium by difference. 


SEPARATION FROM A LARGE AMOUNT OF SODIUM 


In determining potassium in sodium, chloride brines and certain other 
products, which contain a large amount of sodium and only a little potassium, 
it may be desirable to first concentrate the potassium by removal of a part of 
the sodium. 

Procedure.—Place the aqueous solution in an Erlenmeyer flask, acidity 
slightly with hydrochloric acid, and evaporate until on cooling no salt separates 
out. Set the flask containing the cold solution in ice water and saturate the 
solution with hydrochloric acid gas, introduced through a wide delivery tube. 
This operation will require careful watching to prevent plugging of the delivery 
tube. When the solution is saturated with the gas wash the delivery tube 
and the inside of the flask into the solution, and stir to break up any lumps. 
Filter using gentle suction. Transfer the precipitate to the filter with ice-cold 
water saturated with HCl gas, and wash several times with small quantities 
of this liquid, sucking the filter dry after each application of the wash liquid. 
The potassium will be found in the filtrate along with some sodium and salts of 
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other metals originally present, and may be determined by one of the methods 
given below. 


METHODS FOR DETERMINATION OF POTASSIUM 


DETERMINATION AS POTASSIUM CHLORIDE 
OR POTASSIUM SULFATE 


Potassium may be weighed as chloride or sulfate after separating all other 
constituents as described under separations, pages 864 to 868. The procedure 
is the same as that described for sodium given on pages 877 and 878. Observe, 
however, that the potassium salts are a little more volatile than the corre- 
sponding sodium salts, so that greater care must be taken not to lose potassium 
by volatilization. 


KCl X0.5244=K; X0.6317=K.0; X1.1687 = K.2SO,. 
K2S0.0.4487 =K; X0.5405=K.,0; 0.8557 = KCl. 


THE CHLOROPLATINATE METHOD 


Application.—This method is applicable in the presence of the chlorides of 
sodium, lithium, magnesium, calcium and strontium. 

Principle-—Potassium chloroplatinate is practically insoluble in strong 
alcohol while the other chloroplatinates are readily soluble. 

Procedure.—Treat the aqueous solution of the alkali chlorides contained 
in a small glass or porcelain dish with slightly more than enough chloroplatinic 
acid to convert all the chlorides present into the corresponding chloroplatinates. 
The chloroplatinic acid solution should contain the equivalent of 1 gram of 
platinum in each 10 ml. Evaporate the solution on the steam bath to a syrupy 
consistence, i.e. until solidification occurs on cooling. Flood the cooled residue 
with a small quantity of alcohol of at least 80% strength, grind thoroughly with 
a pestle made by enlarging the end of a glass rod, and allow to stand one-half 
hour. Pour the liquid through a previously weighed filtering crucible, and 
before adding more alcohol rub up the residue again with the glass pestle. 
Now continue the washing by decantation with small portions of alcohol until 
the wash liquid becomes colorless. Transfer the precipitate to the crucible 
and wash two or three times with alcohol. Dry in an oven at 110° C. for one 
hour, cool in a desiccator, and weigh as K,PtClg. 


K»PtCl.X0.1608=K; X0.1937 =K.0; X0.3067 =KCl; and X0.3584 = K.S0,. 


Remarks.—This method is considered to be the most accurate known for 
the estimation of potassium. Care should be taken not to conduct the evapora- 
tion at too high a temperature nor let it go too far, as this may cause the forma- 
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tion of anhydrous sodium chloroplatinate, which dissolves slowly in alcohol. 
Too large a volume of alcohol for washing should be avoided, as K,PtCl« 
is slightly soluble in alcohol, especially that of 80%. For this reason 95% al- 
cohol is preferable for the washing. 

Instead of using a filtering crucible, the precipitate may be filtered on paper, 
dried, washed through the filter with hot water into a weighed platinum dish, 
evaporated to dryness, dried at 110° C., and weighed as K2PtCl«. 


THE MODIFIED CHLOROPLATINATE METHOD” 


Application—The method is applicable in the presence of chlorides, sul- 
fates, phosphates, nitrates, carbonates, borates and silicates, salts of sodium, 
barium, calcium, strontium, magnesium, iron and alumina, and is especially 
suited for the estimation of potassium in salines, potassium salts, and fer- 
tilizers in which only the potassium is desired. 

Principle-—On evaporating a solution containing potassium with a slight 
excess of chloroplatinic acid, the potassium is completely transformed into 
potassium chloroplatinate which is insoluble in strong alcohol, while any of 
the other chloroplatinates which may be formed are either dissolved or decom- 
posed by alcohol, so that the excess of chloroplatinic acid may be readily 
removed. After dissolving the K,PtCl, along with any other soluble salts 
contained in the residue in hot water, the platinum is precipitated from the 
solution by magnesium, and from the weight of platinum so obtained, the 
amount of potassium present is calculated. 

Procedure.—To the solution slightly acidified with hydrochloric acid, add 
chloroplatinic acid solution slightly in excess of that necessary for the complete 
precipitation of the potassium present, and evaporate the solution on the steam 
bath to a syrupy consistency, i.e., until solidification occurs on cooling. Flood 
the cooled residue with a small quantity of alcohol of at least 80% strength, 
grind thoroughly with a pestle made by enlarging the end of a glass rod, and 
allow to stand one-half hour. The alcoholic solution should be colored if an 
excess of chloroplatinie acid has been used. Pour the liquid through a small 
filter, using suction if desired, and before adding more alcohol, rub up the 
residue again with the pestle. Now continue the washing by decantation with 
small portions of alcohol until the wash liquid becomes colorless. Three or 
four washings usually suffice. Transfer the precipitate to the filter and wash 
two or three times with alcohol. 

Dissolve the precipitate of K.PtCl, along with any other soluble salts 
present in hot water, washing it through the filter into a beaker of convenient 
size. To the hot solution add about 4 ml. of concentrated HCl and approxi- 
mately 0.5 gram magnesium for every 0.2 gram potassium present. A lump 
of stick magnesium is preferable but magnesium ribbon pressed into the form 
of a ball and held at the bottom of the beaker with a glass rod with occasional 
stirring will give good results. When the action has practically ceased, add a 
few ml. of hydrochloric acid and allow the flocculent platinum to settle, pre- 
ferably by allowing the beaker to set for an hour on the hot plate. The 
supernatant liquid should be perfectly clear and limpid like water if reduction 


2 Hicks, J. Ind. Eng. Chem., 5, 650 (1913). 
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is complete. To make sure, add more magnesium, in which case the solution 
will darken if reduction be incomplete. To the completely reduced solution, 
add concentrated hydrochloric acid, and boil to dissolve any basic salts, filter, 
wash thoroughly with hot water, ignite, and weigh as platinum. 


Pt X0.4006=K; X0.4825=K.0; X0.7638 = KCl. 


Remarks.—If the solution contains very large amounts of iron, alumina, or 
silica, it is preferable to remove the greater part of these before proceeding to 
the determination of potassium. Care should be taken to insure the complete 
removal of the soluble chloroplatinates from the residue without the use of an 
excessive amount of alcohol, and also that the subsequent reduction of the 
potassium chloroplatinate with magnesium be complete. 


LINDO-GLADDING METHOD * 


Application.—This method is applicable in the presence of chlorides, 
sulfates, and phosphates of the alkalies and magnesium. 

Principle-—The potassium is precipitated as K.PtCls and the soluble 
chloroplatinates removed by washing with 80% alcohol. The impurities in 
the precipitate are then washed out by a strong solution of ammonium chloride 
saturated with K.PtCl, and the wash solution is removed by again washing with 
alcohol. The purified K,PtCl, is finally dried and weighed. 

Procedure.—To the solution, slightly acidified with hydrochloric acid, add 
an excess of chloroplatinic acid solution, and evaporate on the water bath to a 
thick paste, avoiding the absorption of ammonia. Treat the residue with 80% 
alcohol. Wash the precipitate thoroughly with 80% alcohol both by decanta- 
tion and on the filter, continuing the washing after the filtrate is colorless. 
Wash finally with 10 ml. of ammonium chloride solution prepared as follows: 
Dissolve 100 grams of pure ammonium chloride in 500 ml. of water, add from 
5 to 10 grams of potassium chloroplatinate (K.PtCl,) and shake at intervals 
for six to eight hours. Allow the mixture to settle over night and filter. 
Repeat the washing with successive portions of the ammonium chloride solution 
five or six times in order to remove the impurities from the precipitate. Wash 
again thoroughly with 80% alcohol, dry for 30 minutes at 100° C., cool in a 
desiccator and weigh as K,PtCls. The precipitate should be perfectly soluble 
in water. 


K,PtCl, 0.1608 = K; X0.1987=K.0O; 0.3067 =KCl; and X0.3584 = K.80,. 


THE PERCHLORATE METHOD?! 


Application. —This method is applicable in the presence of chlorides and 
nitrates of barium, calcium, magnesium and the alkali metals, and also in the 
presence of phosphates. Sulfates should not be present. 


13 Association of Official Agricultural Chemists, Methods of Analysis, 2 ed., 1925. 
Washington, D. C. 

4 Wense, Zeit. angew. Chem., 691 (1891); 233 (1892); Caspari, Zeit. angew. Chem., 
68 (1893). The perchlorate method with n-butyl alcohol and ethyl acetate, as the wash 
liquid is described on page 884. G. F. Smith (J. Am. Chem. Soc., 45, 2072 (1923)) 
uses n-butyl alcohol as the wash liquid. 
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Principle-—The separation depends on the insolubility of potassium per- 
chlorate, and the solubility of sodium and other perchlorates in 97% alcohol. 

Procedure.—To the neutral or slightly acidified solution, add twice as 
much perchloric acid !® as is required to convert all the bases present into 
perchlorates, and evaporate on the steam bath with stirring to a syrupy con- 
sistency. Add a little hot water and continue the evaporation with constant 
stirring until all the hydrochloric acid is expelled and heavy fumes of perchloric 
acid are given off. Avoid excessive loss of perchloric acid. Stir up the cooled 
mass thoroughly with 20 ml. of 97% alcohol to which 0.2% perchloric acid has 
been added, but avoid breaking up the potassium perchlorate crystals too 
finely or else they may pass through the filter. Allow the mixture to settle, 
and decant the alcohol off through a filtering crucible. Repeat the washing 
once by decantation and then warm to remove the alcohol. Dissolve the 
residue in hot water, add about a half gram of perchloric acid and evaporate 
again until fumes of perchloric acid are given off. Wash the residue once by 
decantation and then several times on the filter. Remove the adhering wash- 
liquid by washing with pure 97% alcohol, dry in an oven at 110 to 130° C. 
and finally heat in a muffle for 15 minutes at 350° C.1® Cool in a desiccator 
and weigh as KClO.. 


KC10,X0.2822=K; 0.3399 =K;0; 0.5381 = KCL. 


SHORT METHOD FOR POTASSIUM IN SILICATE ROCKS” 


Application.—The method is applicable to silicate rocks and minerals which 
are decomposed by digestion with HF and H,SOu., where only potassium is to 
be determined and where extreme accuracy is not required. 

Principle-—The mineral is decomposed by hydrofluoric and sulfuric acids, 
the excess of acids expelled by gentle ignition, and the residue dissolved in dilute 
hydrochloric acid. The solution thus obtained is evaporated to dryness in 
the presence of a slight excess of chloroplatinic acid. The residue is washed 
with 95% alcohol containing 20 ml. of concentrated hydrochloric acid in a liter 
in order to remove the excess of chloroplatinic acid and soluble chloroplatinates. 
It is then washed through the filter with hot water, the potassium chloroplati- 
nate reduced to metallic platinum by means of magnesium, and the platinum 
weighed. From the weight of the platinum the weight of potassium is cal- 
culated. 

Procedure.— Weigh out a half gram sample of the mineral which has been 
ground to pass a No. 200 sieve, place in a small platinum dish or a large platinum 
crucible, moisten with a few drops of water, and add about 10 ml. of hydro- 
fluoric acid and the equivalent of about 1 ml. of concentrated sulfuric acid. 
Hold the dish with the tongs and heat it and its contents cautiously over the 
free flame until the mineral is broken up and apparently completely decomposed, 
which requires only a few minutes. Any dark color due to organic matter 


Use reagent grade 60% perchloric acid. 

16 A temperature of 350° C. is required for complete dehydration of KClO,4 which has 
been crystallized from aqueous solution. Smith and Ross, J. Am. Chem. Soc., 47, 774 
and 1020 (1925). 

17 Hicks and Bailey, U. S. Geol. Survey Bull. 660, 51 (1917). 
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should be disregarded. Evaporate the solution on the steam bath to complete 
dryness, and during this operation agitate the solution occasionally by giving 
the dish a swirling motion with the tongs. This treatment is nearly always 
sufficient to decompose the mineral, but if decomposition seems incomplete 
add more hydrofluoric acid and evaporate a second time, agitating the mixture 
frequently. Heat the dish and its contents on a radiator to expel the excess 
of hydrofluoric and sulfuric acids. Finally ignite gently to make sure of the 
complete removal of ammonium salts and to destroy organic matter. This 
operation will also expel much of the sulfuric acid combined with the iron and 
aluminum, but care should be taken not to heat high enough to render the 
iron and aluminum insoluble in hydrochloric acid. Cover the residue with 
dilute hydrochloric acid, which must be free from ammonium salts, and digest 
on the steam bath until solution is complete, adding more water and acid if 
necessary. Flakes of organic matter may be neglected. 

The solution of the completely decomposed mineral is now filtered into a 
small pyrex glass or porcelain evaporating dish, chloroplatinic acid slightly in 
excess of that necessary to combine with all of the potassium present is added, 
and the solution evaporated on the steam bath until nearly all the hydrochloric 
acid is removed and the mass solidifies on cooling. Cover the cold residue with 
an alcohol-acid solution prepared by adding 20 ml. of concentrated hydrochloric 
acid to 1 liter of 95% alcohol. Chloroplatinic acid and its soluble salts are 
likely to be occluded in the ferric sulfate and basic salts formed on evaporation, 
making their complete removal troublesome. The acid in the alcohol wash 
liquid tends to correct this difficulty by destroying the basic salts and changing 
a portion of the ferric sulfate into chloride, which is readily soluble in alcohol. 
If the residue is amorphous stir up the mixture gently with a glass rod made 
into a pestle and allow it to stand until it becomes crystalline, then grind up 
the residue thoroughly with the pestle and allow it to stand a half hour, or 
until it becomes quite crystalline. Decant the solution through a filter paper. 
Grind the residue thoroughly with the pestle, add 10 ml. of the alcohol-acid 
wash solution, stir thoroughly, allow the suspension to settle, and decant the 
solution through the paper. Continue the washing by decantation, using 
small portions of the alcohol-acid solution and thoroughly stirring up the residue 
after each treatment, until the excess of chloroplatinic acid has been com- 
pletely removed, but be careful to keep the quantity of wash liquid around 
75 mil. 

Dissolve the residue, which consists of potassium chloroplatinate mixed 
with salts of iron, aluminum, calcium, sodium, and other metals, in hot water, 
and wash the solution through the filter into a convenient-size beaker. Acidify 
with hydrochloric acid, heat almost to boiling, and reduce the chloroplatinate 
to platinum by stirring the solution with magnesium. About 1 ml. of concen- 
trated hydrochloric acid and 0.5 gram of magnesium should be added for each 
0.2 gram of potassium present. -A lump of stick magnesium is preferable, but 
a wad of magnesium ribbon held at the bottom of the beaker with a glass rod 
with occasional stirring will give good results. After the complete reduction of 
the platinum and the complete solution of the magnesium allow the mixture to 
stand on the hot plate for an hour or so. The platinum will coagulate on the 
bottom of the beaker, and the solution will become colorless and limpid like 
water. To make sure of complete reduction add more magnesium, when, if 
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reduction is incomplete, the solution will darken. Finally add strong hydro- 
chloric acid, boil the solution, filter through paper, and wash thoroughly with 
hot water. The platinum is then ignited in a small porcelain crucible, cooled 
in a desiccator, and weighed. 


Pt X0.4006=K; X0.4825=K.0; X0.7638=KCl. 


OTHER METHODS 


Among other methods which have been proposed and used for the deter- 
mination of potassium, may be mentioned the cobaltinitrite method; the 
bitartrate method;!® the colorimetric method ;2° the spectroscopic method ;7! 
the chloronitrotoluenesulfonate method; ” and the napthol yellow S method.” 


18 Addie and Wood, J. Chem. Soe., 77, 1076 (1900); Drushel, Am. J. Sci. (4), 24, 433 
(1907); 26, 329 and 555 (1908); Bowser, J. Am. Chem. Soc., 33, 1752 (1911). U.S. 
Dept. Agri. Bull. Chem., Bull. 132, pp. 137, 152 and 159. 

19 Bayer, Chem. Ztg., 17, 686 (1893). 

20 Cameron and Failyer, J. Am. Chem. Soc., 25, 1063 (1903); Hill, J. Am, Chem. Soc., 
25, 990 (1903). 

21 Gooch and Hart, Am. J. Sci. (8), 24, 448 (1891). 

22 6-Chloro-5-nitro-m-toluene sulfonate. Davies and Davies, J. Chem. Soc., 123, 
2976 (1923). 

23 The potassium salt of 2,4-dinitro-l-napthol-7-sulfonic acid. Clark and Willits, 
Ind. Eng. Chem., Anal. Ed., 8, 209 (1936). 


SODIUM 


Sodium, Na, at.wt. 22.997; sp.gr. 0.97; m.p. 97.5° C.; b.p. 880° C.; 
oxides Na,0, Na2O», Na,O, 


OCCURRENCE 

‘Sodium is an abundant element widely disseminated in nature constituting 
2.75% of known terrestrial matter.24 It is found in many rocks and minerals 
and is an important constituent of feldspar, of the nepheline group of silicates, 
of certain pyroxenes, and of many other minerals. It is abundant in rock salt 
and other saline residues, in ocean water and salt lakes, and is present in nearly 
all natural waters. Sodium nitrate occurs in Chile, sodium’ borate in Cali- 
fornia, and sodium sulfate in Western United States, Canada and Russia. 


DETECTION OF SODIUM 


Sodium is usually identified by the color which it imparts to the flame or by 
means of the spectroscope. The solution is prepared as directed below under 
Solution of Sample and is freed from all constituents other than the chlorides 
of magnesium and the alkalies according to the methods given under Separa- 
tions. With exceedingly small amounts of sodium, it may be necessary to 
remove the magnesium also. After acidifying with hydrochloric acid, a drop 
of the solution is brought into the flame by means of a loop of platinum wire. 
In the presence of sodium, the flame assumes an intense yellow color, which is 
usually sufficient to identify the element. The results may be confirmed by 
examining the flame in the spectroscope, when the characteristic yellow sodium 
line will be prominent even in the presence of traces of sodium. The spectrum 
of sodium is shown on Plate II (p. 119). Asa matter of fact, the ever-presence 
of the sodium line is a hindrance to the success of the method, but by observing 
the sudden change in the intensity of the line, little trouble will be experienced 
in detecting exceedingly small amounts of the metal. 

In waters and soluble salts, it is usually sufficient to test directly the con- 
centrated solution in the flame or spectroscope. 

Precipitation of sodium as zinc, magnesium, cobalt? or nickel ?* uranyl 
acetate as described under direct determination of sodium on pages 878 to 881 

#4 Clarke, F. ae U.S. Geol. Survey Bull. 770, p. 34 (1924). 


2 Caley, J. Am. Loner Soc., 51, 1965 (1929). 
26 Felstein and Ward, Analyst, 56, 245 (1981). « 
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is of value in identifying the element. Other reactions which may be utilized 
in the identification of sodium is by precipitation as pyroantimonate 
(H.Na.Sb.0;:H,O) and as caesium sodium bismuth nitrate (Cs,NaBi( NOs) «. 
The filtrate from the determination of potassium as chloroplatinate (page 869) 
may be treated with formic acid and ammonia to remove platinum (page 881) 
and used for the detection of sodium. 


ESTIMATION OF SODIUM 


The estimation of sodium is required in the analysis of rocks, minerals, soils, 
waters, brines, saline residues, and many technical products. It is of particular 
importance in the analysis of glass and refractories. 


SOLUTION OF SAMPLE 


Solution of the sample is effected in the same manner as described for 
potassium, pages 863 and 864, 


SEPARATIONS 


Separations from all constituents except the alkali metals are made in the 
same manner as described for potassium, pages 864 to 868. Sodium is separated 
along with lithium from potassium, rubidium and caesium by the chloroplati- 
nate and perchlorate method for potassium (pages 869 and 871) and by the 
n-butyl alcohol-ethyl acetate procedure, pages 884 to 886. The separation of 
sodium from lithium is accomplished by the methods for lithium, pages 889 
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to 891, and by precipitation as NaCl from a solution of the perchlorates in 
anhydrous n-butyl alcohol containing HCl, page 886. 


SEPARATION OF SODIUM FROM LARGE AMOUNTS OF POTASSIUM 


When the determination of a small amount of sodium in the presence of a 
large amount of potassium is required, it may be desired to first concentrate the 
sodium by removal of a part of the potassium. For this purpose proceed as 
directed for separating potassium from a large amount of sodium, page 868. 
The sodium will be found in the filtrate along with some potassium and salts 
of other metals originally present. Interfering substances are then separated 
as directed under Separations and the sodium determined by one of the methods 
given below. 


METHODS FOR DETERMINATION OF SODIUM 
DETERMINATION AS SODIUM CHLORIDE 


Sodium is commonly weighed as NaCl when it is already present as such 
or after conversion of other forms into the chloride. In the case of salts of 
volatile acids, such as nitrates for instance, the transformation is made by 
evaporating the solution to dryness with hydrochloric acid repeatedly or until 
only the chloride remains. When the sodium is present as a salt of a non- 
volatile acid, the latter is removed and the transformation effected according 
to the methods under Separations. 

Usually the solution in which sodium chloride is to be determined will 
contain ammonium salts from some previous operation. In such cases, proceed 
as follows: Evaporate the sodium chloride solution, which must contain no other 
non-volatile substance, in a platinum dish to complete dryness on the water 
bath. Cover the dish with a watch-glass, and cautiously dry the residue in 
an air bath at 110 to 130°C. Make sure that no loss of sodium chloride is 
sustained by decrepitation during dryirig and subsequent ignition. Heat the 
dish and contents over a free flame held in the hand and moved back and forth 
under the dish in order to remove ammonium salts. But to avoid loss of 
sodium chloride by volatilization, take care not to heat the dish to more than a 
faint redness in any one spot and not to raise the temperature of the salt above 
incipient fusion. Cool the residue, dissolve it in a little water, and filter from 
the carbonaceous matter into a weighed platinum dish. Acidify the filtrate 
with hydrochloric acid and evaporate it to dryness on the water or steam bath.” 
Dry the residue in an oven at 110 to 130° C., ignite cautiously over a free 


27 Addttion of 10 ml. of concentrated hydrochloric acid at the point where the salt 
begins to separate out will tend to prevent subsequent decrepitation. 


878 SODIUM AND THE OTHER ALKALI METALS 


flame, taking the precautions mentioned above to prevent loss of sodium 
chloride, cool in a desiccator, and weigh as NaCl. 


NaCl X0.3934=Na; 0.5303 = Na.O. 


DETERMINATION AS SODIUM SULFATE 


Sodium is often determined by weighing as Na2SO, when it is present as 
such or after conversion of other forms into the sulfate. In the case of salts 
of volatile acids, the change into the sulfate is made by simply evaporating the 
solution with a slight excess of sulfuric acid. With salts of non-volatile acids, 
the transformation is effected according to the methods under Separations. 
When the sodium is present as an organic salt, the substance is moistened with 
concentrated sulfuric acid and carefully heated over a free flame until fumes 
cease to come off. The residue is dissolved in water and filtered from the 
carbonaceous matter. 

As a rule the solution in which sodium sulfate is to be determined will 
contain an excess of sulfuric acid. In such cases, evaporate the solution to 
dryness in a weighed platinum dish, and cautiously ignite the dry residue until 
fumes cease to come off. Cool, add a lump of ammonium carbonate to the 
contents of the dish, and ignite a second time at dull red heat until no more 
fumes are given off. Cool in a desiccator and weigh as NasSO.u. Repeat the 
ignition with the addition of ammonium carbonate until a constant weight is 
obtained. 

In case an excess of sulfuric acid is not present, evaporate the solution to 
dryness in a weighed platinum dish, ignite, cool in a desiccator and weigh as 
NaSOx. 


Na2S04X0.3238 =Na; 0.4364=Na.0; X0.8230 = NaCl. 


DETERMINATION BY DIFFERENCE 


Ordinarily sodium and potassium are weighed together as chlorides or 
sulfates as detailed above for sodium. Potassium is then determined by one 
of the methods given above, pages 869 to 872, and the value for sodium ob- 
tained by difference. 


DETERMINATION AS SODIUM ZINC URANYL ACETATE *8 


Application.—The method is applicable to the determination of small 
amounts of sodium in the presence of moderate amounts of potassium, am- 
monium, magnesium, calcium and barium, and small amounts of lithium and 
strontium preferably as chlorides. Sulfates may be present if the solution 
does not contain calcium, barium or strontium.”® Phosphates, silicates, 
oxalates, and tartrates interfere. 

*® Barber and Kolthoff, J. Am. Chem. Soc., 50, 1625 (1928). 

29 Usually the reagent will contain some sulfate so that if barium, calcium or strontium 


is present in the sodium solution, barium should be added to the reagent in quantity 
sufficient to remove the sulfate. 
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Principle—Sodium is precipitated as sodium zinc uranyl acetate— 
NaZn(UOs:)3(C2H302)9: 6H2O—and weighed. 

Special Reagents Required.— Weigh 77 grams of Crystallized Uranyl Ace- 
tate (UO2(C2H302)2-2H2O) and transfer to a 600 ml. beaker. Add 13.3 ml. of 
glacial acetic acid and 410 ml. of distilled water. Warm to about 70° C. and 
stir until solution is complete (= Solution A). 

Weigh 231 grams of crystallized zine acetate (Zn(C2H;02)2°3H.O) into a 
tared 600 ml. beaker. Add 6.6 ml. of glacial acetic acid, 262 ml. of distilled 
water, warm to 70° C. and stir until solution is complete (= Solution B). 

Mix solutions A and B at about 70° C., cool to approximately 20° C., and 
allow to stand for 24 hours. Filter into a clean, dry glass bottle. The solution 
thus prepared is practically permanent, but filtration may be required from 
time to time as the reagent must be free from turbidity when used (= Zinc 
uranyl acetate solution). 

Saturate 95% ethyl alcohol with sodium zine uranyl acetate at 20°C. 
(= wash alcohol). 

Procedure.—Prepare a solution of the sample as directed on page 876 and 
separate interfering substances as directed on page 876. If the solution 
contains more than 20 mg. NaCl or more than 50 mg. KCl dilute it to definite 
volume in a volumetric flask with water, and take an aliquot portion containing 
not more than the above amounts of NaCland KCl. Place the neutral solution 
thus obtained in a small pyrex beaker and evaporate to a volume of about 1 ml. 
or as far as possible without the separation of salts. Add to the concentrated 
solution at least 10 ml. of the zine uranyl acetate reagent for each ml. of the 
concentrated solution and stir thoroughly. Partly immerse the beaker con- 
taining the solution in a water bath at 20° C. (41°), and stir occasionally for 
30 to 45 minutes. Filter through a weighed filtering crucible, using gentle 
suction. Pass all of the solution through the filter and suck it dry. Wash 
the precipitate 5 to 10 times, successively with 2 ml. portions of the zine uranyl 
acetate reagent, sucking the filter dry after each application of reagent. Then 
wash the precipitate five times with 2 ml. portions of 95% ethyl alcohol satu- 
rated with sodium zine uranyl acetate at 20° C. Finally wash thoroughly with 
ether to remove the alcohol, and suck dry air through the filter to remove the 
ether. Wipe the crucible clean with a moist and then a dry towel. Place the 
crucible containing the precipitate in the balance case, which should preferably 
contain a desiccating agent, for 10 minutes and weigh as (NaC.H;3O2: Zn- 
(C2H302)2°3U02(C2H302)2:6H20). 

Weight of precipitate X0.01495=Na; X0.0202=Na.0; X0.0381 = NaCl. 


MAGNESIUM URANYL ACETATE METHOD FOR SODIUM * 


Application.—This method is applicable in the presence of the chlorides of 
potassium, ammonium, calcium, magnesium, barium, strontium, iron, alu- 
minum, chromium. Sulfate may be present when barium and strontium are 
absent and calcium and ammonium arelow. Anions which precipitate uranium 
in acetic acid solution should be absent (See p. 878). 

30 Caley and Foulk, J. Am. Chem. Soc., 51, 1664 (1929); Barber and Kolthoff, 


J. Am. Chem. Soc., 51, 3233 (1929); Caley and Sickman, J. Am. Chem. Soc., 52, 4247 
(1930); Caley, J. Am. Chem. Soc., 54, 432 (1932). 
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Principle—Sodium is precipitated as sodium magnesium uranyl acetate 
(NaC.H;30,: Mg(C2H302)2-3U02(C2H302) 2: 614H20), dried and weighed. 

Special Reagents Required.—Place 90 grams of uranium acetate (UO:- 
(C2H302)2:2H2O) and 60 ml. of glacial acetic acid in a 2-liter Erlenmeyer flask, 
and add sufficient distilled water to make 1 liter, measured by a mark on the 
side of the flask. Warm to 70° C. and stir until solution is complete (= Solu- 
tion A). 

Place 600 grams of magnesium acetate (Mg(C2H302)2:4H2O) and 60 ml. 
of glacial acetic acid in a 2-liter Erlenmeyer flask, and add sufficient distilled 
water to make 1 liter, measured by a mark on the side of the flask. Warm to 
70° C. and stir until solution is complete (= Solution B). 

Mix together solutions A and B at 70° C., and then cool to 20°C. Allow 
the solution to stand at this temperature for 2 hours or longer, filter through a 
dry paper into an amber-colored bottle, and preserve for use away from direct 
sunlight. If further precipitation occurs, the solution should be filtered again 
before it is used (= Magnesium uranyl acetate solution). 

Saturate 95% ethyl alcohol at 29° C. with dry sodium magnesium uranyl 
acetate (NaC2H;02: Mg(C2H303)2: UO2(C2H302)2:614H2O) and filter (= Wash 
liquid). 

Preparation of Test Sample.—Prepare a solution of the sample to be tested 
as directed on page 876, and separate interfering substances as directed on 
page 876, finally obtaining a neutral solution preferably in the form of chloride. 

If the prepared solution contains more than 25 mg. of sodium (Na), dilute 
the solution to definite volume with distilled water in a volumetric flask, and 
take an aliquot portion containing 25 mg. of sodium or less. 

Procedure.—Place the neutral solution containing the sodium, preferably 
as chloride, in an Erlenmeyer flask or beaker and evaporate to a volume of 5 ml. 
or less, but separation of salts should be avoided. Add rapidly 100 to 250 ml. 
of the magnesium uranyl] acetate solution depending on the quantity of sodium 
present. Partially immerse the vessel containing the mixture in a water bath 
maintained at 20° C. (+1°) and stir vigorously for 30 to 45 minutes. Filter 
through a weighed filtering crucible using gentle suction, transferring the 
precipitate to the crucible by means of the magnesium uranyl acetate solution. 
Wash the precipitate with 5 ml. portions of the alcohol wash liquid, allowing 
the crucible to be sucked dry after each washing. Dry the crucible and con- 
tents in an oven at 105 to 110° C. for 30 minutes, cool in a desiccator, and 
weigh as sodium magnesium uranyl acetate (NaC2H;02: Mg(C2H302)2-3U02- 
(C2H302)2-6144H.20). 

Weight of precipitate X0.0153=Na; 0.0206 =Na.O; 0.0389 = NaCl. 

Remarks.— During filtration the solution should be continually agitated 
to prevent the crystalline precipitate from adhering to the sides of the vessel. 
The wash liquid should preferably be delivered from a graduated wash bottle 
having a fine tip. The end of the washing process is indicated by the wash 
liquid going through colorless. Ordinarily 30 to 50 ml. of wash liquid will be 
required. Frequently salts may be thrown out of solution in the filtrate by 
the alcohol, giving the appearance of the precipitate running through the filter. 

When sodium is to be determined in the presence of large quantities of 
potassium as in commercial potassium chloride, the potassium may be first 
partly removed by the method given on page 877 or by the following method: 
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Dissolve 1 gram of the sample in 5 ml. of distilled water and add a hot solu- 
tion containing 2 grams of ammonium perchlorate in 3 ml. of water and 25 ml. 
of 95% ethyl alcohol. Mix, cool to room temperature, filter, and wash the 
precipitate 5 times with 2 ml. portions of 95% alcohol. Evaporate the filtrate 
to dryness, take up the residue in 1 ml. of water, and follow the procedure out- 
lined above. This method is applicable to caustic potash after neutralizing 
with hydrochloric acid. 

When the sodium content of the sample is around 1 milligram or less it is 
preferable to reduce the volume of the solution to 1 or 2 ml. before adding the 
magnesium uranyl acetate solution, but in all cases care must be taken to avoid 
separation of salts. 

Quantities of sodium up to 50 milligrams can be handled by the method but 
greater care is required than with the recommended quantity of 25 milligrams. 

The milliliters of reagent added should be at least 10 times the number of 
milligrams of sodium present, but in any case 100 milliliters of reagent should 
be used. An excess of reagent will do no harm. 


DIRECT DETERMINATION OF SODIUM IN SILICATE MATERIALS 


After silicate materials have been decomposed with hydrofluoric and sul- 
furic acids as described on pages 883 and 884, or by the J. Lawrence Smith 
method (page 882) sodium may be determined directly by either the zinc or 
magnesium uranyl acetate method as described above. 


DETERMINATION OF SODIUM IN THE FILTRATE AFTER 
REMOVING POTASSIUM AS CHLOROPLATINATE 


A direct determination of sodium may be made by removing the platinum 
from the filtrate obtained in the determination of potassium by the Chloro- 
platinate Method, page 869, and finally weighing the sodium as NaCl or 
NasSO.. 

Carefully transfer the filtrate obtained in the determination of potassium 
by the Chloroplatinate Method, page 869, to a small beaker of convenient size 
and evaporate on the water or steam bath to remove most of the alcohol. 
Dilute to about 100 to 200 ml. with water, depending on the amount of plati- 
num present. Add 5 ml. of formic acid,* and boil until the solution turns 
brown and initial reduction of platinum is indicated. Then add a slight excess 
of ammonia and continue boiling for a few minutes. Allow the mixture to 
stand on the hot plate for the platinum to settle. Filter hot and wash free 
from chloride with hot water. 

; Evaporate the combined filtrate and washings to dryness on the water or 
steam bath and ignite gently to remove ammonium salts and organic matter. 
Dissolve in water, filter into a weighed platinum dish and determine the sodium 
as NaCl or as Na2SO, as described on page 877 or 878. 

Remarks.—The platinum may also be reduced with hydrogen in which case 
evaporation to remove ammonium salts and organic matter is not necessary. 


31 Chem. News, 75, 256 (1897). A test for non-volatile matter should be made on the 
formic acid and if necessary a correction made in the weight of NaCl or Na2SO, obtained. 
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For this purpose the water solution is placed in a small Erlenmeyer flask fitted 
with a two-hole rubber stopper carrying an inlet and outlet tube. The solution 
is heated nearly to boiling and the flask is connected to a hydrogen generator. 
Hydrogen is run into the solution until all air is expelled and the solution is 
saturated. The outlet tube is then closed and the solution allowed to stand 
under slight pressure from the generator until the platinum is completely 
reduced. The flask is then disconnected, the excess hydrogen blown out of the 
flask, the solution filtered, evaporated, and the sodium finally weighed as 
NaCl or Na.SOx. 


OTHER METHODS FOR SODIUM 


Direct determination of sodium as sodium caesium bismuth nitrate * is of 
interest. Indirect volumetric determination of sodium ** after precipitation 
as the triple acetate (pages 878 and 879) has received considerable attention 
and is of interest particularly where exceedingly small quantities of sodium 
are involved. 


DETERMINATION OF THE ALKALIES IN SILICATES 
BY THE J. LAWRENCE SMITH METHOD * 


Principle.—By heating the substance with 1 part of ammonium chloride 
and 8 parts of calcium carbonate, and leaching the sintered mass with water, 
the alkalies are obtained in solution in the form of chlorides along with some 
calcium, while the remaining metals are for the most part left behind as in- 
soluble oxides, and the silica is changed to calcium silicate. 

Procedure.—Triturate 0.5 gram of the finely powdered mineral with an 
equal quantity of pure ammonium chloride in an agate mortar, add 3 grams of 
precipitated calcium carbonate *° and mix intimately with the former. Trans- 
fer the mixture to a platinum crucible (preferably the J. Lawrence Smith 
alkali crucible), rinse the mortar with 1 gram of calcium carbonate and add to 
the contents of the crucible. Place the covered crucible in a slightly inclined 
position with the top protected from the heat of the flame. This can be done 
by setting the crucible in a hole in a cylinder of fire clay, as shown in Fig. 108. 
Gradually heat the crucible over a small flame until no more ammonia is 
evolved, but avoid heating sufficiently to cause the evolution of ammonium 
chloride. This should require about fifteen minutes. Then raise the tem- 
perature until finally the lower three-fourths (and no more) of the crucible is 
brought to a red heat, and maintain this temperature for one hour. Allow 
the crucible to cool and remove the sintered cake by gently tapping the inverted 
crucible. Should this not be possible, digest the mass a few minutes with 


# Ball, J. Chem. Soc., 95, 2126 (1909); 97, 1408 (1910); 103, 2110 and 2130 (1913). 

3 Caley, J. Am. Chem. Soc., 52, 1349 (19380); Dobins and Byrd, J. Am. Chem. Soc., 
53, 3288 (1931); Furman, Caley and Schoonover, J. Am. Chem. Soc., 54, 1844 (1982); 
Kolthoff and Lingane, J. Am. Chem. Soc., 55, 1871 (1933). 

% Am. J. Sci. (8), 1, 269 (1871); Hillebrand, U. S. Geol. Survey Bull. 422, 171 (1910). 

3 Blank determinations should be run on the calcium carbonate, and corrections 
made for its alkali content. 
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water to soften the cake, and then wash it into a platinum dish.** Heat the 
covered dish with 50 to 75 ml. of water for half an hour, reduce the large parti- 
cles to a fine powder by rubbing with a pestle in the dish, and decant the clear 
solution through a filter. Wash the residue four times by decantation, transfer 
to a filter, and wash with hot water until a few ml. of the washings give only a 
slight turbidity with silver nitrate. To 
make sure the decomposition of the mineral 
has been complete, treat the residue with 
hydrochloric acid. No trace of undecom-  fieciay 
posed mineral should remain undissolved. Cylinder 
The aqueous extract obtained in the 
above operation contains the chlorides of 
calcium and the alkalies. To remove the 
calcium, treat the solution with ammonia 
and ammonium carbonate, heat to boiling, 
filter and wash the residue. As this pre- 
cipitate invariably retains some alkali salts, 
it should be dissolved in hydrochloric acid 
and the precipitation repeated. Evaporate 
the filtrate to dryness in a platinum dish,*® 
and expel the ammonium salts by gentle 
ignition over a moving flame. After cool- 
ing, dissolve the residue in a little water, 
and add a few drops of ammonia and Fie. 108. 
ammonium oxalate to remove the last trace 
of calcium. After standing several hours, filter off the calcium oxalate, receive 
the filtrate in a weighed platinum dish, evaporate to dryness and ignite gently 
to remove ammonium salts. Moisten the cooled mass with hydrochloric acid 
to transform any carbonate into chloride, and again evaporate to dryness and 
ignite gently as described for NaCl, page 877. Cool in a desiccator and weigh 
the combined chlorides. Dissolve in water, and if an insoluble residue remains, 
filter off, weigh and deduct from the weight of the chlorides. Determine the 
potassium by one of the methods already described, pages 869 to 872, and 
obtain the value for sodium by difference. 


Platinum 


Crucible 
7.8 Cm. x 8 Cm. 


DETERMINATION OF THE ALKALIES IN SILICATES BY THE 
HYDROFLUORIC ACID METHOD 


Procedure.— Weigh out a half gram sample of the finely powdered mineral, 
place in a small platinum dish or a large platinum crucible, moisten with a few 
drops of water, and add about 10 ml. of concentrated hydrofluoric acid and 
2 ml. of 1:3 sulfuric acid. Hold the dish with the tongs and heat it and its 
contents cautiously over the free flame for a few minutes. Evaporate the 
solution on the steam bath to complete dryness, and during this evaporation 
agitate the solution occasionally by giving the dish a swirling motion with the 
tongs. This treatment is nearly always sufficient to decompose the mineral, 
but if decomposition seems incomplete add more hydrofluoric acid and evaporate 


% A Pyrex glass or porcelain dish may be used if platinum is not available. 
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a second time, agitating the mixture frequently. With refractory silicates it 
may be desirable to digest the mineral with the acid mixture in a covered 
crucible for an hour or so. Heat the dish and its contents on a radiator *” to 
expel the excess of hydrofluoric and sulfuric acids. Cover the residue with 
dilute hydrochloric acid and digest on a steam bath until solution is complete, 
adding more water and acid if necessary. Flakes of organic matter which 
remain undissolved may be neglected. Remove the iron, alumina, calcium, 
magnesium, etc., by the methods described under Separations, pages 864 to 868. 
Finally weigh the sodium and potassium together as sulfates as described on 
page 878. Determine the potassium according to the modified chloroplatinate 
or Lindo-Gladding Method, pages 870 and 871, and obtain sodium by difference. 


Norr.—Following the decomposition of silicates by one of the above methods, . 
sodium may be determined directly by the zinc or magnesium uranyl acetate method as 
indicated on page 878. 


N-BUTYL ALCOHOL—ETHYL ACETATE METHOD FOR THE 
SEPARATION AND DETERMINATION OF THE ALKALIES * 


Application.—This method is applicable in the presence of the chlorides of 
the alkali metals. 

Principle—The alkali metals are first obtained as chlorides free from all 
other constituents and are then converted into perchlorates. Sodium and 
lithium are dissolved out in a mixture of n-butyl alcohol and ethyl acetate, the 
mixture is filtered through a filtering crucible which leaves the perchlorates of 
potassium, rubidium, and caesium on the filter ready to be dried and weighed, 
and sodium and lithium in the filtrate. Sodium is precipitated by adding a 
solution of HCl gas in n-butyl alcohol, as NaCl, and weighed. Lithium is 
finally converted to Li,SO, and weighed. 

Special Reagents Required.—60% reagent grade perchloric acid containing 
not more than 0.1 mg. of non-volatile matter per ml. 

Reagent grade, anhydrous n-butyl alcohol, with boiling range of 116- 
118° C. at 760 m.m. (d. 25°/4 .8065) preferably dried by refluxing over metallic 
calcium. 

Reagent grade, anhydrous ethyl acetate, free from ethyl alcohol, with 
purity of 99.7 to 100%. 

N-butyl alcohol containing 20% HCl prepared by passing dry HCl gas into 
the n-butyl alcohol to obtain a solution slightly stronger than required. The 
proper concentration is then obtained by dilution with n-butyl alcohol. 

37 Hillebrand, W. F., U. 8. Geol. Survey Bull. 422, p. 31 (1910) (reprinted, 1916). 
A large porcelain crucible fitted with a triangle to support the crucible serves well as a 
radiator for this purpose. 


38 Willard and Smith, J. Am. Chem. Soc., 44, 2816 (1922); 45, 293 (1923); Smith, 
J. Am. Chem. Soc., 47, 762 (1925); Smith and Ross, J. Am. Chem. Soc., 47, 774 (1925). 
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N-butyl alcohol containing 6-7% HCl prepared by diluting 40 ml. of the 
20% solution with 100 ml. of n-butyl alcohol. 

Separation of Potassium, Rubidium and Caesium as Perchlorates.— 
Obtain the mixed chlorides of the alkali metals free from other constituents 
as directed under solution of sample (pages 863 to 864), and Separations 
(pages 864 to 869). Dissolve in a little water and transfer to a 150 ml. beaker. 
Add two or three times the equivalent quantity of pure 60% perchloric acid 
(not less than 1 ml. in any case), and carefully evaporate to complete dryness 
on the hot plate at not over 350° C. Expel any HClO, condensed on the side 
walls of the beaker by brushing with a free flame. Cool, dissolve in 5 ml. of 
water and repeat the evaporation on the hot plate. 

Cool the beaker and contents to about 80° C., add 10 to 20 ml. of a mixture 
of equal parts by volume of n-butyl alcohol and ethyl acetate and digest near 
the boiling point for 2 or 3 minutes. . Cool to room temperature, and decant 
the supernatant liquid through a crucible which has been previously ignited 
and weighed. Wash the residue three times by decantation with 5 ml. portions 
of the n-butyl alcohol-ethyl acetate mixture. Reserve the filtrate. 

Dissolve the residue in the beaker in a minimum amount of hot water, and 
again evaporate to dryness. Cool, add 10 ml. of the n-butyl alcohol-ethyl 
acetate solvent, digest for 2 or 3 minutes near the boiling point, cool and filter 
through the original crucible. Transfer the precipitate to the crucible by means 
of the n-butyl alcohol-ethyl acetate reagent using a fine jet from a wash bottle, 
and finally wash 10 to 15 times with about 1 ml. portion of the reagent. Com- 
bine and reserve the filtrates and washings for the determination of lithium 
and sodium. : 

Dry the original beaker on the hot plate, and then brush any unremoved 
particles of perchlorate into the crucible containing the bulk of the precipitate. 
Dry the crucible and precipitate in an oven at 110° C. for a few minutes, and 
finally in a muffle at 350° C. for 15 minutes. Cool in a desiccator and weigh 
as KC1O,. 


KC10,X0.2822=K; X0.3399=K.0; X0.5381 = KCl. 


The value for potassium thus found must be corrected for any rubidium 
and caesium present. The latter two elements may be determined as directed 
on page 894. 

Determination of Sodium.—Place the combined filtrates and washings from 
the above operation in a 150 ml. beaker and evaporate on the hot plate to 20 ml. 
in order to remove the ethyl acetate. Cool to room temperature. Add from 
a burette dropwise with constant stirring 1.5 ml. of n-butyl alcohol containing 
20% of HCl gas and then add rapidly 7 ml. more to form a 6% HCl solution. 
Heat to boiling over a wire gauze with a free flame to coagulate the NaCl. 
Cool, filter on a weighed filtering crucible, and wash 8 or 10 times with n-butyl 
alcohol containing 6 to 7% HCl gas, but keeping the wash liquid at a minimum. 
A rubber tipped glass rod may be used to transfer the precipitate to the crucible. 
Reserve the filtrate and washings for the determination of lithium. 

Dry the crucible and NaCl in an oven at 250° C. for 1 hour and then ignite 
in a muffle at 600° C. for 5 to 8 minutes, or at a very dull red heat over a free 
flame as described on page 877. Cool in a desiccator and weigh as impure NaCl. 
Wash the precipitate through the filter with hot water, dry and ignite the 
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crucible and filter again, cool and weigh. The loss in weight represents pure 
NaCl. 

To the weight of NaCl thus obtained there should be added 0.6 mg. for 
each 100 ml. of combined filtrate and washings, because of the slight solubility 
of the NaCl in the wash liquid. 

Determination of Lithium.—To the combined filtrate and washings reserved 
above for the determination of lithium contained in a small beaker, add 1/3 
their volume of water forming two layers. Cover with a watch glass supported 
on glass hooks and evaporate on the steam bath in such a way as to avoid any 
condensation on the upper part of the beaker, which may cause loss by creeping. 
At the end add 5 to 10 ml. of water to make the removal of organic matter more 
complete before the perchloric acid takes effect. At the appearance of a slight 
brown coloration, remove the watch glass supports and rest the watch glass 
directly on the beaker. Heat the covered beaker on a wire gauze with a free 
flame to fumes of perchloric acid. Remove any brown coloration adhering to 
the beaker by brushing with the free flame. In case the perchloric acid is not 
sufficient to oxidize the last trace of organic matter a few drops more should be 
added. When the brown color has been completely removed, add 0.5 ml. of 
concentrated sulfuric acid, replace the watch glass, and then fume off the acid 
on a hot plate or over a low flame on a wire gauze. Cool, add 5 to 10 ml. 
water and wash down the cover glass and inner walls of the beaker with water. 
Transfer to a platinum crucible which has been previously ignited and weighed 
with lid. 

Evaporate the solution cautiously to dryness, cover the crucible, and heat 
preferably by a ring burner until every trace of acid is removed. Finally heat 
in a muffle at 600° C. or over a free flame at dull red heat as described on page 
878 for 5 to 10 minutes. Repeat the ignition to constant weight. Cool in a 
desiccator and weigh as Li,SO.1-+NasSOu. 

To correct for the Na2SO., deduct 0.7 mg. for each 100 ml. of combined 
filtrate and washings used in the determination and thus obtain the corrected 
weight of LisSO.. 

Corrected weight of Li.SO,0.1262=Li; X0.2717=Li.O; X0.7712= LiCl. 


LITHIUM 
Lithium, Li, at.wt. 6.94; sp.gr. 0.53; m.p. 186° C.; b.p. 1400° C.; oxides Li,O, Li.O. 
OCCURRENCE 


Lithium is a comparatively rare element, although it is widely disseminated 
in nature, being found in nearly all igneous rocks and in many mineral springs. 
It is an important constituent of the minerals lepidolite, spodumene, petalite, 
amblogonite, triphylite, lithrophylite, and certain tourmalines. It frequently 
occurs in feldspar, muscovite and beryl. 


DETECTION OF LITHIUM 


Bring the sample into solution and separate the alkali chlorides from other 
constituents as directed on page 888. Digest the dry chlorides with amyl 
alcohol, with a mixture of absolute alcohol and ether or with n-butyl alcohol, 
filter, and evaporate the filtrate to dryness. Moisten the residue with dilute 
hydrochloric acid and examine it in the spectroscope. A bright red band and a 
faint orange line make up the flame spectrum of lithium, Plate II, page 119. 
These lie between the sodium line and the red potassium line and are easily 
recognized. 

Lithium salts impart a carmine-red color to the flame, which is obscured by 
sodium, and by large amounts of potassium. But by the proper use of a color 
screen, the lithium flame may be recognized in the presence or targe amounts 
of sodium. 

Confirmation of the presence of lithium may be had by the formation of the 
sparingly soluble lithium phosphate, fluoride, acid aluminate or stearate. 


ESTIMATION 


The estimation of lithium may be required in the analysis of rocks, minerals. 
mineral waters, and certain technical and medicinal products such as glass, 
lithia waters, etc. 

887 
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SOLUTION OF SAMPLE 


Solution of the sample is prepared in the same manner as described for 
potassium, pages 863 to 864. 


SEPARATIONS 


Separations are made in the same manner as described for sodium, page 
876. Sodium and potassium when present in large amounts may be partly 
removed by precipitation as described on page 868 and the lithium thereby 
concentrated. 


METHODS FOR DETERMINATION OF LITHIUM 


DETERMINATION AS LITHIUM CHLORIDE 


Lithium may be weighed as LiCl. The procedure is practically the same 
as that described for sodium, page 877, but since lithium chloride is very hygro- 
scopic, this salt must be weighed out of contact with the air. For this purpose 
the lithium chloride is ignited in a platinum crucible, cooled in a dessicator, 
and the crucible and contents weighed in a glass-stoppered weighing bottle. 


LiCl X0.1637 = Li; X0.3524=Li.0; 1.2966 = Li.SOx. 


DETERMINATION AS LITHIUM SULFATE 


Lithium is weighed preferably as Li,SO1. The procedure is the same as that 
described for sodium, page 878; but since lithium bisulfate is easily broken up on 
heating, it is not necessary to ignite with ammonium carbonate. 

Li.SO. 0.1262 =Lli; X0.2717=1Li.0; 0.7712 = LiCl. 


THE GOOCH METHOD *® 


Principle—Lithium chloride is readily soluble in amyl alcohol, while 
sodium and potassium chlorides are not. 


39 Gooch, Proc. Am. Acad. Arts Sci., 22 (N.S. 14), 177 (1886); Am. Chem. J., 9, 33 
(1887). 
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Procedure.—Prepare a solution and remove all constituents except the 
chlorides of the alkali metals as directed on page 888. Concentrate the solution 
as far as possible by evaporation, transfer it to a 50 ml. Erlenmeyer flask, add a 
small amount of amyl alcohol and heat cautiously on an asbestos plate until the 
water has been expelled and the boiling-point of the solution rises to about that 
of pure amyl alcohol (132° C.). To prevent bumping during this treatment, 
pass a current of dry air through the solution. When all of the water has been 
removed, the sodium and potassium chlorides, together with some LiOH will 
separate from the solution. Decant the solution through a filter and wash the 
residue several times with hot amyl alcohol. Moisten the residue with dilute 
hydrochloric acid, dissolve in a little water and repeat the extraction with 
amylaleohol. If much lithium chloride is present, it will be necessary to repeat 
the extraction with amyl alcohol three or four times. Evaporate the combined 
filtrates and washings to dryness and dissolve in a little dilute sulfuric acid. 
Filter from the carbonaceous matter into a weighed platinum dish, evaporate 
to dryness, and remove the excess of sulfuric acid by gentle heating. Ignite 
the residue at dull redness, as described on page 888 for lithium sulfate, cool in 
a desiccator, and weigh as Li.SO.. 


Li.SO,X0.1262 =Li; X0.2717 =Li.O; <0.7712 = LiCl. 


Remarks.—For very accurate work, account must be taken of the fact that 
the lithium sulfate obtained according to the procedure just described always 
contains small amounts of potassium and sodium sulfates, if these metals were 
originally present. To correct for this, deduct 0.00041 gram for every 10 ml. 
of the filtrate exclusive of the washings in case only sodium chloride was present, 
or 0.00051 if only potassium chloride was present, and 0.00092 if both sodium 
and potassium chlorides were present. 


THE RAMMELSBERG METHOD * 


Principle-—Anhydrous lithium chloride is soluble in equal parts of alcohol 
and ether which have been saturated with hydrochloric acid gas, while the 
chlorides of sodium and potassium are practically insoluble in this mixture. 

Procedure.—Prepare a solution and remove all constituents except the 
chlorides of the alkali metals as described on page 888. Evaporate the solution 
of the chlorides to dryness in a small flask provided with a two-hole stopper. 
During the evaporation, pass a current of dry air through the flask. Place 
the flask containing the dry residue in an oil or air bath and heat for half an 
hour at 140 to 150° C. during which time pass dry hydrochloric acid gas through 
the flask. Cool in a current of hydrochloric acid gas, treat the residue with a 
_few ml. of absolute alcohol which has been saturated with hydrochloric acid 
gas, and add an equal volume of absolute ether. Close the flask tightly and 
allow it to stand with frequent shaking for twelve hours. Pour the solution 
through a filter, wet with the alcohol-ether mixture and wash the residue three 
times by decantation with the alcohol-ether mixture. Add a few more ml. 
of the alcohol-ether saturated with hydrochloric acid gas to the contents of the 


40 Rammelsberg, Pogg. Ann., 66, 79 (1845); Treadwell, Analytical Chemistry, 2, 55 
(1911); John Wiley & Sons, N: ew York. 
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flask and allow to stand again for twelve hours. Pour the liquid through a 
filter, and wash the residue by decantation with the alcohol-ether mixture until 
the residue tested in the spectroscope shows the complete absence of lithium. 
Carefully evaporate the combined alcohol-ether extract to dryness on a luke- 
warm water bath. Dissolve the residue in sufficient dilute sulfuric acid to 
convert all the lithium into the sulfate, transfer the solution to a weighed 
platinum dish, evaporate to dryness on the steam bath, and finally ignite 
carefully at dull red heat as described for lithium sulfate, page 888. Cool ina 
desiccator and weigh as Li,SO,. 


Li.SO4 0.1262 = Li; X0.2717 =Li.0; 0.7712 =LiCl. 


DETERMINATION OF LITHIUM BY THE ALCOHOL-ETHER 
PRECIPITATION METHOD # 


Application.—This method is applicable to the chlorides of the alkali metals. 
The solution is prepared as directed on page 888 and is freed from all con- 
stituents except the chlorides of the alkali metals as directed under Separations, 
page 888, finally obtaining the dry mixed chlorides ignited and free from am- 
monia and organic matter, and accurately weighed. About 0.5 gram of mixed 
chloride should be used for the test. 

Principle-—The chlorides of sodium and potassium are precipitated quan- 
titatively from their concentrated solution while the lithium salt is soluble. 
The lithium chloride is converted to the sulfate and weighed. 

Procedure.—The total alkali chlorides are dissolved in a minimum amount 
of cold water in a tall 200 ml. beaker. About 1.5 ml. will be more than sufficient 
for 0.5 gram of the salts. One drop of concentrated HCl is added and gradually 
20 ml. absolute alecohol—the alcohol being dropped into the center of the beaker 
(not on the sides) while rotating the beaker. The sodium and potassium chlo- 
rides should be precipitated in a perfectly uniform granular condition. In a 
similar manner while rotating the beaker, 60 ml. of ether are added and the 
mixture is allowed to stand about 5 minutes, or until the precipitate is well 
agglomerated and the supernatant liquid almost clear. The beaker is rotated 
occasionally. 

The mixture is then filtered through a weighed filtering crucible into an 
Erlenmeyer flask, using a bell-jar arrangement. The beaker is thoroughly 
washed with a mixture of 1 part of alcohol and 4 to 5 parts of ether. A rubber 
tipped rod is necessary for this purpose. The precipitate in the crucible 
is also well washed and the crucible set aside. The funnel is well washed in 
order to remove any lithium therefrom into the flask containing the filtrate. 

The filtrate is evaporated to dryness on the water or steam bath (using a 
current of air). The residue is taken up with 10 ml. of absolute alcohol, warm- 
ing if necessary, so that practically everything passes into solution. If a slight 
film remains on the bottom of the flask and sides, it is removed by rubbing with 
a rubber-tipped glass rod. While rotating the flask, 50 ml. of ether are added. 
One drop of concentrated HCl is added, the flask rotated and allowed to stand 


41§. Palkin, J. Am. Chem. Soc., 38, 2331 (1916). 


LITHIUM 891 


for one-half hour. It is well to rotate the flask at frequent intervals. When 
the fine precipitate has agglomerated (only a very small amount is usually 
precipitated), it is filtered through the same crucible as used in the first pre- 
cipitation, into a tall beaker. The residue is washed with the ether-alcohol 
mixture, using the same precautions as outlined in the first precipitation. 
After drying in an oven, the crucible is gently ignited as directed on page 877 
for sodium chloride, cooled, and weighed as NaCl+ KCl. 

The ether-alcohol solution of lithium is evaporated to dryness on the water 
or steam bath. The residue is taken up in a little water and a slight excess of 
sulfuric acid added. The solution is then carefully transferred to a weighed 
platinum dish, evaporated as far as possible on the steam bath, and the residue 
very gently ignited over a flame. By placing the dish on a triangle over an 
asbestos gauze and using a low flame, the solution can be evaporated without 
spattering. 

Finally ignite at dull red heat as described for lithium sulfate, page 888, 
cool in a desiccator and weigh as Li.SO,. 


Li.SO.X 0.1262 = Li; X0.2717=1i.0; 0.7712 = LiCl. 


N-BUTYL ALCOHOL METHOD 


This method involves the separation of lithium and sodium from potassium, 
rubidium and caesium, and then the separation of lithium from sodium. 
Lithium is finally weighed as Li,SO,. Details are given on pages 884 to 886. 


SPECTROSCOPIC METHOD # 


Dissolve the lithium salt containing small amounts of sodium and potassium 
resulting from the separation by the Gooch method, page 888, in 5 or 10 ml. of 
water, depending on the amount of lithium present. Gradually add measured 
amounts of this solution to a known volume of water—testing the solution 
from time to time in the spectroscope—until the lithium line appears. When 
only traces of lithium are present, it is better to dissolve the lithium salt in a 
little water and dilute to the vanishing point of the lithium line. Make the 
spectroscopic examination as follows: Prepare a loop by winding a platinum 
wire four times around a No. 10 wire. Plunge the loop into the solution, and 
remove with the axis parallel to the surface of the water. LEvaporate the drop 
to dryness carefully, ignite in the Bunsen flame, and observe through a good 
spectroscope. 

Before undertaking the determination, standardize the instrument and 
platinum loop by carrying out the determination with known amounts of 
lithium. ; 

The method gives satisfactory results when only an approximation is 
desired. For weighable amounts of lithium one of the gravimetric methods 
for lithium given is preferable. 


42 Skinner and Collins, U. S. Dept. Agri. Bu. Chem., Bull. 153. A good bibliography is 
included in this bulletin. 
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OTHER METHODS FOR LITHIUM 


Other methods which have been described for the determination of lithium 
inelude the acetone method, ** iso-butyl alcohol method, *! the pyridine method, ** 
and the stearate method.‘® 


43 Brown and Reedy, Ind. Eng. Chem., Anal. Ed. 2, 304 (1930). 

44 Winkler, Z. Anal. Chem., 52, 628 (1913). 

4 Kahlenberg and Krauskopf, J. Am. Chem. Soc., 30, 1104 (1908). 
46 Caley, J. Am. Chem. Soc., 52, 2754 (1930). 


RUBIDIUM AND CAESIUM 


Rubidium, Rb, at.wt. 85.44; sp.gr. 1.53; m.p. 38.5° C.; b.p. 700° C.; 
oxides Rb2O, Rb2O2, Rb2O.4 


Caesium, Cs, at.wt. 132.91; sp.gr. 1.90; m.p. 26° C.; b.p. 670° C 
oxides Cs,0, Cs.O2, Cs2O4 


OCCURRENCE 


Rubidium is a rare element, found in lepidolite, in certain mineral springs, 
in the mother liquors from the potash works in Germany, in argols, and in the 
ashes of certain plants. It occurs in traces in the mineals leucite, spodumene, 
triphylite, petalite, carnallite, mica and orthoclase. 

Caesium is the rarest of the alkali group of metals. It is an important 
constituent of the rare mineral pollucite, and occurs in some specimens of 
lepidolite and beryl, and in water from certain mineral springs. 


DETECTION OF RUBIDIUM AND CAESIUM “ 


In the usual course of analysis these rare elements are brought into solution 
as described for potassium, pages 863 to 864, and separated along with sodium, 
potassium, and lithium in the form of chlorides from all other constituents as 
given under Separations, pages 864 to 869. Examination of the concentrated 
solution of these chlorides in the spectroscope will be sufficient to identify 
rubidium and caesium when these elements are present in appreciable amounts. 
Both elements have distinctly characteristic spectra as shown on Plate II, 
facing page 119. 

Rubidium and caesium may be identified by following tke quantitative 
procedure described on pages 894 to 898, first precipitating the rubidium and 
caesium as phosphomolybdates or as soci bismuth nitrites and finally ob- 
taining them as chloroplatinates. The presence of rubidium and caesium 
may be confirmed by dissolving this chloroplatinate precipitate in a little dilute 
HCl and examining the solution in the spectroscope. 


} 47 An excellent and precise method for the systematic qualitative ar patasion and 
identification of the alkali metals is described by A. A. Noyes and W. C. Bray in ‘“‘Quali- 
tative Analysis for the Rarer Elements,”’ 1927. The MacMillan Co. 
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Sodium and potassium when present in large amounts may be first partly 
removed in hydrochloric acid solution as described on page 868. 


ESTIMATION OF RUBIDIUM AND CAESIUM 


Estimation of these rare elements is seldom called for, but may sometimes 
be required in the analysis of rocks, minerals and mineral water. ‘They have 
found some commercial application in the manufacture of photoelectric cells, 
and radio tubes and their estimation is of importance in this connection. 


SOLUTION OF SAMPLE 


Solution of the sample is effected in the same manner as described for 
potassium, pages 863 to 864. 


SEPARATIONS 


Rubidium and caesium are separated from all constituents except the 
chlorides of the alkali metals in accordance with procedures described for 
potassium, pages 864 to 869. They are separated from lithium and sodium 
by precipitation as chloroplatinates or perchlorates as described for potassium 
on pages 869, 870 and 884. They may be separated from potassium by the 
9-phosphomolybdic acid method or the sodium bismuth nitrite method as 
described below. 


SEPARATION FROM POTASSIUM BY 9-PHOSPHOMOLYBDIC 
ACID METHOD * 


Special 9-Phosphomolybdic Acid Reagent (Luteo Acid).—Heat dodeca phos- 
phomolybdic acid carefully to between 300 and 350° C. with continuous stirring 
to avoid local overheating. The color of the dry acid will turn from orange to 


48 O’Leary and Papish, Ind. Eng. Chem., Anal. Ed. 6, 110 (1934). 
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green and the above temperature is maintained until no orange particles remain. 
Cool and extract with distilled water. Oxidize the green solution so obtained 
with a little bromine water, and evaporate very slowly, when short, stout, yellow 
prisms of the luteo acid (P20;-18Mo0O;-24-30H,O) will separate out. Filter 
off the luteo acid crystals, and dissolve in distilled water to form a 20% solution 
of the crystals for use as reagent. 

Procedure.—After removing all other constituents as described under 
separations, except the chlorides or nitrates of potassium, rubidium and caesium, 
a sample is taken which contains not more than the equivalent of .08 gram 
rubidium chloride and about 1.0 gram potassium chloride. LEvaporate the 
solution to dryness, and dissolve in 100 ml. of 1:3 nitric acid. Heat almost to 
boiling, and add with vigorous stirring an excess of the 20% solution of 9-phos- 
phomolybdic acid crystals. The quantity of reagent required will be about 
50 ml. for each gram of mixed chlorides present. Allow the mixture to settle 
on the steam bath at 40 to 60° C. for an hour, stir, and allow to settle for an 
hour longer at room temperature. Test a portion of the clear liquor with 
additional 9-phosphomolybdic acid reagent. Filter through a filtering crucible 
and wash with 1% sodium nitrate solution. 

The filtrate contains all of the potassium along with excess reagent, sodium 
nitrate, and nitric acid. It may be discarded and the potassium obtained by 
difference as mentioned on page 868; or it may be treated with hydrogen sulfide 
to remove molybdenum as described below, and the potassium determined by 
one of the methods given on pages 869 to 872. 

The precipitate contains all of the rubidium and caesium in the form of 
phosphomolybdates. 

To remove the molybdenum proceed as follows: Dissolve the phosphomolyb- 
date precipitate in a minimum quantity of 5% sodium hydroxide solution, 
saturate with hydrogen sulfide, heat to boiling, and just acidify with nitric acid. 
Boil to coagulate the precipitate, allow to settle, filter, wash, and discard the 
precipitate. This usually serves to remove all of the molybdenum. If the 
precipitation was incomplete, boil the filtrate to remove H.8, add a slight 
excess of bromine water and boil to oxidize any molybdenum which may have 
been reduced, and repeat the precipitation with sulfide. 

After the removal of molybdenum, evaporate the filtrate to about 20 ml., 
add 60 ml. of 95% alcohol, treat with a slight excess of chloroplatinic acid, and 
add afew ml. of ether. Allow the precipitate to settle, filter through a filtering 
crucible, and wash with 80% alcohol. The precipitate contains the chloro- 
platinates of rubidium and caesium along with a small quantity of sodium 
phosphate. The latter will do no harm in the subsequent separation and 
determination of rubidium and caesium. 

To remove the platinum from the chloroplatinates, dissolve the precipitate 
in a little distilled water, add 3 drops of hydrazine hydrate and allow the reaction 
to proceed until vigorous evolution of gas ceases, which will cause the immediate 
precipitation of platinum. Filter off the precipitate and wash with distilled 
water. Cautiously add a few drops of aqua regia to the filtrate and boil for a 
short time to remove excess hydrazine. 

The solution now contains rubidium and caesium chloride along with a little 
sodium phosphate and is ready for the separation and determination of rubidium 
and caesium by one of the methods given below. 
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Platinum may also be removed from the chloroplatinates by the method 
given on page 881 for the direct determination of sodium. 

An alternative method for removing the phosphate radicle, after molyb- 
denum has been separated from the 9-phosphomolybdate precipitate, is by 
treatment with ferric chloride and ammonia as described for potassium, page 
865. In such a case ammonium salts would need to be subsequently removed 
by evaporation and ignition as described on page 868. 


SEPARATION FROM POTASSIUM BY SODIUM BISMUTH 
NITRITE METHOD *® 


Special sodium bismuth nitrite reagent.—Dissolve 50 grams of reagent 
grade sodium nitrite (NaNO) in 100 ml. of distilled water, neutralize with a few 
drops of nitric acid, add 15 grams of reagent grade bismuth nitrate, Bi(NOs)s- 
-5H,0, and shake until solution is complete. Filter the orange colored solution 
and preserve in a well stoppered bottle to prevent absorption of oxygen from the 
air. The solution should be fresh when used. 

Procedure.—Prepare a solution and remove all constituents except the 
chlorides of the alkali metals as directed on page 895. Convert the mixed 
chlorides into nitrates by one evaporation with an excess of nitric acid. Dis- 
solve the nitrate in as little water as possible, add 10 ml. of sodium bismuth 
nitrate reagent for each 1 ml. of sample, stir thoroughly and allow to stand for 
24 hours in a 50 ml. Erlenmeyer flask well stoppered to prevent undue exposure 
to the air. Break up the precipitate thoroughly with a glass rod. Filter 
through a filtering crucible with a fairly thick asbestos felt using suction. At 
the same time transfer as much of the precipitate as possible to the crucible 
along with the liquid. By means of a rubber tipped glass rod and a portion 
of the filtrate transfer any remaining precipitate to the crucible. Wash the 
precipitate on the filter with 5 ml. of a 50:50 mixture of acetone and water and 
then complete the washing with pure acetone. 

Dry the precipitate in an oven at 100° C. Then wash it through the filter. 
into a small pyrex glass beaker with hot water. A little hydrochloric acid may 
be used if necessary. At the same time dissolve any residue remaining in the 
precipitation flask and add to the main solution. EEvaporate to dryness with an 
excess of HCl to remove nitrates and nitrites. Dissolve in a little HCl and 
about 50 ml. of water and precipitate the\bismuth with H.S. Filter off the 
precipitate, wash and discard. Boil the filtrate to remove H.S, and then 
separate and determine rubidium and caesium by one of the methods given 
below. 


SEPARATION OF RUBIDIUM FROM CAESIUM AND SUBSEQUENT 
DETERMINATION OF THESE ELEMENTS . 


Methods for separating rubidium from caesium are only approximately 
quantitative. Probably the most satisfactory are the silico tungstic acid 
and the antimony trichloride-ferric chloride methods. Fortunately for the 
analyst, rubidium and caesium seldom occur together in appreciable amounts. 

49 Ball, J. Chem. Soc., 95, 2126 ae 97, 1408 (1910), 103, tose and 2130 (1913). 


50 Q’ Leary and Papish, Ind. Eng. Che , Anal. Ed. 6, 110 (1 934 
51 Moses and Ritschel, Z. Anal. Cieate 70, 184 (1927). 
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Silico tungstic acid method.—After separating other constituents and 
obtaining a solution of the chlorides of rubidium and caesium as described above, 
evaporate the solution to small volume, add a little concentrated hydrochloric 
acid, and continue evaporation to dryness to insure complete removal of nitric 
acid. Take up in 50 to 75 ml. of 6 N hydrochloric acid and to the cold solution 
add 0.5 to 1.0 gram of solid silico tungstic acid dissolved in a few ml. of water. 
Allow the mixture to stand for 12 hours, filter through a filtering crucible and 
wash the precipitate with 6 N hydrochloric acid. 

The filtrate contains all of the rubidium which may be determined as 
chloroplatinate by one of the methods, given on pages 869, 870 or 895, without 
removing the excess silico tungstic acid. 


Rb2PtCl, X 0.2952 = Rb; 0.4177 = RbCl. 
Pt X0.8753=Rb; 1.2385 = RbCl. 


Caesium is contained in the silico tungstic acid precipitate. Dissolve this 
precipitate in a minimum quantity of 5% sodium hydroxide solution, acidify 
faintly with nitric acid, and dilute to 200 ml. with distilled water. To the cold 
solution, add slowly with stirring a slight excess of 10% mercurous nitrate 
solution. The mercurous silico tungstate flocculates and settles rapidly. 
Filter, wash with 1% mercurous nitrate solution and discard the precipitate. 
Add a little aqua regia to the filtrate and boil to oxidize the mercury to the 
mercuric state. Determine caesium in this solution by one of the chloro- 
platinate methods given on pages 869, 870 or 895. 


Cs2PtCly 0.3943 =Cs; X0.4996 = CsCl. 
Pt X1.3605=Cs; X 1.7238 = CsCl. 


Antimony Chloride-Ferric Chloride Method.**—After removing potassium 
by one of the methods given above, determine the rubidium and caesium as 
chloroplatinates as described for potassium, page 869. 


Rbe2PtCls X 0.2952 = Rb; 0.4177 = RbCl. 
Cs2PtCle X0.3943 = Cs; 0.4996 = CsCl. 


If both rubidium and caesium are present their total weight as chloroplati- 
nates will thus be obtained. The caesium is then separated by precipitation 
with antimony trichloride-ferric chloride and finally precipitated and weighed 
as perchlorate or chloroplatinate, and the rubidium is obtained by difference. 
The procedure is as follows: 

Dissolve the chloroplatinates of rubidium and caesium obtained above in 
hot water, remove the platinum as described on page 881, and finally obtain 
the dry mixed chlorides in a small beaker. Add an equal weight of ferric 
chloride and dissolve in a minimum amount of water. For each gram of mixed 
chlorides present, add 50 ml. of glacial acetic acid. Heat to incipient boiling, 
add an equal volume of a cold 30% solution of antimony trichloride in glacial 
acetic acid and stir. The approximate composition of the precipitate is shown 
by the following formula: 


4CsCl- 48bCl;: FeCls. 
Moses and Ritschel, Z. Anal. Chem., 70, 184 (1927). 
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Keep warm on the steam bath for an hour, and then allow to stand for 12 hours 
at room temperature. Filter through a filtering crucible, and wash with a 5% 
solution of antimony trichloride in glacial acetic acid.** Dissolve the precipitate 
in a little hydrochloric acid, washing it through the filter into a small beaker, 
and dilute with water until the acid concentration approximates 3 ml. of acid 
per 100 ml. of solution. Pass H.S through the solution to precipitate the 
antimony, filter, wash, and discard the precipitate. 

Boil the filtrate to remove H.S, add a few drops of HNO; and boil to oxidize 
the iron, precipitate the iron with ammonia, evaporate and ignite gently to 
remove ammonium salts, page 877, and determine the caesium as perchlorate 
or chloroplatinate as described for potassium, pages 869 and 871. Rubidium is 
obtained by difference. 


Cs2PtCls X 0.38943 =Cs; 0.4996 = CsCl. 
CsClO,X 0.5718 =Cs; 0.7244 = CsCl. 


When rubidium and caesium are present in very small amounts approximate 
determinations may be made by dissolving the chloroplatinate precipitate 
obtained on pages 895 and 897 in hot water and then following the spectro- 
scopic method described for lithium, page 891. 


53 When rubidium is present in very large amounts, the precipitate must be dissolved 
in dilute hydrochloric acid and the operation repeated. 


STRONTIUM ! 
Sr”, at.wt. 87.63; sp.gr. 2.6; m.p. 800° C.; oxides SrO and SrO, 


Strontium never occurs free in nature. It is found principally in the ores 
celestine, SrSO., and strontianite, SrCO;. It generally accompanies calcium 
in the various forms of calcite and aragonite. It occurs with barium in bary- 
tocelestine, and is found in barytes. It also occurs associated with barium as 
a silicate in brewsterite, Al,O3- H.(BaSr)O3- (SiOz) ¢:3H2O. Itis found in traces 
in certain mineral waters and in sea-water. 


DETECTION 


Strontium is precipitated with barium and calcium, in the filtrate from the 
ammonium sulfide group, by addition of ammonium carbonate to the ammo- 
niacal solution. The precipitate is dissolved in acetic acid and treated with 
potassium dichromate, and the barium filtered off as BaCrO.. Strontium and 
calcium in the filtrate are separated from the excess of potassium chromate by 
reprecipitation as carbonates by the addition of ammonium carbonate, the 
precipitate again dissolved in acetic acid and the excess of free acid neutralized 
with ammonia. Strontium may now be precipitated from the concentrated 
solution by boiling with an equal volume of a saturated solution of calcium 
sulfate. 

Sodium Sulfate Test.—A saturated solution of the salt added to a solution 
containing strontium chloride, made strongly acid with acetic acid, and the 
mixture boiled, will produce a distinct precipitate if strontium exceeds 0.0015 
normal. Calcium does not precipitate until 1.38 normality is reached. 

Flame Test.—Strontium, preferably in the form of the chloride in a hydro- 
chlorie acid solution, placed on a platinum loop and held in a colorless flame, 
colors the flame crimson. (Lithium gives a red color, calcium a yellowish-red.) 
The test is best confirmed by means of the spectroscope. 

The Spectra of Strongium.—Fight bright bands; 6 are red, 1 orange, 1 blue. 
Two of these, known as strontium @ and 7, are red, the orange is strontium a and 
the blue strontium 6. The delicacy of the test is 0.6 milligram Sr per ml. The 

1§trontium, the least abundant of the alkaline earth group, was discovered in the 
mineral strontianite found in strontian in Argyllshire by Cruikshank (1787). Davy iso- 
lated the metal (1807) by electrolysis of the chloride. 

The compounds of strontium are used for medicinal purposes, for red fire in pyro- 
technics; for the manufacture of iridescent glass; the dioxide for bleaching purposes; 


the sulfide for luminous paint; the hydroxide for refining of beet-root sugar, being 
preferable to lime, as the saccharate of strontia is more granular. 
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test is very much more delicate with the are spectra, e.g., 0.03 milligram Sr per 
ml. See chapter on Barium, Preliminary Tests under Separations. 


ESTIMATION 
PREPARATION AND SOLUTION OF THE SAMPLE 


The following facts regarding solubility may be of value in the determination 
of strontium. One hundred ml. of water dissolves 1.74 grams Sr(OH).- H.0 
at 20°C. The hydroxide is less soluble than that of barium. The peroxide 
dissolves to the extent of only 0.008 gram per 100 ml. 20° C. One hundred ml. 
of water dissolves 0.0011 gram,? SrCO; (18°); 0.0114 gram SrSO, at 18° and 
0.0104 at 100°; the presence of sulfuric acid decreases this solubility, i.e., 
0.00083 gram SrSO,; 0.0051 gram SrC.0.4- H.O at 18° and 5 grams at 100° C.; 
the presence of oxalic acid decreases this solubility. The sulfate dissolves in 
concentrated sulfuric acid, and is appreciably soluble in HCl, HNO3, HC2H30:, 
NH,Cl, NH,NO;3, NaCl, MgCl.. The carbonate and oxalate are soluble in 
mineral acids. 

The procedure for the treatment of ores and strontium products is the same 
as those described for barium and calcium. We refer to the chapters on these 
elements for the preparation of the strontium solution. 

In presence of sulfates, strontium may in part remain with silica, and if 
carbonates are present in the solution, due to contaminated ammonia, the 
strontium will precipitate with iron and aluminum, the same is true if phos- 
phates are present, P.O; being in excess of that which would combine with iron. 
In the ordinary scheme of analysis barium, strontium and calcium are deter- 
mined in the filtrate from the ammonium sulfide group. The chemist is 
referred to the chapter on Barium for additional data on this group. 


SEPARATIONS 


Separation of Strontium from Magnesium and the Alkalies.—The pro- 
cedure is the same as the one given in detail under barium for the separation of 
the alkaline earths from magnesium and the alkalies. Hither the oxalic acid 
method or precipitation of strontium as a sulfate in presence of alcohol will 
accomplish this separation. If a sulfate precipitation is made it will be neces- 
sary to fuse the sulfate with sodium carbonate to get it into solution or to effect 


2 Treadwell claims solubility =0.00055, i.e., 1 part SrCOs in 18,045 parts of water. 
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further separation from members of the ammonium carbonate group,should 
these be present. 

Separation of Strontium from Calcium.*—Strontium and calcium are con- 
verted into the nitrates and taken to dryness and all water expelled by heating 
to 140° C. for an hour or more. The nitrates are now extracted with equal 
parts of absolute alcohol and anhydrous ether or by boiling with amyl alcohol 
at 130° C. (hood). Strontium remains insoluble and calcium goes into solution 
as the nitrate. Strontium nitrate may require further solution in water, 
evaporation to dryness, heating and extraction to remove calcium completely, 
should this be present in large excess. The nitrate of strontium is dissolved 
in water and strontium determined by one of the procedures given later. See 
detailed procedure for separation under Barium. 

Separation of Strontium from Barium.—The procedure is given in detail 
under chapter on Barium. In brief one of the following methods may be used: 
Strontium and barium in a mixture of the nitrates are separated from calcium 
by treatment with ether-alcohol mixture, in which Ba(NO3;)2 and Sr(NO3).2 are 
insoluble. The nitrates dissolved in water are separated by precipitating 
barium as BaCrO, from a faintly acetic acid solution, strontium remaining in 
solution. 

If preferred, barium may be first removed as a chromate, strontium and cal- 
cium precipitated from an ammoniacal solution by (NH4)2COs; as carbonates, 
the carbonates converted to nitrates and Sr(NO3;)2 separated from Ca(NOs3)» 
in an ether-alcohol solution or by amyl alcohol. Details of the separations are 
given under Barium. 


GRAVIMETRIC METHODS 


Strontium may be conveniently determined either as the sulfate, the car- 
bonate or as the oxide. The first procedure is considered the best by authorities. 


DETERMINATION AS STRONTIUM SULFATE, SrSO, 


Procedure.—A slight excess of dilute sulfuric acid is added to the neutral 
solution of strontium, and then an equal volume of alcohol. The mixture is 
stirred well and settled for several hours, or overnight, if more convenient. The 
precipitate, SrSO,, is filtered onto a small ashless filter and washed first with 
50% alcohol containing a little sulfuric acid, then with alcohol until free of acid. 
The precipitate is dried and the paper and the greater part of the salt ignited 
separately, then combined and weighed as SrSOu. 


Factors. SrSO1X0.4770=Sr, or X0.8038=SrCOs, or X0.5642=Sr0. 


3 Advantage may be taken of the insolubility of strontium sulfate in ammonium 
sulfate in separating it from the soluble calcium salt. 
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DETERMINATION AS STRONTIUM CARBONATE 


Strontium carbonate is not readily decomposed by ignition as is calcium 
carbonate, so that its determination in this form may be satisfactorily made. 

Procedure.—The carbonate is precipitated by adding ammonium carbonate 
in slight excess 4 to the ammoniacal solution of strontium, heated nearly to 
boiling. The solution is allowed to stand for several hours and filtered cold. 
The washed strontium carbonate and filter are ignited gently and the cooled 
residue weighed as SrCQO3. 


Factors. SrCO3;X0.5935=Sr, or K1.2442=SrSO,, or X0.7019=Sr0O. 


DETERMINATION AS OXIDE, SrO 


Strontium is precipitated as the oxalate by addition of ammonium oxalate 
to the slightly ammoniacal solution. The precipitate is filtered and washed 
with water containing ammonium oxalate. The residue is ignited and weighed 


as SrO. 
Factors. SrOX0.8456=Sr, or X1.7726=SrSO,, or 1.4247 =SrCO3. 


VOLUMETRIC METHODS 


The volumetric methods for determining strontium presuppose its isolation 
from other elements. 


ALKALIMETRIC METHOD, TITRATION WITH STANDARD ACIDS 


Hither the carbonate or the oxide of strontium may be titrated with standard 
hydrochloric or nitric acids. The compound is treated with a known amount 
of standard acid added in excess, using methyl orange indicator. The solution 
is heated below boiling to complete the reaction and, upon cooling, the excess of 
acid is titrated with standard alkali. 


One ml. normal acid = 0.04382 gram Sr, or 0.05182 gram SrO, or 0.07382 gram 
SrCO3. 


TITRATION OF THE CHLORIDE WITH SILVER NITRATE 


Strontium chloride, free from other chlorides, may be determined indirectly 
by titration of its combined chlorine with silver nitrate by Mohr’s method, 
using potassium chromate indicator. One ml. N AgNO3;=0.04382 gram Sr. 

The oxide or carbonate is slightly supersaturated with hydrochloric, then 
taken to dryness and heated at 120° C. in the air bath to expel the excess of acid. 
Chlorine is determined on an aliquot portion. 


4N.B. Avoid a large excess of (NH4)2CO;. NH,Cl has a solvent action on SrCOs3. 
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S, at.wt. 32.06; sp.gr. 2.07; m.p. 112.8°; b.p. 444.6°; oxides S:03, SOs, SOs, 
$.0;; principal acids H.S20,, H.SOs;, H.SO,, H.S.0s;, and H.2S,0; 


Sulfur occurs free in nature, generally mixed with earthy matter. The 
commercial product is exceedingly pure. The element occurs combined in 
sulfides—iron pyrites, FeS2, ferro-ferri sulfide, Fe2.O3:5FeS; pyrrhotite, Fe7Ss; 
copper pyrites, CuFeS2; realgar, As2S2; orpiment, AsoS3; galena, PbS; cinnabar, 
HgS; zine blende, ZnS. Sulfate ores, gypsum, CaSO,-2H.O, very abundant; 
barites or heavy spar, BaSO.; celestite, SrSO.; kieserite, MgSO.- H.0; epsom 
salts, MgSO.-7H,0; glauber salt, Na2SO.4-10H2O; sulfates of alkalies etc. In 
silicate and carbonate rocks it occurs generally as sulfide. It is found in gaseous 
form in H.S and SOQ.. 


DETECTION 


The following tests include the detection of free sulfur and its more impor- 
tant combined forms. 

Element.—Sulfur is a polymorphous, yellow, brittle, odorless and tasteless 
solid; existing in the rhombic, monoclinic and triclinic crystalline forms, and 
also in an amorphous state. At 112° it melts to a pale yellow liquid; at 180°. 
it thickens to a dark gum-like material, containing a large percentage of amor- 
phous sulfur; at 260° it becomes a liquid again, and at 444.6° it boils, giving 
off a brownish-red vapor. 

The important commercial forms of elemental sulfur are: Flowers of Sulfur, 
consisting of rhombic sulfur and not less than 30% of amorphous sulfur with a 
small amount of occluded free acid; Powdered Sublimed Sulfur (often called 
Flour Sulfur, a confusing term that should be abolished), consisting essentially 
of finely ground sublimed sulfur all in the rhombic form though at times a small 
percentage of amorphous sulfur is present; Refined Brimstone and Roll Sulfur 
(in some sections termed Virgin Lump Sulfur), consisting entirely of sublimed 


1 Sulfur was one of the earliest of chemical elements known to man. Mention is 
made of this in the records of the alchemists. The name of brimstone (burning stone) is 
of early origin. It is used in the manufacture of a large number of compounds including 
sulfuric acid. It finds uses in medicine, insecticides, manufacture of dyes, gunpowder, 
matches, rubber (vulcanization) and has more recently proven of value in improving 
highly alkaline soils. Sulfur compounds are extensively used in arts and sciences,in 
the home, in medicine, in the industries, in chemical manufacture, in agriculture, in the 
analytical laboratory. 
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sulfur in the rhombic form; Powdered Brimstone (often termed Commercial 
Flour, Superfine Flour and the like); and Brimstone or Crude Lump Sulfur. 
In these commercial sulfurs the physical form and the presence of certain smali 
amounts of impurity are the characteristics of most importance as all the varie- 
ties named, even the Brimstones, usually contain in excess of 99.5% available 
sulfur. 

Heated in the air sulfur burns with a blue flame, and is oxidized to SOs, a 
gas with a characteristic pungent odor. This gas passed into a solution of 
potassium permanganate will decolorize it, if SO is in excess of the amount that 
will react with the KMnO, in the solution. 

If sulfur is dissolved in a hot alkali solution and a drop of this then placed 
on a silver coin, a stain of black Ag.S will be evident, due to the action of the 
sulfur. 

Sulfides.—Hydrogen sulfide, H.S, is liberated when a sulfide is treated 
with a mineral acid. This gas blackens moist lead acetate paper. H.S has a 
very disagreeable odor, which is characteristic.” 

Sulfates——A white compound, BaSOu,, is precipitated in presence of free 
hydrochloric acid when a solution of barium chloride is added to a solution of a 
sulphate. 

Insoluble sulfates are decomposed by boiling or fusion with alkali carbonates, 
forming water-soluble alkali sulfates. 

Sulfites—Sulfur dioxide, SOo, is evolved when a sulfite is treated with 
hydrochloric acid. The odor of the gas is characteristic. 

Sulfur dioxide decolorizes a solution of potassium permanganate. (Use 
very dilute solution.) 

Sulfites are distinguished from sulfates by their failure to form a white 
precipitate, when barium chloride is added to the solution acidified with hydro- 
chlorie acid; also by the fact that H.S is formed when zine is added to a solution 
of a sulfite, acidified by hydrochloric acid. 

Thiosulfates.—Sulfur dioxide is evolved and free sulfur precipitated when 
a thiosulfate is acidified with dilute mineral acids. In presence of oxidizing 

‘agents sulfides will also liberate free sulfur. 

Thiosulfates are strong reducing agents. 


ESTIMATION 


The determination of sulfur may be required in a great variety of sub- 
stances, minerals, rocks, sulfur ores, acids, salts, water, gas, coal and other 
organic matter, insecticides, fungicides, stock medicants, fertilizer and other 
agricultural materials. ° 

2K. C. Truesdale (Ind. Eng. Chem., Anal. Ed. 2, 299 (1930)) found that 1 part of 
HS in about 10 million of air can be detected by passing the gas through a capillary 


tip against a moist filter containing alkaline lead acetate reagent. A spot appeared 
corresponding to 1.510~® gram H.S. / 
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The gravimetric determination of sulfur, by procedures of technical impor- 
tance, depends upon its precipitation as barium sulfate, BaSOu., after converting 
it into sulfuric acid, or a soluble sulfate, if not already in this form. Oxidation 
of free sulfur, sulfides, sulfites, metabisulfites, thiosulfates may be accomplished 
by either dry or by wet methods, details of which are given under subsequent 
procedures. 

The volumetric methods of determining sulfur depend upon titration with 
oxidizing agents, or by acids, or by alkalies, according to the form of the sulfur 
compound, or by means of a substance forming an insoluble compound with 
sulfuric acid. For example sulfides are treated with a strong mineral acid (HC1l), 
the evolved H,S absorbed in a suitable reagent, and the sulfide formed is 
titrated with standard iodine. Sulfites may be determined either by oxidation 
with iodine or by titration with an acid in presence of methyl orange. Acid 
sulfites or metabistulfies may be determined by the iodine titration or by 
titration with an alkali in presence of phenolphthalein. Thiosulfates are 
titrated with iodine. 


PREPARATION AND SOLUTION OF THE SAMPLE 


In the preparation of the material for analysis, fine grinding is apt to oxidize 
sulfide sulfur * resulting in loss and lower percentage content. On the other 
hand contamination by sulfur from the flame during fusions must be guarded 
against. If a flame is used the crucible should be guarded by an asbestos shield 
as is shown in Fig. 112. The use of electric ovéns avoids this contamination. 

Tn presence of barium, lead, strontium and large amounts of calcium, the 
sulfur oxidized to sulfate will be found in part or in entirety combined with these 
in the silica residue after the acid attack and extraction. Fusion of this residue 
with sodium carbonate transposes the sulfate (and silica) to sodium salt which 
may now be leached out with water and separated from the water insoluble 
carbonates. 

Loss of sulfide sulfur will occur if the ore is attacked by an acid without 
previous oxidation to sulfate form. The gravimetric method, which is preferred 
to volumetric methods, depends upon oxidation of the sulfur to sulfate form and 
precipitation as BaSO.. Popoff and Neumann have shown that better crystals 
are formed and results are more accurate if the sulfate solution is added to the 
hot barium chloride reagent, acidified with HCl.‘ The presence of nitrates is 
objectionable. 

Sulfide.—Sulfides of Na, K, Cs, Rb, Ca, Sr, Ba, Mg, Mn, Fe are soluble 
in dilute mineral acids. The sulfides of Ag, Hg, Pb, Cu, Bi, Cd, Co, Ni require 
strong acids for decomposition. These-are also insoluble in sodium hydroxide 
and potassium hydroxide solutions. As, Sb and Sn sulfides are insoluble in 
dilute acids, but soluble in alkalies. 

Sulfate.— With exception of BaSO., CaSOu, SrSO. and PbSOu, sulfates are 
soluble in water. 

Thiosulfate.— Nearly all are soluble in water. 


3h. T. Allen and J. Johnston, Ind. Eng. Chem., 2, 196 (1910). 
4 Stephen Popoft and HE, W. Neumann, Ind. Eng. Chem., -Anal. Ed. 2, 45 (1930).. 
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Sulfite.— With exception of the sulfites of the alkalies, sulfites of the metal: 
are difficultly soluble in water, but readily decomposed by acids. 


DECOMPOSITION OF SULFUR ORES 


The wet procedure for oxidation and decomposition of sulfur ores is giver 
in detail under the Gravimetric Methods. This process is used for the valua 
tion of the ore, and is applicable to a wide range of substances. 

Fusion Method.—One gram of the finely ground ore (80 mesh) is intimately 
mixed with 6 grams of zine oxide sodium carbonate mixture (4 parts ZnO-+1 
part Na2COs;), placing 2 grams more of the mixture over the charge. Th: 
material is fused and sulfur extracted according to the procedure described fo: 
coal—Eschka’s method. 


SULFUR IN COAL, ESCHKA’S METHOD 


_ One gram of coal is intimately mixed with 3 grams of Eschka’s compound 
consisting of 2 parts of porous, calcined magnesia and 1 part of anhydrous so 
dium carbonate. The mixture, placed in a platinum crucible, is covered witl 
about 2 grams more of Eschka’s compound. The charge is placed in an opel 
platinum crucible, which is protected from the flame by a shield, as shown ir 
Fig. 113. If possible, a sulfur-free flame should be used to avoid contaminatins 
the material. With proper precautions, the shield will prevent this. Heatin; 
in a crucible electric furnace completely avoids sulfur contamination. Thi 
mixture is heated very gradually, to drive off the volatile matter, the charg 
being stirred frequently with a platinum wire to allow free access of air. Thi 
heat is increased, after half an hour, to a dull redness. When the carbon ha: 
burned out, the gray color having changed to a yellow or light brown, the hea: 
is removed and the crucible cooled. 

The powdered fusion is digested with 100 ml. of hot water for half an hour 
and the clear liquor decanted through a filter into a beaker. The residue i 
washed twice more with hot water, by decantation, and finally on the filter 
until the volume of the total filtrate amounts to about 200 ml. About 5 ml. o 
bromine and a little hydrochloric acid are added, and the solution boiled. Sul 
furic acid is now precipitated as BaSO, by addition of barium chloride to th¢ 
hot solution, and sulfur determined by the first of the gravimetric procedures 


SULFUR IN ROCKS, SILICATES, AND INSOLUBLE SULFATES 


The material in finely powdered form is fused in a large platinum crucibl 
with about six times its weight of sodium carbonate (sulfur free) mixed witl 
about 0.5 gram of potassium nitrate. The charge is protected from the flame 
by an asbestos board or silica plate with an opening to accommodate the cru: 
cible snugly, as shown in Fig. 113. The fusion is extracted with water, the 
filtrate evaporated to dryness and silica dehydrated. The residue is moistenec 
with strong hydrochloric acid, then taken up with a little water, boiled free o 
CO,, and silica filtered off. The filtrate contains the sulfate, which is now pre 
cipitated as barium sulfate according to one of the standard procedures. 


SULFUR 907 


Barium Sulfate-—This is transposed by fusion with sodium carbonate, as 
stated above. Barium carbonate remains in the water-insoluble residue. It 
is advisable to wash the residue in this case with hot sodium carbonate solution, 
to insure complete removal of the sodium sulfate. The filtrate is acidified with 
HCl, boiled free of COz and BaSO,, then precipitated. 

Lead Sulfate——This may be transposed by digesting the compound with 
a strong solution of sodium carbonate saturated with CO», keeping the solution 
at boiling temperature for half an hour or more. ‘The sulfate will be in solution 
and the lead is precipitated as the water-insoluble carbonate. 

Strontium or calcium sulfates may be transposed by the procedure described 
for lead. 


SEPARATIONS 


SupsTances ContTarnina [Ron 


In precipitating barium sulfate, in presence of ferric salts, from hot solutions 
by the gravimetric procedure commonly followed, considerable iron is carried 
down by the precipitate. Since Fe.(SOu.)3; loses SO; upon ignition, and since 
Fe.03 weighs much less than BaSO,, low results will be obtained. Hence the 
removal of iron is necessary, or a method should be followed in which iron 
does not interfere. It is found that barium sulfate precipitated from a large 
volume of cold solution, in which the iron has been reduced to ferrous condition, 
is free fromiron. Details of this procedure are given in the second of the gravi- 
metric methods. 

If sulfur is to be precipitated from hot solution of comparatively small 
volume (200 to 400 ml.), it is necessary to remove iron. ‘This is accomplished 
by precipitating this as Fe(OH); by addition of ammonium hydroxide in de- 
cided excess (5 to 10 ml. excess of strong NH,OH, sp.gr. 0.90). If the solution 
is barely neutralized with ammonia, the iron hydroxide carries down consider- 
able of the sulfate. Even with the precaution recommended some of the 
combined sulfuric acid is occluded by the precipitate, so that it is necessary to 
recover this by dissolving the precipitate with hydrochloric acid and reprecipi- 
tating the ferric hydroxide with an excess of ammonia. The combined filtrates 
are now treated with barium chloride, upon acidification with hydrochloric acid, 
according to the procedure first given. 


- 


SEPARATION OF SuLFUR FROM Merats Forminc AN InsoLUBLE SULFATE 


This is accomplished by fusion of the compound with sodium carbonate and 
extraction of the mass with water. The metal remains with the residue and 
the sulfate of the alkali passes into solution. For details see subject under 
Preparation and Solution of the Sample. 

Nitrates and Chlorates.—These are carried down with the precipitate as 
barium salts if they are present in appreciable amount. They may be removed 
from the solution by evaporation to dryness with hydrochloric acid. 

Silica.—Silica will be carried down with the barium sulfate precipitate 
if present in appreciable amounts. It is removed by evaporation of the solution 
with hydrochloric acid, dehydrating the silicic acid, taking up with HCl and 
water and filtering. 
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Ammonium and Alkali Salts.—These have a negligible effect on the precipi- 
tate of BaSO, if this is precipitated from a large volume, according to the second 
gravimetric procedure. Their effect is evident when sulfur is determined in 
small volume. 


GRAVIMETRIC DETERMINATION OF SULFUR 
PRECIPITATION AS BARIUM SULFATE 


The general laboratory procedure for precipitation of sulfate sulfur is tc 
add to the solution diluted to 300-400 ml. and containing 4-8 ml. of 3 N HCl ar 
excess of barium chloride reagent, the sulfur solution being previously heated tc 
boiling. Popoff and Neuman have shown that the reverse order is preferable. 
The procedure worked out in the laboratories of the General Chemical Company 
is to add the barium chloride reagent to the sulfate solution diluted to a large 
volume, the solution being at room temperature. The crystals of BaSO. 
thus obtained are comparatively large and are less apt to be contaminated 
The three optional methods are given. 


I. PRECIPITATION OF BARIUM SULFATE FROM Hor SoLUTIONS 


Procedure.—The sulfur should be present in solution either as free sulfuric 
acid or as a sulfate salt. The solution is made acid by addition of hydrochloric 
acid (phenolphthalein indicator), and then 4 ml. added in excess (HCl, sp.gr 
1.2). After diluting to a volume of 400 ml. with hot water, the mixture i: 
heated to boiling, and a 10% solution of barium chloride added in a fine stream, 
through a funnel with a capillary stem, or from a burette, at the rate of 10 ml. 
in two to ten minutes. The reagent is added in slight excess of that requirec 
to react with the sulfuric acid or sulfate. (Ten ml. of 10% BaCl.-2H.O 
solution will precipitate about 0.13 g. of sulfur.) The beaker is placed on 2 
. steam bath and the precipitate allowed to settle for about an hour. The 
solution is filtered through a fine grade of filter paper (B. and A. grade A, o1 
S. and §. grade No. 90), or through a tared Gooch crucible. Since the precipi- 
tate frequently passes through the filter it is advisable always to pass the solutior 
through the same filter a second time. The precipitate is washed ten time: 
with hot water, then dried, and ignited gently over a Bunsen burner, or in 2 
muffle, for half an hour. (Blasting is not necessary, nor desirable.) The white 
BaSOu is cooled in a desiccator, and then weighed. If a filter paper has beer 
used in place of a Gooch crucible, the ignition is best made in a porcelain cruci- 


°§. Popoff and E. W. Neuman, Ind. Eng. Chem., Anal. Ed. 2, 45-54 (1980). 

6 EB. Hintz and H. Weber recommend adding 100 ml. of N/10 BaCl. solution, boiling 
hot, to the hot sulfate solution all at once in place of slowly, as recommended in genera 
practice. (See Treadwell and Hall, “ Analytical Chemistry,’ 2, 3d Edition, p. 469.) 
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ble, with free access of air, the ignited sulfate, upon cooling, is brushed out of 
the crucible and so weighed. 


Factors. BaSOsX0.1373=S, or X0.4202=H.SO., or X0.3766=FeS, or 
X0.2744=SO., or 0.3480=S0O;, or K0.4115=SO.. 


Nore.—TIf much iron or alumina is present it is advisable to precipitate the sulfate 
from a large volume, by the second method, rather than attempt to remove these 
substances. If BaSO, is present in the original material its weight should be included 
with that of the precipitate. i 


J II. Oprronan Mrtuop 


Barium chloride solution (0.1 N) in sufficient quantity to completely pre- 
sipitate the sulfur of the solution examined with about 5 ml. in excess, is 
rcidified with 4-8 ml. of 3 N HCl and heated to boiling. The sulfate solution is 
10w added, dropwise with constant stirring, and the resulting precipitate 
ligested for 1 hour near the boiling point with occasional stirring. The pre- 
sipitate is washed by decantation and on the filter with hot water until free 
of chlorides. (A Gooch crucible may be used.) The precipitate is ignited 
‘800° C.) for an hour and weighed. 


Norse.—A final volume of 350 ml. with 0.8 gram of precipitate under the above 
sonditions has proven to be highly satisfactory. The presence of KNO; and probably 
any nitrate is objectionable.’ 


[Il. PrecrPrIraTion or Barium SULFATE FROM COLD SoLuTIONS—LARGE 
VOLUME 


Introduction.—The method worked out by Allen and Bishop, General Chem- 
cal Company,’ is especially adapted to the determination of sulfur in iron 
oyrites and materials high in sulfur, 30 to 50% sulfur, but by varying the 
zmount of material used the range may be extended from smaller to greater 
zmounts. The finely ground sample is oxidized by means of a mixture of 
xromine and potassium bromide followed by nitric acid. The nitric acid is 
sxpelled by evaporation to dryness, followed by a second evaporation with 
1ydrochloric acid, which dehvdrates the silica. Iron is now reduced to the 
errous condition and the silica and residue, undissolved by addition of hot 
water and HCl, is filtered off. The sulfur is precipitated in a large volume of 
sold solution, by barium chloride solution, as BaSO, and so weighed. 

Reagents. Bromine—Potassium Bromide Solution.—320 grams of potas- 
sium bromide are dissolved in just sufficient water to cause solution and mixed 
with 200 ml. of bromine, the bromine being poured into the saturated bromide 
solution. After mixing well the solution is diluted to 2000 ml. 

Bromine—Carbon Tetrachloride Solution.—Carbon tetrachloride saturated 
with bromine. 

Barium Chloride, anhydrous, 5% solution; or crystals, 6% solution. 

Procedure. Preparation of Sample—The sample ground to pass 80-mesh 
sieve is carefully mixed and quartered down to 10 grams. This is dried for one 
nour at 100° C. and then placed in a weighing tube. 


7 Paper before Eighth International Congress of Applied Chemistry: “An Exact 
Method for the Determination of Sujfur in Pyrites Ores,’ W. S. Allen and H. B. Bishop. 
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A factor weight, 1.373 grams of the sample, is placed in a deep beaker, 30! 
ml. capacity, 2144 by 414 ins. 

Oxidation of Sulfur.—Ten ml. of the bromine-potassium bromide mixtur 
for pyrrhotite ore, or bromine—carbon tetrachloride reagent for pyrites ores 
are added and the beaker covered with a dry watch-glass cover. After standin 
fifteen minutes in the cold bath (a casserole of water will do), with occasions 
shaking of the beaker, 15 ml. of concentrated nitric acid are added and th 
mixture allowed to stand fifteen minutes longer, at room temperature, and the: 

warmed on an asbestos board on th 

Watch Glass Cover steam bath until the reaction has appar 

2 -Glass Rider ently ceased and the bromine has bee 

Saas volatilized. The beaker is now place 

within the ring of the steam bath so tha 

the lower portion is exposed to stear 

» Steam heat. The solution is evaporated t 

- sor] RST. dryness, the cover of the beaker bein 

Yj jp) ae Y raised above the rim by means of rider 

j Up Y, (U-shaped glass rods), Fig. 109, 10 ml. c 

LLL “ concentrated hydrochloric acid are no1 

Fig. 109. Apparatus for Evaporator. added and the solution again evapo1 

ated to dryness to expel the nitric acic 

The silica is dehydrated by heating in the air oven at 100° C. for one hour, o 
overnight if preferred. 

Reduction of Iron.—Four ml. of hydrochloric acid (sp.gr. 1.20), followe 
five minutes later by 100 ml. of hot water, are added, the sides of the beaker an 
the cover being rinsed into the solution. The riders being removed, the sampl 
is gently boiled for five minutes to insure the solution of the sulfate. Afte 
cooling for about five minutes, approximately 0.2 gram powdered aluminur 
is stirred into the solution, keeping covered during the intervals between stirring 
When the iron has been reduced, the solution becoming colorless, the sample : 
filtered into a 2500-ml. beaker, through a 121% em. filter paper. The beake 
should be copped out and the residue on the filter washed nine times with ho 
water, filling the filter funnel and 
draining each time. 

Precipitation of the Sulfur.— 


Frecipitatior 
The solution in the large beaker is Cup-150¢.¢ 
diluted to 1600 ml. with cold water a 
and 6 ml. HCl (sp.gr. 1.20) added, 
and mixed by stirring. The barium Z 
chloride solution is now added by oe 
means of a special delivering cup J 
(Figs. 109a—-109b), which should 
drain at the rate of 5 ml. per minute. Fie. 109a. Fia. 1098. 
125 ml. of barium chloride solu- Apparatus for Precipitating Sulfur. 


tion are added for ores containing 

30 to 50% sulfur, the factor weight being taken. The solution is not stirre 
while the barium chloride is being added, but when the cup has drained, tb 
solution is mixed by stirring. The BaSQ, is allowed to settle, two or thre 
hours being advisable, overnight being preferred. 
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Filtration.—The clear solution is filtered through a weighed Gooch crucible 
(35 ml.), using suction. This is best done by the automatic arrangement 
shown in Fig. 111. The beaker contain- 
ing the solution is placed on a shelf; a _ Clock Glass Cover 
siphon dipping to within half an inch of Wiad - 
the precipitate at the bottom of the beaker 
is connected to the Gooch crucible by 
means of a tightly fitting stopper. The 
Gooch and thistle tube are best connected 
by heavy rubber tubing. The suction 
flask, or bottle, should have a capacity of 
about 3 liters. A Geissler stop-cock passes 
through the rubber stopper in the suction 
flask to relieve the pressure when the 
Gooch is to be removed. The precipitate 
is washed onto the asbestos mat in the 
crucible and washed with cold water six 
times, the beaker being copped out as 
usual. 

Ignition.—The precipitate is dried by 
placing the crucible on an asbestos board 
over a flame for twenty-five minutes and Fic. 110.—Apparatus for Filtering 
then heated over a direct flame for thirty Barium Sulfate. 
minutes. 

Calculation BaSO.x10=% 8. (If factor weight is taken.) 

Factor. BaSOsx0.1373=gram 8. 


- Rubber Stopper 
‘Se Gooch Crucible 
Y Geissler Stopcock 
My — To Suction 
YAS Pubber 
mal) Oropper 


EVOLUTION METHOD FOR DETERMINING SULFUR IN IRON, 
STEEL, ORES, CINDERS, SULFIDES AND METALLURGICAL 
PRODUCTS 


Introduction.—The method depends upon the fact that hydrogen sulfide is evolved 
when a sulfide is acted upon by a strong acid such as hydrochloric acid. This gas, 
absorbed by a suitable reagent, may be determined gravimetrically * by weighing 
directly the precipitated sulfide, or by oxidation of either the hydrogen sulfide evolved 
or the sulfide formed in the absorbing reagent, and precipitating sulfur as BaSO,. It 


8 Gravimetrically. (a) Evolution of H.S into solutions of ZnCl, KOH, KMnO,, 
AgNO:;, Hg(CN)>2, H.O2, Br+-HCl and subsequent oxidation to sulfate when necessary, 
and precipitation as BaSO,. (6) Absorption of H.S by neutral or alkaline solutions of 
lead, oxidation of PbS to PbSO, and weighing as such. (c) Absorption of H,S in solu- 
tions of AgNO;, CdClo, and weighing the precipitated sulfide. 
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may be determined volumetrically ° by titrating the precipitated sulfide with iodine or 
by titrating the acid, formed by the reaction, with standard caustic. The iodine and 
caustic titrations may be made on the same run, or the sulfide may be weighed and the 
filtrate containing the free acid titrated, thus double checking results. The following 
reaction takes place when the gas is evolved and absorbed by neutral cadmium sulfate: 
H.S+CdSO,= CdS precipitate+H SO, free acid. 


The method is especially adapted to the determination of sulfur in iron and steel or in 
metallurgical products containing small amounts of sulfide. It may be applied to 
products containing larger amounts of sulfur as sulfides or sulfates, the latter condition 
requiring a special preliminary treatment. 

The method is not applicable for determining free sulfur or sulfur in iron pyrites. 


Reagents. Jodine Solution.—Two strengths of this reagent should be at 
hand for general work: ; 


For iron and steel and low sulfur briquettes, etc. =.01 to 0.5%S............ N/301 
Forsulfur products:containing over 0:59¢'5....-)....... 0). «2s ase eee N/10 I 


Starch Solution Made from a good grade of soluble starch, 1 gram per 200 
ml. of water. Fresh solutions are desirable, as the deteriorated material 
produces a greenish-brown color in place of the deli- 
_ eate blue desired. Flocks of insoluble starch will 

, cause the same difficulty. 

Cadmium Chloride or Cadmium Sulfate Solu- 
tions. Ammoniacal Solution.—¥ifty-five grams of 
CdCl,:2H.O or 70 grams of the sulfate are dis- 
solved in 500 ml. of distilled water. To this are 
added 1200 ml. NH,OH (sp.gr. 0.90) and the solu- 
tion diluted to 2500 ml. The solution is of such 
strength that 50 ml. will precipitate approximately 
0.175 gram sulfur evolved as H.S. This is equiy- 
alent to about 3.5% sulfur on a 5-gram sample. 

Neutral Solution—To be used where titration 
with caustic is desired. Seventy grams of CdSO, 
are dissolved in water and made up to 2500 ml. 
The solution should be neutral to methyl orange, 
otherwise add the requisite amount of H»SO, or 
NaOH necessary, determined by titration of an 
aliquot portion. 

Hydrochloric Acid.—One part concentrated acid 
to an equal volume of distilled water. 

7 as Mi ny Sulfuric Acid—One volume of concentrated 
ae PD te Bae acid to four volumes of distilled water. 
in Iron and Steel. ; Reducing Mixture for Reduction of Sulfates.— 
Five parts of NaHCOs;, 2 parts of C.P. aluminum 
powder and 1 part of pure carbon, best made by charring starch. A blank 
should be determined on this material and allowance made accordingly. 

° Volumetrically. (a) Absorption in a solution of KOH, CdCl, or CdSO,, ZnCl; 
or ZnSO., Na2HAsO; and titration with iodine solution. (6) Absorption in iodized 
KI and titration of the excess of iodine with Na.S.O; solution. (c) Absorption in a 
neutral solution of a metallic salt and titration of the liberated acid. (d) Absorption 


in caustic alkali and addition to an acid solution of a reducible salt, e.g., FexO; and 
titration of the lower oxide, FeO, 


SULFUR 913 


Stannous Chloride.—Ten per cent solution. 

Fine Granular Aluminum or Zinc Metal.—Sulfur free, 20 mesh. 

Apparatus.—The apparatus shown in the illustration, Fig. 111, is the au- 
thors’ 1° modification of the form used as Baldwin Locomotive Works. This 
consists of an Erlenmeyer flask A of about 500-ml. capacity with large base. 
With material in which violent foaming occurs, during the evolution of hydrogen 
sulfide, it is advisable to use a wash bottle with large base, in preference to an 
Erlenmeyer flask. Through a rubber stopper is inserted a thistle tube with 
glass stop-cock D, by which the acid is introduced into the flask. The hydrogen 
sulfide passes through a potash connecting bulb with trap as shown. A hole 
blown in the side of the tube prevents liquid being swept through. Connected 
to the potash bulb is the absorption bulb C, which is suspended by a wire 
attached to the thistle tube. The apparatus is compact, so that on a large hot 
plate, 30 by 20 ins., a dozen outfits may readily be accommodated. With the 
use of this apparatus the writer has been able to make over seventy-five deter- 
minations of sulfur in steel in an ordinary day’s run. 


PREPARATION AND AMOUNT OF SAMPLE 


The amount of material to be taken for the determination depends upon the 
sulfur content as shown by the following table: 


Approximate Amount to 
% of sulfur present take for analysis 
IONE EMRNERAURS reece Gtshocs, ccs sco 'c See es ad 5 grams 
ey AEG IND) ey cca a de fe 
MPOOECORS UMS AN tial la a Soars often b tls 0.5 
JN SONS UES Ace neers Soe aoe nen 0.25 


The class of material will govern the method of 
procedure. 

Tron and Steel.—A 5-gram sample of driHings or 
finely divided material is treated directly in the evolu- 
tion flask with hydrochloric acid, 1:1, and the hydro- 
gen sulfide absorbed in ammoniacal cadmium chloride. 
The sulfide formed is titrated with iodine. 

Tron Ore Briquettes and Materials Containing Sul- 
fates. Low Sulfur.—Preliminary Reduction. A 5-gram 
sample is intimately mixed with an equal weight of 
reducing mixture (NaHCO;+Al+C) and wrapped in a 
9-cm. ashless filter. The charge is placed in a 50-ml. 
nickel crucible with cover. The crucible is inserted half 
way into an asbestos board or perforated silica plate (see 
Fig. 112) and after covering, placed over alow flame ofa yg. 112. Arrange- 
Méker blast burner. The flame of the blast is gradually ment for protecting 
increased during the first five minutes and the charge crucible fromtheflame. 
blasted for about twenty minutes. The crucible will 
appear a bright red and carbon monoxide gas escaping from under the crucible 
lid will burn. The loss of sulfur, however, is not appreciable. The crucible 


10 W, W. Scott. 


ee 


—_ 
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is cooled without removing the cover. When cold, the fused mass is quickly 
pulverized and placed in the dry evolution flask containing a mat of aluminum 
granules or C.P. zine dust or granulated tin. Hydrogen sulfide is best evolved 
with hydrochloric acid to which 4 or 5 ml. of 10% stannous chloride has been 
added to reduce ferric iron. The gas is absorbed in ammonical cadmium 
chloride and the cadmium sulfide formed titrated with iodine. 

Iron Sulfide for Available H.S.—Since this product runs over 20% available 
hydrogen sulfide not over 0.5 gram sample should be taken. The H:S is 
evolved by addition of dilute sulfuric acid, 1 : 4, in place of hydrochloric acid, 
and is absorbed by neutral cadmium sulfate. The acid formed by the reaction 
is titrated by standard N/10 NaOH. 

Sodium Sulfide or Water-soluble Sulfides for Available H.S.—Ten grams. 
dissolved in water and diluted to 1000 ml.; 50 ml. = (0.5 gram) taken for analysis. 


DETAILS OF PROCEDURE 


Evolution of Hydrogen Sulfide.—One-half to 1 gram of aluminum or zine 
granules, 20 mesh, is placed over the bottom of the evolution flask and the 
sample placed above this mat of metal. The stopper with the thistle tube and 
condenser is inserted snugly into the neck of the flask. An absorption bulb 
containing about 20 ml. of distilled water is attached to the condenser. This 
bulb serves as a trap for the HCl that is driven out of the flask during the boiling. 
To this bulb is attached a second bulb containing 50 ml. of ammoniacal cad- 
mium chloride. A third bulb may be attached if the sulfur content of the 
material examined is high; this, however, is seldom necessary when ammoniacal 
cadmium chloride is used. The rubber stopper and all rubber connections 
being air tight, 100 ml. of warm HCl, 1 : 1, is poured into the flask through the 
thistle tube, the stem of which should now dip well below the acid. The stop- 
cock is closed during the violent action of the acid on the sample and opened 
when this has subsided. The acid trap prevents loss of HS through the thistle 
tube. The apparatus is now placed on the hot plate and the sample boiled 
vigorously for about twenty minutes. The flask is taken off the hot plate and 
the contents allowed to cool. At this stage it may be advisable to draw a cur- 
rent of air through the apparatus to sweep out any residual H.S that may 
remain in the flask. Hydrogen gas is preferable to air. 

Titration.—(a) The contents of the bulbs are poured into a 600-ml. beaker 
containing about 400 ml. of distilled water. The bulbs are washed out first 
with water and then with dilute acid. The excess of ammonia is neutralized 
with concentrated HCl, 5 ml. of starch solution added and the sulfide im- 
mediately titrated with standard iodine, additional hydrochloric acid being 
added from time to time during the titration to insure complete decomposition 
of the sulfide. The liquid appears yellowish red, orange, purplish red and finally 
a deep blue. Since the sulfide, when present in appreciable quantity, decom- 
poses slowly, the solution should be strongly acid at the completion of the titra- 
tion, and five minutes should be allowed for a permanent end-point. 

Knowing the amount of iodine necessary, a check run may be made by 
adding to the neutral solution an excess of iodine followed by 5 ml. of starch 
solution and a large excess of concentrated hydrochloric acid. The excess of 
iodine is titrated with N/10 thiosulfate, Na2S.Os3, solution. (Arsenious acid will 
not do.) This procedure will prevent the loss of HS, which is apt to occur in 
samples high in sulfide. 
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(6) An alternate method is frequently advisable in high sulfurs. The pre- 
cipitate is separated from the solution containing ammonia by filtration. The 
cadmium sulfide is now placed in the 600-ml. beaker with water and an excess 
of iodine run in. Starch is added, followed by hydrochloric acid. The excess 
of iodine is titrated with sodium thiosulfate, Na.S.03. By this method the 
heat action during the neutralization of ammonia is avoided and only the pre- 
cipitate is titrated. 

When the iodine titration exceeds 50 ml. of N/10 iodine, a smaller amount 
of the sample should be taken for analysis; the iodine titration for amounts 
of sulfur exceeding 0.1 gram is not satisfactory, owing to a fading end-point. 
The method for determining available hydrogen sulfide in high sulfide products, 
dealing with the titration of the free acid formed during the reaction, permits 
of larger samples being taken. 


15" 
One ml. N/10 iodine=0.001603 gram S. 
Tenth Normal Equivalents 
One ml. of N/10 iodine =0.001703 gram H.S 
2 * =0.004395 gram FeS 
i be =0.003903 gram NaS 
ie =0.003607 gram CaS 
rs Bs =0.008471 gram BaS 
re ef =0.005661 gram Sb.S3 
& <f =0.011964 gram PbS 
e =0.011634 gram HgS 
#* as =0.004782 gram CuS 
ee a =(0.007224 gram CdS 
us f =0.004872 gram ZnS 
a ey =0.003269 gram Zn 


M. H. Steinmetz! makes use of a condenser 
so that all the hydrochloric acid and water 
vapors are returned to the flask while the non- 
condensable hydrogen sulfide passes over freely. 
In the final operation when the temperature is 
raised to produce boiling, no extra attention is 
necessary, thus simplifying the operation. 
The condenser shown in Fig. 113 is connected 
to a Johnson sulfur flask by means of a sulfur- 
free rubber stopper. Connections are made to 
the condenser for the water circulation and also groqipg « ARAM 
for the hydrogen sulfide gas, which is absorbed in ‘ 
a beaker containing the ammoniacal cadmium 
chloride solution. ‘The test is started by adding Fig. 113. Apparatus for Sulfur 
-75 rol. hydrochloric (1:1) acid through the thistle in Steel. 
tube. As soon as the violent action has ceased, 
heat may be applied rapidly until the sample is dissolved and the solution boils. 
The hydrogen sulfide gas evolved passes between the condenser walls and the tube 
delivering the acid into the flask. 


Combustion Method for Evaluation of Sulfide Ores.—When a sulfide ore 
uJ. Ind. Eng. Chem., 20, 983 (1928). 
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(pyrrhotite) is heated to redness in presence of oxygen both sulfur dioxide 
and trioxide are evolved. The first may be absorbed in suitable reagents and 
estimated volumetrically or gravimetrically. The trioxide mist is best retained 
by asbestos and weighed. The combustion furnace with silica tube used for 
determinations of carbon is adapted for sulfide ores. The finely powdered 
dry sample, spread in a thin layer in a 3-inch porcelain boat, is placed in the red 
hot tube and burned in a current of oxygen, which has been purified by passing 
through sodium hydroxide, concentrated sulfuric acid and phosphorus pent- 
oxide. The trioxide mist is removed by passing the evolved gases through an 
asbestos filter (P2O; bulb with asbestos in one arm adjacent to the combustion 
tube and P.O; in the other). The SO. is absorbed in a mixture of bromine and 
nitric acid, and the sulfuric acid formed is titrated after removing the reagent - 
by evaporation; or it is absorbed in an excess of standard iodine, the excess 
titrated with sodium arsenite or thiosulfate, and sulfur calculated. The iodine 
method is preferable to the bromine, as it is more rapid and the reagent less 
disagreeable to handle. The gravimetric method is the most reliable. The 
dioxide is absorbed in chromic acid (caustic will not give correct results owing 
to its affinity for carbon dioxide, a product of combustion of the free and com- 
bined carbon, that are generally present in sulfide ores. Pyrrhotite frequently 
contains as much as 1% carbon) and weighed. The combustion method cannot 
be recommended for extreme accuracy. The procedure may be used for the 
estimation of available sulfur, but does not give the total sulfur of the ore, since 
.2 to .5% remains in the cinder. Error may result from the following causes: 
(1) Incomplete combustion of the sulfur—due to sublimation of the sulfur to 
cooler zones of the combustion tube, and to a fine mist of sulfur passing un- 
burned into the asbestos, where it is retained with SO; and weighed as such. 
(2) Error due to combined water of the ore. The results are apt to be .05 to 
0.5% lower than those obtained by the barium sulfate procedures, the sulfur 
of the cinder being included with the available sulfur. 


Norss Anp Precautions.—A!though barium sulfate is only slightly soluble in water, 
it is appreciably soluble in the salts of the alkalies (Na, K and NH,), and in a large excess 
of hydrochloric acid. 

Barium sulfate occludes salts, especially nitrates and chlorides. Ferrie chloride is 
carried down with this precipitate, though ferrous chloride is not; hence the reduction of 
iron is necessary. Occlusion of iron causes low results, as will be seen from the fact that 
with heating of Fe2(SO.4)3, SOs; is volatilized, the salt decomposing to FexO;+S0O;. With 
the iron reduced the precipitate burns perfectly white, whereas with ferric iron present 

- the precipitate is invariably red or yellow. Aluminum powder used by W. H. Seamon,” 
for reduction of iron in determination of sulfur, suggested its value in the method above 
given. 

Potassium bromide is added to the bromine mix as a diluent to prevent too vigorous 
a reaction. Cooling the solution is for the same purpose as a loss of sulfur will result 
if the reaction is violent. This is especially the case in pyrrhotite ore. 

Otto Folin * shows that precipitation of BaSO, in a large volume of cold solution 
produces large crystals. 

Mechanical loss and reduction of BaSO, is avoided by the Gooch crucible. 

Allen and Johnston have shown that the solubility of BaSO, varies directly with the 
acidity and the amount of wash water used.4 

There is also a tendency of co-precipitation of BaCl. with BaSO,. This is greater 


2 Chemical Engineer, September, 1908. 
13 Journal of Biological Chem., 1, 131-159 (1905). 
4. T, Allen and J. Johnston, J. Am. Chem. Soc., 32, 588 (1910). 
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when the sulfate is poured into the chloride than when the BaCl, is poured into the sul- 
fate. The co-precipitation varies directly with the acidity, concentration of the SO, 
radical and rapidity of precipitation. 

Potassium will contaminate the precipitate to a greater extent than will sodium. 


DETERMINATION OF SULFATE IN CHROMIUM PLATING BATHS * 


The chromic acid must be reduced to a chromic salt. Acetic acid is added 

to displace sulfate from its combination in the form of complex chromium ions. 

Hither alcohol, hydroxylamine hydrochloride or Dae hydrogen peroxide 
may be used as a reducing agent. 

Procedure Using Alcohol as a Reducing Agent.—To 20 rial of a 20 to 25% 
solution of chromic acid or 10 ml. of a 40% solution, diluted and filtered if 
necessary, add 15 to 20 ml. water, 7 ml. concentrated HCI, 25 ml. glacial acetic 
acid, 15 ml. alcohol and boil gently for 10 to 15 minutes (methyl alcohol may 
need a longer time). ‘The solution should have a deep bluish green color free 
from brown or yellow tints, unless iron is present. 

Dilute to 150 ml., heat to boiling, precipitate by the slow addition of 6 to 8 
ml. of 10% BaCl:, let stand hot at least one hour, filter, wash with water con- 
taining 1 ml. of concentrated HCl per 100 ml. to remove chromium salts, then 
with pure water ignite and weigh as BaSO.. It should be white or at most 
faintly greenish. If yellowish it indicates contamination with BaCrO., due 
to incomplete reduction, or perhaps the presence of iron. 


* 


VOLUMETRIC METHODS FOR DETERMINING SOLUBLE SULFATES 


Combined sulfuric acid in soluble sulfates is best determined gravimetrically ; 
occasionally, however, a volumetric procedure is of technical value. A number 
of volumetric methods are based on the insolubility of barium sulfate. Two 
general procedures deserve mention: addition of barium chloride in known 
amount in slight excess of that required by the sulfate, and titrating the excess ~ 
either with a soluble carbonate or a chromate; or addition of barium chromate 
and titrating the alkali chromate formed by the reaction. The sulfate is also 
determined by precipitation with a weak organic base benzidine, added in form 


_ of the hydrochloride salt; the benzidine sulfate, filtered off, is titrated with 


caustic. The typical procedures given below will meet general requirements 
for the volumetric determination of sulfates. 


16 H. H. Willard and R. Schneidewind, Trans. Electro-Chem. Soc., 46, 333-349 (1929). 
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DETERMINATION OF SULFUR BY TITRATION WITH BARIUM 
CHLORIDE AND POTASSIUM CHROMATE—WIDENSTEIN’S 
METHOD MODIFIED * 


Reaction.— 
Na.S0O.1+ BaCl. = BaSOi1+2NaCl and excess BaCle+ K,CrO4= BaCrO,+2KCl. 


Procedure.—The substance containing the sulfate in solution is diluted to 
50 ml. in a small flask, acidified with hydrochloric acid, if necessary, heated to 
boiling, and precipitated with a slight excess of N/4 barium chloride added from 
a burette (1 ml. BaCl.=0.01 gram SO3). The precipitate settles rapidly, so 
that a large excess of the reagent may readily be avoided. The mixture is 
cautiously neutralized with ammonia, free from carbonate (CO2 may be pre- 
cipitated with CaCl. solution), the solution heated to boiling, and N/4 potas- 
sium chromate added from a burette in .5 ml. portions, each time removing the 
flask from the heat, allowing the precipitate to settle and examining the clear 
solution. <A faint yellow color will appear as soon as the excess of barium has 
been precipitated and a few drops of the chromate in excess are present in the 
solution. The value of the chromate being equivalent to the barium chloride 
ml. per ml., the difference between the two titrations is due to the barium 
chloride required by the sulfate. 


One ml. N/4 BaCl.=0.01001 gram SOs. 


Notss.—Salts of the alkalies, alkaline earths (Sr and Ca) and zine and cadmium 
do not interfere. Nickel, cobalt and copper, however, give colored solutions which 
prevent the yellow chromate being seen. Should the latter be present, the end-point 
may be recognized by using ammoniacal lead acetate as an outside indicator (1 vol. 
NH,OH-+4 vols. PbC,H;02:3H;0, 5% sol.), the indicator and titrated solution being 
mixed drop per drop on a white tile. A yellowish red color indicates the presence of 
chromate. 

H. Roth 1” has shown the use of a test paper containing prp2 diamino diphenyl amine 
(NH2C;H4NHC.H.NH:2) indicator as a delicate test for chromate. The paper, a pale 
gray color when treated with the compound, is kept in a closed, opaque container. 
When a drop of solution containing a trace of chromate is placed on the paper a blue 
colored spot is obtained. In the volumetric determination of sulfates, by addition of an 
excess of BaCl: solution and determining the excess of Ba by precipitation with a chro- 
mate or dichromate, the exact point may be determined by spot tests with the indicator 
paper, the slightest excess of chromate being detected. 


16 See “Volumetric Analysis,’’ Sutton, 10th Ed., p. 350. 
1” Z. angew. Chem., 39, 1599 (1926). 
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A. PRECIPITATION OF THE SULFATE WITH BARIUM CHROMATE 
AND TITRATION OF EQUIVALENT, LIBERATED CHROMATE 
WITH IODINE AND THIOSULFATE, HINMAN’S METHOD 38 


The sulfate, precipitated by barium chromate, liberates an equivalent 
amount of chromic acid, which is determined by treating with potassium iodide 
and titrating the liberated iodine with thiosulfate. 

Reactions.— Na.SO.1+ BaCrO.1= BaSO.1+ Na2CrO,, 


Na2CrO,+3KI+8HCl=2NaCl+3KCl+CrCl;+4H,.0+3I, 
2Na.8.03 +I, => 2Nal -b Na2S40c. 


Procedure."—The solution of the sulfate, containing not over 2% of SOs, 
if acid, is almost neutralized with potassium hydroxide, then heated to boiling, 
and an excess of barium chromate solution added.2* After boiling for one to 
five minutes, the hot solution is neutralized by adding calcium carbonate 
until no further effervescence occurs. The precipitate is filtered off and washed 
with hot water. The combined filtrates containing the chromate liberated 
by the sulfate through double decomposition, is acidified with 5 ml. concen- 
trated hydrochloric acid per each 100 ml. of filtrate and an excess of potassium 
iodide added. Iodine equivalent to the chromic acid is liberated. This is 
titrated with N/10 sodium thiosulfate. 


One ml. of N/10 thiosulfate =0.003269 gram H.SO..” 


DETERMINATION WITH STANDARD BARIUM CHLORIDE 
SOLUTION AND TETRAHYDROXYQUINONE INDICATOR ” 


Materials and Reagents.—Standard barium chloride solutions are prepared 
in any conyenient range from 1 ml. equivalent to from 1-50 mg. of sulfate. 

Indicator.— Disodium tetrahydroxyquinone, 1 part, ground with 300 parts 
of dried potassium chloride. 


18 Treadwell and Hall, ‘Analytical Chemistry,” 2, 4th Ed., p. 716. Am. Jour. Sci. 
and Arts, 114, 478. 

19 See p. 716, loc. cit. 

20 The barium chromate used should be free from soluble chromate, barium car- 
bonate or soluble barium salt. The compound may be prepared by precipitating with 
potassium chromate added to a boiling solution of barium chloride. The precipitate 
is washed with boiling water containing a little acetic acid, and finally with pure water, 
a then dried. Four grams of the dry salt are dissolved in a liter of normal hydrochloric 
acid. 

21 In presence of iron, zinc and nickel, the solution is neutralized with ammonium 
hydroxide and an excess added; after boiling, the solution is filtered. By using calcium 
carbonate insoluble basic chromates of these elements would be formed, and low results 
for SO; would follow. This is avoided by the use of ammonia. 


2 N/10 Na2S.O3= vee 98.08 +30 =3.269. 


*8 Schroeder, Ind. Eng. Chem., Anal. Ed. 5, 403 (1933). This paper includes a 
bibliography of 120 references on the determination of sulfur. The application of the 
method to water analysis is described by Sheen and Kahler, ibid., 8, 127 (1936); the same 
authors also applied the method to the determination of sulfur in rubber, ibid., 9, 69 
(1937). Details are quoted from the latter papers. 
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Procedure A.—Sulfate range up to 2000 parts per million. Twenty-five ml. 
of the solution is made just acid to phenolphthalein with 0.02 N hydrochloric 
acid. Twenty-five ml. of ethyl alcohol, isopropyl alcohol or alcohol denatured 
by formula No. 30 are added. The amount of indicator shown in the following 
table is added, and with the solution at 20 to 25° C. standard barium chloride 
solution is titrated in slowly with thorough agitation until the yellow color 
changes to rose. 

Procedure B.—Sulfate range 2000 to 30,000 parts per million. Solid sodium 
chloride is to be added (see table). The neutralization and titration are as 
described under A. 

Procedure C (with phosphate up to 60 parts per million).—Carefully neu- 
tralize a 25 ml. filtered sample with 0.02 N HCl until brom cresol green just 
changes to the acid tint (yellow range, pH about 4). Follow procedure A or B. 


CONDITIONS FOR VARIOUS CONCENTRATIONS OF SULFATE 


Sulfate Amount of BaClz Sodium 
Parts per Million Indicator Mixture 1 ml. =mg. of SOx Chloride Needed, g. 

Gin to 002 ee 0.1 1 is 

10021000 Fein Ane 0.2 1 — 
1OOO=2000 Sacer ere 0.2 4 — 
200040008 i5.6 cds eee 0.4 10 74 
AQ00=10000 22. 3 ne cee eee. 0.4 10 + 
10000=20000 5s. sn hacen 0.6 50 8 
20000—S0000 re ee ees 0.8 50 8 


* Subtract 0.1 ml. as a blank correction. 


Interference is caused by more than 5 parts per million of ferrous or ferric 
iron, by more than 6 p.p.m. of aluminum, or 60 p.p.m. of phosphate. Amounts 
of silicate up to 1500 p.p.m.; Mg up to 1440, Ca to 344 and Cl- up to 15000 
p-p.m. or higher do not interfere. In examining rubber, after oxidation by one 
of the standard methods, a measured excess of standard barium chloride is 
added, and the zine, iron, etc. are precipitated by potassium hydroxide at pH 
8.3 (barely alkaline to phenol phthalein), and the mixed precipitate is filtered 
off. The excess of barium in the filtrate is titrated with standard sodium sul- 
fate, after the alkali has been neutralized with 0.02 N HCl. For percentages 
of sulfur ranging from 1.7 to 5.8 the maximum deviation from the percentage 
found gravimetrically was 0.05%. 


BENZIDINE HYDROCHLORIDE METHOD—RASCHIG 


Benzidine sulfate, Ci2Hs(NHz»)2-H2SOx, is scarcely soluble in water con- 
taining hydrochloric acid. The weak base benzidine is neutral to phenolphtha- 
lein and the acid in its sulfate may be titrated with an alkali.24 The method 
gives reliable results in the analysis of all sulfates, provided no substances are 


“4 Method suggested by Raschig, Z. anal. Chem., 42, 617 and 818 (1903). 
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present which attack benzidine, and provided the amount of other acids and 
salts present is not too great.?® 


Reaction.— Na2S04+C,2Hs(N H2) 2° 2HCl = 2NaCl +Ci2Hs(NH_) 2° H.SO. 
and 
Cy2Hs(N Hz) 2° H.SO, +2Na0H = Ci2H3(N Ho) o- 2H.O +NaSOx,. 


Reagent.—Benzidine hydrochloride is prepared by taking 6.7 grams of the 
free base, or the corresponding amount of the hydrochloride and mixing into a 
paste with 20 ml. of waterin a mortar. Twenty ml. of hydrochloric acid (sp.gr. 
1.12) are added and the mixture diluted to exactly 1000 ml. One ml. of this 
solution corresponds to 0.00357 gram H.SO,. The solution has a brown color. 
Brown flakes are likely to separate out on standing, but these do no harm. 

Procedure.—The sulfate solution is diluted with water so that there is at 
least a 50-ml. volume for each 0.1 gram sulfuric acid present. An equal volume 
of the reagent is vigorously stirred in, and the precipitate allowed to settle for 
ten minutes. The solution is filtered onto a double filter, placed on a porcelain, 
perforated plate in a funnel (a Biichner is satisfactory), gentle suction being 
applied. The last portions of the precipitate are transferred to the filter by 
means of small portions of the clear-filtrate, and the compound then washed 
with 20 ml. of cold water added in small portions and sucked dry with each 
addition, ‘The precipitate and filter are placed in an Erlenmeyer flask, 50 ml. 
of water added, and the mixture shaken until homogeneous. Phenolphthalein 
indicator is now added, the mixture heated to about 50° C. and titrated with 
N/10 sodium hydroxide. When the end-point is nearly reached, the liquid is 
boiled for five minutes, and the titration then completed. 


One ml. N/10=0.004904 gram H2SOx. 


DETERMINATION OF FREE SULFURIC ACID 


Other free acids being absent, sulfuric acid may be accurately determined by 
titration with standard alkali. The method for determining sulfuric acid in 
presence of commonly occurring acids, and in mixed acids are given in Volume 
II, in the chapter on Acids. 


One ml. N/1 NaOH =0.04904 g. H.SO.. 


2% Friedheim and Nydegger (Z. anal. Chem., 49, 464 (1910)) have found that there 
should not be more than 10 mol. HCl, 15 mol. HNOs;, 20 mol. HC.H3;Oz, 5 mol. alkali 
salt, or 2 mol. ferric iron present to 1 mol. H,SO,. See Treadwell and Hall, ‘Analytical 
Chemistry,”’ pp. 714-716. 
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DETERMINATION OF PERSULFATES 
FERROUS SULFATE METHOD 


Ferrous salts in cold solutions are oxidized to ferric form by persulfates 
Advantage is taken of this action in the quantitative determination o 
persulfates. 


Reaction.—2FeSO, + H.S20s => Fe2(SOu) 3 + H.SO,. 


Procedure.2*—About 2.5 grams of the persulfate are dissolved in water anc 
diluted to 100 ml. Ten ml. of this solution, equivalent to one-tenth of the 
sample, weighed out, are placed in a flask and a considerable excess of standar« 
ferrous sulfate solution 2” added, say 100 ml. measured out from a burette 
The solution is diluted with an equal volume of hot, distilled water (70 t 
80° C.), and the excess ferrous sulfate titrated with N/10 potassium perman 
ganate. This titration is deducted from the permanganate equivalent of 100 ml 
of the ferrous solution taken (if this amount was used). The difference is du 
to persulfate oxidation. 

One ml. N/10 KMnO,=0.009707 gram H.2S20s; or =0.01141 gran 
(NH,4) 0820s; or =().01352 gram K.820s. 


OXALIC ACID METHOD 
Oxalic acid, in presence of silver sulfate, reduces persulfates in accordance 
with reaction, H.C.04+ H28.03 = 2H.SO1+2CO.. 
H.C204+H28203 = 2H280.1+2CO>. 


Procedure.—About 0.5 gram of the persulfate is placed in an Erlenmeye: 
flask, 50 ml. of N/10 oxalic acid added, together with 0.2 gram silver sulfat 
in 20 ml. of 10% sulfuric acid solution. The mixture is heated on the wate 
bath for about half an hour to expel carbon dioxide. When the evolution cease: 
the liquid is diluted to 100 ml. with warm water and titrated warm (about 40' 
C.) with N/10 potassium permanganate. The excess of oxalic acid is titrated 
the difference is due to oxidation by the persulfate. 

For calculation see factors in previous method. 


ALKALI TITRATION OF THE BOILED SOLUTION 


The aqueous solutions of potassium, sodium, and barium persulfates ar 
decomposed by boiling as follows (M=metal Na, K, or Ba): 


2M2820s+2H.0 =2M2801+02+2HS80.. 


26 Method suggested by Le Blanc and Eckardt, Chem. News, 81, 38 (1900). 

27 About 30 grams of ferrous sulfate or ferrous ammonium sulfate crystals ar 
dissolved in 900 ml. of water and the volume made to 1000 ml. with concentrated sul 
furic acid. The reagent is standardized against N/10 potassium permanganate anc 
the value per ml. in terms of the standard permanganate noted, the ml. permanganat« 
solution required divided by the ml. of ferrous sulfate solution taken for titration, give 
value of the reagent in terms of the permanganate. 

The solutions are best verified upon a persulfate of known purity. 
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Procedure.—About 0.2 g. of the persulfate salt is dissolved in 200 ml. of 
vater and the solution boiled about 15 minutes, then cooled and titrated with 
V/10 NaOH, using methyl orange indicator. 

One ml. N/10 NaOH =0.02008 g. BaS.0;4H.0, or 0.01191 g. NaoS2Os. 

Ammonium persulfate cannot be determined by the above method but may 
ye determined by the ferrous sulfate method—which see above. 


JETERMINATION OF SULFUR IN COMBINATION AS SULFIDES, 
SULFITES, BISULFITES, METABISULFITES, THIOSULFATES, 
SULFATES AND HYDROSULFITES 


AVAILABLE HYDROGEN SULFIDE IN MATERIALS HIGH IN 
SULFIDE SULFUR. IRON SULFIDE, SODIUM SULFIDE, ETC. 


Evolution Method.—Since it is desired to obtain the H.S that ordinarily 
vould be obtained when the sulfide is treated with a strong acid, the mat of 
netallic aluminum or zine and the addition of stannous chloride solution used 
n the procedure given on page 914 is omitted here. 

Procedure.—0.5 to 1 gram of the sulfide is placed in the dry evolution flask. 
‘ll connections are now made as directed in the general procedure. Three 
bsorption bulbs containing neutral solution of cadmium sulfate are connected 
o the condenser, and supported by wires attached to the thistle tube and the 
rm of the condenser. All connections being tight, 100 ml. of dilute sulfuric 
cid, 1 : 4 are added through the thistle tube and H.S evolved. 

Titration.— When the evolution of the HS is complete, the bulbs containing 
he precipitate are emptied into a beaker and carefully washed out. The pre- 
ipitate is now filtered and washed five or six times until free of acid. Methyl 
range is added to the filtrate and the free acid titrated with N/10 NaOH. 

The precipitate may be titrated with iodine according to (b) under general 
nethod of procedure, using an excess of iodine, followed by starch and acid and 
hen titrating back with sodium thiosulfate solution. A double check may thus 
e obtained. 

If it is desired to weigh the CdS precipitate, it is best to evolve the H.S into a 
eutral solution of cadmium salt. The precipitate formed in a neutral or 
lightly acid solution is crystalline and easily filtered, whereas that formed in an 
mmoniacal solution is gelatinous. = 

When a neutral CdSO, or CdCl, solution is used, H.S should be evolved by 
ulfuric acid and not by hydrochloric acid, as the latter is volatile, and will pass 
hrough the condensing bulb recommended in the general procedure. 


One ml. N/10" NaOH = .001703 gram HS 
= .004395 gram FeS 
ee iY = .003903 gram Na.S. 
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HYDROGEN SULFIDE AND SOLUBLE SULFIDES 


Direct titration of hydrogen sulfide water, and soluble sulfides in solution 
may be made in absence of other substances acted upon by iodine. The solu- 
tion containing the sulfide is added to an excess of N/10 iodine solution, made 
acid with hydrochloric acid, and the excess iodine titrated with N/10 sodium 
thiosulfate. The following reaction takes place: 

H.S+1,=2HI+S. The ml. Na.S.O3; are subtracted from ml. I=I reacting 
with H.S. One ml. N/10 iodine =0.001703 gram HS. 

Nore.—The soluble sulfide may be determined gravimetrically by oxidizing with 


bromine, the reagent being added until the solution is colored brownish red, the excess 
of the halogen removed by boiling and the sulfate precipitated as BaSO,. 


DETERMINATION OF A SULFIDE AND A SULFOHYDRATE 
IN PRESENCE OF EACH OTHER 


When a mixture of sulfide and sulfohydrate is treated with iodine the follow- 
ing reactions take place: 


H.S+I1.=2HI+S and NaHS+2I.=NaI+HI-58. 


It will be noticed that the acidity produced by the first reaction is twice that 
caused by the iodine action on the sulfohydrate, and that the acidity in the 
latter titration remains unaffected. The reactions with the alkali salts is 
effected by addition of a standard iodine solution containing a known amount of 
hydrochloric acid. The reactions in this case are as follows: 

Na.S+2HCl=2NaCl+H.S and NaSH+HCl=NaCl+H.8. The iodine 
reacts with the HS as follows: H,.S+I.=2HI-+S. 

From the second set of reactions it is evident that the quantity of hydriodic 
acid formed by the action of iodine on the sulfide is equivalent to the hydro- 
chloric acid required to decompose the sulfide, so that the acidity remains 
unchanged. On the other hand with sulfohydrate, NaSH, the hydriodie acid 
formed by the iodine oxidation, is twice the equivalent of hydrochloric acid 
required to decompose the acid salt. Hence it is evident that the acidity is a 
measure of the quantity of sulfohydrate present in the mixture. From the 
second set of reactions the following procedure is devised. 

Procedure.—To a measured amount of N/10 iodine solution containing a 
measured amount of N/10 hydrochloric acid (the mixture diluted to 400 ml.) 
is added the solution containing the sulfide and sulfohydrate from a burette. 
until the stirred solution becomes a pale yellow color. (The ml. of solution 
added is noted and its equivalent of the sample calculated.) Starch is now 
added and the excess of the iodine titrated with N/10 sodium thiosulfate. The 
mil. of thiosulfate in terms of N/10 solution subtracted from the ml. N/10 iodine 
solution taken give ml. iodine required by the sample added. The acidity of 
the solution is now determined by titration with N/10 sodium hydroxide. The 
ml. NaOH required by the HI give total NaOH minus ml. N/10 HCl present in 
the iodine solution. 

Calculation A. MI. N/10 iodine required by the sample minus twice the 
ml. of N/10 NaOH required by HI formed by the reaction multiplied by 
0.003903 give weight of Na.S§, (i.e., ml. I-2 ml. NaOH) X0.003903 = gram Na.S. 

B. Ml. N/10 NaOH required by the HI multiplied by 0.005607 gives gram 
weight of NaHS. Or in brief: ml. NaOH X0.005607 = gram NaHS. 
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The above weights multiplied by 100 and divided by the weight of sample 
ised in the iodine titration give per cent of constituents in the sample. 

The method is of value in the analysis of alkali sulfides in absence of other 
ompounds, which are decomposed by hydrochloric acid and which react with 
odine. 


DETERMINATION OF THIOSULFATE IN PRESENCE OF 
SULFIDE AND SULFOHYDRATE 


The sulfide and sulfohydrate sulfur is removed from the solution by adding 
in excess of freshly precipitated cadmium carbonate. The solution is filtered 
ind diuted to a definite volume and the thiosulfate determined on an aliquot 
yortion by running it into an excess of N/10 iodine solution and titration the 
xcess of iodine with N/10 thiosulfate solution. 


One ml. N/10 iodine = 0.02482 gram Na»S203-5H,0. 


DETERMINATION OF SULFATES AND SULFIDES IN PRESENCE 
OF ONE ANOTHER 


In one portion of the sample the sulfide is decomposed and the hydrogen 
sulfide expelled by boiling the solution (in presence of CO: replacing air in the 
lask) after acidifying with hydrochloric acid. The sulfate sulfur may now be 
srecipitated as BaSO, by the usual methods. 

In a second portion total sulfur is determined after oxidizing the sulfide 
with an excess of bromine and boiling out the excess of halogen. Total sulfur 
ninus sulfate sulfur =sulfide sulfur. 

The sulfide may be oxidized with fuming nitric acid by boiling the solution 
n a flask with reflex condenser. The nitric acid is expelled by evaporating the 
solution down to a moist residue. The sulfate is now precipitated by taking up 
he residue with water, adding HCl and then sufficient BaCl, to cause complete 
orecipitation. 


DETERMINING THE SULFUR IN THIOCYANIC (SULFOCYANIC) 
ACID AND ITS SALTS 


Oxidation of the sulfur may be accomplished as described for sulfides in 
she preceding method either by means of bromine or by fuming nitric acid. The 
sulfur is then precipitated as BaSO, as usual. 


DETERMINATION OF SULFUROUS ACID (SO: IN SOLUTION) FREE, 
OR COMBINED IN SULFITES, ACID SULFITES, META- 
BISULFITES AND THIOSULFATES 


Gravimetric Method, Oxidation to Sulfate and Precipitation as BaSO..— 
Sulfur dioxide, free or combined in a soluble salt, may be oxidized to SO; or 
sulfate by means of an oxidizing agent such as chlorine, or bromine, or hydrogen 
peroxide (alkaline solution). The sulfuric acid or sulfate may be then pre- 
sipitated and determined as BaSO, in the usual way. 

Procedure.—The halogen (bromine preferred) is added (in a water-saturated 
solution) in large excess to the sample, the free halogen then boiled out, and 
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sulfuric acid precipitated, from a solution made slightly acid with hydrochloric 
acid, by addition of a solution of barium chloride, according to the standard 
procedure. 

If hydrogen peroxide is used, the solution should be made alkaline with 
ammonia and the peroxide added, the excess boiled out, and the solution then 
made acid as directed above. 

BaSO,4X0.356=H2SO3, or X0.5400=NaSO;, or X0.4458=NaH5S0Os;, or 
0.3387 = Na2S.03, or X0.2744=SO0>. 


Norr.—If hydrogen peroxide is used, it should be tested for H2SO, and allowance 
made accordingly. 


VOLUMETRIC METHODS 


Titration with Iodine. Sulfurous Acid, Sulfites, Metabisulfites, Thio- 
sulfates.—Sulfurous acid, combined or free, may be titrated with iodine solution, 
the following reaction taking place: 


$0.+2I+2H.0 = H.S0,+42HI1. 


The titration is accomplished by adding the solution of sulfurous acid, sulfite, 
or thiosulfate to the iodine, not in the reverse order, since in the latter order low 
results are obtained, unless the solution is very dilute (less than 0.04% SOz).?8 

Procedure.—Five grams of the sample (sulfurous acid solution titrated 
directly) are dissolved in a little water and transferred to a 500-ml. graduated 
flask, then made to volume. Each ml. of this solution contains 0.01 gram of the 
sample; 100 ml. of N/10 iodine, or their equivalent if the solution is stronger or 
weaker, are placed in a beaker together with a few drops of hydrochloric acid. 
A portion of the sample in a 100-ml. burette is now run into the iodine, with 
constant stirring, until the color of the free iodine has almost faded out; a little 
starch solution is now added and the titration continued to the complete fading 
of the blue color. 

Since each ml. of the sample contains 0.01 gram of the material, it follows 
that the 100-ml. iodine equivalent in terms of the material titrated expressed to 
the fourth decimal place as a whole number, if divided by the ml. of the sample 
required, will give the per cent of the substance sought, provided other titratable 
substances are absent. 

Example.—Suppose sodium sulfite is being titrated, then since 100 ml. of 
N/10 iodine are equivalent to 0.6303 gram Na.SO3, 6303 divided by the ml. 
Na.SOs solution required gives per cent Na,SO3. If 63 ml. were required the 
salt would be 100% pure. 


Nore.—When the iodine equivalent is over unity, it is necessary to take a larger 
sample per 500-ml. volume to avoid having a titration of over 100 ml. For example 
in the analysis of sodium thiosulfate, a 20-gram sample is diluted to 500 ml. and a portion 
of this added to 100 ml. of N/10 iodine solution. In this case it must be kept in mind 
that each ml. of the sample contains 0.04 gram of thiosulfate and the percentage cal- 
culated accordingly upon completing the titration. 


28 A secondary reaction takes place, the hydriodic acid formed reducing the SO, 
to S, e.g., SO.+4HI=2H,.0+21,4+8. (J. Volhard, Ann. d. Chem. u. Pharm., 242, 
94.) The solution, if not too dilute, will show a distinct separation of sulfur. (Tread- 
well and Hall, “Analytical Chemistry,” 2, 3d Ed.) Raschig believes that a loss of 
SO. occurs, due to evaporation. (Z. Angew. Chem., 580 (1904).) See Sutton, ‘Vol- 
umetric Analysis,’’ 10th Ed., pp. 128, 129. Gooch, ‘Methods in Chemical Analysis,”’ 
1st Ed., pp. 364-368. 
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If the titration of the iodine is made in a casserole, the end-point may readily be 
recognized without the addition of starch. 


Equvalents.—One hundred ml. N/10 iodine solution will oxidize: 
Sodium sulfite (anhydrous), Na2SO;=0.6303 gram, or 0.3203 gram SOs.. 
Sodium sulfite, NasSO3-7H2O = 1.2608 grams. 

Acid sodium sulfite, NaHSO3=0.5203 gram. 

Sodium metabisulfite, Na2S2O; (anhydride of NaHSO;) =0.4753 gram. 
Sodium thiosulfate, Na2S.03-5H.O =2.4819 grams. 


Norr.—Hydrogen sulfide or sodium sulfide are also titrated with iodine. Equiva- 
lents for 100 ml. N/10 iodine =0.1703 gram H,S, or 0.3903 gram NaS. 


Determination of Sodium Thiosulfate.—The iodine titration is described 
on page 926. See also the chapter on Iodine. 


ACIDIMETRIC AND ALKALIMETRIC METHODS 


Titration of Sulfites, Acid Sulfites (Metabisulfite) or Sulfurous Acid.— 
The choice of indicator is important as the titration with one may be different 
from that obtained in presence of another. For example the titration of sul- 
furous acid by an alkali in presence of phenolphthalein is twice the titration 
necessary to obtain an alkaline reaction with methyl orange. The reason for 
this is evident by the fact that Na2SO; is neutral to phenolphthalein and alkaline 
to methyl orange, whereas NaHSO; is neutral to methyl orange but is acid to 
phenolphthalein. Advantage is taken of this in the analysis of salts containing 
a mixture of the normal and acid salts. 


Reaction.— With phenolphthalein H,SO;+2Na0H = Na.SO3;+2H.,0. 
With methyl orange H.S03;+ NaOH=NaHSO;+H.0. 


On the other hand if a salt is being titrated, methyl orange cannot be used 
for the titration of metabisulfite or acid sulfite, since these salts are neutral 
to this indicator, here phenolphthalein is required and an alkali titration made. 

Reaction.— NaHSO;+ NaOH = NaSOsz. (Na2S20 5+H,O = 2NaHSO3.) 

Again if sodium sulfite, Na2SOs, is to be titrated, phenolphthalein would not 
do as an indicator, since Na2SO; is neutral to this indicator. Here an acid titra- 
tion is required with methyl orange indicator present: 


2Na.SO3 + H.S0O,4 = 2NaHSO3 + NaSOg. 


A. Suutrurovus Acip 


For the alkali titration of this acid it is advisable to use methyl orange as 
indicator, since this is not affected by carbon dioxide, which is very frequently 
present. 

Reaction.—H,SO03+ NaOH = NaHSO3. 

One ml. N/1 NaOH =0.06406 gram SO:, or =0.08208 gram H.SO3. 


B. Sopium MeEraBisuLFITE 


Sodium acid sulfite does not exist in dry form, since the salt loses water 
and anhydrous Na.S.0; results. This is analogous to sulfurous acid, which 
exists only in water solution. It has been found that the acid sulfite solution 
evaporated to crystallization yields a product, which though dried with extreme 
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care, forms the anhydrous salt, Na2S:0;. For correct report, therefore, th 
solid should be reported as metabisulfite, and the solution of the salt as acic 
sulfite. 

Since metabisulfite in solution, or acid sulfite, is neutral to methyl orange 
phenolphthalein indicator must be used and an alkali titration made. Carbor 
dioxide-free water and reagents should be used. 

Reaction.— 


Na.8.0;+ HO =2NaHSO; and NaHSO;3+ NaOH => Na.S03;+ H20. 


Procedure.—9.506 grams of the finely ground powder are dissolved in abou’ 
50 ml. of cold saturated salt solution, to which has been added from a burett 
50 ml. of normal sodium hydroxide. The salt solution should be made neutra 
to phenolphthalein. One ml. of 0.1% solution of the indicator is added and th 
excess acid sodium sulfite titrated with normal sodium hydroxide until a per 
manent faint pink color is obtained. 

Since the normal equivalent of the salt has been taken for analysis the ml 
alkali titration, including the 50 ml. originally present, will give the percentag 
directly in terms of NaoS205. 


Notr.—The NaCl serves to give a sharp and more permanent end-point. I 
may be necessary to add more of the indicator towards the end of the titration. 


C. Sopium SutFitz, Na,SO; 


Sodium sulfite, NasSO3, is neutral to phenolphthalein and alkaline t 
methyl orange. The titration of this salt is accomplished by addition of stand 
ard acid in presence of methyl orange. 

Reaction.—2Na.S03;+ H.SO, = Na.S0,+2NaHSOs3. 

Procedure.—The normal factor weight (12.6 grams) of the salt is dissolvec 
in about 250 ml. of distilled water, 1 ml. of methyl orange added, followed by 
normal sulfuric acid, added from a burette until a faint orange end-point i 
obtained. As in the case of the metabisulfite, each ml. of normal sulfuric acic 
equals 1% NaSOs. Hence the percentage is obtained directly from thi 
burette reading. 


Nortes.—Organic coloring matter may be removed from the solution by filtering 
through charcoal. 

If sodium carbonate is present, it will also be titrated. A correction must b¢ 
applied for this. In the presence of sodium carbonate the solution will be alkaline t« 
phenolphthalein. An approximate estimation of this may be obtained by titration wit! 
normal acid in presence of this indicator, remembering that sodium bicarbonate 
NaHCoO,, is neutral to phenolphthalein, hence twice this titration must be deducted fron 
the total methyl orange titration, i.e., NaxCO3;+H.SO, (M.O.) =Na»SO.+H2CO; anc 
2Na2S03;+H.SO,4 (P.) =2NaHSO.,+2NaHCO;. (Alkaline hydroxides will also be ti 
trated.) COs may also be obtained by the standard procedure under carbon, the SO 
being oxidized by addition of chromic acid. Na2:CO;X1.8=equivalent Na:SOs. 


Sodium carbonate may be detected in a'sulfite or metabisulfite by adding 
cold, dilute acetic acid (25%) to the dry powdered salt. An effervescence is duc 
to the presence of carbonate, since a sulfite or metabisulfite does not effer. 
vesce under similar conditions. 
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JETERMINATION OF SULFITES, METABISULFITES, THIOSUL- 
FATES, SULFATES, CHLORIDES AND CARBONATES IN 
PRESENCE OF ONE ANOTHER 


1. Soprum Suuritr, Na2SO;3 


This is determined by titration with standard acid in the presence of methyl! 
range indicator according to the standard procedure previously described. If 
_ carbonate is present, allowance must be made for this as stated 

One ml. N/1 H.SO,=0.1261 gram Na.SO3. Calculate to per cent. 
Na2CO;3 X1.8 =equivalent Na2SQs. 


2. Soptum Merrasisuuritz, Na,S.0; 


This is determined by titration with a standard alkali in the presence of 
henolphthalein indicator according to the procedure previously described. 


One ml. N/1 NaOH =0.09506 gram Na.S.0;. Calculate to per cent. 


3. Sopium THIOSULFATE, NapS.O; 


One gram of the mixed salts is placed in 100 ml. of N/10 iodine solution, and 
he excess of iodine titrated with N/10 sodium thiosulfate according to the 
tandard procedure. 


Calculation.—{ (ml. N/10 I—ml. N/10 Na28203) —[(% Na2820; 2.104) 
+ (% NasSO3X 1.5865) }} X1.5811 =%Na.8.0s. 


4. Sopium SULFATE 


The sample is dissolved in a little water, hydrochloric acid added, and the 
olution boiled to expel all of the SO». Barium sulfate is now precipitated 
nd determined according to the standard procedure. 


BaSO, x 0.6086 = Na.SO.. 


Norre.—The amount of the sample required is governed by the per cent Na,SO, 

resent. 
5. Sopium CHLORIDE 

The sample is dissolved in water, nitric acid added and the solution boiled 
til all the SO:2 has either been volatilized or oxidized. The chlorine of the 
hloride is now precipitated with silver nitrate from a hot solution by the usual 
rocedure. 

AgCl X0.4078 = NaCl. 


Norr.—The amount of the sample taken is governed by the per cent of NaCl present. 


6. Soprum CARBONATE, Na,CO; 


Carbon dioxide is evolved from the mixture by means of chromic and sul- 
uric acids, the former being used to oxidize the SO, of the sample. The evolved 
as is bubbled through a mixture of concentrated sulfuric and chromic acids to 
emove any SO, that may have escaped oxidation, Fig. 34. The CO, is 
bsorbed either in caustic and weighed or is passed into a standard solution 
f barium hydroxide and titrated according to the standard procedures given 
inder carbon. ; 


Nore.—The amount of the sample taken is governed by the per cent of Na2CO; 
resent. 


A it see 
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ESTIMATION OF SODIUM HYDROSULFITE 


Standard Indigo Solution.—To about 150 ml. concentrated sulfuric acid in a 
casserole, are added 4.2 grams of indigo, slowly with stirring. The solution is 
kept at 80° C. for an hour in an oven, 
stirring once or twice during this time.. 
After cooling the solution it is made 
up to four liters with distilled water. 
line This reagent is now standardized 

against N/50 KMn0O, solution. To 
do this 25 ml. of the indigo solution is 
diluted in a casserole with 300 ml. of 
water and titrated with N/50 KMnO, 
reagent. 

One ml. N/50 KMn0O, is equiva- 
lent to 0.0015 g. indigotin. 
1.505:1=gram indigotine : x, where 
v=eram Na.S.O, in 25 ml. Indigo 

210,000 
ml. titration = To NBO 
(2.5 grams of solid) or grams per liter 
(25ml.sample made up to 500 ml.). 

Procedure.—Titration of Sodium 
Hydrosulfite Against Standard Indigo 
Solution.—Fifty ml. of standard in- 
digo solution are pipetted into a 300 
ml. Erlenmeyer flask. The titrating 
apparatus as well as the 500 ml. vol- 
umetric flask are filled with CO» gas 
(C2H». may be used in place of CO;). 
Two and a half grams of the solid are 
now taken, or 25 ml. of the solution (if 
the material is already dissolved as a 
10% solution) and placed in the 500 
ml. flask and made to mark with dis- 
tilled water. The flask is stoppered 
and connections made with the bu- 
- ] ot Nie rette, etc., as shown in Fig. 114. The 
se i ore oR ree burette is filled with the sample and 

; the flask containing the indigo solu- 
tion is placed under the burette as shown in the figure. The air is displaced 
from the apparatus by COs, the flow of this gas being continued during the 
titration. The hydrosulfite solution is now added to the indigo solution until it 
changes from the blue to a yellow or brown color. 

Factor for Indigo 


ml. titration 


Norrs.—The hydrosulfite solution should be made alkaline with NaOH ,then 
made up rapidly to volume and titrated in an atmosphere of CO, to prevent oxidation. 


500C.C. Flask; 
¥ 
Naz S2 04 Solution-- 


solution. 


-Rubber Tube 


=% Na.§.0, in solids, or grams per liter in liquids. 
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The size of the sample may be varied, but the titration should be over 10 ml. 
The tip of the burette should dip below the surface of the indigo until near the end- 
point, then withdrawn and the titration completed with the tip above the surface. 


The above method was outlined by J. H. Brackett. 


DETERMINATION OF FREE SULFUR IN A MIXTURE 


Free sulfur is an essential constituent in many types of mixtures and the 
method of estimation will vary with the nature of the other ingredients. 


Hydrated lime, chalk, gypsum, dry lime sulfur, 
salcium arsenate, nicotine sulfate in infusorial 
sarth carrier, sodium polysulfide, sodium chloride, 
spsom salts, and the usual fertilizer materials are 
she substances most commonly found in the mix- 
jures now on the market. All commercial forms 
of sulfur are found in these mixtures and the value 
of the mixture usually depends largely on which 
orm of sulfur was used. For example, an insecti- 
side dust containing coarse crude or refined sulfur, 
nstead of flowers or superfine, would be valueless 
sven though the chemical analysis showed that 
he mixture contained the specified percentage of 
otal sulfur. Therefore, the microscope and a 
ittle ingenuity will indicate the proper combination 
of methods to follow. 

From 1 to 10 grams of the material, depending 
ipon the amount of sulfur present, is extracted in 
1 Soxhlet extractor (see modified form, Fig. 115) 
with carbon bisulfide (freshly distilled) for twelve 
10urs. The extract is evaporated to dryness, ad- 
ling 10 ml. of bromine-carbon tetrachloride mixture 
ogether with 15 ml. of nitric acid. The residue is 
faken up with 10 ml. of hydrochloric acid, diluted 
with 150 ml. of distilled water, heated to boiling 
und the sulfuric acid precipitated with 10% barium 
shloride solution, washed, dried, ignited and 
weighed according to the procedure for sulfur. 


BaSO,X 100 X0.1373 


"Weight of sample = qY free rhombic sulfur. 


After extraction carefully dry the thimble and 
sontents. Examine under a microscope a small 


Fie. 115. Sanders’ Extrac- 
tion Apparatus. 


portion of the dried material. Remaining sulfur if present will be in the 
amorphous form and have the characteristic “droplet ’’ structure seen in 
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flowers of sulfur. Presence of much sulfur at this stage indicates that flowers 
of sulfur were used in the mixture, and the proper procedure to follow will 
depend on the nature of the other constituents. If a soluble sulfate such as 
nicotine sulfate or epsom salts is indicated, then an aliquot of the residue 
in the extraction thimble can be leached with hot water and the sulfur deter- 
mined by one of the usual methods after wet oxidization. If an insoluble 
material such as gypsum is indicated, then the free sulfur may be burned 
off in the air and the combined sulfur determined in the residue after solution 
by one of the standard methods; the total sulfur having first been determined 
in another aliquot after wet oxidation with bromine and nitric acid. What- 
ever procedure is followed, the content of amorphous sulfur is calculated by 
difference and thus the percentage of flowers established by adding the amount 
thus found to the CS: soluble sulfur. 

Sanders’ extraction apparatus 2° has several advantages that make this 
apparatus desirable for laboratory use, where a number of daily extractions 
are required. As may be seen from Fig. 115, by simply removing the glass 
stopper D the cylinder may be charged without disconnecting the apparatus, 
as is necessary with the Soxhlet type of apparatus. The extraction is carried 
on with the traps A and B closed, the siphon t-t’ acting automatically as in 
case of the Soxhlet. With A closed and B open the apparatus may be used 
as a reflux condenser. The solvent liquid may be drawn off by opening A. 
With B closed and A open the apparatus may be used as a condenser and the 
ether, chloroform, carbon disulfide, etc., distilled from C. The globe-shaped 
Soxhlet condenser may be replaced by Allihn’s or Liebig’s condenser, if desired. 
The ball form, however, is more compact. 


EVALUATION OF SPENT OXIDE FOR AVAILABLE SULFUR 


Spent oxide is the by-product of gas works, and refers to the spent Fe203 used 
in the scrubber for the removal of hydrogen sulfide from the gas. The FeS, 
as in case of pyrites, is used in the manufacture of sulfuric acid, and is evaluated 
by its available sulfur content. 

Total Sulfur.—The oxide is sampled, brought into solution and the sulfur 
determined exactly as is given under the standard method for determination of 
sulfur in pyrites ore. 

Residual Sulfur.—Two grams of the material are ignited to expel volatile 
sulfur, a porcelain crucible being used. The residue is treated with concen- 
trated hydrochloric acid and after digestion on the steam or water bath is 
diluted with water and filtered. (If SiO» is present evaporation to dryness is 
necessary.) Sulfur is determined in the filtrate as usual. 


casio}. McC. Sanders, Proc. Chem. Soc., 26, 227-228 (1910). The Analyst, 35, 556 
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Available Sulfur.—The per cent of residual sulfur is subtracted from the 
per cent total sulfur, the difference being available sulfur. 

Iron.—This may be determined on an ignited sample according to a standard 
procedure for iron. See chapter on Iron. 


ANALYSIS OF REFINED SULFURS AND BRIMSTONE 


The impurities in commercial sulfurs and brimstones are seldom more than 
afew tenths percent. Arsenic, acidity, chlorine, and the amount of amorphous 
sulfur present (CS. insoluble) are required. Also the fineness and specific 
volume (degrees Chancel) are often required for sulfurs used in agriculture. 

Moisture.—The powdered sample, weighing 50 grams, is spread out on a 
watch-glass and dried for an hour at 100° C., then cooled in a desiccator and 
weighed. 


Loss of weight in grams multiplied by 2=per cent moisture. 


Arsenic.—Ten grams of the material are treated with 30 ml. of carbon tetra- 
chloride mixture (3 parts CCl,+2 parts Br) and after standing for ten minutes 
25 ml. concentrated nitric acid are added in small portions (a watch-glass 
covering the beaker during the intervals of addition). HNO; and Br are 
expelled by evaporation on the steam bach. Water is added and the evapora- 
tion repeated. Arsenic is now determined on the residue by the Gutzeit 
Method for arsenic. 


Norr.—Arsenic-free reagents should be employed. 


Chlorine.—One hundred grams of the brimstone are extracted with hot 
water, the filtered extracts oxidized with 10 to 15 ml. of nitric acid and a few 
crystals of ammonium persulfate by boiling and treated with 5 ml. of 10% 
solution of silver nitrate. The solution, brought to boiling, is placed in a dark 
place and the silver chloride allowed to settle. This is now filtered off in a 
weighed Gooch crucible and chlorine calculated from the AgCl. 


AgCl X 0.2474 = Cl or =0.4078 = NaCl. 


Mineral and Organic Impurity.—Ash 100 gms. of the sample by igniting a 
little at a time in a tared porcelain or silica ware dish. Carry on the combustion 
in plenty of air and without the aid of any external heat except toward the last. 
In igniting the sample use a small pin flame gas jet such as the petroleum 
chemist uses in making flash and fire tests. Do not use match or taper or 
alcohol to ignite the sulfur as a small amount of organic matter is certain to get 
into the sample from these sources and cause trouble in the combustion. The 
sulfur once ignited will burn evenly and clean unless organic matter is present. 
All refined sulfurs should burn completely without the aid of any external heat. 
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With American Gulf Coast brimstone and with oil or asphalt contaminated 
sulfur the organic matter present in even minute amount will cause trouble in 
burning unless special precautions are taken. A film of melted asphalt or oily 
matter forms over the surface of the molten sulfur and shuts off the air so that 
the flame from the burning sulfur is put out. When this film of dark oily 
matter is first noticed, touch it lightly with the pin flame and it will usually 
break or char, allowing the sulfur to burn evenly. Toward the last apply very 
gentle heat to the dish and thus char the organic matter but keep the tempera- 
ture well below the red so that this organic material is not ignited. When all 
the sulfur is burnt off as indicated by no more odor of SOs, cool the dish and 
weigh; this weight giving the combined organic and mineral matter. Then 
ignite the residue at low red heat to burn off all organic material; again cool 
and weigh; this weight giving the mineral impurity or ash. The difference 
between the two weights represents the organic impurity. 

Acidity.—Boil 100 gms. of the pulverized sample with about 500 ml. water. 
The addition of a little neutral alcohol at the start will aid in wetting the sulfur 
which sometimes floats and causes trouble. Cool and make up to a standard 
volume. Pipette or filter off an aliquot and titrate with N/10 alkali, using 
phenolphthalein. Calculate acidity as H,SO. and express as per cent acidity. 

Available Sulfur——Add together moisture, organic matter, ash, arsenic, 
acidity, chlorine and report available sulfur as the difference. 

Amorphous Sulfur (CS. insoluble).— Weigh five to twenty grams of the 
finely pulverized sample into a tared extraction thimble and extract with 
carbon bisulfide. The rate of extraction is regulated so that one filling of the 
chamber takes about five minutes. The extraction should be complete in 
thirty minutes. It is important that the extraction be stopped as soon as the 
loss in weight of the thimble and contents becomes constant as long-continued 
extraction will carry some of the amorphous sulfur into solution. Note: 
A Soxhlet type extraction apparatus is best as other types where the thimble 
is not immersed in the liquid give erratic results at times on account of the 
tendency of the CS. solution of sulfur to “‘ crawl ” to the top of the thimble and 
there deposit out a hard scale of rhombic sulfur. When the extraction is 
completed, the thimble and contents are freed from CS» by exposure to a rapid 
current of dry air and then dried for thirty minutes in a water oven through 
which air circulates. (Finely divided sulfur, CSo, and air is a mixture liable to 
spontaneous combustion, so get rid of the bulk of the CS, in the cold dry air 
current before exposing to the heat of the oven.) The weight of the contents 
of the thimble less ash and arsenic and organic matter is taken as the amorphous 
sulfur. Flowers of sulfur must contain in excess of 30% amorphous sulfur. 
(Flowers are often sophisticated by the addition of ground sulfur when the 
content of amorphous sulfur is lowered in proportion—this should not be 
reported as flowers but flowers with so much adulteration.) Refined lump 
sulfur, roll sulfur and rubber maker’s sulfur should contain no amorphous sulfur. 
Powdered sublimed sulfur usually contains some small percentage of amorphous 
sulfur. Note: Direct sunlight, heat and some chemical fumes cause the amor- 
phous sulfur in flowers to revert to the soluble rhombic modification. There- 
fore be careful in the preparation and treatment of samples of flowers of sulfur. 

Fineness and Specific Volume of Degree Chancel.—Examine the sample 
under the microscope. Use a recessed slide and wet the specimen with alcohol 
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or preferably with concentrated sulfuric acid. Flowers of sulfur appear as 
loose agglomerations of opaque yellow spherical droplets. Ground refined 
sulfur and ground brimstone appear as clear angular fragments almost colorless. 
High quality flowers consist entirely of minute droplets all of uniform size 
and barely touching each other. In low quality flowers the droplets are of large 
and irregular size and are more or less fused together. The smaller and the 
more uniform the size of the sulfur particles—whether the droplets of the flowers 
or the grains of a pulverized sulfur—the greater will be the specific volume and 
and the degree Chancel. This is determined by the Chancel Sulfurimeter,*° 
a tall glass tube, glass-stoppered, graduated into 100 degrees of 14 ml. each. 
Five grams of the sulfur sample are accurately weighed out and dusted into 
the tube which is half filled with ether or alcohol. The sulfur and alcohol is 
strongly shaken and the tube and contents allowed to stand in a vertical posi- 
tion. The reading of the sulfur level is taken as soon as the 
subsidence ceases or at the end of an hour and this is re- 
ported as the degree Chancel. (If a Chancel Sulfurimeter 
is not obtainable, a tall glass-stoppered graduate of 25 ml. 
capacity will serve, remembering that each quarter ml. repre. 
sents a degree in the Chancel scale. Of course this reading 
will not be as accurate as on the Sulfurimeter where the 
scale is larger on account of the smaller diameter of the 
Chancel tube.) 


Degrees Chancel 


Fria. 116. Fia. 117. Flowers of Sulfur. Fig. 118. Rhombic Sulfur. 
Sulfurimeter. 


The cylindrical glass tube should have the following dimensions: The cylin- 
der should be 23 cm. long and 15 mm. in diameter, with a scale starting from 
below, graduated upwards into 100 degrees, each degree being 14 ml.; the 100 
degrees (25 ml.) occupy a length of 100 mm. The cylinder is closed at the 
lower end, and glass stoppered, as shown in Fig. 116. The sulfur is first passed 
through a sieve 1 mm. mesh, in order to break down the lumps formed with 
storage. As stated, a 5 gram sample is placed in the tube and this half filled 
with anhydrous ether, having a temperature of 17.5° C. The sieved sample is 


%0 Lunge, Tech. Methods of Chem. Anal., Vol. I, p. 265 (1908); Lunge, Sulfuric Acid 
and Alkali, Vol. I, Part 1, page 47 (1913). 
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shaken and additional ether added until the level stands 1 ml. over the 100° 
mark and the whole again shaken in an upright position, the sulfur allowed to 
settle and the degrees Chancel read off. 


The procedure for analysis of refined sulfurs was contributed by Chas. A. Newhall. 


QUANTITATIVE ESTIMATION OF SMALL QUANTITIES OF SULFIDE 
SULFUR; METHOD OF W. A. DRUSHEL AND C. M. ELSTON * 


The method is a colorimetric method and consists essentially of the com- 
parison of the depth of color of lead sulfide stains obtained from the sulfide 
sulfur of a given weight of a sample to be analyzed with a standard series of 
stains prepared from sulfide solutions of known sulfur content. A set of stains 
varying in depth of color from a faint yellowish brown to black representing from 
0.0002% to 0.004% of sulfide sulfur may be prepared and used indefinitely for 
comparison. With a set of standard stains at hand the method has the ad- 
vantage that within the range given the sulfide sulfur of a sample may be 
determined with a fair degree of accuracy in less than ten minutes. 

Preparation of Standard Set of Sulfide Stains —The apparatus used for 
preparing standard stains and for making analyses is very simple. The inner 
tube of a Liebig condenser with its larger end about 18 mm. in internal diameter 
is cut off 15 cm. in length. The smaller end is drawn down somewhat, rounded 
and fitted to a sound cork stopper which in turn is fitted to a 100 ml. round- 
bottom flask. The condenser tube then serves as a sort of reflux condenser. 
To the upper and larger end of this tube a filter paper moistened with a dilute 
solution of lead acetate is smoothly fitted and tied, so that the steam passing 
up through the tube and carrying hydrogen sulfide is required to pass out through 
the lead acetate paper. A similar tube with the internal diameter of its larger 
end about 36 mm. is also prepared and used for sulfide sulfur samples containing 
0.001% or more of sulfur. : 

A solution of sodium sulfide is made up with pure distilled water and care- 
fully standardized. The solution is then diluted to contain exactly 0.01% of 
sulfide sulfur. This solution is used for making up standard solutions contain- 
ing 0.0002, 0.0004, 0.0006, 0.0008, 0.001, 0.002, 0.003 and 0.004% of sulfide 
sulfur respectively, taking care to use distilled water free from traces of nitrites 
in making the dilutions. It is found that the more dilute sulfide solutions when 
made up with ordinary distilled water lose their sulfide content either wholly or 
in part on standing for several hours in stoppered bottles. ‘This difficulty is 
obviated by using nitrite free distilled water in making up the solutions. 

Carefully measured portions of 1 ml. to 5 ml. of the standard solutions are 
pipetted into the 100 ml. flask and 25 ml. of hydrochloric acid of about 0.5% 
strength is added. The flask is immediately attached to the condenser tube 


31 Ain. J. Sci., Fourth Series, 42, No. 248 (1916). 
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itted with moistened lead acetate paper as previously described. The mixture 
s then gently boiled for a few minutes at such a rate that the steam issued not 
(00 rapidly from the upper end of the condenser tube. In this way the sulfide 
sulfur is quantitatively liberated as hydrogen sulfide and evenly deposited as 
ead sulfide on the moistened lead acetate paper. The undecomposed lead 
icetate is then washed out, the paper dried and labeled with the amount of 
sulfide sulfur present as one of the set of standard stains. In the same way 
-omplete sets in duplicate are prepared ranging in sulfide sulfur from 0.0002% 
70 0.004%. 


DETERMINATION OF SULFUR IN CRUDE SULFUR BY CARBON 
BISULFIDE EXTRACTION METHOD ” 


Apparatus.—Two ground glass stoppered weighing bottles (diameter 30 
nm., height 60 mm.), Munktell’s No. 00, 9 cm. filter paper. 

Procedure.—This determination is always run in duplicate. 

A sheet of the filter paper is carefully and gently rubbed on both sides with 
. cloth to remove any free or loose fuzz from its surface. The paper is then 
olded and placed in a funnel where it is washed three or four times with C.P. 
arbon bisulfide. After draining, the paper is removed from the funnel by one 
ide and slipped into the glass weighing bottle. The cover is fitted loosely 
n the bottle, and the bottle is dried at 40° to 50° C. for one hour; the drying 
s continued at 100° C. to constant weight. This second period of drying 
hould require a minimum of one hour. The weighing bottle on being removed 
rom the oven is tightly covered, cooled in a desiccator to room temperature, 
nd carefully weighed. Previous to weighing, the tightly stoppered bottle 
hould be momentarily opened to allow the air pressure inside the bottle to 
each that of the atmosphere. 

The paper is then removed from the tube and placed in a funnel. Three 
‘rams of the finely ground dried sulfur ** is weighed out on a counter-poised 
vatch glass, and brushed into the filter paper. The paper and its contents 
re then extracted several times with C.P. carbon bisulfide until the filtrate 
hows no traces of sulfur, and no sulfur is on the filter paper or around its 
dges.*4. The paper and the residue from the sulfur is transferred back to the 


i 82 peendard Methods of the Freeport Sulfur Co., through the courtesy of J. B. 
~hatelain. 

33 The dried sample from the moisture determination is usually and preferably used. 

%4 In the case of refined sulfur that contains amorphous sulfur, the residue from the 
arbon bisulfide extraction is washed with hot aniline until free from sulfur, then with 
ther until free from aniline, and finally with carbon bisulfide. Occasionally crude sulfur 
ontains a very small amount of amorphous sulfur ae must be treated likewise. (See 
ternate method which can be used.) 
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tube, dried, cooled and weighed under exactly the same conditions and in the 
same manner as previously stated. 

Calculations.—The weight of the carbon bisulfide insoluble residue remain- 
ing in the filter paper divided by three and multiplied by one hundred equals 
the per cent non-soluble impurities.** One hundred per cent minus the above 
value gives the percentage of sulfur in the sample. ; 


DETERMINATION OF AMORPHOUS SULFUR IN CRUDE SULFUR 


Apparatus.—500-ml. Phillips beaker, Whatman’s No. 42 filter paper. 

Procedure.—Three grams of dried sulfur ** are extracted with carbon bisul- 
fide in the manner described in the method for the determination of sulfur 
in crude sulfur. 

The filter paper containing the dried residue is removed from the glass 
weighing tube and placed in a 500-ml. Phillips beaker and treated with 15 ml. 
of a mixture of two parts bromine and three parts carbon tetrachloride. Shake 
and allow to stand ten minutes. Add 100 ml. of water containing one gram 
of sodium carbonate and heat to boiling. Water is added during boiling to 
keep the volume about 100 ml. When the bromine color becomes very faint, 
5 ml. of concentrated hydrochloric acid is added and heating continued until 
all the bromine is driven off. Filter this solution, heat the filtrate to boiling 
and precipitate with 10% barium chloride solution. After digesting over night, 
filter the barium sulfate precipitate off on a No. 42 Whatman filter paper and 
wash with hot water. Dry and ignite (slowly until paper is burned off) and 
weigh as BaSO,. If the presence of sulfates is suspected in the original sample, 
an exact check must be run, omitting only the bromination, to determine 
the correction. 

Calculations.—G. BaSO.X 13.73 = % amorphous sulfur. 


% Tf the sulfur should contain considerable free oil that is soluble in carbon bisulfide, 
this should be determined and deducted from the total sulfur found. However, with 
the average grade crude this value is less than one hundredth of one per cent and can be 
considered negligible. 

36 As sulfur converts rapidly from the amorphous to the crystalline state at drying 
temperatures this method must be modified slightly to get an accurate result for the 
actual amorphous sulfur content. That is, by carrying out the carbon bisulfide extrac- 
tion on an undried sample and determining the moisture content on a separate sample 
which can be used in correcting results to a dry basis. This factor of the rapid transition 
of amorphous sulfur to the crystalline form is not recorded in the methods as in deter- 
mining the sulfur content of a crude sulfur the only important result is usually the total 
sulfur present. 


SULFUR 939 


THE DETERMINATION OF MINUTE QUANTITIES OF FREE OIL IN 
SULFUR *” 


Apparatus.—Two 250-ml. high form Phillips beakers. Two 300-ml. thin 
glass beakers, high form, without lip. Two Wiley continuous extractors, 
without crucible or thimble. Two copper coils prepared by rolling or fluting 
a sheet of pure copper foil 4” X15” X0.008” thick in such a fashion that no two 
points of its surface come into direct contact. It is desirable that the foil be 
rolled uniformly so that the distance between opposite surfaces shall be ap- 
proximately 3{,”. The sheet may be cut so that a 3¢” square tab projects at 
one corner. A hole punched in the center of this tab provides a convenient 
method of removing the copper foil from the Wiley tube with a glass hook. 
The end of the copper foil with the tab should be rolled first so that the tab 
projects from one end of the roll. 

Procedure.—The estimation of oil by simple extraction, as ordinarily made 
with a volatile solvent, such as diethyl ether or petroleum ether, will not suffice 
in the case of sulfur, because, while sulfur is only slightly soluble in the solvents, 
there is usually such a small quantity of oil present (from 0.001% to 0.3%) 
that the extract contains considerably more sulfur than oil. In this method, 
extraction is made as usual and the sulfur is removed from the solvent as copper 
sulfide by refluxing the sulfur contaminated solvent in a Wiley continuous 
extractor in which has been placed a roll of copper foil. 

Fifty grams of the dried sulfur ** ground to about 60-mesh is weighed and 
transferred to the 100-ml. flask. On this is poured about 50 ml. of C.P. diethyl 
other,*® the flask is shaken thoroughly at fifteen-minute intervals for a period 
of one hour. The sulfur is allowed to settle, and the ether is decanted through 
a filter into the Wiley tube, and a second, smaller quantity of ether is added 
to the flask, shaken, settled, and filtered as before. The washing is continued 
in this manner until the sulfur and filter paper are free of oil and the Wiley 
tube contains approximately 175 ml. of ether, or enough to fill the tube to a 
level which will cover the copper coil or roll. 

The copper coil is cleaned with dilute nitric acid, washed with water, then 
with alcohol, dried by washing with ether and placed in the Wiley tube. The 
diethyl ether is then refluxed on a steam or electric bath until all the sulfur 
has been deposited on the copper coil as copper sulfide. 


37 See Bushnell and Clark, J. Ind. Eng. Chem., 12, 485 (1920). 

38 As the sulfur dried for the moisture determination is practically completely used 
up in subsequent ash and sulfur determinations an additional 100 grams should be dried 
simultaneously with the moisture determination whenever free oil is to be determined. 

Ti the free oil content of the sulfur is known to be high it is permissible to use less 
than fifty grams. : 

If an accurate determination of free oil on sulfur as received is required this deter- 
mination should be made on an undried sample, but as free oil is usually determined in 
order to correct the percentage of sulfur determined by the carbon bisulfide extraction 
method, both determinations are made on a dried sample due to the fact that if any light 
oil, volatile at 180° F., were present in the sulfur as received, this might be driven off 
in the process of drying. 

39 Any diethyl ether which leaves no residue on being evaporated is suitable. In 
addition to the C.P. grade the U.S. P. for anesthesia grade has been found to be quite 
satisfactory. 
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To test for the complete removal of sulfur the copper coil is removed fr 
the tube after being washed with ether and cleaned as before with nitric a 
water, alcohol and ether. The coil is then replaced in the Wiley tube : 
refluxing continued. The ether is free of sulfur when no darkening of 
freshly cleaned copper coil is observed after refluxing has continued for thi 
minutes. 

When the ether is free of sulfur it is transferred to a weighed beaker ai 
being filtered to remove the portion of copper sulfide which flakes off of 
coil during the course of the removal of the sulfur as copper sulfide. 1 
copper coil, Wiley tube and filter paper are washed with small quantities 
diethyl ether until this apparatus is free from oil. ‘These washings are 
added to the weighed beaker and the whole is gently evaporated to const 
weight at a low temperature (150°-200° F.). 

Calculations.—The weight of the oil extracted in grams (gain in weight 
the beaker) multiplied by two equals the percentage of free oil contained 
the sulfur. 


THE DETERMINATION OF MOISTURE IN SULFUR 


Apparatus.—F lat bottomed glass petri dish (diameter 95 mm., hei 
15 mm.). 

Procedure.—Fifty grams of the sulfur sample ground to 4-mesh or less 
weighed into a tared petri dish and placed in a drying oven, regulated t 
constant temperature of 82.2°C. (180° F.) 4° and dried to constant wei 
Drying overnight (12 to 18 hours) is usually sufficient time to dry complet 
the sample. At the end of the drying period the dish is removed from 
oven, placed in a desiccator to cool, and is carefully weighed after hav 
reached room temperature. 

Calculations.—Loss in weight in grams multiplied by two equals the 
centage moisture in the sample. 


40 Tt has been found that more accurate results are obtained by drying samples 
rather a long period of time at a comparatively low temperature than to dry for a sho 
period at higher temperatures. This is due to the fact that at temperatures as loy 
100° C. (212° F.) a very slow sublimation of sulfur will occur. 
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DETERMINATION OF ASH IN SULFUR 


Apparatus.—No. 1 low form porcelain crucible. 

Procedure.—Twenty-five grams of finely ground, dried sulfur “! is weighed 
into the tared crucible and placed on a hot plate. The heat of the hot plate 
is controlled so that the sulfur burns slowly, but completely. After the sulfur 
has completely burned off, the crucible is ignited in an electric muffle furnace 
to constant weight (twenty to thirty minutes at approximately 1500° F. is 
usually sufficient). The crucible is cooled to room temperature in a desiccator 
and weighed. 

Calculations.—The weight of the residue in grams (gain in weight of the 
crucible) multiplied by four equals the percentage of ash present in the sulfur. 


DETERMINATION OF ACIDITY IN SULFUR 


Apparatus.—Two 250-ml. Erlenmeyer flasks. 

Procedure.—Twenty grams of the undried sample are ground to approxi- 
mately 60-mesh, and placed in a 250-ml. Erlenmeyer flask. The sulfur is then 
moistened with 25 ml. of ethyl alcohol and agitated for several minutes; 
50 ml. of distilled water are added and the flask again agitated and allowed to 
stand for thirty minutes with occasional shaking. The contents of the flask 
are then titrated with N/50 sodium hydroxide using phenolphthalein as an 
indicator. A blank is run on the alcohol-water mixture, simultaneously with 
the sample, and its titration subtracted from that of the sample. 

Calculations.—The acidity is calculated to percentage of sulfuric acid 
according to the following formula: 


ml. N/50 NaOH 0.004904 = % H.SO.. 


41 The dried sample from the moisture determination is usually and preferably used. 


THALLIUM ' 
Tl, at.wt. 204.39; sp.gr. 11.85; m.p. 303° C.; oxides T1,0, T1,0;. 


Occurrence.—Thallium occurs in quantity only in a few rare mineral 
such as crookesite, (Cu, Tl, Ag)oSe, and lorandite, TlAsS.. It is usually four 
in small quantities in association with the alkali metals, zine, iron, and lea 
and is obtained from the flue dust formed in the calcination of iron pyrit 
and lead ores. 

Uses.—The chief use of thallium appears to be in the manufacture of r 
and vermin poison, as the metal and its compounds are extremely toxic. 
is further used in the preparation of artificial stones and optical glass of ve 
high refracting power. 

Behavior in Solution.—Thallium forms two series of salts. In thallo’ 
salts the metal is univalent and, while showing distinct affinities with t] 
alkali metals, furnishes reactions recalling those of lead; thallous sulfat 
hydroxide, chloroplatinate, and cobaltinitrite resemble the respective pota 
sium salts, but thallous chloride, iodide, sulfide, and chromate are precipitat 
in an analogous manner to the corresponding lead compounds. 

Thallic salts are formed by oxidation of thallous salts with chlorine, pe 
manganate, or some other oxidizing agents; they resemble ferric salts in bei 
readily hydrolyzed, yielding brown basic salts, and giving a brown gelatino 
precipitate with ammonia. 


DETECTION 


In systematic qualitative analysis, thallium is found in the zine-nick 
group, being precipitated by ammonium sulfide from ammoniacal solution. 

The solution to be tested is evaporated with sulfuric acid to eliminate lea 
the filtrate saturated with hydrogen sulfide, and the precipitate filtered o 
The filtrate is freed from hydrogen sulfide by boiling, and oxidized with niti 
acid. Iron, aluminum, the zinc-nickel group, and the alkaline earths are ne 
precipitated from boiling solution with sodium carbonate, and removed | 
filtration. The filtrate is treated with ammonium sulfide; if a brown preci] 
tate is formed, it is collected, dissolved in a little sulfuric acid, and the boil 
solution treated with potassium iodide. A yellow crystalline precipitate prov 
the presence of thallium. The precipitate, tested in the loop of a platinu 

1 Chapter by W. R. Schoeller, Ph.D., and A. R. Powell, Metallurgical Chemis 
London, England. 
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wire in the Bunsen flame, gives a characteristic brilliant green flame which, 
viewed through the spectroscope, shows a broad green line at 5350.7. 


PREPARATION OF SOLUTION 


Practically all materials containing thallium yield it to treatment with 
hydrochloric acid, nitric acid, or aqua regia. Glasses and artificial stones 
must, however, be fused with sodium carbonate, the melt being taken up in 
water. However obtained, the solution is evaporated with sulfuric acid until 
copious fumes are evolved; the cold mass is dissolved in water and the solution 
filtered for the removal of lead sulfate. If the amount of thallium present is 
very small, a large amount should be taken for analysis; after expulsion of 
nitric by means of sulfuric acid, the solution (filtered if necessary) is boiled 
with strips of zine until effervescence ceases and basic salts begin to be pre- 
cipitated. A few ml. of hydrochloric acid are added, and the solution filtered 
while a feeble evolution of hydrogen from the zinc is maintained. The pre- 
cipitate is collected, washed, digested with hot 20% sulfuric acid, and the 
solution containing the thallium filtered. 


SEPARATIONS 


1. General Method.—The sulfate solution, obtained by one of the above 
methods, is neutralized with sodium carbonate, 5 gms. of potassium cyanide 
and a further 2 gms. of sodium carbonate added, and the mixture warmed 
on the water-bath. The precipitate is filtered off and washed with a one per 
cent solution of sodium carbonate. To the filtrate, which contains all the 
thallium, are added a few ml. of colorless ammonium sulfide; the precipitated 
thallous sulfide is collected, washed with a very dilute solution of ammonium 
sulfide, dissolved in a minimum of hot 10% sulfuric acid, the solution boiled 
to expel hydrogen sulfide, and the thallium estimated as iodide or chromate 
(see below). 

2. Special Methods.—(a) From Ferric Iron, Aluminum, and Chromium2— 
The sulfuric acid solution is approximately neutralized with sodium carbonate, 
treated with 20 ml. of 7% ammonium nitrite solution at 40° C. followed by 
20 ml. of methyl alcohol, and gently boiled for twenty minutes. The precipi- 
tate is left to settle, collected, and-washed with dilute ammonium nitrate 
solution. Complete precipitation is ascertained by a small addition of the 
reagents to the filtrate and further short boiling. The filtrate is evaporated 
to 100 or 200 ml., made ammoniacal, and the thallium precipitated as chromate 
(see below).3 


2 Moser and Reif, Monatsh. Chem., 52, 348 (1929). 
3 Moser and Brukl, Monatsh. Chem., 47, 709 (1926). 


944 THALLIUM 


(b) From Zinc, Cadmium, Nickel, Cobalt.*—The acid solution, warmed 1 
60° C., is treated with ammonia until the precipitate has re-dissolved, when 
decided excess of ammonia is added. The thallium is then precipitated : 
chromate (see below). 


GRAVIMETRIC ESTIMATION 


(a) As Chromate.—This procedure is recommended as the most accura‘ 
by Moser and Brukl.* Thallous chromate, Tl,CrO,, is soluble to the extent « 
0.006 gm. per liter of solution containing 2% of ammonia, 4 of potassiu 
chromate, and 10 of alcohol. The acid sulfate solution is made ammoniacs 
boiled, and stirred during additions of potassium chromate solution, the exce 
of which should yield an approximately 2% solution. The yellow precipita’ 
is allowed to stand for twelve hours, filtered by decantation on a porous cr 
cible, washed with 1% chromate solution, then 50% alcohol, dried at 120° C 
and weighed. Factor for Tl, 0.77895. 

(b) As Iodide.—The sulfate solution (less than 100 ml.), if acid, is ne 
tralized with sodium carbonate, and treated at 80° C. with a 10% potassiu: 
iodide solution drop by drop until no further precipitate forms; one gm. « 
solid iodide is then added in excess. The precipitate is allowed to stand ove 
night, collected in a porous crucible, washed first with a minimum quantit 
of cold 1% potassium iodide solution, then with 80% alcohol until tk 
washings cease to react for iodide, dried at 110°C., and weighed. Fact 
for Tl, 0.6169. 


VOLUMETRIC ESTIMATION ‘4 


Thallous sulfide, obtained as described under “‘ Separations, 1,”’ is dissolve 
in 4 ml. of hydrochloric acid and a little water. The solution is boiled 1 
expel hydrogen sulfide, cooled, diluted to 60 ml., and titrated with 0.1N pe 
manganate solution standardized against pure thallous chloride.® 


4Flawky, J. Am. Chem. Soc., 29, 300 (1907). 

® Ceric sulfate may be used in the titration. For 0.1-0.3 g. Tl the solution shou! 
contain 10-30 ml. HCl and be titrated at 50°. ICl may be used as catalyst, Willa 
and Young, J. Am. Chem. Soc., 52, 36 (1930). See chapter on Standard Solutions. 


THALLIUM 945 


ESTIMATION IN RAT POISON ®* 


The paste or ground grain (5 gms.) is heated with 100 ml. of nitric acid 
and 10 of sulfuric acid in a Kjeldahl flask till the nitric acid is expelled ; sodium 
nitrate is added in small portions till the solution is colorless or pale yellow. 
The solution is diluted to 70 ml., and boiled; 2.5 ml. of 6% sulfurous acid is 
added for the reduction of any thallic sulfate formed, and the sulfur dioxide 
boiled off. The liquid is neutralized with ammonia against rosolic acid. The 
contents of the Kjeldahl flask are transferred to a 200-ml. flask, 5 ml. of glacial 
acetic acid being added. After adjustment of the volume, 100 ml. of filtrate 
are heated to 90° C. and the thallium precipitated with 25 ml. of 4% potassium 
iodide solution. The precipitate is collected, washed, and treated as above, 
80% acetone being substituted for the alcohol. 


6 Lepper, Z. anal. Chem., 79, 321 (1980). 
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Th, at.wt. 232.12; sp.gr. 11.0-12.2; m.p. 1450°; oxides ThO, (ThO; and Th:,O 
known only in hydrate form) 


The main source of thorium is monazite sand, of which the greater par 
comes from Brazil and India. The South Carolina monazite is of poor qualit; 
and of very little commercial importance. Monazite is essentially an ortho 
phosphate of the cerium earths, and carries from about 4% to nearly 10% o 
ThO. The highest grade material comes from Travancore, India. Thorit 
and thorianite, the silicate and the uranate respectively of thorium, are no\ 
of limited importance. The greater part of all thorium coming into the marke 
is converted to thorium nitrate for use in the incandescent gas mantle industry 
the average mantle consisting of about 99% ThO.. 


DETECTION 


In the regular analytical procedure thorium is found in the precipitate o 
the tri- and tetravalent hydroxides produced by ammonium hydroxide 
provided a sufficiently thorough decomposition of the sample has been obtaine 
(see section on preparation and solution of sample). Along with rare eart! 
elements, and a little zirconium, thorium may be obtained as oxalate by 
dissolving the hydroxide precipitate 2? in hydrochloric acid and adding a sligh 
excess of oxalic acid to the hot, weakly acid (not over 0.5 normal) solution 
The precipitate should be allowed to stand six or eight hours before filtration 
After having been washed with water containing 2 ml. of 6 normal hydrochlori 
acid per 100 ml., the precipitate is rinsed into a beaker with pure water, usin; 
about 50 ml. To this mixture 5 g. of solid ammonium oxalate are added 
and the mixture is heated for half an hour nearly to boiling, and well stirred 
Two volumes of water are added, the mixture is allowed to stand half a1 
hour and then filtered. To the filtrate 20 ml. of 6 normal hydrochloric acic 


1 By Paul H. M.-P. Brinton. 

2It is shorter to add oxalic acid directly to the filtrate from the hydrogen sulfid 
group, after boiling out the excess of hydrogen sulfide. This, however, causes com 
plications in the analysis of subsequent groups, and may also contaminate the oxalat 
precipitate with calcium; so it is better first to precipitate the hydroxides with (carbonate 
free) ammonium hydroxide as described. 
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are added. A white precipitate indicates the presence of thorium.? This 
precipitate can be put into solution by strong heating with concentrated sui- 
furie acid, and taking up with ice-cold water. One of the following charac- 
teristic tests may be used as confirmation of thorium. 

A sensitive test for thorium 4 consists in the precipitation of thorium 
iodate in nitric acid solution. Two reagent solutions are necessary: (I) 15 g. 
of potassium iodate, 50 ml. of concentrated nitric acid, and 100 ml. of water. 
(II) 4 g. of potassium iodate, 50 ml. of concentrated nitric acid, and 450 ml. 
of water. The solution to be tested for thorium, which must contain no 
hydrochloric acid, is boiled with a little sulfurous acid to reduce any cerium 
present. To this solution is added twice its volume of reagent (I), which 
causes precipitation of thorium iodate, and more or less rare earth iodates 
according to their concentration in the solution. By now adding reagent (I1) 
in volume equal to four times the original volume, and boiling, any rare earth 
iodate is dissolved, while thorium iodate (also any zirconium iodate) remains 
undissolved. If the absence of zirconium is not known with certainty, the 
iodate precipitate may be boiled with 50 ml. of 10% oxalic acid solution * 
until iodine vapors are no longer given off. Any precipitate remaining is 
thorium oxalate. 

Sodium pyrophosphate produces in solutions of an acid normality of 
0.2-0.3 a white precipitate of thorium pyrophosphate. To make certain that 
this precipitate is entirely free from rare earths it should be redissolved, any 
tetravalent cerium reduced with sulfurous acid, and then the thorium re- 
precipitated as pyrophosphate as described later under Gravimetric Deter- 
mination. Zirconium and titanium would also be precipitated under these 
conditions, but they would be separated from thorium on the basis of their 
non-precipitation by excess of oxalic acid. 

Spectrum analysis, and the determination of radioactivity ° are also useful 
in the detection of thorium. 


3 Thorium oxalate is soluble in ammonium oxalate. . Zirconium oxalate, and traces 
of the oxalates of the yttrium earths also dissolve, but the yttrium earth oxalates are 
reprecipitated on dilution. The addition of an excess of mineral acid to the ammonium 
oxalate solution of thorium and zirconium precipitates thorium oxalate, but not zir- 
- conium oxalate. 

4 Meyer and Hauser, “‘Die Analyze der Seltenen Erden und Erdsaiiren,” p. 171. 
Ferdinand Enke, Stuttgart (1912). 

5 Brinton and James, J. Am. Chem. Soc., 41, 1084 (1919). 

6 Helmick, J. Am. Chem. Soc., 43, 2003 (1921), gives details for the quantitative, 
as well as the qualitative, determination of thorium in minerals. 
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ESTIMATION 


The compounds of thorium are as a rule very difficultly soluble and ever 
those considered soluble in a given solvent are apt to be rather slowly soluble 
so patience must be frequently exercised or thorium will be partially or wholh 
passed over, being counted as insoluble residue. In the regular procedure 
thorium, if not specifically looked for, will be counted as aluminum, if th 
latter is taken by difference from the ammonium hydroxide precipitate. 


PREPARATION AND SOLUTION OF THE SAMPLE 


Thorite.—The very finely pulverized sample is digested with concentrate 
hydrochloric acid at a temperature just below boiling. ‘This usually effect 
complete decomposition, but for safety any insoluble residue should be filtered 
after dilution, ignited, and then fused with potassium pyrosulfate. Thi 
fusion is taken up with 6 normal hydrochloric acid and added to the man 
solution. Silica and the hydrogen sulfide group are removed in the conven 
tional way, leaving thorium, rare earths, etc., in the acid solution. 

Monazite, Thorianite, Gas Mantle Residues, etc.—While fusion witl 
potassium pyrosulfate effects the decomposition, yet it is more convenien 
to attack larger samples with concentrated sulfuric acid. In the case o 
monazite sand, large samples are necessary to insure uniform and representa 
tive samples. Thorianite and Carolina monazite should be finely ground, bu 
Brazilian and Indian monazite are fully decomposable without grinding, anc 
filtration from the insoluble residue is easier if the sample is taken as it comes 
A batch of sand should be very carefully mixed before sampling, to avoid the 
tendency toward segregation arising from the different sizes and densities o: 
the constituent grains. 

The following method for the decomposition of monazite is recommendec 
by Dr. H. 8. Miner,’ of the Welsbach Co.: 50 g. of the sand are weighed out 
and placed in a porcelain casserole of about 500 ml. capacity. Seventy-five ml 
of concentrated sulfuric acid are added, and the mixture is heated for about 
four hours with frequent stirring, a gentle evolution of fumes being maintainec 
during the course of the operation. When the mass has become pasty, it i: 
allowed to cool, and the sulfates are extracted by the addition of about 40( 
ml. of ice-cold water, or enough to cool the solution sufficiently so that the 
sulfates become soluble. This solution is decanted into a liter-graduated 
flask, and the remaining sulfates are extracted with small portions of cold 
water and decanted into the flask. A point is reached toward the end of the 
extraction when, due to the decreasing acidity, the small wash portions show 
a slight separation of rare earth phosphate. A few more extractions are made 
beyond this point, but these portions are not added to the graduated flask. 
They are temporarily preserved in a separate beaker. To the remaining sand, 
which has been dried, 10 ml. of concentrated sulfuric acid are added, and the 
digestion is carried out as before, except that a somewhat higher temperature 
is used, enough to maintain copious evolution of white fumes, and the duration 
of the digestion need not exceed one and a half hours. After cooling, extraction 


7 U.S. Bureau of Mines, Bulletin 212, p. 53 (1923). 
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is started with the last portions of the previous extraction liquor, i.e., those 
decanting which showed slight precipitates of rare earth phosphates, and which 
were preserved in the separate beaker. The sand is now thoroughly washed 
with cold water, and the washings are all decanted into the liter flask. This 
flask now contains all the thorium and rare earths as soluble sulfates. A little 
suspended silica is usually visible at this point, but this will not be mistaken 
for undissolved sulfates. 

After cooling, the sulfate solution is made up exactly to the liter mark, 
thoroughly mixed, and filtered through a dry filter, discarding the first 25 or 
30 ml., and receiving the remainder in a dry flask or bottle. The whole need 
not be filtered, and, of course, no washing is to be done. Each 100 ml. of this 
solution represents 5 g. of the sample. 


SEPARATIONS 


Thorium is separated from practically all elements excepting the rare 
earth elements and scandium by precipitation as oxalate in slightly acid 
solution. Zirconium may be in part precipitated along with thorium and 
the rare earths, especially in the absence of a sufficient excess of oxalic acid; 
and if considerable quantities of calcium, and to less extent strontium and 
barium, are present, there may be contamination unless the mineral acid con- 
centration be kept dangerously high. In the presence of much calcium, it is 
better first to separate thorium from it by precipitation with freshly distilled 
ammonium hydroxide, and then to precipitate the thorium as oxalate. The 
details of the oxalate separation have been given under Detection. 

The main problem, then, is the separation of thorium from the rare earth 
elements. The iodate method has already been given in detail. Three other 
satisfactory methods will now be described. 

The Pyrophosphate Method.*—An aliquot portion of the sulfate solution, 
prepared as already described, and usually representing 2.5 g. of monazite 
sand, is diluted to about 450 ml., and 5 ml. of concentrated hydrochloric acid 
are added. The solution is heated nearly to boiling and the iron and cerium 
are reduced by adding sulfurous acid solution until the yellow color is dis- 
charged. Fifteen ml. of sodium pyrophosphate solution (50 g. NasP207- 10H:O 
in 1 liter of water) are slowly added, with constant stirring, and the mixture 
is then heated to gentle boiling for 5 minutes. After standing 5-10 minutes— 
not more—the precipitate of thorium phosphate is filtered and washed twice 
with water containing 1 drop of hydrochloric acid per 100 ml. A slight cloud 
in the first filtrate, due to.atmospheric oxidation of iron (and possibly of 
cerium), with consequent precipitation of pyrophosphate may be neglected.° 
The filter paper and-precipitate are freed from excess liquid by wrapping for a 
moment in cheap filter paper or blotting paper, and then dropped into a dry 
250-ml. Kjeldahl flask. Fifteen ml. of concentrated sulfuric acid and a few 
crystals of ammonium perchlorate are added, a small funnel is placed in the 
neck of the flask, and the contents are heated until the filter is disintegrated. 


® Carney and Campbell, J. Am. Chem. Soc., 36, 1134 (1914). 
9V. T. Jackson, U. 8. Bureau of Mines, Bulletin 212, p. 65 (1928). 
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When a clear brown solution is obtained more perchlorate 1° is added, and t! 
heating is continued until the mixture is pure white (or very slightly yellow 
much cerium was carried down in the first precipitate). The flask is placed 
ice-water and then slowly, with shaking, about 100 ml. of ice-cold water a 
added. Complete solution may at times require several hours. Occasional 
a slight cloud of suspended silica persists.- This may be neglected as it w 
be removed in the next step. 

The sulfate solution is rinsed into a solution of 30 g. of sodium hydroxi 
in 125 ml. of water, contained in the original beaker in which the pyrophospha 
was precipitated, boiled for several minutes, filtered and washed several tim 
with hot water. The paper and precipitate are then placed in the beaker ju 
used, 10 ml. of concentrated hydrochloric acid are added, and after a fe 
minutes of stirring, 150 ml. of water are added, and the solution is boile 
The paper shreds are filtered off and washed, and the filtrate is diluted to abo 
400 ml. Three ml. of saturated sulfurous acid solution are added, the soluti 
is heated to boiling, and the thorium is again precipitated with sodium pyr 
phosphate. The precipitate is washed and changed to sulfate and hydroxi 
in the manner just described. This second sulfate should-always be perfect 
white, and should dissolve entirely clear. The final hydroxide is free fro 
rare earths, and aside from zirconium and titanium, which are precipitated 
pyrophosphate, it should contain only a trace of iron as impurity. These thr 
foreign elements will be separated from the thorium by the final precipitati 
of the latter as oxalate. The last hydroxide precipitate is dissolved in as litt 
concentrated hydrochloric acid as possible (never more than 15 ml.) and filter 
free from paper. This chloride solution is now ready for the gravimetric dete 
mination of thorium by precipitation as oxalate. 

The Thiosulfate Method.!-—Two hundred ml. of the sulfate solution p1 
pared as described under Preparation of Sample, and representing 10 g. 
monazite sand, are diluted to 1 liter, and poured into 150 ml. of a cold saturat: 
solution of oxalic acid. The sulfate solution should be fed in very slow] 
preferably from a separatory funnel, and vigorous stirring should be mai 
tained to convert the gummy precipitate to the crystalline form. Only in tl 
way is it possible to get the oxalate precipitate free from considerable amour 


10 The oxidation of the filter paper requires 10 or 15 minutes, and about 1.5 g. 
perchlorate. Heating should not be continued far beyond the point at which t 
organic matter is fully destroyed, as the perchloric acid may break up and cause cc 
siderable foaming. Cartledge (J. Am. Chem. Soc., 41, 49, 1919) shows that fumi 
nitric acid may be satisfactorily substituted for ammonium perchlorate. In this cs 
the precipitate and paper are shaken with 15 ml. of concentrated sulfuric acid in t 
Kjeldahl flask for about two minutes, cooling, if necessary, until the flask is just a lit 
too hot to be held comfortably in the hand. To the charred mixture 2-4 ml. of fumi 
nitric acid (sp.gr. 1.53) are added, and after a minute or two the solution is gradua 
raised to the boiling point. Occasionally as fumes of sulfur trioxide appear a seco 
charring occurs, in which case 0.5 ml. more nitric acid, poured cautiously down the neck 
the flask, will complete the oxidation. (If the mixture has once been white or sligh 
yellow, no harm is done if during cooling oxides of nitrogen redissolve in the acid, there 
restoring a yellow color.) 

1 Thorium pyrophosphate adheres rather tenaciously to the glass, and this procedi 
eliminates the necessity for the tedious cleansing of the beaker after the first precipitatic 

” The details here given are essentially those in use in the laboratories of the Welsba 
Co. See H. 8S. Miner, loc. cit. 
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xf phosphate. After standing not less than fifteen hours the precipitate is 
iltered, washed free from acid, and dried. 

The filtrate and first washings are neutralized with ammonia, and hydro- 
shlorie acid is then added in an excess of from 10 to 15 ml. This precipitates 
she remaining rare earths (and any thorium still in solution) as oxalo-phos- 
phates. This precipitate is also allowed to stand fifteen hours, and then it is 
iltered and washed with weak oxalic acid solution. This precipitate, after 
Irying, is ignited in a porcelain dish, moistened with a little water, and dis- 
solved by warming with concentrated hydrochloric acid. The solution so 
ybtained is filtered, largely diluted, and precipitated by the addition of a large 
sxxcess of oxalic acid, warming to convert the precipitate to a crystllaine form. 
After standing two or three hours, this oxalate precipitate is filtered, washed, 
ynd dried. 

The oxalate precipitates are ignited together. If ‘‘ total rare-earth oxides ”’ 
wre wanted, they may be weighed at this point. The oxides are transferred 
(0 a 600-ml. beaker, moistened with a little water, and dissolved by warming 
vith 100 ml. of 6 normal hydrochloric acid. The solution is transferred to a 
1500-ml. beaker, diluted to about 700 ml., and ammonia is added until the 
srecipitate formed just ceases to redissolve, leaving the solution neutral or 
yery slightly acid. Concentrated hydrochloric acid is now added, a drop at a 
ime, until the precipitate just dissolves, and then 6 to 8 drops more. One 
vundred ml. of a boiling 30% sodium thiosulfate solution are added to the 
soiling solution, and boiling is continued for 45 minutes. The precipitate is 
iltered on a 244-inch Biichner funnel, and washed with hot water. It is well 
0 fold the filter paper so as to cover the whole of the inside of the funnel. 

To the filtrate 10 ml. more of the thiosulfate solution are added, and it is 
oiled for half an hour longer. The small precipitate thus obtained is filtered, 
et temporarily aside and designated as ‘‘ Residue No. 1.” The filtrate is 
liscarded. 

The paper containing the first large precipitate is put into the original 
[500-ml. beaker and boiled over a low flame with 75 ml. of 6 normal hydro- 
shloric acid. When the thorium precipitate has dissolved and the paper is 
pretty well disintegrated, usually about 5 minutes, without filtering off the 
ilter paper and sulfur, the mixture is diluted to 700 ml., and neutralized with 
immonia just as before, finally having an excess of 6 to 8 drops of concentrated 
vydrochlorie acid. It is then heated to boiling and 60 ml. of boiling 30% 
sodium thiosulfate solution are added. After boiling 30 minutes the precipi- 
ate is filtered on a Biichner funnel as before and washed. This filtrate is 
eserved. 

The paper and precipitate are dropped into the original beaker and all the 
yperations described in the paragraph immediately preceding are repeated, 
he final filtrate, however, being this time discarded. 

The paper containing the thorium precipitate is boiled with 40 ml. of 6 
1ormal hydrochloric acid. When the paper is well disintegrated, it is filtered 
ff, well washed, and this residue is designated as ‘‘ Residue No. 2.’”’ The 
solution is temporarily set aside. 

Residues Nos. 1 and 2 are combined, ignited in a porcelain crucible, and 
used with sodium pyrosulfate. The fusion is extracted with dilute hydro- 
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chloric acid and this solution is added to the reserved filtrate from the secon 
thiosulfate precipitation. Ammonia is now added in excess, the precipitat 
is filtered, and dissolved in hydrochloric acid. This solution is diluted t 
300 ml. nearly neutralized with ammonia, leaving only a faint acidity, heate 
to boiling, and precipitated by the addition of 20 ml. of boiling 30% sodiw 
thiosulfate solution. After boiling 20 minutes, the precipitate is filtered on 
small Biichner funnel, washed, and dissolved in 50 ml. of 6 normal hydr 
chloric acid. Without filtering, the solution is diluted to 300 ml., almo: 
neutralized with ammonia, and the thiosulfate precipitation is repeated. Tt 
last precipitate is dissolved by boiling in a mixture of 5 ml. of concentrate 
hydrochloric acid and 20 ml. of water, the sulfur is filtered off, and the chloric 
solution is combined with the solution obtained at the end of the precedin 
paragraph. 

This solution now contains all the thorium from the original sample an 
it is ready for the Gravimetric Determination of thorium by precipitatioc 
as oxalate. 

The Phenylarsonic Acid Method.%—To a 100-ml. portion of the sulfa: 
solution, prepared as described under Preparation and Solution of the Sampl 
and representing 2.5 g. of monazite sand, 15 ml. of concentrated nitric aci 
are added, and this solution is poured into a hot solution of 10 g. of oxal 
acid. After standing six or more hours the oxalate precipitate is filtere 
washed, and then decomposed by boiling with 25 ml. of concentrated nitr 
acid. Heating is continued until the volume of the solution has been reduce 
to about 15 ml., after which 10 g. of oxalic acid in hot solution are added an 
the whole is diluted to about 200 ml. After again allowing to stand for sever. 
hours the precipitated oxalates are filtered, washed, and once more decon 
posed by concentrated nitric acid, the final evaporation this time being carrie 
almost to dryness. Three hundred ml. of water are now added, and the ceriu: 
is reduced to the cerous condition by the addition of sulfurous acid. 

The boiling solution, now practically free from phosphoric acid and co 
taining all the thorium and rare earth elements, is treated with 30 ml. of 
10% solution of phenylarsonic acid 4 and 75 ml. of acetic acid. This is fo 
lowed by the slow addition of a concentrated solution of ammonium aceta‘ 
until it is evident that all thorium phenylarsonate has been precipitated. Aft 
digestion for ten minutes on the hot plate the thorium phenylarsonate, slight! 
contaminated by rare-earth compounds, is filtered, washed, and then dissolve 
in 30 ml. of 1 : 1 hydrochloric acid, the solution being next diluted to abou 
300 ml., and treated with a little sulfurous acid to insure the reduction of ar 
cerium present. The thorium phenylarsonate is now reprecipitated by tl 
addition of a few ml. of phenylarsonic acid, 75 ml. of acetic acid, and enoug 
ammonium acetate to insure complete precipitation. This precipitate is fi 
tered, washed, and then dissolved in 1 : 1 hydrochloric acid, and the solutic 
is then ready for the gravimetric determination of thorium by precipitation : 
oxalate. To insure the absence of arsenic in the thorium dioxide finally weighe 
it is well to add 5 g. of solid oxalic acid to the 1 : 1 hydrochloric acid solutic 


8 Rice, Fogg and James, J. Am. Chem. Soc., 48, 895 (1926). 
“4 This reagent may be readily prepared by the method of Palmer and Adams, 
Am. Chem. Soc., 44, 1361 (1922). 
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of the last phenylarsonate precipitate, and then to dilute to about 200 ml., 
and allow to stand twelve hours before filtering. 


GRAVIMETRIC DETERMINATION OF THORIUM 


Thorium is nearly always precipitated as oxalate and ignited to ThO», 
in which form it is weighed. The solubility of thorium oxalate in very dilute 
mineral acids is slight, especially in the presence of excess oxalic acid. It is 
well, however, not to have over 3 ml. of concentrated mineral acid per 100 ml. 
of solution. More strongly acid solutions may be partially neutralized with 
ammonium hydroxide. Thorium oxalate does not filter readily if precipitated 
rapidly, or from a cold solution. The solution should be boiling hot and dilute 
(200-500 ml.) ; and should be precipitated by adding very slowly a boiling-hot 
solution of oxalic acid, which has been saturated in the cold; or by stirring 
in the oxalic acid added in solid form. Both methods insure a slow rate of 
precipitation, but the first method seems to be the better. The precipitate is 
allowed to stand not less than 10 or 12 hours before filtration, and it is washed 
with water containing a few drops of hydrochloric acid and a little oxalic acid. 

The thorium oxalate is ignited with the filter paper in a porcelain or plati- 
num crucible over the blast to constant weight. Ifa platinum crucible is used, 
the full heat of a Meker burner is sufficient. The ThO: finally weighed should 
be pure white in color. A yellow color shows cerium earths or iron and is an 
indication of faulty work. 

Recommended Method for the Determination of Thorium in Monazite 
Sand.—Fifty g. of the well mixed sand, unground if of Brazilian or Indian 
origin, are decomposed by sulfuric acid as described under Preparation and 
Solution of the Sample, and diluted to exactly 1 liter. Fifty ml. of this solu- 
tion are carefully pipetted off, and separated from the rare-earth elements by 
the pyrophosphate method as given under Separations. The hydrochloric 
acid solution so obtained, containing from 10 to 15 ml. of concentrated acid, is 
diluted to about 500 ml., and the thorium precipitated as oxalate as described 
under Gravimetric Determination, ignited, weighed, and reported as ThOs. 
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TIN’? 
Sn, at.wt. 118.7; sp.gr. 6.56; m.p. 232°; b.p. 2275°; oxides SnO» and SnO 


Introductory Notes.—Tin occurs native to a very limited extent. It occu! 
as sulfide and extensively as oxide. It is found combined in silicic rocks suc 
as granite, etc. It occurs in small amounts in feldspars, columbates, ilmenite 
tantalate. The mineral cassiterite (stream tin, tin stone) is of commercié 
importance and the chief source of tin. The mineral stannite (tin pyrites 
Cu.S: FeS:SnS., is another source of less importance. 


DETECTION 


Hydrogen Sulfide precipitates, from dilute acid solutions, SnS, brown 
SnS8.2, yellow, according to the valence of the tin ions in solution. The su 
fides are soluble in yellow ammonium sulfide (distinction from sulfides « 
Hg, Pb, Bi, Cu and Cd). The sulfides will not precipitate in a concentratio 
of 1: 4 HCl (sp.gr. 1.19) (distinction from Sb and As sulfides). The sulfide 
are easily soluble in concentrated HCl (distinction from As sulfides). 

Mercuric Chloride is reduced to white HgCl, or gray Hg and HgCl b 
addition of stannous chloride solution. In the usual procedure of detectio 
tin is precipitated from dilute HCI or H2SO, solutions as sulfide by H.S (2 
ml. HCl or 1.5 ml. H.SO, per 40 ml., later diluted to 100 ml. and again sa 
urated with H,S). It is separated from the sulfides of Hg, Pb, Bi, Cu and C 
by extraction with ammonium polysulfide. It is precipitated from the extra 
by acidification (filter). It is separated from As sulfide by extraction wit 
concentrated HCl. The extract is filtered from As sulfide, tin reduced b 
addition of metallic iron wire, or granulated lead ? or aluminum foil * and tk 


1 In the early periods tin was thought to be identical with lead, but during the peric 
of Pliny (23-79 A.D.) a distinction was recognized between these metals. The met 
was brought to Egypt and Greece by the Phoenicians from the British Isles (Cassiterides 
Tin is used as a coating for iron in the manufacture of numerous articles for industri 
and domestic use. Block tin pipes are used for conveying distilled water. Tin fc 
for wrapping material. Tin is a constituent of a number of alloys such as Babbitt met 
(Sn, Cu, Sb), bronze (Sn, Cu), pewter (Sn, Pb), solder (Sn, Pb), and type metal (Sn, P 
Sb). ‘Tin compounds are used in the arts and industries. 

? The tin solution may be passed through a column of granulated lead. 

3 A tin mineral placed on a piece of zinc in dilute HCl will coat the zine with gre 
metallic tin. If Al is used a piece of foil 1/32”X14”X1"” is recommended. Th 
diescivee complecly and makes it possible to detect 1 mg. of Sn in presence of 500 m 
or Sb and As. 
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reduced solution added to an excess of HgCl. solution; a white precipitate of 
HgCl, insoluble in dilute (1 : 2) HCl proves the presence of tin (SbOCI dis- 
solves). 


ESTIMATION 


The estimation of tin is required in connection with the analysis of tin ores, 
dross, ashes, dust, tin plate, alloys such as solder, canned foods, and general 
analysis. 

In analyses should provision not be made for tin, loss of this element will 
occur by volatilization during the attack of the ore in its decomposition and 
solution. Owing to hydrolysis some of the element will remain as an oxide 
with silica causing an error in the silica determination. The portion still 
remaining in solution will precipitate with the NH,OH precipitate causing an 
error in the determination of aluminum. Due to its complete reduction to 
metallic state it does not interfere with the volumetric determination of iron 
when zinc is used as a reducing agent. 

In the decomposition of the material special precautions must be observed 
to prevent the loss of tin due to volatilization. H. B. Knowles found that no 
loss occurs if dilute hydrochloric acid solutions are boiled in covered beakers 
or when H2SO, is present with the HCl with evaporation to fumes.* Chlorides 
especially SnCl, volatilize on evaporation. 

Decomposition of the silicate ores may be effected by fusion with NaOH, 
or Na2,O2.or with a mixture of Na2CO3, KeCO3 and 8. Minerals are first 
extracted with dilute HNO: followed by fusion of the insoluble residue. 


OPENING UP TIN ORES 


As the oxides of tin are not readily soluble in acids the tin can be most easily 
removed by assay. Ores, slags, dross, and ashes are first subjected to the assay 
process. The button obtained is then analyzed either volumetrically or gravi- 
metrically by one of the methods given below. Having the weight of the 
button and the per cent of tin in it, the per cent of tin in the sample as received 
can be calculated. Consult the “ Introductory ” paragraphs. 

There are two general processes of assaying, namely, the Cyanide Process 
and the Carbonate of Soda Process. 


THE CYANIDE PROCESS 


The theory of this method is that the oxides are reduced to the metal by the 
action of potassium cyanide, the reaction being represented as follows: 


Sn0.+2KCN =Sn+2KCNO. | 
4 Applied Inorganic Analysis—Hillebrand and Lundell, John Wiley and Sons. 
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Potassium cyanide reduces other metals also, so that the button obtainec 
is not pure. 

Procedure.—Take 100 grams of the sample which has been dried and finel: 
powdered. (For complete analysis the moisture should be determined in thi 
usual way.) Mix thoroughly with four times its weight of powdered potassiun 
cyanide. Place about 1 in. of potassium cyanide in the bottom of a number FE 
(height 57% ins., diameter 334 ins.) Battersea clay crucible. Place the mixtur 
of sample and cyanide on top of the cyanide in the crucible and cover witl 
enough more cyanide to fill the crucible to within 1 in. of the top. 

Place the crucible in the assay furnace and heat slowly until it has bee 
thoroughly warmed and the cyanide begins to melt. Then increase the hea 
gradually to a pure white, taking care that the cyanide does not boil over. 
Grasp the crucible with the tongs and tap it gently on the hearth to assist in 
settling the metal. Continue the heating until all of the organic matter ha 
disappeared, adding more cyanide from time to time if necessary. Near th 
end of the process the molten mass becomes clear and transparent and finall 
pasty and translucent. When this last condition appears, remove the crucibl 
from the furnace and allow it to cool slowly at the temperature of the room 

When cool, break the crucible and slag away from the button. The appear 
ance of the button and the slag immediately surrounding it indicates whethe 
or not the process has been properly manipulated. The button itself should bi 
firm and compact and the slag around it should be white or greenish in color 
If the button is spongy or if the slag has a dirty black color, the assay shoul 
be discarded and a new determination made, using a fresh sample.® 


Weight of button =per cent metal in sample. 
Weight of metal Xper cent Sn 
100 
Norr.—This process should be carried on under a hood in a segregated. room, an 


SR cao should be taken to avoid breathing the poisonous fumes of potassiun 
cyanide. 


=per cent Sn in the sample. 


THE SODIUM CARBONATE METHOD 


The sample is fused with equal parts of sodium carbonate and sulfur.? Th 
fusion is then dissolved in water. The tin goes into solution as a thiostannat 
of sodium. Iron and copper are then separated by the addition of sodiun 
sulfite, leaving arsenic, antimony and tin in solution.’ 


5 Lunge advises that the cyanide should not be allowed to boil. He uses a smal 
sample (10 grams). ‘Technical Methods of Chemical Analysis,” 1, Part 1, p. 256 
It is our experience that satisfactory results are not obtained unless the extreme hea 
of the furnace is used. 

6 See also Mellor, “A Treatise on Chemical Analysis.” 

7 Very finely divided carbon is sometimes preferred. Air must not be allowed t 
enter the crucible. Else decomposition is not complete. Mellor, ‘A Treatise o1 
Chemical Analysis,” p. 270 (1913). If carbon is used instead of sulfur the proces 
becomes one of reduction to the metal and is carried out in the assay furnace. Th 
details of operation are similar to the cyanide process. The metal separates as a butto1 
in the bottom of the crucible. The button contains other metals with the tin and mus 
be analyzed further for exact percentages. 

5 Mellor objects to the method as being tedious and dirty. 
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OTHER METHODS OF OPENING TIN ORES 


Fusion with Sodium Hydrate.—The sample of ore is fused with ten times 
its weight of sodium hydroxide. The process is carried out in a 60-ml. iron 
erucible, first fusing the NaOH and then adding the powdered mineral. A 
nickel crucible may be used, adding a little powdered charcoal to the NaOH 
before fusing. ‘The fused mass is dissolved in water and the tin determined 
in the usual way,’ after acidification with HCl. 

Reduction by Means of Hydrogen.—The ore may be reduced by strongly 
igniting in a porcelain tube in a current of hydrogen. The reduced metal is then 
dissolved in hydrochloric acid and the tin estimated by a standard method. 

Fusion with Sodium Peroxide.—J. Darroch and C. Meiklejohn !° opened 
ores, slags, etc., by fusing with sodium peroxide in a nickel crucible. They 
dissolve the fused mass in hot water and acidify with hydrochloric acid. The 
sample is then ready for the necessary separations. 


SEPARATIONS 


Tin is separated from iron, aluminum, chromium, etc., by the insolubility 
of its sulfide in dilute hydrochloric acid. Tin, together with antimony, arsenic, 
platinum and gold, is separated from lead, mercury, copper, cadmium and 
bismuth, by the solubility of its sulfide in yellow ammonium sulfide. Anti- 
mony, arsenic, platinum and gold are precipitated as metals from a hydro- 
chlorie acid solution by the action of metallic iron, leaving tin in solution. 

A few special separations are of interest. 

Tin and Lead.—For the analysis of an alloy of lead and tin, it is usually 
preferable to make the estimations on different samples. In this case, lead is 
estimated by Thompson’s method and the tin by Baker’s modification of the 
iodine method. Lead can also be separated from tin by H.S passed into an 
alkaline solution of NH,OH. Lead may be separated as PbSOu,, no occlusion 
of tin occurs. 

Tin and Copper.—This alloy can be dissolved in concentrated hydrochloric 
acid by the addition of potassium chlorate. A large excess of ammonium tar- 
trate is added and the solution made alkaline with ammonia. Copper is then 
precipitated as sulfide by the addition of hydrogen sulfide water until no more 
precipitate is formed. _ : 

Tin and Antimony.— Antimony is separated, in the metallic form, from the 
hydrochloric acid solution of the alloy, by the action of metallic iron placed 
in the solution. The tin may be determined by the iodine method without 
the removal of the antimony. If the antimony is desired, it may be filtered 
off and determined in the usual way. 


® Low, “Technical Methods of Ore Analysis,” 3d Ed., pp. 208-213 (1908). 
10 Hing. Mining J., 81, 1177 (1906). 
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As in the case of lead, it is usually quicker and more accurate to make the 
determinations on separate samples. J. Silberstein (Chemist-Analyst, 19, 1 
1930) recommends precipitation of copper by addition of red phosphorus ar 
filtering. 

Tin and Phosphorus.—One-half gram of the alloy is dissolved in 15 ml. 
concentrated hydrochloric acid containing potassium chlorate. This is dilut 
to 200 ml. with water and warmed. It is then treated for a long time wi 
hydrogen sulfide gas. The tin is all precipitated as sulfide while the pho 
phorus remains in solution. 

Tin and Iron and Aluminum.—Tin is separated from iron and aluminum | 
precipitation, as sulfide, from the hydrochloric acid solution (2.4 ml, H 
per 100 ml.). 

Iron may also be separated from tin with copper, and lead by precipitatic 
as sulfide from the alkaline ammonium tartrate solution. 

Tin and Tungstic Acid.—Donath and Mullner™ separate tin oxide fro 
tungstic acid by mixing the sample with zinc dust and strongly igniting in 
covered crucible for fifteen minutes—boiling with dilute hydrochloric aci 
oxidizing with potassium chlorate to change the blue tungstie oxide to tungst 
acid and diluting with water. It is then allowed to stand overnight ar 
filtered. The tin is in solution. 

Tin and Silicon.—Dehydrate the silica by addition of H.SO, and evapor 
tion. Dissolve the tin sulfate. No loss of tin occurs. 

Tin, Copper and Nickel.—Precipitate the tin, in presence of ammoniu 
salts, by addition of NH,OH according to the gravimetric method deserib« 
on page 959. 

Tin from Ag, Pb, Cu, Sb!!!, As!!1, Hg.—Copper, lead, silver or mercu: 
may be deposited electrolytically from a solution containing nitric and hydr 
fluoric acids (5 ml. of each per 100 ml.). The tin may be recovered by 
orating the filtrate in platinum to remove H2F2, or by adding boric acid 
bind the fluoride; the stannic tin may then be precipitated by H.S, by cu 
ferron or electrolytically, working in glass of Bakelite vessels.12 In gener 
the other metallic ions of the silver and copper-tin groups may be separat 
from stannic tin in sulfuric-hydrofluorie acid solution (5 ml. of each acid) p 
100 ml. by hydrogen sulfide (sodium acetate may be added after most of t! 
precipitation has occurred in order to reduce the acidity sufficiently to cau 
antimony and cadmium to precipitate). Arsenic and antimony are preci] 
tated completely only if present in the trivalent state. Attack of materie 
by sulfuric acid and sulfur causes antimony and arsenic to remain trivaler 
whereas tin goes readily to the quadrivalent state when the solution is dilut 
and treated with H.F». 


il J. Chem. Soc. Absts., 54, 531, 1888. 

2 McCay, J. Am. Chem. Soc. ., 31, 373 (1909); 32, 1241 (1910); 45, 1187 (192% 
McCay and Furman, ibid., 38, 640 (1915); Furman, ibid., 40, 895 (191 'g); Kling a 
Lassieur, Compt. rend., 170, 1112 (1920); 173, 1081 (1921); Furman, J. Ind. Eng. Chen 
15, 1071 ’ (1923). 
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GRAVIMETRIC METHODS FOR THE DETERMINATION OF TIN 


DETERMINATION OF TIN OR THE OXIDES OF TIN BY 
HYDROLYSIS 


This method depends upon the precipitation of meta-stannic acid in the 
presence of ammonium nitrate when the stannic chloride is diluted to con- 
siderable volume and heated to boiling. It is especially applicable to the 
determination of tin oxide in tin paste, but may be extended to all chloride 
solutions of the higher oxides. ‘The reaction involved proceeds as follows: 


SnCl.t+t4NH.NO3 +3H.O = H.Sn0O3 +4NH.Cl +4HNO3.3 


Stannous tin may be determined by oxidizing the chloride solution to the 
stannic form. The method gives concordant results and is rapid. 

Procedure.—For the analysis of tin paste take a catch weight of about 10 
erams forasample. Dissolve this sample by heating it in a No. 6 beaker with 
300 ml. of concentrated hydrochloric acid. Transfer the acid solution to a 
500-ml. volumetric flask and make up to the mark with dilute (1 : 1) hydro- 
chloric acid. 

Take 50 ml. (approximately 1 gram) for a working sample. (If the deter- 
mination is to be made on tin paste, the sample may be obtained directly by 
one of the methods described under Opening Tin Ores.) Dilute to 100 ml. 
with cold water. Nearly neutralize with concentrated ammonia and finish by 
adding drop by drop from a burette, dilute ammonia until a slight permanent 
precipitate is formed. A large amount of ammonia will tend to precipitate 
iron as Fe(OH); if present, and to re-dissolve the meta-stannic acid.14 Add 
50 ml. of a saturated solution of ammonium nitrate. Dilute to 400 ml. with 
boiling water, stirring constantly. Bring the solution to boiling, remove from 
the flame and allow the beaker to stand on the steam bath until the precipitate 
has settled.1® The solution above the precipitate should be clear. Decant. 
the supernatant liquor through an ashless filter paper and wash the precipitate 
by decantation 1° six times, using 200 ml. of boiling water containing 6 g. 
NH,NO; and allowing the precipitate to settle thoroughly at each washing. 
Transfer the precipitate to the filter, clean out the beaker and wash down 
with hot water in the usual way. After the precipitate has been allowed to 
drain, transfer to a porcelain or a silica crucible and dry carefully on an asbestos 
‘board over a Bunsen flame. When dry, ignite at a low temperature until the 


18 Fresenius, “Quantitative Chemical Analysis,’”’ 1, 406, 1908. Sodium sulfate may 
be used instead of ammonium nitrate. In that case the reaction is 


SnCh +4Na28O0, +3H:,0O = H.SnO; +4NaCl +4NaHSO de 


14 Some practice is required to judge accurately the exact. point when the necessary 
amount of ammonia has been added. The precipitate should appear white. 

% Tf the boiling continues more than a few seconds the precipitate will not settle 
properly. ‘Time will be saved in this case if the sample is discarded and a new deter- 
mination commenced. 

’ If meta-stannic acid is washed over onto the filter at this point, clogging will 
result and a great deal of time will be lost. 
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filter paper has been consumed.” Increase the heat and finally blast to con- 
stant weight.18 


Weight SnO, x 100 X.7877 


: = t Sn. 
Weight of sample Pee 


Nore 1.—If present in the solution the following would contaminate the SnO, 
oxides of Si, Cb, Ta, W, Sb, As, P(Fe Cu and Zu). 


SEPARATION OF SnO: FROM OTHER METALLIC OXIDES ¥ 


Stannic oxide which is contaminated with ferric and cupric oxides, such as 
is obtained when copper-tin alloys are treated with nitric acid may be weighed. 
After treatment with ammonium iodide, the tin is volatilized in the form of 
SnI, The residual iodides may be converted back to the oxides (Fe203, and 
CuO) and weighed. 


Procedure.—Ignite the separated metastannic acid to constant weight in a porcelain 
crucible. Then add to the impure tin oxide about fifteen times its weight of powdered 
ammonium iodide, and mix the two in the crucible intimately by means of a small 
spatula. Place the charged crucible in an electric crucible or muffle furnace maintained 
between 425° and 475° C. Allow it to remain there until all fumes have ceased to come 
from the crucible, about 15 minutes. Then remove the crucible and, after having al- 
lowed it to cool sufficiently, add 2 to 3 ml. of concentrated nitric acid. Evaporate to 
dryness on the hot plate and cautiously decompose the residual nitrates over a low burner 
flame. Follow this by ignition at low red heat to constant weight. The difference 
between this weight and the original weight gives the amount of pure stannic oxide 
present. A suitable correction should be applied if there is a weighable amount of 
nonvolatile matter in the ammonium iodide. To continue the analysis, dissolve the 
oxide residue out of the crucible by digestion with a few milliliters of hot concentrated 
hydrochloric acid. Dilute the resulting solution and filter it to remove small amounts of 
silica that may come from the filter paper ash. Finally add the selution and washings 
to the filtrate being evaporated down for the determination of lead as sulfate. The 
remainder of the analysis is conducted in the usual way. 


PRECIPITATION OF TIN AS SULFIDE 


The determination of tin as a sulfide involves many difficulties and should 
be avoided if possible. Better results can be obtained by the volumetric 
methods and in most cases without the necessity of preliminary separations 
of other elements. If tin must be separated as a sulfide, better results would 
be obtained if the precipitate were dissolved and the tin content determined — 
by the iodine method. 

Having the hydrochloric acid solution of tin after the interfering elements 
have been separated, to precipitate tin sulfide, neutralize with ammonia and 
then acidify with acetic acid. Pass hydrogen sulfide until the solution is 
saturated. Allow the precipitate to settle overnight. Pour the supernatant 
liquor off through a Gooch crucible and wash the precipitate six times by 


17 Spattering is likely to occur here, causing loss. 

18 Tf care is not exercized in this ignition some metallic tin due to carbon reduction 
will be obtained. 

19H, R. Caley and M. G. Burford, Ind. Eng. Chem., Anal. Ed. 8, 114 (1936). 
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decantation, using a solution of ammonium nitrate *° for wash water. Finally 
transfer to the crucible and wash free from chlorides. Dry the crucible in an 
oven at 100° C. Heat slowly in a Bunsen flame until #! all the sulfur has been 
expelled. Care should be taken at this point to avoid forming fumes of stannic 
sulfide by heating too rapidly. Remove the lid of the crucible, which should 
be kept in place during the first part of the heating, and raise the temperature 
gradually, finally finishing with the blast. As sulfuric acid is usually present 
in some quantity, the crucible should be cooled and a small piece of ammonium 
carbonate should be placed in it. Repeat the ignition to drive out the acid. 
Cool and weigh as SnO2.” 


Norrs.—Tin may be separated from a number of elements by reduction with Zn, 
or Al or Cd in dilute HCl solution and then precipitate tin as metastannic acid by addi- 
tion of NH,OH. 

Stannic chloride may be volatilized from a sulfuric acid solution by heating to 200° C. 
and passing HCl gas through the solution. 


PRECIPITATION BY CUPFERRON; WEIGHING AS THE 
OXIDE 


This reagent is chiefly useful for the recovery of tin from the filtrate after 
separating it from other metals in solution containing 3-5% of concentrated 
H.F>s. The filtrate is warmed with 4 g. boric acid to convert the fluoride to 
fluoborate. After cooling, preferably to 5 to 15° C., add an excess of 10% 
cupferron solution slowly with thorough stirring. The precipitate tends to 
become brittle after 20-30 minutes, and may then be filtered and washed very 
speedily with cold water. The precipitate is then dried and ignited very care- 
fully and slowly until it is converted to SnOsz, in which form it is weighed after 
strong ignition. 

The reagent separates stannic ion from Al, Cr, Mn, Zn, Ni, Co, and from 
moderate quantities of As and Sb provided they are in the form of arsenate 
and antimonate, which can readily be provided for by boiling the nearly neutral 
solution containing fluoride with ammonium persulfate. The solution should 
contain 5-10 ml. of free mineral acid per 200-500 ml. during the precipitation 
with cupferron. 


20 Sulfide of tin separates as a slimy mass which tenaciously retains alkaline salts, 
especially in the absence of ammonium salts. Mellor, “Treatise on Chemical Analysis,” 
p. 308 (1913). 

21 Bichloride of tin, Acker process. 

2 This method is generally used only when minute traces of tin are present, and then 
it is considered best. to dissolve the sulfide in hydrochloric acid and make the final 
recon} by the iodine method. (See analysis of Canned Foods for “Salts of 
Tin,” p. 971. ‘ 

#3 Kling and Lassieur, Compt. rend., 170, 1112 (1920); Furman, J. Ind. Eng. Chem., 
15, 1071 (1923); Pinkus and Claessens, Bull. Soc. Chim. Belg., 31, 413 (1927). 
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BICHLORIDE: OF TIN 


Bichloride of tin is of great importance in some of the industries, especially 
the textile. It is necessary to have exact analytical control of the processes in 
which this compound is used in order to insure uniform results and to certify 
the efficiency and economy of the process. Several methods have been devel- 
oped for this purpose. The ones given below have had practical application 
and have proven to be satisfactory. 


STANNIC ACID METHOD.—HOT-WATER PRECIPITATION 


In the textile industry where bichloride of tin is used, the efficiency of the 
process depends directly on the neutrality of the tin liquor. If there is more 
than enough chlorine present in the bichloride solution to exactly oxidize all 
the tin to the stannic form, this excess is called “free HCl.” If there is not 
enough chlorine present to do this, the deficiency is spoken of as ‘‘ basic HCl.” 
The difficulty of determining the “free ” or ‘‘ basic’? HCl is apparent when 
it is known that SnCl, readily decomposes in water, liberating free acid. The 
following method has been developed especially for this purpose and has given 
good results. 

The important point in this analysis is to determine whether the liquor has 
“free ’’? HCl present or whether it is ‘ basic” in nature. It has been found 
that hot water precipitates tin from the SnCl; solution as stannic hydroxide 
and at the same time liberates the chlorine as free HCl. 


SnCl,+4H.0 =Sn(OH).+4HC1.4 


The Sn(OH), separates in a colloidal precipitate which may be filtered off 
and the tin estimated as SnO». The liberated acid may be determined in the 
filtrate, and from this data the “ free ”’ or ‘‘ basic ’’ HCl can be calculated. 

Procedure.—For accurate work about 20 grams of the liquor should be 
weighed out in a tared weighing bottle, but for works control, where time is 
an important factor, it is sufficiently accurate to get the specific gravity of the 
liquor by means of a hydrometer and take a measured quantity for a sample, 
calculating the weight from these data. 

Transfer the sample to a 100-ml. volumetric flask. Make up to volume 
with cold distilled water. Draw out of this solution 10 ml. (approximately 
2 grams) and place in a 150-ml. tall beaker. Fill the beaker nearly full with 
boiling hot water, stirring continuously while the water is being poured in.?5 
Place the beaker on top of the steam bath and allow the precipitate to settle. 
Decant the liquor through an 11 cm. 590 S. & S. filter 2* and wash the precipi- 
tate six times by decantation, using hot water. Now transfer the precipitate 
to the filter and continue the washing until 1 drop of the filtrate gives no test 
for chlorine. After most of the water has drained out of the filter, place the 


4 Holleman and Cooper, “Text Book of Inorganic Chemistry,’ 4th Ed., 1912. 

* Tf the solution is not stirred at this point, the precipitate will not settle and trouble 
will be experienced during the filtering process. : 

6 Time may be saved by using a platinum cone with the filter and applying a gentle 
vacuum. ‘This can be done with very little danger of breaking the paper. 
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paper and precipitate in a tared silica crucible. If there is plenty of time, 
dry the contents of the crucible on an asbestos board over a low Bunsen flame. 
In case the analysis must be made in a hurry, cover the crucible ” and heat it 
very carefully over a low flame until all the water has been driven out and the 
paper has been charred. Then remove the cover and increase the heat to the 
full Bunsen flame and finally blast to constant weight. Weigh as SnO». 
Titrate the filtrate with N/1 NaOH, using methyl orange as the indicator. 
Calculation : 
SnO,. X.7877 =Sn 
Sn X 2.1949 =SnCl, 
SnCl,—Sn=Cl equiv. to Sn 
Cl X1.0285.= HCl equiv. to Sn 
HCl 
Weight of sample 
ml. N/1 NaOH X.03646 


Weight of sample 


=per cent HCl equiv. to Sn 


=per cent HCl (actual). 


The difference between these last two figures equals ‘‘ free” or ‘‘ basic ’”’ 
HCl. 


THE ACKER PROCESS METHOD 


The theory of this method is practically the same as that of the hot-water 
method, except that in this case the liberated acid is neutralized with ammonia 
before the stannic hydroxide has been filtered off, the advantage being that 
any solution of the stannic hydroxide, by either acid or alkali, is prevented. 
The method is not applicable for the determination of “free” or “ basic ”’ 
HCl. 

Procedure.— Weigh out 25 ml. of the bichloride of tin solution. Transfer 
to a 500-ml. flask (volumetric) and make up to volume with cold water. With 
a standardized pipette, transfer 25 ml. of this solution to a No. 4 beaker. 
Dilute with hot water to precipitate most of the tin as stannic hydrate. Add 
10 drops of phenolacetolin (1 gram of phenolacetolin dissolved in 200 ml. of 
water). ‘Titrate very carefully with dilute ammonia until the appearance of 
a rose-red color. Boil a few minutes on the hot plate. Allow the tin precipi- 
tate to settle. Decant through an 1l-cm. filter paper. Wash rapidly with 
hot water without allowing the precipitate to cake down in the filter until the 
washings are free from chlorine. Dry the precipitate in an oven at 100° C. 
When dry, invert the filter into a tared porcelain crucible and heat on a gauze 
until the paper has disappeared. Remove the gauze and heat with the full 
Bunsen flame for a few minutes. Finally blast to constant weight.* Weigh 
as SnOs. 

Take the filtrate and washings and dilute them to a volume of 1000 ml. 
Warm 500 ml. of this solution and saturate it with hydrogen sulfide. If any 
tin separates, filter and ignite in a tared porcelain crucible. Moisten with a 


27 This precaution must be taken, else there will be a loss by decrepitation. 

28 If the oxide of tin is contaminated it may be dissolved by adding water saturated 
with SO, and acidifying with dilute HCl. Heat in a covered beaker (to prevent loss of 
tin). See article by E. Stelling, J. Ind. Eng. Chem., 16, 346 (1924). 
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little nitric acid and heat very slowly to drive out the acid. Ignite to constant 
weight. Weigh as SnO». Add this result to the SnO2 obtained above when 
calculating the final result. 


VOLUMETRIC DETERMINATION OF TIN 


Volumetric methods for the determination of tin are based upon the reducing 
power of stannous compounds. They vary according to the oxidizing agent 
used and the details of manipulation. 


LENSSEN’S IODINE METHOD AS MODIFIED BY BAKER ” 


This method is a modification of Lenssen’s Iodine Method for the deter- 
mination of tin in alkaline solutions. It is especially applicable to the deter- 
mination of “‘ salts of tin ’’ in canned foods and to the estimation of tin coating 
on tin plate, but is accurate, rapid and very satisfactory for alloys and general 
analysis. 

The method is based on the action of iodine in the presence of stannous 
chloride in hydrochloric acid solution. The reaction involved is: 


S8nCl2.+12,+2HCl=SnCl,+2H 1. 


A. Jilek reduces tin by means of iron, filtering off precipitated Sb, Cu and excess of 
He in an atmosphere of CO... The reduced tin solution is now titrated with standard 
10aIne. 

Iron, lead and antimony do not interfere with the reaction. Copper in 
small quantities does not interfere with the determination, but if it is present 
in large quantities as a salt, it is likely to produce low results. Determinations 
made by the writer *° show that results are accurate when less than 10% of 
copper, as copper chloride, is present. Larger amounts gave consistently low 
results. The reason for this fact centers around the difficulty of reducing all 
the copper to the cuprous form. If any CuCl, is left in the solution, it reacts 
with the potassium iodide of the fodine solution, causing the precipitation of 
Cul and the liberation of free iodine. 


CuCl.+2KI =Cul+2KCl1-+1. 


Copper present as the metal is not easily soluble or goes into solution in the 
reduced form and is not likely to disturb the determination. 


29 H. A. Baker, Eighth International Congress of Applied Chemistry. 

8° Mr. B. 8. Clark. Sulfates must not be present. They tend to have an oxidizing 
effect and spoil the results. There should always be an excess of bicarbonate of soda 
present in order that carbon dioxide will be generated during the washing process, thus 
preventing air from entering the flask at any time during the analysis. 


ct 
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Solutions—Standard Tin Solution.—Dissolve 5.79 grams of Kahlbaum’s 
C. P. tin in C. P. hydrochloric acid. The solution of the tin is effected by 
placing about 150 ml. HCl in an Erlenmeyer flask, together with the tin, and 
boiling. After the tin has all been dissolved, transfer to a volumetric liter 
flask and make up to the mark with dilute hydrochloric acid. 


1 ml. =.00579 gram Sn. 


Standard Iodine Solution.—Dissolve 12.7 grams of C. P. iodine ina water 
solution of 20 grams of potassium iodide. Make up to one liter and stand- 
ardize against the standard tin solution. For tin plate analysis, it is convenient 
to adjust the iodine solution so that 1 ml. equals exactly .00579 gram of tin. 
Then, if a sample of the plate having a total surface of 8 sq. ins. is taken, 
1 ml. of the iodine solution is the equivalent of one-tenth of a pound per 
base box. 

Indicator.—Dissolve 5 grams of pure soluble starch in 1 liter of water. 

Air-free Water.—Dissolve 12 grams of bicarbonate of soda in 1 liter of 
water. Add 20 ml. HCl and allow the resulting gas to escape. Keep in a 
stoppered bottle. 

’ Procedure.—For practical purposes, take a sample, such that the tin con- 
tent will be between .2 gram and .5 gram.*!_ A larger sample should be taken 
for extreme accuracy in order to decrease the possible technical error. Place 
the sample in flask A of the Sellars apparatus, Fig. 121, together with 100 ml. of 
concentrated C. P. HCl. Stopper the flask and connect tubes B and D, as 
shown in the illustration. Boil until the metal is all dissolved. This point 
is indicated by the cessation of the hydrogen evolution and the appearance of 
large well-developed bubbles. If a sufficient amount of metallic iron is present 
in the sample, complete reduction is assured. If no iron was present in the 
sample, or if there was not enough to reduce all of the tin, make sure that the 
tin is all converted to the stannous form by adding aluminum foil (about 1 
gram). Replace the stopper and connect as originally. Boil until normal 
bubbles reappear. Open cock C to allow CO, gas to enter. Place the flask 
in cooling bath F without disconnecting the apparatus. After the solution 
has become thoroughly cool, disconnect tubes ** and D** from the splash 
bulbs. Wash the bulbs with “ air free ” water, allowing the washings to drain 
into the bulk of the sample. Remove the stopper and wash down the sides of 
the flask. About 50 ml. of water should be used in the washing so that the 
final sample contains about 25% HCl. Add 5 ml. starch solution and titrate 
with the standard iodine solution. 


ml. iodine X .00579 X 100 


Weight of Sample ta 
or 
ml. iodine 
10 


% According to experience at the Univ. of Southern California the amount of the 
sample should contain not more than 0.1 to 0.2 grams of tin. 

% Carbon dioxide generated in a Kipp apparatus is likely to contain oxygen. It is 
much better to use liquid CO. such as can be purchased in the open market. 

33 See Fig. 121, page 969. 

#4 “ Basebox’’—112 sheets of tin, 1420 ins. 


= pounds per “ base box.” #4 
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The Sellars Apparatus.—This apparatus is a device designed by Mr. W. 8. 
Sellars for the purpose of facilitating the solution of tin samples out of contact 
with air. Added to this advantage, it is equipped with a water cooler. It is 


Fic. 119. Sellars’ Apparatus. 


also constructed so that the tubes and scrubbing bottles can be cleaned by 
flushing with water. The use of this apparatus practically eliminates the 
usual sources of error in connection with the iodine method, and at the same 
time greatly increases the speed of the determination. Fig. 120 shows the 
apparatus in operation. 


A.*> 300-ml. Erlenmeyer flask. 

B.38 Connection with reduced pressure line from liquid carbon dioxide cylinder. 

C35 Glass manifold. 

D.*= Exit connection to trap. 

£33 Water trap to prevent escape of HCl fumes and to prevent air from 
backing into the flask. 

F.3 Cooling tank. 

G.*3 Low-pressure water wash-out manifold. 

H.*3 Perforated feed pipe to water cooler. 

K.*3 Outlet for cooler. 

L.** Electric hot plate. 

M.** Lead drain pipe. 


FERRIC CHLORIDE METHOD*® 


This method depends upon the reduction of ferric chloride by stannous 
chloride in hot solution. 


SnClo+2FeCls; =SnCl4+2FeCls. 
% C. Mene, Dinglers Polytech. J., 117, 230 (1850). K. Pallet and A. Allart, Bul. 


Soc. Chim. 2), 27, 43, 488 (1877). APA Rawlins, Chem. News, 107, 53 (1913). 
H. Nelsmann, Z . Anal. Chem., 16, 50 (1877). 
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- Antimony, copper, arsenic, bismuth, mercuric chloride, tungsten and tita- 
nium must be absent.*6 


Fig. 120. Sellars’ Apparatus. Diagrammatic Sketch. 


The Standard Solution of Ferric Chloride is made by dissolving pure iron 
wire in hydrochloric acid. To standardize this solution, dissolve 1 gram of 


36 Lunge, “Technical Methods of Chemical Analysis,” 2, Part I, p. 267. 
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pure tin in 200 ml. of C. P. HCl, preventing air from coming in contact with 
the solution by means of a trap, or by passing carbon dioxide over it.” Titrate 
this standard sample with the ferric chloride solution. The end-point is indi- 
cated by the yellow color, due to a slight excess of the iron solution. 

Procedure.—Tin is first separated from the interfering metals in the usual 
way. If lead, copper, arsenic, antimony or bismuth are present, the sample 
is first reduced, in the hydrochloric solution, with iron wire. The solution is 
then filtered. Lead and tin remain in the filtrate. Neutralize by adding 
strips of zinc until the action ceases. Tin and lead are precipitated. The 
clear liquid should show no trace of tin with hydrogen sulfide. Allow the 
precipitate to settle and wash by decantation, keeping the precipitated metals 
in the flask. Add 150 ml. of concentrated hydrochloric acid, keeping the con- 
tents of the flask protected from the air, and bring to a boil. When everything 
is dissolved, titrate to a yellow color with the ferric chloride solution.*® This 
part of the analysis should be done very quickly to prevent oxidation by the 
oxygen of the air. 


RAPID VOLUMETRIC TIN DETERMINATION IN GENUINE 
BABBITTS ® 


The volumetric tin determination with iodine is not accurate in presence of copper 
exceeding 3%. High grade genuine babbitts often contain from 5 to 8% copper and the 
copper has therefore to be removed previous to the tin determination. This is most 
rapidly and conveniently accomplished by precipitating the copper with red phosphorus. 

Vogel *° in 1836 observed that yeliow phosphorus precipitated copper from a solution 
of copper sulfate. This reaction takes place even if the solution contains as little as one 
gram molecule copper sulfate per 1,000,000 liters H.O which corresponds to a sensitivity 
of .0000065% Cu.*! Yellow phosphorus is however not as convenient to handle as the 
red, amorphous modification, which also can be used for precipitation of copper.” 

To save time it is to be recommended to determine both tin and antimony in the 
same sample. After having dissolved the sample in sulfuric acid and determined the 
antimony by titration with permanganate the solution is transferred to a 400 ml. beaker, 
about a half teaspoonful red phosphorus added and the solution boiled for 15 minutes. 
The solution is then filtered through a Munktells filter No. 00 into a 500 ml. Erlenmeyer 
flask. Wash a few times with dilute H.SO, (1 : 10) and discard the precipitate which 
contains the copper as copper phosphide. Add HCl and nickel strip to the solution, re- 
duce and titrate the tin as usual with iodine using starch as indicator. 

On precipitating the copper the phosphorus is oxidized to a state lower than ortho- 
phosphoric. This has, however, no influence on the subsequent tin determination. 


37 The Sellars apparatus can be used with advantage for this purpose. 

38 The end-point can be easily identified by looking at a blue Bunsen flame through 
the solution. When a small quantity of ferric chloride is present, the flame appears 
green. Mellor, ‘A Treatise on Chemical Analysis,” p. 310 (1918). 

5° James Silberstein, Chicago, IIl., Chemist-Analyst, 19, 14 (1930). 

40 J. prakt. Chem., 8, 109 (1836). 

“|Z. anorg. allgem. Chem., 35, 460 (1903). 

” J, Am. Chem. Soc., 42, 883 (1920). 
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VOLUMETRIC METHOD FOR TIN IN ALLOYS 


The titration of stannous solutions by iodine may be represented by the 


following reaction: 
Sn0+2I1+H.0 =Sn0.+2HI. 


Sn is equivalent to O or to 2H, hence a normal solution contains one-half 
the molecular weight of Sn, or 59.35 grams per liter of solution. 

Apparatus.—This consists of a 300-ml. Erlenmeyer flask, with a one-hole 
stopper, through which passes a quarter-inch glass tube, connected with a 
rubber tube 12 to 15 inches in length, the other end of the rubber tubing is 
connected with 2-3 inches of glass tubing, which dips in the beaker containing 
a bicarbonate of sodium solution. 

Reagents.—0.1N iodine solution. Standardize against pure tin, using the 
procedure below. One ml. 0.1N I=0.005935 g. of Sn. 

Starch solution. Sulfuric and hydrochloric acids. Antimony, or iron, 
powder or test lead. 

Procedure. Decomposition of the Sample.——Tin alloys generally decom- 
pose in hydrochloric acid, but more readily in concentrated, hot sulfuric acid. 


HCI Solution 
of Tin Sample 


; + 
Antimony Powder 


N,HCO3 
Solution 


Fig. 121. Apparatus for Determination of Tin. 


A sample containing, preferably, 0.1 g. Sn or less, is placed in a 300-ml. 
Erlenmeyer flask and 10 ml. of concentrated sulfuric acid added. The mixture 
is heated, preferably over a free flame, until the alloy completely disintegrates. 
Nearly all of the excess of free acid is expelled, keeping the flask in motion 
over the flame to lessen the tendency towards bumping, which is apt to occur 
during the concentration. The moist residue is allowed to cool. 

One hundred ml. of (air-free) water are added followed by 50 ml. of con- 
centrated hydrochloric acid and the mixture gently warmed until the solution 
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begins to clear. The apparatus is now assembled as shown in the figure, about 
15 ml. of 10% (saturated solution) sodium bicarbonate ‘béing placed in the 
test tube (or 50 ml. in the beaker, if this is preferred to a test tube). 

About 1 gram of very finely powdered reducing metal is placed in the flask, 
followed by 10 ml. of saturated sodium bicarbonate solution, the stopper being 
removed during the addition and then immediately replaced. The air is dis- 
placed by the CO» generated. 

The apparatus is now placed on a hot plate, or on an inverted sand-bath 
dish over a flame, and the solution is gently boiled for 10 to 15 minutes. The 
antimony should be of such fineness as to remain suspended during the ebul- 
lition of the liquid at this stage. 

The beaker is now nearly filled with saturated sodium bicarbonate and 
the apparatus removed to a desk for a few minutes, and then placed in a cold 
water-bath of running water or under tap water, until the solution cools down 
to near room temperature. During this cooling carbonate will be sucked back 
into the flask ‘‘ A” to establish pressure equilibrium, CO» being generated in 
the flask. Sufficient solution will remain in the test tube to act as a seal and 
prevent admission of air, which would spoil results by its oxidation of the tin. 

The tubes are disconnected and 5 ml. of starch solution added by means 
of a pipette passing through the hole in the stopper (which should be loosened 
in the throat of the flask). 

Standard iodine solution is now added, the tip of the burette passing 
through the hole of the stopper, agitating the solution by a “ swirling ” motion 
of the flask. The end-point is a blue color, which does not fade on stirring 
the solution. 

If a factor weight has been taken, each ml. of the iodine of 0.1N strength 
is equivalent to 1 per cent of tin. 


Norrs.—In the presence of copper a separation must be effected as over 3% copper 
interferes in this volumetric method especially when the percentage of the tin is low. 
High copper alloys do not decomposed readily in hydrochloric or sulfuric acids, but easily 
in dilute nitric acid. The solution obtained is evaporated to dryness, the residue is 
taken up with concentrated nitric acid, the oxide of tin (and antimony) remains insoluble, 
hot water is added and the solution filtered (hot) and the oxide washed once or twice 
with hot water. The tin (and antimony) is now best dissolved “ by digesting for 3-5 
minutes with 50 ml. of water saturated with SO. (at 60-70° C.), then 10 ml. of strong 
HCl are added to the solution heated to boiling and the SO, expelled by boiling. The 
solution is now ready for reduction with antimony by the method outlined above. 


Tin may be reduced by iron, nickel or lead. If much copper is present 
this should be removed. 


Norsr.—TIf iron is used for the reduction of tin HNO:, W, Mo and V should be absent 
from the solution. W is reduced and colors the solution blue masking the end-point. 
Mo causes a brown coloration and will titrate causing high results for tin. V produces 


48'The method is capable of giving very excellent results from the experience of 
W. W. Scott and from that of advanced students in analytical chemistry and compares 
very favorably with the more elaborate procedure of passing CO. through the apparatus 
during the reduction and cooling. In the latter method, which we have commonly 
used, a Kipp generator proves to be very satisfactory. ‘The CO, is scrubbed by passing 
through a solution of NaHCO; before entering the reduction flask, This procedure, 
although more cumbersome, has some advantage over the method described above, by 
having a constant atmosphere of CO, in the flask. 

“ Earnest Stelling, J. Ind. and Eng. Chem., 16, 346 (1924). 
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a purple color and also is titrated. If test lead is used for reduction the above do not 
interfere. The following do not interfere: SOs, PO, I, Br, F, Fe, Ni, Co, Zn, Mn, Cl, 
Al, Cr, Pb, Bi, Sb, Mg, Ca, Ba, Sr, Mg. 


ESTIMATION OF TIN IN CANNED FOOD PRODUCTS * 


The tin in the canned food products is obtained as a sulfide precipitate from 
wet combustion, with nitric and sulfuric acids, of 100 grams food product. 

The clear sulfuric acid residue is diluted, neutralized with ammonia and 
then rendered about 2% acid with hydrochloric acid, after which it is thor- 
oughly saturated with hydrogen sulfide gas. This precipitate is then filtered 
on a Gooch crucible with a false bottom. The precipitate may contain foreign 
substances, such as lime, phosphorus, and silica, some lead, or even small 
amounts of iron, but none of these will cause any trouble subsequently in 
the titration, so that the labor of separating the tin completely from the pre- 
cipitate is obviated. 

After washing the. precipitate three or four times in a Gooch crucible, it is 
transferred to a small porcelain dish by simply forcing out the false bottom 
of the Gooch crucible and its asbestos pad and rinsing off the crucible. 

The precipitate, mixed with asbestos, is now transferred to a 300-ml. Erlen- 
meyer flask and boiled with concentrated hydrochloric acid, potassium chlorate 
being added from time to time to insure the complete breaking up and solution 
of the tin sulfide, as well as the elimination of the sulfur. This is accomplished 
in a very few minutes. A few strips of pure aluminum foil, free from tin, are 
then added to the flask until all of the chlorine is eliminated. The flask is 
then attached to the Sellars apparatus and the determination completed, 
according to the details given under the Iodine Method, using N/100 iodine 
solution. 

Gravimetric Method.‘*—The sample is first digested to a colorless or pale 
yellow solution as described under Baker’s method. 

Add 200 ml. water to the digested solution and pour into a 600-ml. beaker. 
Rinse out the Kjeldahl flask with three portions of boiling water so that the 
total volume of the solution is about 400 ml. Allow to cool and add 100 ml. 
concentrated ammonia. This amount of ammonia should render the solution 
nearly neutral, unless more than 50 ml. sulfuric acid have been used for diges- 
tion. The solution should be tested to see that it is still somewhat acid. In 
case of a large excess acid, add ammonia until just alkaline and then make 
about 2% acid with hydrochloric or sulfuric acid. Pass in a slow stream of 
hydrogen sulfide for an hour, having the covered beakers on an electric hot 
plate at about 95° temperature. Allow to digest on the hot plate for an hour 
or two. 


45H. A. Baker, Highth International Congress of Applied Chemistry. 
46H. L. P. Treuthardt, Association of Official Agricultural Chemists, August 15, 1915 
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Filter the tin sulfide on an 1l-cm. filter. Wash with three portions of 
wash solution alternated with three portions of hot water. The wash solution 
is made up of 100 ml. saturated ammonium acetate, 50 ml. glacial acetic acid, 
and 850 ml. water. i 

Place the filter and precipitate in a 50-ml. beaker and digest with three 
successive portions of ammonium polysulfide, bringing to a boil each time and 
filtering through a 9-cm. filter. Wash with hot water. Acidify with acetic 
acid, digest on the hot plate for an hour and filter through a double il-cm. 
filter. Wash with two portions of wash solution alternated with hot water 
and dry thoroughly in a weighed porcelain crucible. Thorough drying is 
essential to the success of the determination. Ignite very gently at first and 
later at full heat of Bunsen flame. Finally heat strongly with large burner, 
or Méker burner, having the crucible partly covered. Stannic sulfide must 
be gently roasted to the oxide, but the oxide may be heated strongly without 
loss, due to volatilization. 

Weigh the stannic acid and convert to metallic tin by the factor .7877. 


OTHER INDUSTRIAL METHODS FOR DETERMINATION OF TIN 
FUSION METHOD “ 


Solution Required. Standard N/10 Iodine Solution.—Prepare a solution of iodine 
as described in “Determination of Tin in a White Metal Alloy.’’ Standardize by 
weighing out 0.3 g. of pure tin filings, brush into a 300-ml. cone flask, add 20 ml. H,SO, 
(sp.gr. = 1.84) and heat on a hot place, until dissolved. Cool and dilute with 50 ml. of 
water. In the meantime, fuse 20 g. of Na2O» in an iron crucible, leach out with least 
amount of water; carefully transfer to the flask containing the tin, add 70 ml. HCl 
(sp.gr. =1.18), dilute to a volume of 250 ml., add 4 pieces of iron and heat over a low 
flame until nearly dissolved.*8 Introduce four more pieces of iron, insert a rubber 
stopper carrying a delivery and reduce as before. Proceed as described in ‘“ Determina- 
tion of Tin in a White Metal Alloy.’ 


Method.—Weigh out 0.5-1.0 g. of the finely ground sample, brush into an 
iron crucible of 60-ml. capacity in which has been placed 10 g. NaO:s, mix, 
cover with 10 g. NasOxe, place lid loosely on crucible and heat over a good sized 
Bunsen flame. As soon as the melt is in quiet fusion, hold the crucible with 
a pair of tongs, impart a twirling motion and fuse for two minutes longer. 
Allow the melt to cool on the sides of the crucible by slow twirling as the mass 
solidifies. When cold, set the crucible on its side in a 400-ml. beaker, cover 
with a clock glass, add 100 nal. of water and leach. Remove lid and crucible, 
washing with least amount of water, add 120 ml. HCl (sp.gr.=1.18) ; transfer 
to a 500-ml. cone flask, add iron wire and reduce over a low flame. When the 
iron is nearly all dissolved and the solution shows no tinge of yellow, filter 

47 By courtesy of the National Lead Company. 

48 The time required to ee dissolve the iron should be about 40 minutes and the 


solution should show no tinge of yellow. If a yellow color persists, add two pieces of 
iron and continue the reduction. | 
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through glass wool into another 500-ml. cone flask in which has been placed 
iron wire. Wash flask 3 times and glass wool 3 times with hot distilled water. 
The volume of solution should now be about 250 ml. Insert a rubber stopper 
carrying a bent delivery tube and continue the reduction. Proceed as de- 
scribed in the “‘ Determination of Tin in a White Metal Alloy.” 

Run a blank by fusing 0.1 g. powdered antimony with Na2,O» and proceed 
as described in the ‘‘ Determination of Tin.”’ 

Make correction for blank and calculate to per cent of tin present: Dupli- 
cate titrations should not disagree more than 0.1 ml. 


DETERMINATION OF TIN IN A WHITE METAL ALLOY 


The National Lead Company uses the following procedure. 

Apparatus.—A delivery tube made of glass tubing 5 mm. in inside diameter is bent 
into an inverted letter, the small end of which is fitted in a No. 6 rubber stopper. When 
the stopper is inserted in the mouth of the flask, the short end of the tube should just 
pass through the stopper and the other end should reach to a level 1 in. from the bottom 
of the flask and be 1 in. distant from the flask. 

Solutions Required. Sodium Bicarbonate Solution.—Place 10 g. of NaHCO; in 
a 100 ml. beaker and fill with cold distilled water. 

Starch Solution.—To 1000 ml. of boiling water add a cold suspension of 6 g. of starch 
in 100 ml. of distilled water: cool, add a few drops of oil of cassia, mix and reserve for use. 

Standard N/10 Iodine Solution Weigh out 12.7 g. of pure sublimed iodine and 18 g. 
of potassium iodide, transfer to a 500-ml. beaker, add about 35 ml. of cold distilled water 
and allow to digest in the cold for several days. Dilute to nearly 700 ml. with distilled 
water and filter through glass wool into a 1000-ml. graduated flask. Do not wash. 
Make up to the mark and mix thoroughly. Standardize by weighing out 0.3 g. of pure 
tin filings and 0.1 g. of powdered metallic antimony into a 300 ml.-cone flask. Add 
20 ml. H.SO, and proceed exactly as described in the determination for the analysis 
of the alloy. 


Meruop A 


(a) The sample contains less than 0.03 g. of copper. 

Determination of Tin.—Weigh out from 0.5 to 2 g. of the sawings,* brush into a 
300 ml. cone flask, add 20 ml. H2SO, (sp.gr. 1.84) and heat on a bare hot plate *° until 
completely decomposed. Cool, add 100 ml. of cold distilled water and 20 ml. HCl 
(sp.gr. 1.18), introduce four pieces of iron *! and heat on an asbestos covered hot plate 
over a low flame until the iron is almost but not entirely dissolved. A reduction of 40 
minutes duration is sufficient to completely reduce the tin. Filter off the precipitated 
metals through glass wool into a 500 ml. cone flask in which has been placed four pieces 
of iron, washing the flask three times and the funnel three times with hot distilled water. 
‘The volume at this point should be about 250 ml. Fit the delivery tube in the mouth of 
the flask, set over a low flame and reduce as before. When the reduction is complete, 
set the bicarbonate solution so that the free end of the delivery tube is immersed in it. 
When gas bubbles start to pass through the NaHCO; solution, remove both flask and 
beaker from the stove, allow to cool at room temperature for about 10 minutes and then 
cool * the flask in running water. When cold, remove the delivery tube, withdraw any 
undissolved iron with a magnetic file, washing both removed iron and file with cold dis- 


49 Pass a hand magnet through the sample before weighing. 

50 Too high a heat will cause the solution to spit. 

51 The iron for reducing the tin is the ordinary strap iron used for strapping shipping 
cases. Each piece should be 2 in. long and 1 in. wide, weigh about 2 g. and be free from 
grease, lacquer and rust. 

52 Keep the delivery tube in the mouth of the flask and the free end immersed in the 
NaHCO; solution during the whole cooling operation. 
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tilled water, add 2 ml. of starch solution and titrate with the standard iodine solution to 
the first permanent tinge of blue. 

Run a blank by treating 0.1 g. of powdered metallic antimony exactly as the metal 
itself was treated. 

Make correction for the blank and calculate for tin content. 

Accuracy.—Duplicate titrations should not disagree more than 0.1 ml. 


MetHop B 


(b) The sample contains more than 0.03 of copper. 

Weigh out from 0.5 to 2 g. of the sawings, brush into a 250-ml. beaker, add 15 ml. 
HNO; (1: 1) and heat until completely decomposed. Evaporate to near dryness, add 
5 ml. HNO; (sp.gr. 1.42), dilute to a volume of 150 ml., bring to boiling and allow to 
stand in a warm place one hour. Filter on a 9 cm. paper to which has been added a little 
pulp * and wash two or three times with hot dilute HNO; (1: 50). Transfer the paper 
and precipitate to a 300 ml. cone flask, add 20 ml. H,SO, (sp.gr. 1.84) and 5 g. of K2S.0; 
and heat over a flame until the paper has been completely decomposed and the clear 
solution is perfectly colorless. Cool, add 100 ml. of water, 20 ml. HCl (sp.gr. 1.18), 
four pieces of iron and proceed as in Method (A). 


The Editor acknowledges assistance in the preparation of this chapter by 
the following: B. 8. Clark, American Can Company; W. J. Brown, National 
Lead Company. Other names appear throughout the chapter. 


58 Paper pulp may be prepared by tearing several 11 cm. of Whatman No. 40 filters 
into small pieces, introduce them into a 300 ml. cone flask, add 100 ml. of hot distilled 
water, stopper and shake vigorously until pulped. 


TITANIUM 
(Ti, at.wt. 47.90; sp.gr. 4.51; m.p. 1795° C. (15°); oxides TiO, Ti,O;, TiO», TiO;) 


Titanium ? is an abundant element, occurring only in the combined state 
in nature. It is found in igneous, metamorphic and sedimentary rocks, espe- 
cially in basic silicate rocks. The element is widely distributed in minerals, 
soils, clays and titaniferous iron ores. It is found in granite, gneiss, mica, 
slate, syenitic rocks, granular limestone, dolomite, quartz, feldspars and a 
large number of other minerals. The principal minerals are: 


Iimenite, FeTiO;, containing 35-60% TiO». 
Rutile, Ti02, containing 90 to 100% TiO». 
Titanite, CaTiSiO;, containing 34 to 42% TiOs. 
Perovskite, CaTiO;, containing about 60% TiO». 


N.B.—List by W. M. Thornton, Jr., A. C. 8S. Monograph Series, No. 83, 
p. 23. 

Titanium dioxide is now extensively used as a white pigment in protective: 
coatings, paper, rubber, rayon, etc. It is commercially produced in the pure 
form and as composite pigments such as titanium-barium pigment (25% and 
30% TiOs, 75% and 70% BaSO.) and titanium-calcium pigment (80% TiO», 
70% CaSOu,), and also as a lead titanate (PbTiO;). The white titanium pig- 
ments are characterized by their exceptional tinting strength and hiding power, 
excelling in this respect any other commercial white pigments. 

Another important application of titanium is the use of ferrotitanium in 
the iron and steel industry. The function of the titanium is to remove oxygen 
and nitrogen from steel and consequently to yield a product free from blow- 
holes and at the same time prevent segregation to a great extent, especially 
of carbon, phosphorus and sulfur. Ina steel thus purified the natural strength 
and resistant properties of the material are developed in the highest degree. 
Titanium is also used in small amount in the 18-8 stainless steels to prevent 
intergranular carbide precipitation thereby improving the corrosion resistance. 

Titanium has also found application in the textile and leather industries. 
In the dyeing of leather, titanium potassium oxalate has been found particularly 
well adapted. The use of titanous chloride and titanous sulfate for bleaching 
or discharging colors is increasing. Such bleaching agents are particularly 
applicable for silk and wool, which are injured by the action of those bleaching 
agents in which chlorine is the active element. 


1M. A. Hunter, Highth Int. Congress Applied Chem. 2, 127 (1912). 

2G. K. Burgess and R. G. Waltenburg, Bull. Bur. Standards 10, 88 (1914), Scientific 
paper No. 205. 

’ Titanium was discovered in the mineral ilmenite by Gregor (1789) and later found 
in rutile and named titanium by Klaproth (1793). The element is used in removing 
oxygen and nitrogen in steel. Its use is increasing. Se 
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Titanium compounds are also used for electric light filaments, arc-light 
electrodes, ceramics, fine brown glazes, paint for iron and steel, coating of 
welding rods, etc. 


DETECTION 


The powdered ore is fused with potassium pyrosulfate until effervescence 
ceases. The cooled mass is dissolved in 10% sulfuric acid by boiling. Hydro- 
gen peroxide, H.O», added to this titanium solution, produces a yellow to 
orange color, according to the amount of titanium present. Hydrofluoric acid, 
or fluoride, destroys the color. Vanadium also produces this color with hy- 
drogen peroxide, but the color is not destroyed by HF. The reaction is often 
assumed to be due to the formation of pertitanic acid, H.TiO;, but is more 
apt to be from an ion like [TiO2(SO4)2 |-.4 Uranium, molybdenum and chro- 
mate also give colors with hydrogen peroxide. 

Morphine produces a crimson color with solutions of titanium in sulfuric 
acid. (N.B.—Thymol color reaction—Lenher and Crawford, J. Am. Chem. 
Soc. 35, 138, 1913.) 

Zinc added to hydrochloric acid solutions of titanium produces a violet 
color,® tin a fine violet solution.® A green color results if fluorides are present. 

Sulfur dioxide, SOs, passed into a solution of titanium containing iron 
reduces the latter and permits the precipitation of white hydrous titanium 
oxide by boiling a slightly acid solution. 

Bead Test on Charcoal.—A small portion of the powdered mineral heated 
on charcoal with microcosmic salt and tin produces a violet-colored bead if 
titanium is present. A platinum wire loop may be used in the reducing flame. 


ESTIMATION 


Both gravimetric and volumetric methods are used in the determination of 
titanium. In recent years the gravimetric method has given place to the 
accurate, rapid and less involved volumetric and colorimetric procedures. 

In the usual analytical procedures a part of the titanium may remain with 
the silica residue, from which it must be recovered. The remainder precipi- 

“R. Schwartz, Z. anorg. allgem. Chem. 210, 303 (1933). 

°M. H. Sainte-Claire Deville, Chem. News 4, 241 (1861). 


6H. Cahen and W. O. Wootton, “‘ The Mineralogy of the Rarer Elements,” London, 
Charles Griffin Co., 1920, p. 127. 
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tates upon addition of NH,OH with iron, aluminum, etc., and unless accounted 
for will lead to an error in iron and aluminum determinations. If the reduction 
of iron is made by use of zinc, the error will fall largely on iron, as titanium is 
also reduced by zinc; if SO. or H.S are used for reducing iron the error will fall 
largely on aluminum, as titanium is not affected by these reagents. 

Titanium ores are readily attacked by hydrofluoric acid; the acid, however, 
must be removed completely by repeated evaporation with sulfuric acid, other- 
wise it interferes with the colorimetric determination of titanium by means of 
peroxide, since it bleaches the color. In titanium solutions a moderate amount 
(10-20%) of acid must be present to prevent precipitation of titanium by 
hydrolysis. 

In dissolving titanium precipitates from filter paper loss is apt to result 
by incomplete solution, small amounts remaining on the filter and escaping 
attention. 


PREPARATION AND SOLUTION OF THE SAMPLE 


A knowledge of the solubility of the element and its oxides is of value in 
dissolving the sample. 

Element.—This is freely soluble in cold dilute hydrochloric or sulfuric 
acids; more readily so when the acids are heated. It is soluble in cold, con- 
centrated hydrochloric acid; readily soluble in hot, concentrated hydrochloric 
or sulfuric acids. It is scarcely acted upon by nitric acid, but readily dissolved 
in hydrofluoric acid. The dissolving of titanium in hydrofluoric acid, how- 
ever, is accompanied by a loss of material—due perhaps to the evaporation of 
titanium fluoride.’ It is soluble by fusion in acid potassium sulfate. 

Oxides.—Ti.03;, which has a black or blue color, is soluble in concentrated 
hydrochloric or sulfuric acids; forming, in the latter case, a violet-colored 
solution. The oxide is insoluble in water and in ammonium hydroxide. 

TiO» is difficultly soluble in concentrated sulfuric acid, less soluble if 
strongly ignited. The hydrous titanium oxide, precipitated at elevated tem- 
peratures, requires concentrated hydrochloric or sulfuric acid to effect solu- 
tion; when precipitated at room temperature (by addition of alkali) it is readily 
soluble in cold, dilute acids. TiO: is soluble in acids upon fusing with alkalies; 
it is also soluble in hydrofluoric acid, forming TiF,, which is volatile, unless 
an excess of sulfuric acid is present (distinction from silica). The ignited 
oxide is best dissolved by fusion with KHSO, and heating the fused mass with 
dilute sulfuric acid solution. 

Artificially prepared ignited titanium dioxide dissolves readily in a mixture 
of concentrated sulfuric acid and ammonium sulfate on boiling. 

Titanium dioxide, on being fused with an alkali, gives a titanate. If this 
be treated with water, an acid titanate is formed, which remains almost entirely 
undissolved. This residual material, however, may be dissolved with the aid 
of concentrated mineral acid. 

Salts.— Many titanium salts are decomposed through the agency of water, 
hydrous titanium oxide being precipitated; the extent of the hydrolysis de- 


7M. A. Hunter, J. Am. Chem. Soc. 32, 335 (1910). 
8M. Ebelmen, Ann. Chim. (3), 20, 392 (1847). 
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pends upon the quantity of water added, the temperature, and other conditions. 
Titanium sulfate is soluble in water, if care is taken to add water to the salt 
gradually and in small increments; concentrated solutions are reasonably 
stable, although titanyl sulfate, TiOSO.-2H.0, may crystallize out on stand- 
ing; dilute solutions gradually hydrolyze. Some of the double salts are readily 
soluble and their solutions stable, e.g., potassium titanium oxalate. 

Solution of Steel.—The sample may be dissolved in hydrochloric acid 
(1:2). If a residue remains, it is treated with a mixture of equal parts of 
hydrofluoric and sulfuric acids and a few drops of nitric acid, in a platinum 
dish, and the mixture evaporated to sulfuric anhydride fumes and to complete 
expulsion of hydrofluoric acid. The colorimetric procedure is now used for 
estimating titanium.® 


Norre.—Titanium in steel treated with ferro carbon-titanium exists in two conditions: 
(1) Titanium soluble in hydrochloric acid. (2) Titanium insoluble in hydrochloric acid. 
Of the very small amount of titanium in treated steel the greater part will usually be 
found in the second form. When the amount of titanium in the steel is exceedingly small, 
the soluble titanium frequently exceeds the insoluble, and it is then occasionally desirable 
to determine also that existing in the second form. 


Alloys.—These are dissolved in concentrated nitric acid, aqua regia or a 
mixture of the dilute acids. Should nitric acid be used, the excess is expelled 
by evaporation to dryness with hydrochloric acid. The metals of the hydrogen 
sulfide group are removed in an acid solution by precipitation with HS, and 
titanium determined colorimetrically in the filtrate. 

Ores.—One to 5 grams of the ore are treated with 10 to 50 ml. of a mixture 
of sulfuric and hydrofluoric acids (1:5), a few drops HNO; added, and the 
solution evaporated to fumes to expel HF. If a residue remains upon taking 
up with water containing a little sulfuric acid, it is filtered off and fused with 
KHSO, as directed under the fusion method. 

Fusion Method for Ores.—The finely powdered sample is fused with four 
to five times its weight of potassium bisulfate, KHSO,, and the cooled fusion 
dissolved with dilute sulfuric or hydrochloric acid. In the presence of silica 
potassium fluoride is added to assist in the decomposition of the material. 

Fusion with sodium carbonate or sodium pyrosulfate are frequently recom- 
mended. G. W. Sears and L. Quill have found !° that in the decomposition 
of rutile it is advisable to use 12.5 parts of pyrosulfate to 1 part of the mineral 
and in case of titanite the proportion must be increased to 35:1. The tita- 
nium is leached out with water or dilute acid. Most of the silica, and if present, 
the tantalum and columbium, remain in the insoluble residue. Some alkali 
silicate goes into solution, and must be removed in gravimetric determinations. 

(See Analysis of Titaniferous Ores, page 995.) 

Titaniferous Slags.—One-half gram of the finely ground sample is decom- 
posed in a platinum dish by a mixture of 5 ml. water, 5 ml. concentrated sul- 
furic acid, 2 ml. nitric acid, and 10 ml. of hydrofluoric acid, the reagents being 
added in the order named. The solution is evaporated rapidly to SO3 fumes 
to expel fluorides and the excess sulfuric acid until residue is left nearly dry. 

*See also O. L. Barnebey and R. M. Isham’s work (J. Am. Chem. Soc. 32, 957 


(1910)) on the colorimetric determination of titanium in hydrochloric acid solution. 
0G. W. Sears and L. Quill, J. Am. Chem, Soc. 47, 929 (1925). 
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After cooling it is taken up with 40 ml. of dilute hydrochloric acid (1 : 3), 
which will give a clear solution containing all the constituents of the slag 
except silica, which has been volatilized as Sik, The solution is diluted to 
200 ml. with cold water. Iron and titanium are precipitated by ammonia in 
slight excess and filtered at once without boiling. The precipitate is dissolved 
in cold dilute hydrochloric acid and reprecipitated with ammonia. Titanium 
is now separated from iron by reducing iron with SO, and precipitating tita- 
nium from a boiling acid solution, as described on page 981. 


SEPARATIONS 


Less interferences occur in the volumetric and colorimetric methods so that 
these are generally preferred to the gravimetric procedures. Occasions may 
demand one or more of the methods of separation given below. 

Separation of Titanium from the Hydrogen Sulfide Group Elements.— 
Hg, Pb, Cu, Cd, As, Sb, Sn, Rh, Pd, Os, Ru, Au, Pt, Ir, Mo, Te, Se.—The 
members of the fedrogen palfde group with a nolations acidity of 1.5 ml: 
H.SO, or 2.4 ml. HCI" per 40 ml. are precipitated if the solution is saturated 
with H.S and diluted to 100 ml. and again saturated with H.S, The addition 
of 1 gram of tartaric acid per 0.2 gram of. oxides present is recommended, 
specially if a further separation from certain members of the ammonium. sulfide 
group isto be made. The sulfides are filtered off and washed, titanium Passing 
into the filtrate. 

Separation of Titanium from Iron, Cobalt, Nickel, Zinc (and the. ecaater 
portion of manganese) .—The filtrate from the above Pop aation is taken and 
0.5-1 g. ammonium bisulfite added (to assist in. complete precipitation of Ni 
and Co), ammonium hydroxide added in slight excess and the solution again 
saturated with H.S. Titanium (Be, Cb, Cr, Ta and Zr) remains in solution, 
while Fe, Co, Ni, Zn (and a. large portion of Mn) precipitate as sulfides. The 
solution is filtered and titanium determined in the filtrate. 


Nores.—It is advisable to eee the precipitate and reprecipitate the sulfides to 
recover minute amounts of occluded T 

Tartaric acid (also salicylic acid) in the solution containing titanium is removed by 
evaporating to fumes with H.SO, and adding HNO; and again evaporating. (See 
gravimetric method following. ) 


OTHER METHODS 


Separation from Copper, Zinc, Aluminum, Iron, etc.—Titanium is precipi- 
tated from a slightly acid solution ” by boiling, passing sulfur dioxide through 
the solution to keep the iron reduced and prevent its precipitation. 


i1 A. A. Noyes and W. C. Bray, Tech. pect 19, 235 (1906). - ° 
2 Acidity exactly 0.5% is best according to L. Levy, Chem. News 56, 206 (1887). 
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Separation from the Bivalent Metals, Manganese, Nickel, Cobalt, Zinc.— 
Titanium is precipitated along with aluminum and iron by hydrolysis of its 
acetate in a hot, dilute solution, whereas wages at) nickel, cobalt and zinc 
remain in solution. 

A sharp separation of titanium from manganese can be effected with am- 
monium hydroxide alone." 

Separation of Titanium from Aluminum.—Cupferron Method.—By this 
procedure large amounts of aluminum may be separated from small amounts 
of titanium. (One part of Ti and 28 parts of Al.) The reverse does not 
appear to be true. Cupferron (nitroso-phenylhydroxylamine) is added to the 
decidedly acid solution containing titanium and aluminum, a flocculent tita- 
nium salt precipitating and aluminum remaining in solution. A 6% water 
solution of the reagent is added until a fine precipitate appears (after complete 
precipitation of the curdy titanium precipitate), which redissolves in an excess 
of the reagent.!4 

The titanium precipitate is washed by decantation and then on the filter 
with very dilute hydrochloric acid to remove traces of aluminum. The pro- 
cedure affords a separation of titanium from chromium, nickel, cobalt, man- 
ganese. Copper, iron, zirconium, vanadium, tungsten, and uranium (UQ») 
precipitate with the titanium, if present in the solution. 


Norre.—Cupferron precipitates titanium (as well as zirconium, thorium, etc.) 
notwithstanding the presence of tartaric, citric, and other organic acids containing 
hydroxyl groups. See also under “ Separations ”’ in chapter on Zirconium. 


Separation of Titanium from the Alkaline Earths, etc.—The hydroxide is 
precipitated when a titanium solution containing ammonium chloride is treated 
with ammonium sulfide, whereas barium, strontium, calcium and magnesium 
remain in solution. Titanium hydroxide may be precipitated by making the 
solution containing titanium slightly ammoniacal with NH,OH. 

Separation of Titanium from Iron—Ether Extraction of Iron.—Details of 
this procedure are given in the chapter on Iron under Separations. Iron must 
be in ferric form (trivalent) as divalent iron is not extracted. The chloride 
solution containing free HCl is repeatedly extracted with ether in a separatory 
funnel. All but 1-2 mg. of ferric iron passes into the ether layer. The ether 
also extracts trivalent gallium,!*® quantitatively, quinquivalent Sb, hexavalent 
Mo, trivalent Tl, trivalent Au, considerable trivalent As, while the following 
remain in solution—Al, Bi, Ca, Cd, Cu, Fe (divalent), Pb, Mn, Ni, Se, V, Ti, 
U, Zn, Zr, members of the platinum group, rare earths, W (with PO,). (See 
table by Swift—seferenes ioe)ine 

Separation of Titanium from Zirconium and Thorium.”—The nitric acid 
solution is carefully treated with a solution of sodium carbonate to neutralize 
the greater part of the free acid and to the boiling hot solution is slowly added 


3G. E. F. Lundell and H. B. Knowles, J. Am. Chem. Soc. 45, 676 (1923). 

14W. M. Thornton, Jr., Am. J. Sci. (4), 37} ple (1914) ; W. M. Thornton, Jr., 
“ Titanium ” A.C.S. Monograph Series, No. oe) Y. Chem. Cat. Co. (1927), pp. 58, 
90, 95, 96, 98, 107, 109-11, 115, 121, 126, 128, 163, 168, 170, 180, 184, 188, 191, 200, 213, 224; 
G. E. F. Lundell’and H. B. Knowles, ‘J. Ind. Eng. Chem. 12, 344 (1920). 

16H. H. Swift, J. Am. Chem. Soe. 46, 2376 (1924). 

16 Cr8, Al; Ga? also dissolve. 

1M. Dittrich and 8. Freund, Z. anorg. allgem. Chem, 56, 344 (1908). 
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a 20% solution of ammonium salicylate in sufficient excess to precipitate com- 
pletely the zirconium (and thorium, if present). The mixture is boiled gently 
for about half an hour or more, diluted to about 200 ml. and filtered hot. The 
precipitate is washed with a hot, 20% solution of ammonium salicylate until 
its color is only faintly yellow or white. Titanium passes into the filtrate. 

Separation of titanium, zirconium, etc. from chromium, vanadium, molyb- 
denum, tungsten, phosphorus, and arsenic may be effected by fusing with sodium 
carbonate and a little sodium nitrate and thereafter extracting with water.!8 

Separation of Titanium from Molybdenum, Phosphorus, and Vanadium.— 
The separation is necessary when the colorimetric determination of titanium 
is to be made, since these elements interfere. The presence of ferric iron is 
necessary for complete precipitation of titanium. The separation is made by 
carefully neutralizing the greater part of the free acid present by addition of 
a solution of NaOH and pouring the mixture into 150 ml. of a hot, normal 
solution of NaOH, filtering and washing with hot dilute NaOH (0.5 N).¥ 
It is advisable to repeat the precipitation to remove traces of the interfering 
elements, the titanium being brought into solution with HNO; and H.SQx, or 
by fusing with NaHSO,. 

The separation of aluminum from titanium, tantalum, columbium, molyb- 
denum, arsenic, fluorine, and boron with the aid of 8-hydroxyquinoline is of 
interest. Reference is made to the work of G. E. F. Lundell and H. B. Knowles: 
J. Research Nat. Bur. Standards 3, 94 (1929) for details. 

Separation from Tantalum and Columbium.—W. R. Schoeller and E. C. 
Deering, Analyst 52, 625 (1927). See chapter on Columbium and Tantalum. 


GRAVIMETRIC METHODS 


GRAVIMETRIC DETERMINATION OF TITANIUM. MODIFIED 
GOOCH METHOD ” 


This method is applicable to minerals and metallurgical products that are 
comparatively high in titanium. The method provides for the separation of 
titanium from iron and from aluminum and phosphoric acid with which it 
commonly occurs. The procedure as proposed by F. A. Gooch and modified 
for non-aluminous rocks by Wm. M. Thornton, Jr., gives reliable results. The 
details of the method with a few slight changes found to be advantageous are 
given below. Iron is separated from titanium by precipitation as a sulfide in 
presence of tartaric acid, the organic acid is destroyed by oxidation and tita- 


18 See W. F. Hillebrand, U.S. Geol. Survey, Bull. 700, 185 (1919), 

19 Addition of a little Na.SO, to the NaOH solution is recommended. 

20 F. A. Gooch, Proc. Am. Acad. Arts and Sci., New Series, 12, 435 (1885); Wm. M. 
Thornton, Chem. News 107, 121 (1913). 
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nium: precipitated from a boiling acetic acid solution. In the presence of 
alumina and phosphoric acid, Gooch, in his original process, fused the first 
precipitate of titanium oxide (after ignition) with sodium carbonate, treated 
the melt with boiling water, filtered, ignited the residue, fused again with a 
little sodium carbonate, dissolved the entire mass in sulfuric acid, and then 
precipitated the titanium again by hydrolysis of the acetate.” The removal of 
zirconium (see separations) is necessary. 

Procedure. Preparation of. the Sample. Ores High in Silica.—These 
may be decomposed by taking to SO; fumes with a mixture of 10 to 15 ml. 
of 50% hydrofluoric acid, HF, and 3 to 4 ml. of concentrated sulfuric acid per 
gram of sample. 

Oxides.— Decomposed by fusion with sodium or potassium bisulfate. The 
fusion is dissolved in 10% sulfuric acid, keeping the volume as small as possible. 
The sample should contain not over 0.2 gram titanium. 

Precipitation of Iron.—To the solution containing titanium, tartaric acid, 
equal to three times the weight of the oxides to be held in solution, is added. 
This should not exceed 1 gram of the organic acid, as the subsequent removal of 
larger amounts would be troublesome. H.S is passed into the solution to 
reduce the iron and NH,OH added to slight alkalinity followed by a further 
treatment with H.S to completely precipitate FeS. The solution should be 
faintly alkaline (litmus). After filtration and washing of the ferrous sulfide 
with very dilute and colorless ammonium sulfide, the titanium is entirely in 
the iron-free filtrate. 

Oxidation of Tartaric Acid.—The organic acid is oxidized by addition of 
15 to 20 ml. of concentrated sulfuric acid to the sample placed in a 500-ml. 
Kjeldahl flask. The solution is evaporated to incipient charring of the tar- 
taric acid. After cooling slightly, about 10 ml. of fuming nitrie acid are added 
cautiously, a few drops at a time, and when the violent reaction has subsided 
the flask is heated gradually (hood), a vigorous reaction taking place accom- 
panied by much effervescence and foaming with evolution of copious brown 
fumes. The organic matter gradually disappears, the effervescence becomes 
steady and finally ceases and white fumes of SO; are given off. The solution 
is cooled and the pale yellow syrup poured into 100 ml. of cold water, the flask 
washed out, adding the rinsings to the main solution. The solution is filtered, 
if necessary. 

Precipitation.Ammonia is added until the solution is nearly neutral (a 
point where the solution is slightly turbid, the precipitate dissolving upon 
vigorous stirring). If a trace of iron is suspected about 1 ml. of 10% ammo- 
nium bisulfite is added. Five ml. of glacial acetic acid followed by 15 grams 
of ammonium acetate or its equivalent in solution is added and the volume of 
the solution made up to about 350 ml. The solution is brought rapidly to 
boiling and maintained in ebullition for about three minutes. The titanium 
will precipitate in white flocculent and readily filterable condition. The pre- 
cipitate is washed first with water containing acetic acid and finally with pure 


21. A. Gooch, Proc. Am. Acad. Arts Sci., New Series, 12, 444 (1885). 

* All things being considered, the cupferron method is far superior to the acetate 
hydrolysis involving the destruction of the tartaric acid by sulfuric and nitric acids; even 
though the latter process yields reasonably accurate results; W. M. Thornton, Jr., Am. 
J. Sci. (4) 34, 214 (1912). se ; 
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water. The filter and the precipitate are ignited cautiously at first over a low 
flame and finally over a Meker blast for twenty minutes. The residue is 
weighed as TiO». 

In the presence of large amounts of alumina and phosphoric acid, the 
residue above obtained is fused with sodium carbonate in a platinum dish 
and the fusion leached by boiling with pure water. Alumina and phosphoric 
acid go into solution as soluble sodium salts and titanium oxide remains in- 
soluble in the residue. 


Norres.—Titanium may be separated from aluminum by fusing the residue with 
potassium acid sulfate, KHSO,, and precipitation of titanium in an acid solution by 
cupferron. A1.O3; is in solution. 

The interfering action of rare earths should be kept in mind, also of members of the 
hydrogen sulfide group (these can be removed by an extra filtration in the course of 
separating the iron as ferrous sulfide), vanadium (especially quinquivalent), tungsten, 
and uranium (quadrivalent but not sexivalent).? 


DETERMINATION OF TITANIUM IN FERRO CARBON TITANIUM 


GRAVIMETRIC Meruop 4 


Into a 6-in. porcelain evaporating dish, weigh 0.6 gram (factor weight) of 
alloy. 

Dissolve in a mixture of 15 ml. of dilute sulfuric acid (one vol. of acid to 
one of water), 5 ml. of nitric acid, and 10 ml. of hydrochloric acid. Evaporate 
to fumes of sulfuric anhydride. 

Cool and take up by boiling with 50 to 60 ml. of water and 5 to 10 ml. 
hydrochloric acid. Filter into a 500-ml. beaker and wash the residue with hot 
water and dilute hydrochloric acid. 

In the filtrate precipitate iron and titanium by ammonia in slight excess. 
Filter without boiling and wash precipitate twice on filter with hot water. 

Reject filtrate. Dissolve the precipitate in a very little dilute hydro- 
chlorie acid, washing the filter with hot water and collecting the solution and 
washings in the original beaker. 

Nearly neutralize the solution with ammonia or ammonium carbonate; 
dilute to 300 ml.; saturate with sulfur dioxide gas, and boil until hydrous 
titanium oxide is precipitated and the solution smells faintly of sulfur dioxide. 

Filter and wash with hot water and dilute sulfurous acid. 

Dry, ignite, and weigh as titanium dioxide. 

Since the factor weight of sample has been used, one milligram of titanium 
dioxide is equal to 0.1% metallic titanium. 

Cupferron may with advantage be applied to the estimation of titanium in 
either ferro-carbon-titanium or carbon-free ferro-titanium (W. M. Thornton, 
Jr., A. C. 8. Monograph Series, No. 33, N. Y. Chem. Cat. Co. (1927), p. 200; 
T. R. Cunningham, Ind. Eng. Chem., Anal Ed. 5, 305 (1933)). 

23 See W. F. Hillebrand and G. EH. F. Lundell, ‘“‘ Applied Inorganic Analysis,’’ p. 454 
(1929). John Wiley & Sons, Inc. 

24 Methods of analysis used in the laboratories of the Titanium Alloy Manufacturing 
Company. 
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VOLUMETRIC METHODS 


THE DETERMINATION OF TITANIUM BY REDUCTION, ADDI- 
TION OF FERRIC SALT AND TITRATION OF REDUCED 
IRON WITH POTASSIUM PERMANGANATE*® 


Principle.—Titanium in solution is reduced by means of zinc, an excess of 
ferric sulfate is added and the ferrous salt, formed by reduction by the titanous 
salt, is titrated with standard permanganate. The method is more accurate 
than direct titration of the titanous salt with permanganate.”® 


Preparation of the Sample 


Procedure.—One to 2 grams of the ore is decomposed by hydrofluoric and 
sulfuric acids or by fusion with potassium pyrosulfate or a combination of the 
two according to the methods already described. Members of the H2S group, 
if present, may be removed by HS. If iron is present it may be determined 
by boiling off the H.S in the filtrate containing Fe, Ti, etc., and allowance 
made in the titration for titanium. If other interfering elements are present 
in this filtrate,2”? titanium oxide may be precipitated by boiling the slightly 
acid solution (sulfurous acid) according to directions given in the gravimetric 
method. The oxide may be brought into solution by fusion with pyrosulfate, 
dissolving the melt with dilute sulfuric acid. 

Reduction.—The solution is washed into a 100-ml. flask and diluted with 
water so that it will contain 10% of sulfuric acid. This acid holds titanium 
oxide in solution. Sufficient zine to cause complete reduction is added and a 
rubber stopper carrying a Bunsen valve tube and a thistle tube with glass 
stop-cock is inserted in the neck of the flask. 'Theevolved hydrogen expels the air 
and reduces the titanic salt to the titanousform. Iron if present is also reduced. 
Gentle heat is applied until the excess of zinc dissolves. The solution is cooled 
and an excess of ferric sulfate added through the thistle tube, followed imme- 
diately by cold distilled water until the flask is filled to the neck. The contents 
of the flask is poured into a No. 6 beaker containing 150 to 200 ml. of cold 
distilled water and the ferrous iron, formed by the reducing action of titanous 
salt, is titrated with N/10 KMnO, solution. 

One ml. N/10 KMnO,=0.00479 gram Ti, or 0.00799 gram TiO». 


THE DETERMINATION OF TITANIUM BY REDUCTION WITH 
ZINC IN A JONES REDUCTOR AND TITRATION WITH 
PERMANGANATE 


The reduction of titanium in a Jones reductor proceeds rapidly and is 
quantitative, provided the reduced solution is caught under a 3—5-fold excess . 
of ferric sulfate. 


25 In Newton’s method (H. D. Newton, Am! J. Sci. (4) 25, 180-4 (1908)) a blank 
experiment must be made so as to be able to correct for any iron (or other reducing sub- 
stance) that may be in the zinc. 

2°'T. R. Ball and G. McP. Smith, J. Am. Chem. Soc. 36, 1839, (1914). 

27 Organic matter, As, Sn, Sb, Cb, Cr, Fe, Mo, V, U, W interfere. 

2G. E. F. Lundell and H. B. Knowles, J. Am. Chem. Soc. 45, 2620 (1923). See 
also work by E. I’. Hickson, Proc. A.S.T.M. 24, I, 859 (1924). 
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The reduction is conveniently carried on in solutions containing 3-5% by 
volume of sulfuric acid and may be done at 25°-30°. 

The determination is carried out as follows: 

Using a Jones reductor of 19 mm. internal diameter, with zine column 
43 em. in length, there is added in order 25-50 ml. dilute sulfuric acid, 3 to 5% 
by volume; 150 ml. of the titanium solution containing 3 to 5% by volume of 
sulfuric acid; 100 ml. more of acid and finally 100 ml. of water. The reduction 
is performed at a speed of about 100 ml. per minute. 

The reduced solution is delivered through a tube from the reductor under 
and into a ferric sulfate solution containing about .02 g. of iron per ml. in 
8% by volume sulfuric acid. The ferric sulfate solution should be from 3 to 
5 times that theoretically required by the titanium. The reduced solution is 
titrated with tenth normal potassium permanganate. 


VOLUMETRIC METHOD BY REDUCTION OF TITANIUM AND 
TITRATION WITH A FERRIC SALT 


The following volumetric method recommended by the National Lead 
Company—Titanium Division, is essentially that described by P. W. & E. B. 
Shimer, Proceedings of Eighth International Congress of Applied Chemistry, 
the method hereafter described differing principally in the form of reductor and 
also in a few details of operation. 

Reagents.—Standard ferric ammonium sulfate solution of which 1 ml. is 
equivalent to 0.005 grams of TiO, standardized by reduction and titration 
with 0.1 N potassium permanganate which has been standardized against 
Bureau of Standards sodium oxalate, Standard Sample No. 40b. 

Dissolve 60 grams of the ferric ammonium sulfate in 600 ml. of distilled 
water acidified with 20 ml. of sulfuric acid. Add potassium permanganate 
solution drop by drop as long as the pink color disappears. Dilute the solution 
to two liters. In standardizing, 50 ml. of the solution is made up to about 100 
ml. in 5% H2SOs, solution, reduced in the Jones Reductor and titrated against 
standard 0.1 N KMn0Os,; or 0.2 gram c.p. TiO2 (100%) is run by this same 
method. 

Indicator.—Saturated solution of ammonium thiocyanate. 

Reductor.—A dispensing burette about 22 inches long, 2 inches in diameter 
and equipped with a glass stop-cock and delivery tube 6 mm. wide X 34% 
inches long. The reductor is charged with an 8 inch column of 20 mesh 
amalgamated zine (1500 grams) and on top of this a 6 inch column of broken 
amalgamated stick zinc (about 750 grams). The delivery tube is connected 
to a one liter flask through a three-hole rubber stopper. One hole is used as an 
inlet and another as an outlet for carbon dioxide gas. 

The zinc is amalgamated by immersing it in a solution of mercury bichloride 
in hydrochloric acid. Eleven grams of HgCl» is dissolved in 100 ml. of con- 
centrated HCl. Two hundred fifty grams of zinc is covered with distilled — 
water in a one liter suction flask and the HgCl: solution is poured in, slowly 
mixing and shaking for about two minutes. The solution is poured off, the 
zinc washed thoroughly with hot tap water and finally with distilled water. 
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Fie. 122. Reductor for Titanium. 


DETERMINATION OF TITANIUM OXIDE IN PURE TITANIUM 
DIOXIDE PIGMENT 


Procedure.— Weigh 0.2 grams into a 250 ml. beaker, add 10 grams of ammo- 
nium or sodium sulfate, C.P., and 20 ml. of concentrated sulfuric acid; cover 
the beaker with a watch glass and digest to complete solution on the hot plate 
or Meker burner. (A Bunsen burner may cause bumping.) 

If the pigment should prove refractory and offer resistance to solution in the 
above quantities of ammonium sulfate and'sulfuric acid, these are varied until 
the material dissolves. 

The titanium solution should not contain more than 0.25 gram TiOs, 
should contain 10-15% H.SOu., and have a volume of 125-150 ml. 

Drain the reductor to the top of the fine mesh zine. Add 200 ml. of a hot, 
freshly boiled solution of H2SO1 (5%). Slowly drain the reductor; then wash 
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at least four times with hot freshly boiled water—tap water may be used. 
Drain the reductor to the top of the fine mesh zinc; wash the hot titanium 
solution into it and allow to remain from 15 to 20 minutes. During the whole 
period of reduction a slow stream of carbon dioxide is passed through the 
receiving flask. Slowly drain the reductor into the receiving flask while con- 
tinuously passing carbon dioxide through the flask. When the solution has 
reached the level of the fine mesh zinc, add a hot freshly boiled 5% solution 
of sulfuric acid and bring the level of the solution to the top of the stick zinc. 
Drain to fine mesh zinc; then wash in the same manner four times with hot 
freshly boiled water. Tap water may be used but should be boiled long enough 
(about 20 minutes) to expel the dissolved oxygen. Remove the flask, add 7 ml. 
of the indicator and titrate rapidly with the standard ferric ammonium sulfate 
solution. 


Norsrs.—In titrating the titanium solution with ferric ammonium sulfate, greater 
accuracy is obtained by adding nearly all of the ferric ammonium sulfate before agitating ; 
then agitate by shaking with a gentle rotary motion and continue until the final end 
point, which is a light straw color. Usually one-tenth of a ml. is deducted from the 
ferric ammonium sulfate reading for the blank. 


DETERMINATION OF TITANIUM IN FERRO-CARBON TITANIUM 


One-half gram of sample is dissolved in a 6-in. porcelain evaporating dish 
in a mixture of 10 ml. water, 10 ml. sulfuric acid, 5 ml. of hydrochloric acid, 
5 ml. of nitric acid. 

The solution is evaporated to fumes of sulfuric anhydride; taken up by 
boiling with 50 ml. water and 10 ml. of hydrochloric acid; filtered and washed 
with hot water and hydrochloric acid. 

The filtrate and washings should be about 100 ml. in volume. 

The reductor is prepared for use by first passing through it a little hot 
dilute sulfuric acid followed by hot water, finally leaving sufficient hot water 
in the reductor to fill to the upper level of the zinc. 

The hot titanic solution prepared as described above is now introduced into 
the reductor and the titanium content determined as above. 


COLORIMETRIC DETERMINATION OF TITANIUM WITH 
HYDROGEN PEROXIDE 


Preliminary Considerations——Hydrogen peroxide added to acid solutions 
of titanium produces a yellow to orange color, the depth of the color depending 
upon the amount of titanium present. Upon this fact the method is based. 
It is of especial value in determining small amounts of titanium, as it is possible 
to detect less than one part of the metal per hundred thousand parts of solution. 
Color comparisons can best be made on samples containing 0.05 to 5 milligrams 
of the element; larger amounts produce too deep a color for accurate com- 
parison. 

The following interferences should be made note of, e.g., molybdenum, 
vanadium and chromium also produce a color that would lead to error. Iron if 
present to the extent of 4% or over produces a color that must be allowed for; 
e.g., 0.1 gram Fe.O; in 100 ml. of solution is equivalent to about 0.2 gm. of TiO 
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oxidized by H,O, in 100 ml. of solution. Fluorides destroy the color, hence 
must be absent.22 Phosphoric acid and alkali sulfates have a slight fading 
action,® hence must be allowed for by adding equivalent amounts to the 
standard if they are present in the sample. - The addition of an excess of sul- 
furic acid partly counteracts the action of phosphates or alkali sulfates.* 
The color intensity is increased by increase of temperature, hence the standard 
and the sample examined should have the same temperature.” Since hydrous 
titanium oxide produces only slight if any color with hydrogen peroxide, its for- 
mation must be prevented ; the presence of 5% of free H2SO. accomplishes this.** 


DIRECTIONS FOR THE USE OF A DUBOSCQ TYPE 
OF COLORIMETER 


The mirror is turned so that the two halves of the field 
appear to be equally illuminated with the cups clean and 
empty. The solutions are then poured into the cups. The 
cup containing the standard solution is then lowered to a 
definite thickness of the standard solution between the 
bottom of the cup and the end of the plunger. With this 
movement the half of the field corresponding to the stand- 
ard solution is seen to darken, while the other half remains 
luminous and colorless. If the cup containing the unknown 
solution is now moved in its turn, the two halves of the 
field are brought to the same intensity, after which the 
height at which the two liquid columns display this equal 
absorptive power is read by means of this scale. The pro- 
portion of coloring matter in two solutions is inversely pro- 
portional to the heights of the two columns necessary to 
obtain the same intensity of illumination, thus if the stand- 
ard tube is set at 10 mm., and the solution under examin- 
ation is the same intensity of color at 20 mm., the latter is 
just one-half the concentration of the standard. This is 
usually expressed by the formula: 


% coer of test solution + 
olor of standard solution = Height of standard solution 
oe a phe + Height of solution to be tested. 


Philadelphia, Pa. If, therefore, the scale reading is 20 mm. for the standard, 
Fie. 123. Colorimeter. and 15 mm. for the solution to be tested, the formula reads: 
20/15 = 1.33. 
If, for example, the standard solution contains 4 ml. of coloring matter in 100 ml., 
the solution under test will be found to contain 4X 1.33 =5.32 ml. in 100 ml. 


The procedure is very satisfactory for magnetic or other iron ores. It is 
fully as accurate as the best gravimetric method and very much more rapid. 
Experimental studies *4 have shown that it is possible to determine 0.007 mg. 
of TiO./100 ml. in a 50 ml. layer in the Duboseq colorimeter with an average 


ase F. Hillebrand, J. Am. Chem. Soc. 17, 718-19 (1895); Chem. News 72, 158 
%0P, Faber, Z. anal. Chem. 46, 277 (1907). 
31H, EK. Merwin, Am. J. Sci. (4) 28, 121 (1909). 
2 W. F. Hillebrand, U.S. Geol. Survey, Bull. 700, p. 155 (1919). 

Rat P. Dunnington, J. Am. Chem. Soc. 13, 210 (1891); Chem. News, 64, 302 
a4 Ginsberg, Z. anorg. allgem. Chém. 226, 57 (1935). 
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error of +10%. The various colorimetric methods for titanium with a good 
bibliography have been collected by the Snells.*° 

Solutions Required. Standard Titanium Solution.—This may be prepared 
by precipitation of TiO. from K.Tifk’s according to the gravimetric procedure 
and purification by solution and reprecipitation, the fluorine being first removed 
by taking the compound to fumes with H.SO, and then hydrolyzing titanium 
with NH,OH. The washed precipitate is ignited over a Méker flame for 
fifteen minutes, cooled in a desiccator and placed in tightly stoppered bottle, 
since TiO: is slightly hygroscopic.** Pure titanium dioxide may be precipi- 
tated from titanium tetrachloride solution.” 


Fig. 124. Colorimeter. 


Five-tenths gram of TiO» is fused with about twenty times its weight of 
KHS0O, in a platinum dish, keeping at fusion heat until the oxide has dissolved. 
A high temperature is not advisable. The fusion is dissolved in 5% sulfuric 
acid by gently heating. The solution washed into a 500 ml. graduated flask is 
made up to volume with 5% H.SO.. One ml. contains 0.001 gram TiO», 
or 0.0006 gram Ti. 

Preparation of the Reagent. —Potassium titanium oxalate [K»TiO(C20,4)2- 
2H,0 |, Baker’s C.P. salt is recrystallized once from water, and the crystals 
dried at room temperature for several days: Enough of this material (about 
4.5 grams) to contain 1 gram of titanium dioxide is mixed with 8 grams of 


% F, D, Snell and C. T. Snell, Colorimetric Methods of Analysis, Van Nostrand, 1936. 
36 Thornton recommends potassium titanium oxalate as an initial substance from 
which to Sie ae re a standard solution of titanic sulfate for use in colorimetric analysis; 
(see W.M. Thornton and R. Roseman, Am. J. Sci., (5) 20, 14 (1980)). 
37, W. W. Plechner and J. M. Jarmus, Ind. Eng. Chem., Anal. Ed. 6, 447 (1934). 
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ammonium sulfate, and this mixture placed in a 500-ml. Kjeldahl flask. One 
hundred ml. of concentrated sulfuric acid (sp.gr., 1.84) are added and heat 
applied gradually. At the beginning there is a slight foaming; but the liquid 
soon becomes calm. At length the solution is heated to boiling and maintained 
at that point for several minutes. The whole heating operation can be com- 
pleted in 20 minutes, the solution being thereby freed from oxalic acid which, 
if present, might later bleach the peroxidized standard. The resulting solution 
is diluted with water to 800 ml., cooled, poured into a 1-liter volumetric flask, 
and diluted to the mark; whereupon it is filtered and stored in a glass-stoppered 
bottle. One may test for the complete destruction of oxalate by adding a drop 
of potassium permanganate to a portion of the filtered solution. There should 
be no decolorization of the permanganate. 

Hydrogen Peroxide.—30% solution. If this is not available sodium 
peroxide dissolved in dilute sulfuric acid may be used. 

Apparatus.—Colorimeter—Fig. 124. Also see Fig. 59, page 519. 

Preparation of the Sample.*”*—The solution of the sample having been 
obtained by one of the procedures given under Preparation and Solution of the 
Sample, the element may be determined according to the procedure given below. 
If interfering substances are present, e.g., comparatively large amounts of iron, 
or if tungsten, vanadium or chromium are present it will be necessary to pre- 
cipitate titanic acid by adding ammonium hydroxide to the boiling solution 
as directed under the gravimetric determination of the element. ‘The washed 
precipitate is dissolved in sulfuric acid. 

Procedure.—The sulfuric acid solution of titanium should contain 5% 
of free sulfuric acid. It is poured from the beaker in which solution was ef- 
fected into a 100-ml. Nessler tube, 2 ml. of hydrogen peroxide, 30% solution 
are added and the volume made up to 100 ml. with 5% sulfuric acid. The 
standard is prepared by pouring 40 to 50 ml. of 5% sulfuric acid into a second 
100-ml. Nessler tube, adding 2 ml. of 30% hydrogen peroxide, H2Os, followed 
by sufficient standard titanium solution to exactly match the sample and the 
solution made up to 100 ml. with 5% sulfuric acid. The titanium solution is 
added from a burette, noting the exact volume required. From this the per- 
centage of titanium in the sample can readily be calculated. If iron is present 
in the sample, an equivalent amount should be added to the standard. If a 
colorimeter is used, a standard should be prepared which is deeper in color than 
the sample examined. The standard is poured into the comparison cylinder 
and the two tubes compared. By raising or lowering the plunger (see illustra- 
tion) the standard solution is forced in or drawn out of the comparison tube. 
When the colors match, the reading in the comparison tube will indicate the 
amount of TiO» present in the sample. The solution may be mixed by stirring 
with a platinum spiral. 

Example.—One-gram sample required 20 ml. of titanium standard solution, 
1 ml. of which contained 0.001 gram TiOz. Then the sample contains 


0.001 X20 X 100 
1 


If the colorimeter has been used and 150 ml. of standard made by adding 
30 ml. of standard titanium solution and it is found that the column of liquid 


va M. L. Kilpatrick, O. M. Reiff, and F. O. Rice, J. Am. Chem. Soc. 48, 3019 (1926). 


=2%, Tir. 
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in the standard comparison tube stands at 85 ml., the calculation would be as 
follows: 150 ml. contains 300.001 gram TiO», therefore 85 ml. are equivalent 
85 X0.03 
150 
For the practical application of the colorimetric method in determining 
titanium in steel the following procedure is given. 


=0.017 gram TiOs per gram or 1.7%. 


Notn.—Separation of Titanium from Iron. J. H. Walton, Jr.,*8 separates titanium 
from iron by fusing the finely powdered substance with three or four times as much 
sodium peroxide, and extracts the fusion with water. The filtrate contains the sodium 
pertitanate whereas the iron oxide remains on the filter paper. The filtrate is acidified 
with H2SO, until 5% of free acid is obtained and the color of this solution compared 
with a standard obtained by fusing a known weight of TiO2 with NasO» and extracting 
and treating with H.SO, as in case of the sample. 


COLORIMETRIC DETERMINATION OF TITANIUM IN STEEL 
TREATED WITH FERRO-CARBON TITANIUM * 


The titanium in steel treated with ferro-carbon titanium exists in two 
conditions: 


(1) Titanium insoluble in hydrochloric acid. 
(2) Titanium soluble in hydrochloric acid. 


Of the very small amount of titanium in treated steel the greater part will 
usually be found in the first form, and ordinarily the determination of titanium 
in this form answers every purpose of identifying and judging the quality of 
titanium-treated steel. 

When the amount of titanium in the steel is exceedingly small, the soluble 
titanium frequently exceeds the insoluble and it then is sometimes desirable to 
determine also that existing in the second form. 

Reagents. Peroxide Solution—Dissolve 4 grams of sodium peroxide in 
125 ml. dilute sulfuric acid (1 of acid to 3 of water), and dilute to 500 ml. 

Concentrated Standard Titanium Solution. Stock Solution.—One-fourth 
gram of a standard 20% carbonless ferro-titanium *° is dissolved in 30 ml. 
dilute sulfuric acid (1 acid to 3 water). When solution is complete it is oxidized 
by the least possible quantity of concentrated nitric acid, boiled for a few 
minutes, cooled and diluted to such a volume that 1 ml. will contain 0.0005 
gram of titanium. 

When using a 5-gram sample 1 ml. is therefore equal to 0.01% titanium. 

Dilute Standard Titanium Solution.—This solution is made, just before 
making the determination, by diluting one volume of the concentrated standard 
titanium solution to ten volumes. 

One ml. of this solution contains 0.00005 gram of titanium and is equal to 
0.001% of titanium when using a 5-gram sample. 


38 J. H. Walton, J. Am. Chem. Soc. 29, 481 (1907). 
39 By L. E. Barton. Method of analysis recommended by the Titanium Alloy 
Manufacturing Company 
_ 40 Ferro-titanium eutiable for the preparation of standard titanium solutions is made 
and supplied by the Titanium Alloy Manufacturing Company, Niagara Falls, N. Y 
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Apparatus. Pipettes and Burettes.—The pipettes for measuring the con- 
centrated standard solution and burette for delivering the dilute standard 
“ solution should be carefully calibrated. 
aa Nessler Jars—These should be graduated with 50-ml. 

mark. It is convenient to have a set of four. 

Colorimeter.*\—The colorimeter or comparator consists 
of a rectangular block 214 by 4 by 7 ins. high—the height 
being about 34 in. less than the height of Nessler jars— 
through which two chambers 13% ins. diameter and 134 ins. 
between centers are bored lengthwise—the chambers being of 
such diameter as to just receive the jars. 

To one end of the block is fastened the base, which is 4 in. 
thick and through which two 7%-in. holes are bored concentric 
with the chambers, thus forming a shoulder which supports 
the jars and also exclude light from the sides of the tubes. 
To prevent shadows and give better lighting the holes in the 
base are beveled outward at an angle of 45°. The con- 
TG tare in struction will be apparent by reference to Fig. 125. The 

imeter Block. interior of the chamber is painted dead black. 
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(a) For DrreRMINATION or TrraNnrumM INSOLUBLE IN HyprocHLoRic AcID 


Procedure.— Dissolve 5 grams of steel in 100 ml. of dilute hydrochloric acid 
(one of concentrated acid to two of water) by boiling gently. Wash off the 
cover and wash down the sides of the beaker with water and filter out the slight 
insoluble residue, washing with hot water and dilute hydrochloric acid until free 
from iron. For filtration it is advisable to use either a close-grained paper or 
double rapid-filtering papers such as 8. & 8. No. 589 white ribbon. 

Ignite the residue gently in a platinum crucible to burn off carbonaceous 
matter. Treat the residue in the crucible with a mixture of 3 ml. dilute sul- 
furic acid (1 : 1), 2 or 3 ml. hydrofluoric acid, and a few drops of nitric acid. 
Heat and evaporate to fumes of sulfuric anhydride to complete expulsion of 
hydrofluoric acid. 

Cool, add a few ml. of water and heat until the solution is perfectly clear. 
The ignited residue may also be rapidly and completely brought into solution 
by fusion with about 3 grams of potassium pyrosulfate and dissolving the fusion 
in water and sulfuric acid. 

In either case wash the contents of the crucible into one of a pair of Nessler 
jars and dilute with cold water nearly to the 50-ml. mark, and in the other jar 
place an equal volume of distilled water. 

Place the jars in the colorimeter and observe if the sample solution is color- 
less. If the sample solution is colored slightly yellow by iron, the water in the 
standard tube should be brought to the same color by addition of a few drops 
of a ferric solution. For this purpose a solution of ferric ammonium sulfate, 
30 grams per liter, is very convenient. 


41 Thornton recommends the Dunnington’s colorimeter as a more convenient instru- 
ment than Barton’s block (see W. M. Thornton, ‘‘ Titanium,” A.C.S. Monograph Series 
WoW's) Y. Chem. Cat. Co., 1927, p. 180. (Private communication to the Editor, 
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If the work up to this point has been carefully performed, the addition of 
ferric solution will usually be unnecessary ; and if more than a few drops of ferric 
solution are required the analysis should be rejected and a new sample started. 
After adjusting the color—if necessary—bring the volume of solution in both 
jars to the 50-ml. mark. 

The volumes now being equal and the solutions practically colorless, add 
2 ml. of the peroxide solution to each. If the sample contains titanium even in 
minute quantity it will be indicated by the immediate development of a yellow 
color. 

Match the colors by running into the standard jar freshly prepared dilute 
standard titanium solution, keeping the volumes equal by adding an equal 
quantity of water to the sample, placing the jars in the colorimeter for com- 
parison colors. 

As before stated, each ml. of the dilute standard solution is equal to 0.001% 
titanium when using a 5-gram sample. 

The determination may be made in less than an hour and requires little 
attention. 


(6) For DETERMINATION OF TiTaANIUM SOLUBLE IN HyprocHLoric AcID 


For the determination of soluble titanium the filtrate from the insoluble 
titanium residue obtained as before described may conveniently be used. 

Dilute the solution in which the iron is already in the ferrous state to 180 ml. 
Add 10 ml. of alum solution made by dissolving 40 grams of crystallized alum 
in a liter of water. 

The aluminum here added is subsequently precipitated as alumina with 
the titanium and serves to collect quickly the exceedingly small precipitate of 
titanium hydroxide and facilitate its separation from the solution by filtration. 

Heat the solution to about 90° C. and add ammonia or ammonium car- 
bonate solution, stirring constantly until a slight permanent precipitate is pro- 
duced. Add dilute hydrochloric acid (1:1) drop by drop from the wash 
bottle until the precipitate is just redissolved and the solution perfectly clear; 
then add 1 ml. more of the dilute hydrochloric acid. 

Add 3 ml. of phenylhydrazine dissolved in 10 ml. hot water, which will pre- 
cipitate the titanium and aluminum. Stir thoroughly and filter immediately 
on a 7-cm. filter paper in a Biichner funnel, using suction. Wash thoroughly 
with hot water. 

Calcine the precipitate gently in a platinum crucible to destroy organic 
matter and dissolve the residue exactly as described under (a), except that 6 ml. 
of dilute sulfuric acid is used instead of 3 ml. 

The solution, which has a very light yellow, or greenish-yellow color, is trans- 
ferred to one of a pair of Nessler jars and diluted to the 50-ml. mark. About 40 
ml. of water are placed in the other jar and the color of the sample solution 
exactly matched by addition of ferric ammonium sulfate and copper sulfate 
solutions, which are conveniently delivered from burettes. 

For matching the original color of the solution nearly saturated solutions 
of ferric ammonium sulfate and copper sulfate are suitable. 

Only a few drops of such solutions are required, but it is frequently neces- 
sary to use both blue and yellow to match the greenish-yellow tone of the sample 
solution, 
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The standard is finally diluted to the 50-ml.mark. The volumes now being 
equal and identical in color, add to each 2 ml. peroxide solution to develop the 
titanium color and finish the determination as before described under (a). 


(c) For DETERMINATION or ToraL TITANIUM 


The total titanium is given by the sum of the insoluble and soluble titanium 
determined as under (a) and (6); but if desired may be determined in one 
operation. 

To determine total titanium, dissolve as before in hydrochloric acid and 
without filtering proceed as directed under (b) for determination of soluble 
titanium. 

See also method of C. R. McCabe, J. Ind. Eng. Chem., 5, 734-6; 872 
(1913). 


DETERMINATION OF TITANIUM WHEN INTERFERING 
ELEMENTS ARE PRESENT 


If chromium, vanadium or molybdenum is present in the steel, fuse the 
residue insoluble in hydrochloric acid or the calcined phenylhydrazine pre- 
cipitate containing the interfering element with a mixture of sodium carbonate 
and a little sodium nitrate. 

Dissolve the fusion in water and filter. The residue on the filter will contain 
the titanium, free from interfering elements. Bring the residue into sulfuric 
acid solution by methods before described and determine the titanium as usual. 


COLORIMETRIC DETERMINATION OF TITANIUM WITH 
THYMOL # 


Principal and Preliminary Considerations.—Titanium dioxide dissolved in 
sulfuric acid is colored red by addition of thymol, the depth of color being 
directly proportional to the amount of titanium present. The intensity of the 
color is claimed by Lenher and Crawford to be twenty-five times that produced 
by hydrogen peroxide with the same amount of titanium. 

As in case of hydrogen peroxide, fluorides destroy the color, hence must be 
absent. Dilution with water has no effect until the concentration of sulfuric 
acid falls below 79.4 (i.e., sp.gr. 1.725). The color then fades in direct propor- 
tion to dilution. Warm solutions are lighter in color than cold solutions with 
the same amount of titanium, hence the standard and the sample compared 
must have the same temperature. The color fades on heating but returns on 
cooling. The temperature should be kept below 100° C. Chlorides, phos- 
phates and tin seem to have no effect. Tungsten, WoOs, interferes, as it 
intensifies the color of the solution in direct proportion to the amount present ; 
hence it must be removed or allowance made by adding an equivalent amount 
to the standard or subtracting the equivalent blank. 

Special Reagents. Thymol Solution 1%.—The thymol is dissolved in a 
little glacial acetic acid containing 10% ethyl alcohol, and this solution added 


“V. Lenher and W. G. Crawford, Chem. News 107, 152 (1913). 
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to concentrated sulfuric acid. Addition of the thymol directly to the acid 
would produce a colored solution. The reagent should be kept protected from 
strong light, otherwise it will become colored. 

Apparatus.—See Colorimetric Determination of Titanium with Hydrogen 
Peroxide, Figs. 124, 125, also Fig. 59. 

Procedure.—About 0.3 gram of the material is fused with potassium acid 
sulfate, KHSO,, and the melt dissolved in concentrated sulfuric acid. Enough 
thymol reagent is added so that there is present at least 0.006 gram thymol for 
every 0.0001 gram TiO. Concentrated sulfuric acid is added to bring up the 
volume to 50 or 100 ml. in a Negsler tube exactly as in the case of the colori- 
metric determination of titanium with H.O2.. The depth of color is compared 
with a standard solution of titanium dissolved in a concentrated sulfuric acid 
added to 5 ml. of thymol solution made up to a convenient volume with con- 
centrated sulfuric acid. The procedure is the same as described in the H2O» 
method. 


Norr.—Vanadium also produces a color with thymol under conditions above. 


THE ANALYSIS OF TITANIFEROUS ORES * 


DETERMINATION OF TITANIUM 


Decompose the ore by fusion with potassium pyrosulfate, dissolving the 
fusion in water, hydrochloric and sulfuric acids. If an insoluble residue re- 
mains, filter it out. Calcine the residue, add a few drops of sulfuric acid and 
sufficient hydrofluoric acid to dissolve silica, evaporate to fumes of sulfuric 
anhydride and then heat to redness. 

If a residue now remains, bring it into solution directly in acids or fuse with a 
little potassium pyrosulfate, then dissolve and finally add the solution to the 
main solution obtained as before described. 

Tf desired, the sample of ore can first be partially dissolved in hydrochloric 
and sulfuric acids, and the insoluble residue then fused with potassium bisul- 
fate or treated with sulfuric and hydrofluoric acids. 

Some ores may be completely decomposed by a mixture of nitric, hydro- 
fluoric and sulfuric acids, evaporating to fumes of sulfuric anhydride in a plati- 
num dish to free the solution from nitric and hydrofluoric acids. 

The complete decomposition of the sample having been accomplished, the 
titanium in the solution is determined by the volumetric methods. 


DETERMINATION OF IRON IN PRESENCE OF TITANIUM 

Determination of Fe,.O;.—The sample is decomposed as directed under the 
determination of titanium. 

48 Method of Analysis used in the laboratories of the National Lead Company— 
Titanium Division. 
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The final acid filtrate from the above method of decomposition is passed 
through a Jones reductor and titrated with standardized 0.1 N potassium per- 
manganate. The titration will include the total Fe and TiO. present in the 
ore. The amount of TiO, determined in the previous analysis is calculated to 
its equivalent in ml. of 0.1 N KMnO, and subtracted from the total reading of 
the titration. The remainder is equivalent to the total Fe as FeO and Fe.O3. 
The FeO is determined separately. 

Determination of FeO.— Weigh 0.5 gram of the finely-ground ore into a 500 
ml. wide-mouth Erlenmeyer flask and wet with a few ml. of water. Insert 
a funnel with a 6-mm. diameter X55 mm. stem into the mouth of the flask. 
Insert a tube through the funnel into the flask and pass CO» through this tube 
into the flask throughout the determination. Add 50 ml. 1:1 H2SO, and 
20 ml. concentrated HCl through the funnel and boil gently to the appearance 
of SO3 fumes. Boil an additional two minutes. Cool, add 100 ml. water, 
remove the funnel and titrate the ferrous iron with standardized 0.1 N KMnO,. 


DETERMINATION OF SILICA 


This determination is conveniently combined with the determination of 
titanium, the ore being preferably decomposed by fusion with potassium bisul- 
fate. The fusion is dissolved and evaporated with excess sulfuric acid to fumes 
of sulfuric anhydride and the silica determination finished as usual—weighing, 
volatilizing with hydrofluoric acid, ete. If the ore contains quartz or a silicate 
undecomposable by treatment with potassium bisulfate and hydrofluoric acid, 
the residue filtered from the sulfuric acid solution should be fused with sodium 
carbonate and the silica then determined as usual. 

In the determination of silicon, a radiator for volatilizing silicon fluoride, 
such as that recommended by Whitfield (A. A. Blair, “‘ The Chemical Analysis 
of Iron,” 1918, p. 17, J. B. Lippincott Company), W. F. Hillebrand (U. S. 
Geol. Survey, Bull. 700, 33 (1919)), or the simple nickel crucible radiator, as 
proposed by Thornton (W. M. Thornton, J. Ind. Eng. Chem., 3: 419-20 
(1911); W. M. Thornton, “ Titanium’ A.C.S. Monograph Series No. 33, 
N. Y. Chem. Cat. Co., 1927, p. 125) is useful. 


DETERMINATION OF ALUMINA 


Prepare a solution of 1.0 gram of ore as indicated under the determination 
of titanium. 

Make up the final filtrate to 400 ml. and cool to 10-15° C. Add 80 ml. of 
6% cupferron solution, slowly with constant stirring. This will precipitate 
most of the heavy metals including iron and titanium, but not calcium. Filter 
the precipitate and wash 10-12 times with cold 10% HCl containing a few drops 
of cupferron. Collect the filtrate in a 2 1. beaker, add 50 ml. concentrated 
HNO; and evaporate to SO; fumes. Add small portions of HNO; until the 
solution is free of organic matter. 

Add 5 gms. NH.,Cl to the diluted solution. Make just alkaline (methyl red) 
with NH,OH and boil the solution 1-2 minutes. Filter and wash thoroughly 
with hot 2% NH,Cl solution. Ignite and weigh as Al.Os. 


TITANIUM 997 


Since the alumina precipitate may be contaminated by phosphoric anhy- 
dride (P:0;), determine it by analysis and correct the alumina determination 
accordingly. 


DETERMINATION OF PHOSPHORUS 


Phosphoric acid may be separated from titanium oxide by repeatedly fusing 
the ore with alkali carbonate and extraction of alkali phosphate with water. 

The determination of other constituents of the ore are conducted by the 
usual methods of ore analysis. 

See also Ridsdale’s work (N. D. Ridsdale, Chem. News 120, 219 (1920); 
Proc. Cleveland Inst. Eng. 55, 162 (1919)) on the determination of phosphoric 
acid in titaniferous iron ores. 


DETERMINATION OF IRON, TITANIUM AND ZIRCONIUM IN 
BAUXITE 


In the Bureau of Standards Journal of Research, Vol. 1, No. 1, July, 1928, 
pages 91 to 104, there appears an article on the general analysis of bauxite by 
G. E. F. Lundell and J. L. Hoffman. 

This article is important as a contribution to the literature on bauxite giving 
details of a complete accurate method of analysis including the determination 
of titanium. The separation of titanium is accomplished by oxidizing titanium 
in solution to peroxide by addition of hydrogen peroxide and then separating 
the zirconium as phosphate. 

In the course of the general analysis the iron, titanium and zirconium are 
precipitated together by addition of a mixture of sodium hydroxide and sodium 
peroxide in solution, digesting for an hour on steam bath, filtering out and 
washing, thus separating from chromium, vanadium and phosphoric acid. 

The iron, titanium and zirconium are then determined as follows: ‘‘ Dissolve 
the reserved precipitate in 25 ml. of hot dilute HCl (1 : 2), add 5 g. of tartaric 
acid, dilute with water to a volume of 200 ml., and neutralize with NH,OH. 
Add 2 ml. of HCl per 100 ml. of solution, heat to boiling and saturate with H.S. 
Allow to cool and filter off any platinum sulfide which may have separated and 
wash with a 1% solution of H.SO, saturated with H.S. 

“ Render the filtrate slightly ammoniacal, pass in a rapid stream of H.S for 
five minutes, and digest at the side of the steam bath (40° C.) 15 to 30 minutes. 
Filter and wash with a dilute solution of (NH,4).S (5 : 95) containing 5 g. of 
NH.Cl per liter. Reserve the filtrate (D). 

“ Dissolve the iron sulfide in hot dilute HCI (1 : 1) to which has been added 
a little KClO;, evaporate to dryness, take up in 25 ml. of dilute HCI (5 : 95), 
and add KMnO, until the usual pink color is obtained. Reduce with SnCl, 
and titrate slowly with a standard solution of KMnOu,, as in the Zimmermann- 
Reinhardt method. 

“The filtrate (D) contains the titanium and zirconium. Acidify this 
solution with H.SO,,. dilute to 200 ml., adjust the acidity so that the solution 
contains 10 ml. of H.SO,, sp.gr. 1.84 per 100 ml., and cool in ice water. It is 
unnecessary to destroy tartaric acid. Precipitate the titanium and zirconium 
with an excess of a cold 6% water solution of cupferron. An excess of the 
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precipitant is indicated by the formation of a fine white precipitate which 
redissolves, instead of a curdy one which persists. Stir in a little macerated 
paper, allow to settle for five minutes, filter by suction through a paper and 
cone, and test the filtrate for complete precipitation. Thoroughly wash the 
precipitate with cold dilute HCl (1:9). Transfer to a weighed platinum 
crucible, carefully dry, then cautiously char and burn the carbon, and finally 
heat at approximately 1200° C. over a blast lamp or its equivalent. Cool in a 
desiccator, weigh as ZrO.+TiO», and repeat the ignition until constant weight 
is obtained. The correction of the weighed oxides for SiO» by direct treatment 
with H.SO, and HF is a difficult procedure and is well nigh impossible if the 
residue is large. The amount of SiO: is usually small and can be determined if 
desired by evaporating the H.SO, solution of the pyrosulfate melt obtained in 
the next step to fumes of H,SOu, diluting so that the solution contains 10% 
of the acid by volume, and recovering the SiO» by filtering and washing. 

‘Fuse the precipitate of TiO. and ZrO», with a-small amount of K25,0;, 
dissolve the melt in 50 ml. of dilute H2SO, (1 : 9), add sufficient H.O» to oxidize 
all of the titanium (an excess does no harm), add 0.5 g. of (NH4)2HPOs,, allow 
to stand at the side of the steam bath (40° C.) overnight, filter, wash with a 
5% solution of NH,NOs, ignite and weigh as ZrP,O;. Calculate to ZrO» and 
subtract from the total weight of Ti02+ZrO»2. As a check, titanium can be 
determined colorimetrically, before the precipitation of zirconium. In very 
accurate analyses the ZrP.O7 should be fused with a little K,S.07, the melt 
dissolved in 10% H.SO, as before, and the precipitation repeated. More 
phosphate must be added-in the second precipitation, and an excess of H2O» 
should be present at all times.” 


ANALYSIS OF MIXED PIGMENTS CONTAINING TITANIUM 
DIOXIDE 


Weigh one gram sample into a 400-ml. Pyrex glass beaker, add 10 grams 
ammonium sulfate and 40 ml. concentrated sulfuric acid (93%). Heat on 
hot plate for one-half hour and then increase the heat, as by placing the beaker 
directly over the coils of an electric hot plate and boiling for about 10 minutes. 
The solution should acquire a temperature of about 335° C. 

Cool, dilute the solution to 300 ml., boil 20 minutes, filter while hot and wash 
residue and precipitate with 5% sulfuric acid. On the filter will be silica and 
undecomposed silicates and all the lead and barium as sulfates. This residue 
and precipitates can be analyzed by well-known methods if desired. The 
filtrate will contain the titanium, iron, aluminum, zine and calcium. 

To the filtrate while still hot add an excess of ammonia, filter and wash 
precipitate with hot water. Re-dissolve precipitate in hydrochloric acid (1 : 1) 
and again precipitate with ammonia. Filter and wash with hot water, com- 
bining filtrate with that from first separation. By this procedure the titanium, 
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iron and aluminum will have been separated from the zinc and calcium. The 
use of an excess of ammonia as described would tend to carry a little aluminum 
into solution but in the presence of titanium and iron substantially all the 
aluminum will be found in the precipitate. If desired, the filtrate can be 
tested for presence of aluminum and then used for determination of calcium 
and zinc. 

The precipitate of titanium, iron and aluminum hydroxide is again redis- 
solved in dilute hydrochloric acid and the titanium separated and determined 
as before described and with all precautions given under the head of ‘‘ Gravi- 
metric Method for the Determination of Titanium Dioxide in Pure Titanium 
Dioxide.” 

The filtrate after separation of the titanium can be used for determination 
of iron and aluminum if desired. 

In case it is not desired to determine iron and aluminum separately, the 
hydroxides obtained after second separation by ammonia can be calcined and 
weighed as total oxides of titanium, iron and aluminum. The titanium can 
be determined by the volumetric method before given and deducted from total 
oxides thus giving the iron and aluminum together by difference. 


Nors.—A procedure for the systematic examination of titanium pigments has been 
adopted by the American Society for Testing Materials and is described in the “ A.S.T.M. 
Standards,” 1939, Part II, p. 683. The determination of titanium there described is 
substantially the same as given in this text. For the examination of pure titanium 
pigments this method is very satisfactory but cannot be used when the titanium pigment 
is mixed with other pigments containing iron. In such cases the more general method 
described on page 981 in connection with the volumetric method, second half of page 
984 is satisfactory. 


ANALYSIS OF TITANOX-B PIGMENT 


Weigh 0.5 gram of titanium-barium pigment in a 400-ml. beaker, add 20 ml. 
H2S0, and 10 grams (NH;).SO, and dissolve over a Méker burner. When cool, 
dilute to 300 ml. add a few drops of concentrated HCl and boil for five minutes. 
Allow to stand overnight. 

Filter through a double No. 42 Whatman paper, wash three times with hot 
5% H.SO, and then with hot water until free of TiO. (H.O» test). Ignite the 
residue and weigh as BaSO,. If silica is present remove by an HF treatment. 

The filtrate from the BaSO, determination is evaporated to about 200 ml. 
and the titanium determined as described under Volumetric Method for the 
Determination of Titanium Dioxide in Pure Titanium Dioxide, p. 986. 
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ANALYSIS OF TITANOX-C PIGMENT 


Titanium Oxide (TiO.).—Weigh 0.5 gram of the titanium-calcium pigment 
into a 250-ml. Pyrex beaker. Add 10 grams of ammonium sulfate and 25 ml. 
of concentrated sulfuric acid. Cover the beaker with a watch glass and digest 
the whole on the hot plate to complete solution. After cooling, carefully dilute 
the solution to a volume of about 200 ml. with distilled water, heat to boiling, 
transfer immediately to the reductor and determine the titanium as under 
Volumetric Method, p. 984. 

Total Calcium Oxide (CaO).— Weigh 0.5 gram into a 250-ml. beaker. Add 
three grams of armmonium chloride and sufficient water to moisten the mixture. 
Add 25 ml. of concentrated hydrochloric acid and boil for 15 minutes. Add 
one hundred ml. of hot distilled water; boil the solution for 5 minutes and then 
filter through double No. 42 Whatman papers, using a small amount of paper 
pulp, and wash three times with hot distilled water. Wash the residue back 
into the original beaker, add 3 grams of ammonium chloride and 20 ml. of 
hydrochloric acid and boil for 15 minutes. Dilute the solution with 100 ml. 
of water, boil and filter through the original filter paper, receiving the filtrate 
in the first filtrate. Wash the precipitate six times with hot distilled water. 
Make the combined filtrate slightly alkaline to litmus with ammonia, boil five 
minutes and filter.through double No. 42 Whatman papers. After washing six 
times with hot water reject the precipitate. Evaporate the filtrate to a volume 
of about 400 ml., add slowly 25 ml. of a saturated solution of ammonium oxalate 
to the hot solution from a pipette, and boil the solution for five minutes and 
allow to stand in a warm place overnight. Filter the precipitate of calcium 
oxalate and wash with hot water to remove all of the ammonium oxalate 
(usually 10 to 12 washings). Wash the calcium oxalate precipitate back into 
the beaker with hot water, 15 ml. of 1 : 1 sulfuric acid is added and the whole 
diluted to about 300 ml. The solution heated to about 80° C. is titrated with 
0.1 N potassium permanganate to a pink color. The filter paper is carefully 
unfolded and placed in the solution and the titration continued after stirring, 
until a pink color is reached. The oxalate so titrated is calculated to calcium 
oxide, CaO. 

Acknowledgment is here made to Dr. J. L. Turner, of the Titanium Divi- 
sion, National Lead Co., South Amboy, N. J., who made the final revision of 
this chapter for the fifth edition. 
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W., at.wt. 184.0; sp.gr. 19.3; m.p. 3370° C.; oxides, WO. (brown); WO; (yellow); acids, 
H,WO,, ortho tungstic; H.W.0O,;, meta tungstic 


The element occurs in rocks high in silica. It is found commonly asso- 
ciated in form of tungstate with calcium, copper, iron and manganese. It 
occurs as sulfide, WS2. The more important minerals are ferberite, FeWO,; 
hibnerite, MnW0O,; wolframite, (FeMn)W0O.,; scheelite, CaWOu.,; cupro- 
scheelite, (CaCu) WO,; tungstenite WS»; stolzeit, PboWO,. In addition to the 
evaluation of the tungsten ores the chemist is called upon to determine tungsten 
in concentrates, in alloys—steels, ferro-tungsten, silico-tungsten, tungstic oxide, 
tungsten powder, alkali tungstates. 


DETECTION 


Minerals.—The finely powdered material is decomposed by treating with 
mixed acids according to the procedure given on page 1005. Tungsten is pre- 
cipitated with cinchonine, the precipitate filtered off and dissolved in ammo- 
nium hydroxide, then acidified with hydrochloric acid and reprecipitated with 
cinchonine as described. 

Tungsten oxide may be confirmed as follows: 

1. The residue is suspended in dilute hydrochloric acid and a piece of zinc, 
aluminum, or tin placed in the solution. In the presence of tungsten a blue- 
colored solution or precipitate is seen, the color disappearing upon dilution with 
water. 

2. A portion of the precipitate is warmed with ammonium hydroxide and the 
extracts absorbed with strips of filter paper. 

(a) A strip of this treated paper is moistened with dilute hydrochloric acid 
and warmed. In the presence of tungstic acid a yellow coloration is produced. 

(b) Asecond strip of paper is moistened with a solution of stannous chloride. 
A blue color is produced in the presence of tungsten. 


4 

1 Tungsten was discovered by Scheele (1781) in the mineral calcium tungstate named 
scheelite after the discoverer. The metal stands at the top of the list in melting point 
(3370° C.), a property that led to its use in filaments of the incandescent lamp. High 
speed cutting tools contain 18-20% of tungsten. Tungsten steel is used in springs 
valves, axles, magnetos, phonograph needles, contact points, spark plugs, steel rails an 
numerous products where strength, hardness, durability, resistance to corrosion, high 
melting point are essential. The hardest cutting tool, carboloy, is the carbide of tungsten 
(W.C). Sodium tungstate is used as a mordant and 49 fireproof fabrics. 
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(c) A third strip dipped into ecold ammonium sulfide remains unchanged 
until warmed, when the paper turns green or blue if tungsten is present. 

Iron, Steel and Alloys.—These decomposed with concentrated hydrochloric 
acid followed by nitric acid as directed under Solution of the Sample leave a 
yellow residue in the presence of tungsten. If this residue is digested with warm 
ammonium hydroxide and the extract evaporated to dryness a yellow compound, 
WOs, will remain if tungsten is present. This oxide may be reduced in the 
reducing flame to the blue-colored oxide, 


ESTIMATION 


The material should be finely ground for analysis. The mineral hiibnerite 
and scheelite decompose easily, ferberite not so readily and wolframite with 
difficulty. The alloys require special treatment according to the composition. 

In analytical procedures some tungsten as WO; may be found with the SiO» 
residue. The oxide is readily volatile at 900° C. The residue of WO; (and 
SiO») should be ignited to not over 750° C. The tungsten remaining in solution 
from the silica and tungsten residue will not precipitate completely with iron 
and alumina when NH,OH is added to the solution; unless provision has been 
made for its previous removal, some may pass into solution of the alkaline 
earth group causing error there. Separation of tungsten must be made in the 
initial steps of analysis. 

Details of preparation and solution of the materials containing tungsten 
follow later. 


SOLUTION OF THE SAMPLE 


For solution of the sample the following facts should be kept in mind 
regarding solubilities. 

The metal is practically insoluble in HCl and H.SO,. It is slowly attacked 
by HNOs, aqua regia and by alkalies. It is readily soluble in a mixture of 
HNO; and HF to form WF, or WOF4. 

Oxides.— WO. is soluble in hot HCl and in hot H.SO, (red soln.) also in 
KOH (red soln.). The oxide WOsz is scarcely soluble in acids, but is readily 
soluble in KOH, K2CO;, and in NH,OH, (NH,)2CO;, (NH,4)2S, unless strongly 
ignited, when it is insoluble. Both the acid and the alkali solutions deposit 
the blue oxide on standing. 

Acids.—Ortho tungstates. A few are soluble in water and in acids. The 
alkali salts only slightly soluble. The meta tungstates are easily soluble in 
water. Tungstates are precipitated from alkali salts by dilute H2SO., HCl, 
HNOs, as yellow WO;-H.O or white WO;-2H.O. Meta tungstates are not 
precipitated by cold acids, but are precipitated by boiling and by long standing. 

Solution of Minerals.—The material may be decomposed by acid treatment 
as described on page 1005. Use of a fusion as a means of decomposition of 


TUNGSTEN 1003 


tungsten ores preliminary to either the qualitative detection or the quantitative 
determination of tungsten may also be employed, p.1010. The precipitation of 
tungsten by boiling with acids in presence of considerable amounts of alkali 
salts (such as result from acidification of a fusion) is feasible if the solution is 
diluted sufficiently. When the amount of tungsten present is small, and espe- 
cially if the ore contains much phosphorus, there is small likelihood that any 
of the tungsten will be precipitated. The use of cinchonine is necessary in 
order completely to precipitate tungsten under these conditions; ferric iron 
has a retarding effect on the cinchonine precipitation. 


SEPARATIONS 


Separation of Tungsten from Silica—The oxide of tungsten, as ordinarily 
obtained, is frequently contaminated with silica. The removal of silica is 
accomplished by heating the mixture in a platinum dish with sulfuric and hydro- 
fluoric acids and volatilizing the silica. After taking to dryness and igniting 
gently, the last traces of sulfuric acid are expelled by adding ammonium car- 
bonate and again igniting. 

The dehydration of silica by slow evaporation with HClO,, heating to 
fumes of HClO, and a temperature of 205° C. is an effective procedure. 

In presence of small amounts of silica (0.1 to 0.2%) and large amounts of 
tungsten (75 to 85%) J. A. Holladay recommends evaporation with sulfuric 
and phosphoric acids, filtration to remove the bulk of the tungsten, and sub- 
sequent ignition and volatilization with sulfuric and hydrofluoric acids. 

Separation from Tin.—The weighed residue is mixed with six to eight times 
its weight of ammonium chloride (free from non-volatile residue) in a platinum 
crucible, placed in a larger crucible, both vessels being covered. Heat is 
applied until no more vapors of ammonium chloride are evolved. Additional 
ammonium chloride is added and the treatment is repeated three times. The 
fourth treatment is followed by weighing of the residue and the treatment 
repeated once more. If no further loss of weight takes place it is assumed that 
all the stannic oxide has been driven off. The inner crucible is now placed 
directly over the flame and heated to dull redness for a few minutes and the 
oxide, WO:, weighed. j 

Separation of Tungsten from Arsenic and Phosphorus.—Both arsenic and 
phosphorus may be precipitated by cold magnesia mixture in an ammoniacal 
solution, tungsten remaining in solution. The separation of arsenic is difficult, 
as it is tenaciously retained by tungsten as a complex salt. The following 
process is outlined by Kehrmann.? 

One to 2 grams of the sample are fused with twice as much sodium hydroxide 
as is required to combine with the arsenic oxide, the resulting cake is dissolved 
in a little water and boiled in an Erlenmeyer flask for half an hour. After 


2¥. Kehrmann, Ber., 20, 1813 (1887). 
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cooling, three times as much ammonium chloride as is needed to form chlorides 
with the alkalies present is added, and then ammonium hydroxide equal. to 
one-fourth the volume of the solution under investigation, followed by sufficient 
magnesia mixture, added cold, drop by drop with constant stirring. After 
settling several hours, the solution is filtered and the residue washed with a 
weak solution of ammonia and ammonium nitrate. It is advisable to dissolve 
the residue in dilute acid and repeat the precipitation several times. The 
filtrates containing the tungsten are combined and concentrated by evaporation 
if necessary. 


Norr.—Low values for phosphorus are apt to be obtained when the material to be 
tested contains WOs and is fused with NaOH, NazO» ete. - 


Volatilization of Molybdenum with Dry Hydrochloric Acid Gas. Pe- 
chard’s Process.2—The procedure depends upon the fact that molybdenum 
oxide heated in a current of dry hydrochloric acid gas at 250 to 270° C. is 
sublimed, whereas tungsten is not affected. 

The oxides of the two elements, or their sodium salts, are placed in a por- 
celain boat and heated in a hard glass tube, one end of which is bent vertically 
downward and connected with a Peligot tube containing a little water. A 
current of dry hydrochloric acid gas is conducted over the material, heated 
to 250 to 270° C. From time to time the sublimate of molybdenum (MoO;-- 
2HCl) is driven towards the Peligot tube by careful heating with a free flame. 
This enables the analyst to observe whether any more sublimate is driven out 
of the sample and to ascertain when the tungsten is freed of molybdenum. 
From one and a half to two hours are generally sufficient to accomplish the 
separation. If sodium salt is present it is leached out of the residue, and is 
then ignited to WO;. Molybdenum may be determined in the sublimate. 

Separation from Vanadium.*—Tungstic and vanadic acids are precipitated 
with HgNO;3 and HgO, the moist precipitate dissolved in HCl and the solution 
largely diluted; WOs is precipitated free from vanadium. 

Separation from Titanium.—Powell, Schoeller and Jahn found that the 
following method gives quantitative results.® 

Caustic-soda Method.—The mixed oxides (about 0.25 g.) are fused with 
3 g. of NasCO; in platinum over a Teclu burner for 20 minutes. The crucible 
and contents, when cold, are placed in a nickel dish containing 10 g, NaOH in 
50 ml. of water. The covered dish is placed on a boiling water bath for 2-3 
hrs., and the water lost by evaporation is replaced. The crucible is cleaned 
and rinsed with 50 ml. of hot water. The solution is allowed to cool or to stand 
over night. The residue (I) is washed with half-saturated NaCl solution. 

The filtrate is treated with diluted HCl until phenolphthalein is decolorized, 
then heated on the water bath, and the red color is discharged from time to time 
with a few drops of the acid. The precipitate (II) is washed in the same way 
as (I). 

Precipitates I and II are treated with a little normal HCl, and after dilution 
to 100 ml., the titania is recovered by heating, making the solution ammoniacal, 

3H. Pechard, Comp. rend., 114, 173 (1891). 


4 Friedheim, Chem. News, "61, 320 (1890). 
5 Analyst, 60, 506 (1935). , 
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filtering, washing with NH,NO; solution, and ignition. Unless the precipitate 
is small, it is leached with dilute acid, reprecipitated, etc. 

The tungsten in the combined filtrates from the titania precipitate is re- 
covered in the usual manner. 

Separation of Tungsten from Iron.—The procedure is given under Solution 
of the Sample, of Steel and Alloys Theimpure oxide WO; is fused with Na.CO; 
and the melt extracted with water. Fe(OH); remains on the filter. The 
filtrate is evaporated to dryness with HNO; and the residue extracted with 
water. The insoluble WO; is washed with 2% HCl solution, then dissolved in 
NH.OH and tungsten determined in the solution. 

Separation of Tungsten from Uranium.‘—The sample is evaporated with 
nitric acid nearly to dryness, 5 ml. of HNO; is added and the uranium is dis- 
solved out by extraction with ether. 

Separation of Tungsten from Lead.—In the acid attack if sulfates are pres- 
ent lead sulfate will remain with tungsten. Tungsten is separated by dissolving 
with NH,OH. Lead remains in the residue. Any entrained lead in the 
tungsten filtrate may be separated by precipitation as sulfide by addition of 
ammonium sulfide, tungsten remaining in solution. 


GRAVIMETRIC PROCEDURES FOR DETERMINING TUNGSTEN 


Since there is no highly commendable volumetric procedure for determining 
tungsten, the gravimetric methods are preferred. 

The element is determined as tungstic oxide, WO3. It may be isolated 
preferably by precipitation with cinchonine, or in the form of tungstic acid, 
ammonium tungstate, or as mercurous tungstate, in the usual course of analysis, 
all of which forms may be readily changed by ignition to the oxide, WO. 

The oxide, WO;, may be contaminated with Ag, Fe, Mo, P, Cr, Si, Sn, Sb, 
Cb or Ta compounds. The pure oxide upon fusion with NasCO; and extraction 
with water leaves no residue. Na, K and NH, salts, P, As, and Mo retard 
precipitation. A temperature of 750° is necessary for dehydration of tungstic 
acid. The ignition temperature should not exceed 850° C. due to the volatility 
of WO3. 


THE DETERMINATION OF TUNGSTEN IN ORES AND 
CONCENTRATES 7 


Determination of Tungsten. Method A.—One g. of the dried agate ground 
sample (200 mesh, double-screened) is transferred to a 600-ml. beaker; 5 ml. 
of water are added and the beaker manipulated to distribute the ore evenly 
over its bottom. In case of low grade ores, a larger sample is employed. 


6 C. A. Pierle, Jour. Ind. Eng. Chem., 12, 61-63 (1920). 
7 Methods of the Electro Metallurgical Co. contributed by Thos. R. Cunningham. 
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Two hundred ml. of HCl (sp.gr. 1.19) are added and the covered beaker and 
its contents are heated for about one hour, with occasional stirring to prevent 
the formation of crusts, at a temperature not exceeding 60° C. The solution 
is then boiled down to a volume of 50 ml. Five ml. of nitric acid, sp.gr. 1.42, 
are then added and the boiling continued until the volume has been reduced to 
10 or 15 ml. 

The clock-glass and the sides of the beaker are rinsed with a jet of water 
and the solution is diluted with hot water to approximately 500 ml. Five ml. 
of cinchonine solution (125 g. cinchonine dissolved in a mixture of 500 ml. of 
HCl sp.gr. 1.19 and 500 ml. of water) and some ashless paper pulp are added 
and the liquid is digested on a hot plate or water bath at 60-70° C. with occa- 
sional stirring, for 30 minutes or longer if convenient. 

The tungstic acid precipitate is allowed to settle and the supernatant liquid 
is decanted off through an 1l-cm. paper containing some paper pulp. After 
having washed the precipitate three times by decantation with hot cinchonine 
wash solution (10 ml. of ‘‘cinchonine solution” to 1 liter of warm water), it is 
transferred to the paper and washed thoroughly with the hot cinchonine wash 
solution, and finally from 6 to 8 times with warm 2% HCl to remove most of the 
cinchonine. 

Provided the sample has been very finely pulverized it is usually possible 
to decompose completely scheelite with the exception of a siliceous residue and 
any tin present as SnO».. Wolframite and ferberite are more resistant to the 
acid treatment and from 0.3 to 0.5% of tungsten remains unattacked in the 
insoluble residue. This is particularly true of Chinese wolframites. The acid 
treatment and dilution with water causes the precipitation of nearly all of the 
tungsten as orange-yellow tungstic acid, but the use of cinchonine is necessary 
to insure the precipitation of the last traces. 

The tungstic acid precipitate and the paper on which it was filtered are 
next transferred back to the original 600-ml. beaker. Twenty-five ml. of 
boiling water are introduced and the filter paper is beaten to a pulp by means of 
a glass stirring rod. Five ml. of ammonia, sp.gr. 0.90, (sufficient to give a slight 
excess) are then added and the solution is warmed gently for about 10 minutes. 
The sides of the beaker are washed down with warm ‘“ ammonia wash solution ”’ 
(100 ml. of ammonia of sp.gr. 0.90 and 10 ml. HCl of sp.gr. 1.19 per liter) and 
the liquid is stirred well and filtered on an 11-cm. paper. The filtrate is col- 
lected in a 600-ml. beaker and the original beaker and the filter paper are washed 
10 times with warm ‘‘ammonia wash solution.” The filter paper is next washed 
5 or 6 times with hot 10% HCl to remove iron, from 8 to 10 times with warm 
“ammonia wash solution ” to dissolve any remaining tungstic acid and then 
thoroughly with hot 0.3% ammonium chloride solution. The total volume of 
the filtrate should not exceed 225 ml. The residue insoluble in ammonia is 
usually free from tungsten, but in order to be sure that such is the case it is 
reserved and treated as further described. 

The ammoniacal filtrate will contain all or nearly all of the tungsten in the 
form of ammonium tungstate. The liquid is evaporated to a volume of about 
10 ml., when 20 ml. of concentrated HCl and 10 ml. of concentrated HNO; 
are added and the solution is boiled down to a volume of about 15 ml. which 
will result in the precipitation of a large part of the tungsten. Three hundred 
and fifty ml. of hot water, a considerable amount of ashless paper pulp and 10 
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mil. of ‘‘cinchonine solution” are added and the liquid is stirred well and digested 
at 60-70° C. for about 30 minutes or until the precipitate has settled completely. 
The solution is filtered on an 11-cm. paper containing some ashless pulp and 
the precipitate is washed thoroughly with hot “ cinchonine wash solution.” 

The precipitate is ignited in a large weighed platinum crucible at a very low 
red heat until all the carbon of the filter paper has burned completely. The 
presence of the paper pulp is essential since it causes the precipitate to form a 
porous, friable mass, easily penetrated by oxygen, thus rendering it fairly easy 
to burn off the carbon and oxidize the tungsten. If the ignition is made in a 
muffle furnace, introduction of a current of oxygen is advantageous. The 
temperature is then increased to 750° C. for about 5 minutes. After having 
allowed the crucible to cool, the precipitate is moistened with hydrofluoric acid 
and the solution evaporated to dryness to expel any silica. The crucible and 
its contents are then re-ignited for at least 15 minutes (to constant weight) at 
750° C. Particular care should be exercised to burn the cinchonine precipitate 
at the lowest possible temperature until all carbon has been oxidized or loss of 
tungsten will occur. Long continued heating, or heating to a higher tempera- 
ture than that specified should be avoided. 

The residue left from the ammonia treatment may contain silica or unde- 
composed silicates, cassiterite (tin oxide), or titanium minerals. It will also 
contain any columbium or tantalum present in the ore. The residue is usually 
free from tungsten, but it is never safe to neglect testing it. The filter con- 
taining the residue is ignited in a porcelain crucible (if tin were present it 
would be reduced by the filter paper and ruin a platinum crucible). After hav- 
ing transferred the residue to a platinum crucible, 1 or 2 drops of concentrated 
sulfuric acid and several ml. of hydrofluoric acid are introduced and the solution 
is evaporated to the expulsion of fumes of sulfur trioxide to remove any silica. 
The residue is fused with 5 g. of sodium carbonate, and after it is cool, the fused 
mass is extracted with water and (unless perfectly clear) the resulting solution 
is filtered. The filtrate is acidified with HCl, boiled to expel carbon dioxide, 
diluted with warm water to 150 ml. and tested for tungsten by adding 5 ml. of 
cinchonine solution. If, at the end of several hours’ digestion a precipitate of 
tungsten appears, it is filtered on a 9-cm. paper, washed with ‘‘cinchonine 
wash solution,” dissolved in ammonia, and reprecipitated and weighed in the 
same manner as previously described. 

If the insoluble residue is known to be low in silica the treatment with sul- 
furic and hydrofluoric acids may be omitted; then it is transferred from the 
porcelain crucible to a 30-ml. nickel crucible and fused with several g. of sodium 
peroxide. The melt, when cool, is dissolved in a slight excess of 10% HCl and 
tested as previously described. : 

The combined tungsten trioxide precipitates are tested for Ta2.0;—Cb.0,, 
iron and molybdenum by the following procedure: To the crucible containing 
the ignited and weighed WO; there are added 10 ml. of a 20% NaCl solution 
and 2 g. of pure sodium hydroxide. The crucible is covered and the solution 
is warmed for 15-20 minutes after the WO; appears to have dissolved com- 
pletely and then allowed to stand for several hours in a tray of ice water. 
Twenty-five ml. of a cold 20% solution of NaCl are added, the solution stirred 
well, filtered on a 3-cm. paper containing some ashless filter pulp and the residue 
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washed thoroughly with cold 20% sodium chloride solution. The filtrate is 
reserved and tested for Mo. 

The paper and residue containing any iron and Ta,0;+Cb.,O; present are 
transferred to a 150-ml. beaker, 25 ml. of HCl (1 to 4) and 20 ml. of sulfurous 
acid added and after warming the solution for about 5 minutes it is diluted with 
boiling water to 100 ml. and allowed to stand for about 4% hour. The solution 
is filtered on a 9-cm. paper, the precipitate washed from 8 to 10 times with hot 
5% HCl, ignited in platinum first at a low temperature then for 15 minutes 
at 750° C., cooled in a desiccator and weighed. -All of the tantalum and 
columbium are not found in the tungsten precipitate so this test may not be 
used for the determination of total tantalum and columbium. Jron is deter- 
mined in the filtrate by any of the usual procedures and calculated to Fe2O3. 

When the ore is known to be free from Ta,0;+Cb20;, the WO; precipitates 
may be fused with approximately 3 g. of NazCO; and the melt dissolved in 50 ml. 
of hot water. The solution is filtered on a 9-cm. paper containing a small 
amount of ashless pulp and any residue is washed thoroughly with hot water 
and ignited in the same platinum crucible in which the WO; was fused. The 
weight of the residue is deducted from that of the impure WO; precipitate. 
The filtrate is reserved and tested for molybdenum. 

The alkaline filtrate (obtained as described in the 10th or 12th paragraph) 
having a volume of not more than 100 ml. (containing the tungsten and 
molybdenum) is transferred to a 250-ml. separatory funnel. One gram of 
tartaric acid is added and the solution made just acid with dilute sulfuric acid 
(1 to 1) and cooled to 15° C. Twenty-five ml. of 8% ferric sulfate solution 
and 10 ml. of 5% KCNS solution are added, the stoppered flask and contents 
are shaken vigorously for several minutes, then treated with 5 to 10 ml. of 
stannous chloride solution and again shaken vigorously for several minutes. 
Tungsten may precipitate upon the addition of the ferric sulfate solution but 
it does not interfere. 

The stannous chloride reduces the iron from the ferric to the ferrous state 
and the molybdenum from the sexivalent to the quinquivalent or quadrivalent 
condition. The potassium thiocyanate reacts with the reduced molybdenum 
to give an amber or reddish-brown color to the solution, depending upon the 
amount of molybdenum present. 

The solution is cooled to 15° C., 50 ml. of ether added and the separatory 
funnel is stoppered, shaken vigorously for several minutes, and allowed to 
stand until the liquid has separated into two distinct layers. The lower or acid 
layer, which will contain all of the tungsten present, is drawn off and discarded 
(if the lower layer should show any pink color it must be given a second treat- 
ment with ether), and the upper or ethereal layer, which will contain all of the 
molybdenum, is then drawn off into a 50-ml. comparison tube and diluted with 
ether to the 50-ml. mark. The Camp tube is stoppered with a soft cork to 
prevent evaporation of the ether, and its contents are mixed thoroughly by 
manipulating the tube in the usual manner. After standing for several min- 
utes it is ready for comparison with the standard. The weight of molybdenum 
in the sample is then determined by comparing the intensity of the color of the 
ethereal solution of potassium molybdenum thiocyanate with the standard 
solution containing a known amount of molybdenum. 
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Any molybdenum found is calculated to MoO; and deducted. The weight 
of the impure WO; precipitate, less the weights of TazO;+Cb20;, Fe2O3 and 
MoO; found, gives the weight of WO; in the sample. The weight of WO; is 
multiplied by 79.31 and divided by the weight of the sample taken to give the 
percentage of tungsten. 

Preparation of the Standard for Comparison.—With a little practice it is 
not difficult to estimate approximately the percentage of molybdenum in the 
sample. Twenty-five ml. of 8% ferric sulfate solution are transferred to a 250- 
ml. separatory funnel and the standard molybdenum solution is added from a 
burette. The solution is diluted with cold water to approximately 100 ml. and 
the development of the molybdenum color and extraction are completed as 
described in the 15th to 18th paragraphs. It is advisable to allow the 
molybdenum solution to stand in the comparison tube for several minutes 
before comparing with the standard, as the intensity of the color sometimes 
changes at first but remains stable thereafter for several days and even longer 
(more than a week) if kept in the dark when not in use. 

The percentage of molybdenum in the sample is then determined by com- 
paring the intensity of the color of the ethereal solution of potassium-molyb- 
denum thiocyanate with that of the standard. The darker of the two solutions 
(the sample and the standard) is diluted carefully with ether and mixed thor- 
oughly until they match exactly. The amount of molybdenum per ml. in the 
standard is then figured and the calculation of the weight of molybdenum in 
the precipitate is obtained by multiplying the weight of molybdenum in each 
ml. by the number of ml. The following example illustrates the calculations: 
In comparing the standard with the sample, 3 ml. of standard molybdenum 
solution (1 ml.=0.0002 g. Mo) were used and diluted to 44 ml. with ether. 
Therefore: 3<0.0002=0.0006 g. Mo, or 0.0006/44=0.0000136 g. Mo per ml. 

The sample was diluted to 36 ml., hence 36 X0.00001386=0.00049 g. Mo in 
the sample. 


SoutuTIons REQUIRED 


Standard Molybdenum Solution.—1 ml.=0.0002 gram Mo. This solution 
is prepared by dissolving 0.430 g. of pure sodium molybdate in one liter of water 
containing 10 ml. of 1 : 1 sulfuric acid and mixing thoroughly. One hundred 
mil. of this solution are measured carefully by means of an accurately calibrated 
pipette into a 250-ml. beaker, 12 ml. of 1 : 1 sulfuric acid are added and the 
solution is put through a Jones reductor into a solution of ferric sulfate, and 
titrated with a standard solution 0.05 N in potassium permanganate. (1 ml. 
=0.0016 g. Mo.) 

A blank determination is run on the reductor and the solution of ferric 
sulfate (this usually amounts to 0.3 ml.) by passing 100 ml. of 6% sulfuric acid 
and 150 ml. of water (the same amount as in the analysis) through the reductor 
in exactly the same way as the molybdenum solution, and titrating the liquid 
with permanganate. The amount of 0.05 N permanganate required to impart 
a pink tint to the liquid constitutes the blank to be deducted from the burette 
reading when standardizing the molybdenum solution. 

5% KCNS Solution.—Prepared by dissolving 5 g. KCNS in 100 ml. of water. 

8% Ferric Sulfate Solution.—80 g. of ferric sulfate are dissolved in 1 liter 
of 20% sulfuric acid. The presence of iron is essential in the preparation of 
} 
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the standard, since it has been determined by experiment that the ethereal 
solution of potassium-molybdenum thiocyanate is more comparable and also 
more stable than when it is omitted. The iron appears to catalyze the processes 
involved in the development of the color. 

Stannous Chloride Solution.—350 g. of SnCl. are added to 200 ml. of 
hydrochloric acid (1 to 1) in 500-ml. Erlenmeyer flask, the liquid boiled gently 
until the salt has almost dissolved, transferred to a liter bottle and diluted 
with freshly boiled water to 1000 ml. <A few pieces of metallic tin are intro- 
duced to prevent oxidation. 

Fusion Method. Method B.—This method is suitable for the determination 
of tungsten in wolframite and has the advantage that complete decomposition 
can be obtained in a few minutes. Samples of scheelite, ferberite and ores 
containing more than 2 or 3% silica are best analyzed by Method A. 

One g. of the dried 100-mesh sample of wolframite is mixed thoroughly with 
10 g. of sodium peroxide in a 40-ml. nickel crucible and the mixture covered with 
approximately 2 g. additional sodium peroxide. The contents of the crucible 
are fused carefully over the flame of a laboratory burner. The fusion is best 
accomplished by holding the crucible in a pair of tongs and slowly revolving 
it around the outer edge of the flame until the contents have melted down 
quietly. Care should be taken not to raise the temperature so rapidly as to 
cause spattering. When the fusion is molten a slight rotary motion is imparted 
to the crucible to stir up any unattacked particles of ore on the bottom or sides, 
the crucible and contents being maintained at a low red heat. Just before the 
completion of the fusion which requires four to six minutes, the temperature is 
increased to bright redness for a minute. If these directions are followed 
carefully a very quiet fusion without any spattering will be obtained. 

When the crucible has partly cooled and with cover tightly on, it is tapped 
several times on an iron plate to loosen the melt in a solid cake. The cake is 
transferred to a 600-ml. covered beaker and dissolved in 100 ml. of cold water 
and the crucible is rinsed with a jet of warm water and the rinsings added to 
the beaker. The solution is immediately made acid with an excess of 20 ml. 
of concentrated HCl, care being taken to avoid loss by spattering. The 
liquid is diluted to a volume of 250 ml. and boiled for 5 or 6 minutes. This 
should result in the precipitation of the larger part of the tungsten as tungstic 
acid and the remainder is precipitated by the addition of 10 ml. of cinchonine 
solution. Some ashless paper pulp is added and the solution is further diluted 
with warm water to about 500 ml. and allowed to digest in a warm place for 
several hours or until the precipitation is complete. 

The determination is completed as described under Method A beginning 
with the third and ending with the twelfth paragraph. 

Provided the operations have been carried out properly the residue insoluble 
in ammonia should contain no tungsten. However, it should be ignited and 
tested for tungsten as described in the eighth paragraph under Method A. 
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METALLIC TUNGSTEN AND TUNGSTEN ALLOYS * 
A. 8. T. M. PROCEDURE ® 


FERROTUNGSTEN AND TUNGSTEN METAL 
DETERMINATION OF TUNGSTEN 


SoLtutions REQUIRED 


Cinchonine Solution.— Dissolve 125 g. of cinchonine in a mixture of 500 ml. 
of HCl (sp.gr. 1.19) and 500 ml. of distilled water. 

Cinchonine Wash Solution.—Dilute 30 ml. of the above solution to one 
liter. 

Method.—Treat 1.0000 of the material passing a No. 100 sieve in a large 
(60-ml.) covered platinum crucible, or preferably a large dish, with 5 ml. of 
hydrofluoric acid; add nitric acid drop by drop, with heating, until the metal is 
dissolved. Add 15 ml. of sulfuric acid (1:1) and heat cautiously on a sand 
bath until dense fumes of sulfur trioxide are freely evolved. Allow to cool and 
transfer the residue to a 400-ml. beaker with water, finally wiping the dish with 
a piece of ashless filter paper. Rinse the crucible or dish with a little warm 
ammonia (1 : 1), some water and then a few ml. of hot hydrochloric acid (1 : 1). 
Repeat the treatment with ammonia, water and hydrochloric acid, the rinsings 
being added to the 400-ml. beaker. Dilute the contents of the beaker to about 
150-ml. with water, add 10 ml. of hydrochloric acid (sp.gr. 1.19) and boil for 
5 minutes. Remove from the source of heat and dilute to 350 ml. with water. 
Add 10 ml. of cinchonine solution, some ashless paper pulp and digest the solu- 
tion at 80 to 90° C. with occasional stirring for 30 to 45 minutes or longer. 
When the tungsten precipitate has settled and the supernatant liquid is clear, 
filter on an 11-cm. paper containing a little ashless paper pulp. Wash thor- 
oughly with hot cinchonine wash solution and finally several times with warm 
1% hydrochloric acid. Gently ignite the filter and residue in the crucible or 
dish in which it was originally treated until the carbon is consumed. Add a 
few drops of nitric acid and dry on a water or sand bath. Ignite the covered 
crucible or dish for 5 minutes or longer at about 750° C. (to constant weight), 
cool and weigh. Ignitions may be made at about 750° C. in an electric muffle 


8’ Draft of proposed revision of A.S. T. M. procedure, pp. 80-81, Chemical Analysis 
of Metals, 1936, supplied by Mr. T. R. Cunningham, chairman of the committee of re- 
vision. Published with the permission of the American Society for Testing Materials. 

°® From Methods of Chemical Analysis of Metals, pp. 80-81, Dec. 1936. Published 
by the American Society for Testing Materials, Philadelphia, Pa. 


1012 TUNGSTEN 


furnace. As WOsz is slowly but steadily volatilized at temperatures above 
750° C., serious error may result if this temperature is not strictly adhered to. 
Add about 5 g. of sodium carbonate, cover with an additional 1 or 2 grams of 
sodium carbonate and fuse, running the fusion around the sides of the crucible 
or dish to remove all WO;. Dissolve the fusion in hot water, add alcohol, heat, 
filter and wash thoroughly with hot water. Place the filter in the crucible 
and ignite; add a little sodium carbonate and fuse again. Dissolve the fusion 
in water, filter and wash very thoroughly with hot water to remove the last 
traces of sodium carbonate; ignite in the same crucible or dish as at first, cool 
and weigh. The difference between the weight of the crucible or dish, plus the 
residue and the weight of the crucible or dish, plus impure tungstic oxide, multi- 
plied by 79.31, gives the percentage of tungsten. 


Nore 1.—Fuming with perchloric acid may be substituted for fuming with sulfuric 
acid if desired. In this case, add 15 ml. of perchloric acid (60%) after the treatment with 
hydrofluoric and nitric acids, and evaporate to strong fumes of perchloric acid. Cool, 
add 50 ml. of water, transfer the solution to a 400-ml. beaker and proceed as in the case of 
sulfurie acid. 

Notes 2.—TIf the alloy contains molybdenum, the weighed tungstic oxide may contain 
a few hundredths of a per cent of molybdenum as MoO. If extreme accuracy is desired, 
the oxide should be tested colorimetrically. If the molybdenum content of the alloy is 
unknown, one of the sodium carbonate extracts of the impure WO; can be treated with 
tartaric and mineral acids and hydrogen sulfide and then if appreciable molybdenum is 
indicated, the amount should be determined in the sodium carbonate extract obtained in 
the duplicate run. 

Nors 3.—At the best, direct determination of tungsten in high-grade metal is subject 
to inherent errors. Accuracy within 0.2% is all that can be expected by any method. 


METHOD FOR PHOSPHORUS IN TUNGSTEN METAL 


Treat one gram of the finely powdered sample in a platinum dish, fitted 
with a gold cover, with 15 ml. HNO; (1.42 sp.gr.), add 3 ml. HF and warm 
gently. When action subsides, add 3 ml. more HF. After action subsides, 
boil, remove cover and if decomposition is not complete, add more HF and 
boil again. When solution is complete, wash off the cover and evaporate at 
a low heat to a volume of about 10 ml., then add 3-4 drops of concentrated 
permanganate solution and continue evaporation until crusts of WO; begin to 
form at the edges; that is, to a volume of about 6 ml. Add 5 ml. H.SO, and 
evaporate on the stove at a low heat until HF and HNO; are expelled and 
H.SO, fumes are given off. (Strong heat causes spattering and also causes 
hard, over-baked crusts to form on the bottom of the dish which resist sub- 
sequent treatment.) Cool, add 25 ml. H.O and boil (by agitating over Bunsen 
flame) until all soluble salts are dissolved. Discharge pink color due to excess 
of permanganate by adding sulfurous acid drop by drop. The pink color may 
not be very evident but the SO. is added even so to reduce higher oxides of 
Mn. Boil for a minute or two after adding the SOz. Add 1.2 grams of pure 
tartaric acid and when this is dissolved and the solution is cooled to a tem- 
perature of about 50° C., add 20 ml. of NH,OH (0.90 sp.gr.) diluted with an 
equal volume of water. The precipitated tungstic acid should dissolve com- 
pletely, giving a clear solution. The solution is hot from the reaction between 
H.SO, and NHiOH. While it is still hot add 2 g. of pure MgSO, dissolved in 
10 ml. of water and transfer it from the Pt dish to a six-ounce glass stoppered 
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bettie. Set the bottle in ice water and when it has thoroughly cooled, add four or 
five glass beads of 6 mm. diameter. Stopper it tightly and shake in an efficient 
shaking machine for at least ten minutes. The agitation should be violent. 
The beads aid in starting the formation of the magnesium precipitate; after agi- 
tation add 15 ml. of concentrated NH.OH and return the bottle to ice water 
tank and put it in a refrigerator to stand over night. Phosphorus separates 
aS Magnesium ammonium phosphate free from tungsten but containing pos- 
sibly basic magnesium compounds. After standing over night, filter the 
solution through a 9-ml. paper containing a little paper pulp and wash the 
bottle and paper thoroughly by small additions of ammonia wash water (1 part 
NH.OH, 3 parts H.O). Do not attempt to remove all the precipitate from 
the bottle but remove the beads to the filter. The precipitate consists of 
magnesium ammonium phosphate and arsenate together with silica and other 
impurities. Tin, tungsten, molybdenum, vanadium and titanium are elimi- 
nated by precipitation with magnesium sulfate in the presence of tartaric acid. 
Dissolve the magnesia precipitate in hot dilute HCI and evaporate to a small 
volume, say 7 or 8 ml. Add 10 ml. of concentrated HCl and 0.5 g. of KBr 
and evaporate to dryness again. The KBr serves to reduce As’ to As’”. The 
addition of concentrated HCl and boiling followed by evaporation to dryness 
eliminates As. Dissolve residue in 60 ml. of HNOs (sp.gr. 1.135), filter into 
a 250-ml. shaking bottle; add 40 ml. of NH.OH (sp.gr. 0.96), cool to 33° C., 
add 30 ml. of molybdate solution (Blair), and finish the determination by the 
alkalimetric method. 


Norr.—tThe usual proportions of HNO; and HF are reversed in order to provide a 
constant excess of HNO; to oxidize. P. The procedure given takes a little longer than when 
the sample is treated with HF first and HNO; is added a little at a time, but solution is 
finally complete. It is necessary to keep the platinum dish covered after action begins, 
as the reaction is somewhat violent. 


The platinum dishes recommended are: 


8 cm. in diameter at top. 
7.8 cm. in diameter at bottom. 
4 em. high. 


They have flat bottoms and are wire-rimmed at top to give additional stiffness. 
They weigh 58 to 60 grams each and hold about 175 ml. The covers are made 
of pure gold (for economy) “‘ dished ” like a crucible cover to fit the top of the 
dishes closely. The dishes have small lips to aid pouring. The ‘ tongue” 
of the cover overlaps the lip. Ordinary round bottomed dishes may be used 
but the manipulation is much more difficult; there is greater tendency to 
gpattering and danger of local baking or overheating in evaporating to fumes 
of H,SO.. If the separated WO; is overheated locally it does not dissolve 
readily in NH,OH. Ina flat bottomed dish, the WO; is spread in a thin layer 
and heat is applied evenly all over the bottom. 

A good shaking machine should be used. The magnesia precipitate may 
be started by shaking the bottles by hand, but it is a tiresome job. The 
solution must be cold—say 8° or 10° C. when shaking begins. 

Permanganate solution is added to insure complete oxidation of phosphorus, 
as in steel analysis. The color of the permanganate gradually fades in the 
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hydrofluoric-nitric solution, but after evaporating to fumes and adding water, 
the solution is usually slightly pink. 

The amount of tartaric acid is limited to 1.20 grams since ammonium tar- 
trate retards the formation of the magnesia-precipitate. Complete precipita- 
tion can only be obtained by brisk agitation and by keeping the solution very 
cold followed by long standing in a cold place. By this method, determina- 
tions started at 3 P.M. may be completed by noon of the next day. 


SILICON 


Fuse 0.9344 g. of the finely powdered metal, intimately mixed with 10 g. of 
dry Na2,O» in a 30-ml. pure iron crucible. The fusion is best made over a gas 
flame at a low temperature until the mass has melted down quietly, when the 
temperature is increased to approximately 900° GC. for about 3 minutes. The 
crucible is given a rotary motion to stir up any unattacked particles of alloy 
adhering to the bottom or sides. 

When the crucible has partly cooled, and with the cover (nickel) tightly on, 
it is tapped several times on an iron plate to loosen the fusion in a solid cake. 
Transfer the cake to a 300-ml. porcelain casserole of good glaze, cover and add 
5 ml. of H;POy, (sp.gr. 1.72), 80-ml. of H.SO, (1 to 1) and 10 ml. of HCIO,, 
(60%). Rinse the crucible with a little hot water and add the rinsings to the 
casserole. Stir the solution well and boil gently until the temperature increases 
to 205°C. Continue the heating at this temperature for 5 minutes. A 
thermometer may be suspended just below the surface of the liquid in the lip 
of the casserole. At the temperature specified fumes of HC1O, will be freely 
evolved. 

The function of the phosphoric acid is to hold most of the tungsten in solu- 
tion and to thus effect its separation from the silica. 

Allow to cool somewhat and add 200 ml. of warm water. Heat until all 
ferric sulfate has dissolved, filter on an 11-cm. paper containing some ashless 
paper pulp and wash thoroughly (at least 20 times) with 1% H2SO,. Ignite in 
platinum first at a low temperature and finally at 1000° C., cool and weigh. 
Add several drops of H,SO,4 and 1 or 2 ml. of HF and heat until fumes of SO; 
are no longer evolved. Heat the crucible for 5 minutes at 750° C., cool and 
weight. The loss in weight, corrected for any SiO» in the reagents and iron 
crucible, multiplied by 100 and divided by 2, gives the percentage of silicon 
in the alloy. 


DETERMINATION OF SULFUR 


Transfer 5 g. of the sample to a 300-ml. platinum dish provided with a 
platinum cover. Add 100 ml. of HNO; (sp.gr. 1.42) and add HF a few drops 
at a time, while heating, until the alloy has dissolved completely. Rinse and 
remove the cover. Add 1g. of NaNO; and 30 ml. of HClO, (60%) and evap- 
orate to strong fumes of HClO,. Cool, rinse down with water, and again 
evaporate to fumes. 

Add 100 ml. of water, 10 ml. of cinchonine solution (125 g. of cinchonine, 
sulfur-free, dissolved in 1 liter of 1:1 HCl) and some ashless paper pulp. 
Stir well, digest for 15 minutes at 60° to 70° C. and filter. Wash the tungstic 
acid with hot (2%) HCl containing 10 ml. of cinchonine solution per liter. 
Precipitate the sulfur as described on p. 908. 
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DETERMINATION OF COPPER, ANTIMONY AND TIN 


Treat 5 g. of the 100-mesh sample in a 300-ml. platinum dish provided with 
a platinum or gold cover, with 50 ml. of HNO; (sp.gr. 1.42). Add HF (48%) 
a little at a time with occasional heating until the alloy is dissolved. Rinse the 
cover with water and evaporate to approximately 25 ml. Add 35 ml. of H.SO, 
(sp.gr. 1.84) and continue the evaporation to dense fumes of sulfur trioxide. 
Allow to cool and transfer to a 600-ml. beaker. Rinse the dish successively 
with hot ammonia (1:1), 5 ml. of hot water, 5 ml. of hot H2SO, (1:1) and 
finally with 10 ml. of hot water. Dilute with water to 400 ml., add 20 g. of 
tartaric acid and an excess (about 10 ml.) of ammonia and heat just short of 
boiling for several minutes. Add an excess of 2 ml. of H2SO, (1: 1) for each 
100 ml. of solution and treat With a brisk stream of H2S for at least 30 minutes 
Filter on an 11-cm. paper containing a little ashless paper pulp and wash thor- 
oughly with 1% H2SO, water containing 1% tartaric acid and saturated with 
HS. 

(a) Separation of Copper from Antimony Tin.—Return the paper and sul- 
fides to the beaker in which the precipitation was made and treat with 50 ml. 
of KOH-K;3S solution (prepared by saturating 1 volume of a 10% solution of 
KOH with H:,S and then adding 3 volumes of the solution). Add 1 g. of 
Na2O2 and heat to boiling in the course of 5 minutes and as the solution is 
occasionally stirred. Dilute with an equal volume of water, filter into a 400-ml. 
beaker and wash with a diluted K2S solution (1:10). Reserve the filtrate (A). 

(6) Copper.—Dissolve the residue and determine copper colorimetrically 
or electrolytically as described under Determination of ole in Ferro- 
molybdenum. 

(c) Separation of Tin and Antimony.—Treat the reserve filtrate (A) with 
HCl until the solution is acid and then add 1 ml. per 100 ml. in excess. Filter, 
and wash with acidulated hydrogen sulfide water. Transfer the paper and 
sulfides to a 400-ml. beaker, treat with 10 ml. of HCl and add KClOs, a few 
crystals at a time, as the solution is warmed to from 35 to 40°C. Dilute to 
200 ml. and boil gently to expel chlorine. Add 5 g. of oxalic acid, heat to from 
60 to 70° C. and pass in a rapid stream of H.S for 20 to 30 minutes. Filter, and 
wash thoroughly with hydrogen sulfide water containing 0.5 ml. of sulfuric acid 
and a few crystals of oxalic acid per 100 ml. Reserve the filter paper and 
precipitate (B) for the determination of antimony. 


(d) Determination of Tin: 


Standard Solution of Iodine.—Dissolve 3.97 g. of iodine in a solution of 7 g. 
of KI in a little water. When solution is complete, dilute to 1 liter and mix 
thoroughly. One ml. of the solution should represent approximately 0.00185 g. 
of tin and the exact titer is found by dissolving 0.02 g. of pure tin in HCl, 
treating with lead as in the method, and titrating. For the small amounts 
of tin involved, the theoretical titer as based on standardization against pure 
arsenious oxide can be used. 

Apparatus for Reduction of Tin.—The apparatus for reduction is shown in 
Fig. 126. At the point A a small hole about 1 mm. in diameter shall be blown 
in the glass. The glass rod B shall be drawn out at the end and covered with 
rubber tubing so as to form a light fitting stopper for the end of the tube C. 
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Treat the filtrate with 5 ml. of H,SO, and evaporate to heavy fumes of the 
acid. Cool somewhat, and dilute with 100 ml. of water. Add 50 ml. of a 
solution of ferric sulfate (1%) and heat to boiling. Stir vigorously and add 
dilute NH,OH (1 : 1) until the solution is alkaline and then add 3 to 5 ml. in 
excess. Let settle, filter, and wash with 
hot water. Dissolve the precipitate in 
80 ml. of hot dilute HCl (1:1) and 
wash the filter with hot water, collecting 
the solution (not over 150 ml. in volume) 
in a 300-ml. Erlenmeyer flask. Add 1 to 
2 g. of test lead and close the flask with 
a one-hole rubber stopper carrying a bent 
delivery tube, as shown in Fig. 126. 


Gloss Tbe 


Glass Rod > 


i ae Boil gently for 20 minutes. At the 
Flask - end of this period immerse the end of 


the delivery tube in a small beaker con- 

taining about 50 ml. of a strong solution 

of NaHCO; and insert the rubber-tip- 

Fig. 126. Apparatus for Reduction ped tube at C, Fig. 126. Remove the 

of 'Tin. flask and beaker from the hot plate and 

cool in a stream of cold water. When cool, remove the stopper, add 5 ml. of 

freshly prepared starch solution and titrate with the standard solution of iodine 

to a permanent blue tint. Subtract the volume required in a blank run and 
multiply by the tin titer of the solution. 

(e) Determination of Antimony—sSpread the reserved filter paper and 
precipitate (B) side down, on a small watch glass and place this over a beaker 
containing a few centimeters of HCI and a drop or two of bromine. Warm 
the beaker until decomposition of the sulfide is complete. Rinse cover and 
paper with warm dilute HCl (1:9), keeping the volume down to 25 ml. 
Evaporate the solution to about 5 ml. on the steam bath and then add 1 g. of 
pure ferrous sulfate, 0.5 g. of potassium chloride, and 40 ml. of HCl. Eva- 
porate the solution on the steam bath to a volume of about 5 ml. Dilute with 
10 ml. of water, add 1 ml. of HNO; and heat until the iron is oxidized. Dilute 
to 100 ml. heat to boiling, and add dilute NH,OH until in definite excess. 
Let settle, filter, and wash with warm water. Dissolve the precipitate in 10 
to 15 ml. of hot dilute HCl (1:3) containing 0.1 g. of tartaric acid. Dilute 
to 100 ml., heat and add ammonium bisulfite drop-by-drop to reduce the iron. 
Boil to expel the excess of SOs, cool and pass in a rapid stream of H2S for 15 
to 30 minutes. Filter through a weighed Gooch crucible and wash successively 
with acidulated hydrogen sulfide water, alcohol, ether and carbon disulfide. 
Heat in a radiator and add a drop of HNOs, from time to time to oxidize the 
sulfide. Finaily heat at about 600° C. and weigh as Sb2Ou. 

Determination of Tungsten in Steel—See Volume IT. 

Acknowledgment is made to Mr. Thos. R. Cunningham, Chief Chemist of 
the Union Carbide and Carbon Research Laboratories, Inc., for the revision 
of this chapter. 
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U, at.wt. 238.07; sp.gr. 18.7; m.p. <1850° C.; oxides UO, UO;, (oxide U;0s, 
formed by ignition =UO,+2U0;) 


The minerals of this comparatively rare element frequently occur in highly 
siliceous rocks, granite and sedimentary sandstones. It occurs in nature in 
the quadrivalent and sexivalent forms. It is found with the silicates, phos- 
phates and zirconates of the rare earths and with columbium, tantalum and 
thorium. Pitchblende, an amorphous compound of uranium, occurs frequently 
with sulfide minerals. Rich deposits of pitchblende and modified forms occur 
in Belgian Congo. Other minerals of commercial importance are uraninite, 
a crystalline mineral varying in color from olive green, brown, gray to black, 
containing 40 to 90% U;Os (i.e. UO2-2U0;); frequently Ca, Th, Fe, Bi, 
Cu, Zn are present; carnotite, K,0-2U0;:-V20;:3H.2O, a mineral varying in 
color from canary yellow to red or black, commercial deposits in western 
Colorado and eastern Utah. 


DETECTION 


The mineral is warmed with a slight excess of nitric acid (1 : 1) until de- 
composition is complete. The solution is diluted with water and then an 
excess of sodium carbonate added and the mixture boiled and filtered. Suffi- 
cient nitric acid is added to neutralize the carbonate, and after expelling the 
CO: by boiling, sodium hydroxide is added to the filtrate. A yellow precipitate 
is formed in presence of uranium. ‘The precipitate is insoluble in an excess of 
the reagent, but dissolves in ammonium carbonate. 

Uranous salts are green or blue and form green or bluish-green solutions, 
from which alkalies precipitate uranous hydroxide, reddish brown, insoluble in 
excess, but readily dissolved by ammonium carbonate. Uranous salts are 
strong reducing agents. : 

Uranyl salts (UO2-R2) are yellow. Alkali carbonates give a yellow pre- 
cipitate, soluble in excess. UQ.++ is regarded as a basic radical, known as 
“uranyl.” The radical migrates to the cathode, upon electrolysis of a uranyl 
solution. Uranyl salts are more stable than uranous and are better known. 

Potassium ferrocyanide, K,Fe(CN)., added to uranous or uranyl solutions 
gives a reddish brown precipitate (or a red color in dilute solutions). The 

1 The element was discovered by Klaproth ‘n 1789 in uraninite and carnotite. Uses 


for the metal have not been developed. Sodium uranate is used in coloring pottery. 
Uranium and its salts are radioactive. 
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precipitate dissolves in a large excess of HCl. If sufficient ferrocyanide is 
present the color changes to green on boiling. Addition of sodium hydroxide 
to the ferrocyanide precipitate of uranium changes the color to yellow. (Dis- 
tinction from cupric ferrocyanide. Ferrocyanide gives a green precipitate 
with vanadium, the color deepens on addition of nitric acid. A blue color is 
produced with ferric iron. No color change with chromates. Distinction 
from vanadium, chromium and iron.) 

Barium carbonate precipitates the uranic ion completely (distinction from 
the ions of nickel, cobalt, manganese, zinc). 

Disodium hydrogen phosphate added to uranyl solutions in presence of alkali 
acetates or free acetic acid gives a yellowish white precipitate, UO2HPO.-«H.0, 
soluble in mineral acids. Warming promotes precipitation. 

Tartaric acid, certain organic compounds, hydroxylamine hydrochloride, 
ammonium carbonate, prevent precipitation of uranium by alkalies and 
ammonia. 

Oxides UO», brown or black; UOs, brick red; UO2(OH)s, yellow. All oxides 
are converted to U30xg on ignition with free access of air. 


ESTIMATION 


Both gravimetric and volumetric procedures are employed in the estima- 
tion of uranium. Owing to the difficulty of completely removing nitric acid, 
whose presence interferes in the volumetric procedures, this acid is not em- 
ployed for decomposition, when followed by volumetric reduction and titra- 
tion,? unless especial precautions are used in its removal. It does not interfere 
in gravimetric determinations. 

Uranium is used in ceramic industry for producing green, yellow, brown, 
gray or velvety-black tints. It produces canary yellow in glass. It is used 
as a mordant in dyeing silk and wool. It is used in photography, and as a 
metal in cigarette-lighters and self-lighting burners. 

In analytical procedures, in absence of COz and V, uranium precipitates 
with addition of ammonia and unless accounted for will cause an error in the 
iron and aluminum determinations, in the determination of aluminum if SO., 
HS or SnCl. is used for reducing Fe (these do not reduce uranium) or in the 
iron determination if Zn is used in the reduction (uranium also reduced). 

The presence of CO, prevents precipitation of uranium. Advantage may 
be taken of this in separating uranium from elements precipitated by ammo- 
nium hydroxide. 

The minerals are easily decomposed by acids. The method of decomposi- 
tion depends largely on the later procedure for estimation. Details will be 
considered in later sections of the chapter. 


2 J. A. Holladay and T. R. Cunningham, Trans. Am. Electrochem. Soc., 43, 329 (1923). 
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PREPARATION AND SOLUTION OF THE SAMPLE 


The element dissolves in hydrochloric and in sulfuric acids; less readily in 
nitric acid. It is insoluble in alkaline solutions. 

The oxide, UO», dissolves in nitric acid and in concentrated sulfuric acid. 

U30¢ is readily soluble in nitric acid, but dissolves with difficulty in hydro- 
chloric acid. V.O; dissolves with difficulty in nitric acid but easily in hydro- 
chloric (red colored solution) ; U30s is readily soluble in a mixture of glacial 
acetic-nitric acids (100 : 5); V2.0; and Fe.O3 (ignited) are practically insoluble 
in this reagent. 

The salts, UF, and UO2(HPO,)2-4H.0, are insoluble in water, but dissolve in 
strong mineral acids. 

Solution of Ores.—One gram or more of the ore is dissolved with 15 to 20 
ml. of aqua regia, by placing the mixture first on the steam bath for ten to 
fifteen minutes and then gently boiling over a low flame or on the hot plate. 
The solution is taken to dryness, silica dehydrated as usual, the residue treated 
with 10 ml. of hot dilute hydrochloric acid and diluted to about 50 ml. with 
hot water and the silica filtered off. Uranium passes into the filtrate. The 
solution is now treated as directed under Separations. If much silica or acid- 
insoluble matter is present, this should be treated in a platinum dish with 
concentrated hydrofluoric acid, and evaporated twice on the steam bath with 
hydrochloric acid to expel HF. The residue, dissolved with hydrochloric acid 
and water, is added to the first portion of solution obtained. 

Carnotite.—Solution of the ore is readily effected by boiling with nitric 
acid to which a little hydrofluoric acid is added. One gram of ore with 20 ml. 
nitric acid and 5 ml. hydrofluoric acid at boiling temperature will be completely 
decomposed in five minutes. Some authorities recommend addition of sul- 
furie acid with ores containing barium to break up the combination of barium 
and uranium. If the lead acetate separation of vanadium is used, the sulfuric 
acid should be expelled previously to this separation. Consult the gravimetric 
procedures following the section on ‘‘ Separations.” 

Decomposition Preparatory to Volumetric Procedure.—The ore is decom- 
posed by sulfuric acid. If titano-columbates and other highly refractory sub- 
stances are present, fusion with sodium pyrosulfate followed by sulfuric acid 
is recommended, or sulfuric and hydrofluoric acids, with subsequent expulsion 
of HF. Ores high in silicates are best decomposed by action of HF with HCl 
or H.S0.. 


SEPARATIONS 


Separation of Uranium from Copper, Lead, Bismuth, Arsenic, Antimony 
and the Other Members of the Hydrogen Sulfide Group.—The solution con- 
taining uranium, etc., having an acidity of about 5 ml. concentrated HCl per 
100 ml. of solution, is saturated with hydrogen sulfide and allowed to settle 
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and again saturated with H.S. The sulfides are filtered off and washed. The 
filtrate and washings contain the uranium that was present in the sample. 

Separation of Uranium from Iron and from Elements Having Water- 
insoluble Carbonates.—The filtrate from the hydrogen sulfide group is con- 
centrated to about 150 ml., and 15 ml. of hydrogen peroxide added. The 
solution is now neutralized with sodium carbonate and about 3 grams added 
in excess. After boiling for about twenty minutes, renewing the water evap- 
orated, the hydroxide of iron, insoluble carbonates, etc., are filtered off, washed 
with hot water and the filtrate set aside for the determination of uranium. 
To recover any occluded uranium the precipitate is dissolved in just sufficient 
nitric acid to effect solution, and iron again precipitated by addition of hydro- 
gen peroxide and sodium carbonate and boiling as directed above. The com- 
bined filtrates from this precipitate are concentrated to about 250 ml. Iron 
may also be removed by extraction with ether. See Separation in the chapter 
on Iron. 

Separation of Uranium from Vanadium. Procedure 1. To be Used in the 
Gravimetric Determination of Uranium.—The solution obtained as directed, 
under the previous separation, is acidified with nitric acid, adding a slight 
excess, and CO: expelled by boiling 20-30 minutes, or by evaporation nearly to 
dryness. The acid is now neutralized with ammonia in slight excess, then re- 
acidified with nitric acid in slight excess, finally adding about 4 ml. of the 
concentrated acid additional. Vanadium is now precipitated as lead vanadate 
by adding 10 ml. of a 10% solution of lead acetate, followed by sufficient strong 
ammonium acetate solution (1 vol. concentrated NH,OH+1 vol. H,O-+suffi- 
cient glacial acetic acid to neutralize the NH.OH) to neutralize the free nitric 
acid (about 20 ml.). The precipitated lead vanadate is allowed to settle for 
a couple of hours on the steam bath, and is then filtered off (returning the first 
portions if not perfectly clear) and washed well with hot water. The uranium 
passes into the filtrate. 

The excess of lead remaining in the filtrate is next removed. A marked 
excess of ammonia is added to the hot filtrate, which is then boiled for about 
a minute and filtered. No washing required. The precipitate contains all 
the uranium as ammonium uranate, perhaps some ferric and aluminum hy- 
droxides and a portion of the lead. Most of the lead passes into the filtrate, 
which is discarded. The precipitate is now treated on the filter with a strong 
hot solution of ammonium carbonate containing a little free ammonia until 
all the uranium is dissolved and then washed with the same solution diluted. 
Most of the admixed lead and other impurities remain on the filter, the lead 
as carbonate. Sufficient strong hydrogen sulfide water is now added to the 
filtrate, or the gas is passed to precipitate all the lead remaining. The mixture 
is heated to boiling and then allowed to stand until clear. Any iron present 
is precipitated with the lead. Finally, the uranium solution is filtered off and 
the precipitate washed with hydrogen sulfide water containing a little am- 
monium carbonate. The filtrate is boiled to expel the hydrogen sulfide and 
ammonium carbonate and concentrated to 200-250 ml. Uranium is now pre- ~ 
cipitated and determined by the gravimetric procedure given on page 1022. 

Procedure 2. To be Used in the Volumetric Determination of Uranium.— 
The separation of vanadium from uranium may be effected by precipitation of 
the latter as a phosphate according to the following procedure. The solution 
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is heated and allowed to run in a small stream through a funnel with constricted 
stem, into a boiling solution of 15 grams of ammonium acetate, 5 grams of 
microcosmie salt dissolved in 100 ml. of water containing about 5 ml. of glacial 
acetic acid. A rod, with a cup-shaped tip, placed in the solution prevents 
bumping. The mixture is allowed to boil for a few minutes, the beaker is then 
removed from the heat and the precipitate allowed to settle. This is now 
transferred to a filter after first decanting off the clear solution. It is washed 
once with hot water, then washed back into the beaker and dissolved in a small 
amount of hot dilute nitric acid, the precipitate clinging to the filter being 
dissolved off by the acid, which is allowed to run through the filter into the 
beaker. This nitric acid solution containing the vanadium is diluted to about 
75 ml. and the uranium (together with aluminum if present) again precipitated 
as the phosphate according to the procedure described. The precipitate is 
again transferred to the filter previously used, and washed off with hot water 
four or five times. Vanadium passes into the filtrate. The phosphate is now 
dissolved off the filter with 15 ml. of hot dilute sulfuric acid (1 : 3), and ura- 
nium determined by titration with permanganate according to the directions 
given under the volumetric method described later. 

Glacial Acetic Method for Separating Uranium from Vanadium.*—Uranium 
nitrate or oxide dissolves readily in a mixture of glacial acetic acid and nitric 
acid, 20 parts of the former to 1 part of the latter. The nitrate and oxide of 
vanadium are insoluble in the reagent. Addition of water causes vanadium to 
dissolve. See method for determining uranium in Carnotite under the ‘‘ Gravi- 
metric ’’ methods. 

Separation of Uranium from Molybdenum, Tungsten and Vanadium.*— 
The residue obtained by evaporating a mixture of uranyl nitrate and nitric 
acid with ammonium molybdate, or sodium tungstate, or sodium vanadate 
to dryness, is slightly moistened with nitric acid (5 ml. HNO; sp. gr. 1.42) and 
extracted with ether; uranium dissolves completely while molybdenum, tung- 
sten and vanadium remain insoluble. The evaporation is conveniently con- 
ducted in a glass boat of a:size that may be placed in the paper thimble of a 
Soxhlet extraction apparatus, commonly used with volatile solvents. The 
extraction is generally complete after the ether has siphoned over five or six 
times. 

Separations by Cupferron.—Sexivalent uranium is not precipitated by 
cupferron; this enables a separation of UO; from Fe, Ti, V and Zr. The 
solution containing about 10% of its volume of H2SO, is oxidized by addition 
of KMnO, reagent to a faint pink and then a 6% water solution of cupferron 
in excess. Stir in macerated filter paper, filter and wash with 10% HCl or 
H.SO, solution containing 0.2 g. cupferron per 100 ml. Uranium passes into 
the filtrate. as 3 

Precipitation of Uranium.—aA little HNO; is added and the solution evap- 
orated to H.SO, fumes to destroy organic matter (cupferron, etc.). The 
residue is taken up with water and diluted so as to contain about 6 ml. H.SO, 
per 100 ml. and the uranium reduced by passing through a column of zinc 
exactly as in case of iron reduction. Uranium is now precipitated from the 
reduced solution by addition of the cupferron reagent. Al, Cr, Mn and P 

% Peligot, Ann. chim. phys. (3), 5 (1842). C. A. Pierlé, J. ind. Eng. Chem., 21, 
60 (1920). 
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remain in solution. ‘The precipitate is washed with dilute H2SO, (2 ml. H,SO, 
per 100 ml.) containing a small amount of cupferron (0.2 g. per 100 ml.), and 
ignited to U3Os. 

Sexivalent uranium forms a soluble fluoride, quadrivalent uranium fluoride 
is insoluble. This enables a separation of the two forms. 

The presence of ammonium carbonate prevents precipitation of uranium 
either by NHsOH or (NHs;)0S; facts that enable separations of uranium from 
Fe, Al, Co, Ni, Zn, Ti, etc. Tartrates also prevent precipitation of uranium. 
If sodium or potassium carbonates are used the addition of sodium peroxide 
is recommended as improving the separations. 


GRAVIMETRIC DETERMINATION OF URANIUM AS THE 
OXIDE, U;0, 


Procedure.—The filtrate containing the uranium, as obtained according to 
the method given under ‘‘ Separations,” is made slightly acid with nitric acid 
and boiled for a short time to ensure the absence of COs, then ammonia is 
added in marked excess, the mixture boiled for about a minute more and 
filtered. No washing necessary. Hither paper or a weighed Gooch crucible 
may be used for the filtration. The precipitate is dried and ignited to the 
oxide U3Os, in which form it is weighed. 


U30¢8 X 0.8480 = U. 


Notres.—The purity of the oxide may be ascertained by dissolving in HNO; and 
testing for vanadium with H.O» and for Al,O; by adding (NH:z)2COs. 

Treadwell recommends that the oxide be reduced by hydrogen passed over the red- 
hot residue, the brown UO: being formed. The oxide is cooled in a current of hydrogen. 


GRAVIMETRIC METHOD FOR URANIUM IN ORES ‘4 


Take 0.5 gram of the finely ground ore, or more, according to richness. 
Treat by heating gently in an 8-oz. “ copper flask ”’ with nitric or hydrochloric 
acid, or both, together with about 1-2 ml. of hydrofluoric acid, to effect com- 
plete solution of the uranium. Sometimes galena is present, in which case it is 
best to start with 10 ml. or more of hydrochloric acid and heat until the galena 
is decomposed. Whenever hydrochloric acid is used, boil almost to dryness to 


4 By Albert H. Low. 
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expel most of it before continuing. ‘To this residue, or to the original ore, if 
hydrochloric acid appeared unnecessary, add 10 ml. of nitric acid and 1-2 ml. 
of hydrofluoric acid. Boil very gently to effect complete decomposition, and 
finally to approximate dryness. Allow to cool, add 3 ml. of nitric acid and 
50 ml. of hot water, and see that everything soluble is dissolved. 

Now make slightly alkaline with ammonia, then just acid with nitric acid, 
and again alkaline with a little solid ammonium carbonate, followed by about 
5 ml. of concentrated ammonia and 3-4 grams more of ammonium carbonate. 

Boil for about a minute and then filter, having a wetted wad of absorbent 
cotton in the apex of the filter. Wash twice with hot water. Boil and con- 
centrate the filtrate in a covered beaker during the next step. 

Dissolve the precipitate on the filter with a little hot dilute nitric acid, re- 
ceiving the filtrate in the original flask. Again neutralize and precipitate as 
before, washing this second precipitate well with hot water. Add the filtrate 
to the first one and continue the concentration to 150-200 ml. Now acidify 
with nitric acid, and then, in case of doubt, add about 1 ml. of hydrogen per- 
oxide. A reddish brown color indicates vanadium. 

A. Vanadium Present.—Boil to expel any remaining COs, make just alkaline 
with ammonia, then just acid with nitric acid, finally adding about 4 ml. of 
the latter in excess. The appearance of the liquid is usually a sufficient indi- 
cation of the neutralization points. Now add 1 gram of lead acetate crystals 
and then sufficient ammonium acetate solution (about 20 ml.) to neutralize 
the nitric acid and precipitate the lead vanadate. Boil for about 10 minutes 
and then filter through a double filter, returning the first portions if not per- 
fectly clear. Wash with hot water. Receive the filtrate in a large beaker. 
If bulky, boil down to perhaps 200-250 ml. Now add ammonia in marked 
excess and boil for a minute to expel any CO». Filter hot, paying no attention 
to a turbid filtrate unless it is yellowish (in which case wash the precipitate 
once with hot water, re-acidify the filtrate with nitric acid, heat to boiling and 
again precipitate with ammonia, filtering through the previous precipitate). 
No washing required. Place the last beaker under the funnel and fill the latter 
with a strong hot solution of ammonium carbonate, to which some free am- 
monia has been added. Usually one filling is sufficient to dissolve all the 
uranium and leave a white residue of lead carbonate, perhaps slightly dis- 
colored by a trace of iron. Wash with hot water, using a little more of the 
ammonium carbonate solution, if apparently necessary. Add to the filtrate 
sufficient strong hydrogen sulfide water to precipitate all the remaining lead 
(ordinarily 25 ml. of strong hydrogen sulfide water), or pass the gas for a 
short time. This also removes traces of iron. Heat to boiling, then allow to 
stand and settle. Filter, washing with hydrogen sulfide water containing some 
ammonium carbonate. Boil to expel the sulfide, then acidify with nitric acid 
and boil off all CO2. Continte according to C. 

B. Vanadium Absent.—Boil the nitric acid solution sufficiently to expel 
all COs, then add ammonia in marked excess and boil a little longer to expel 
any CO, in the ammonia. Filter the hot mixture, returning the first portions 
if not perfectly clear. No washing required. Dissolve the uranium on the 
filter with hot ammonium carbonate solution, as described in the last para- 
graph, and continue from this point as in the same situation above. Do not 
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omit the hydrogen sulfide treatment, for, even in the absence of lead, there 
will usually be traces of iron to be removed, Continue according to C. 

C. Add ammonia in marked excess, boil well for one minute and then 
filter through an ashless filter, returning the first portions if not clear. No 
washing required. Ignite filter and precipitate thoroughly in a porcelain cru- 
cible and weigh, after cooling, as U;0s. Impurities are usually present. 

Dissolve the residue in the crucible by warming with a little nitric acid. 
Dilute and test for vanadium with hydrogen peroxide. A faint brownish 
tinge may be neglected. Rinse the solution into a small beaker, add solid 
ammonium carbonate in excess, boil a minute or two and then filter through 
a small filter, washing with hot water. The residue on the filter may consist 
of alumina and other insoluble matter. Ignite filter and residue in the original 
crucible, weigh and deduct the weight from that of the impure U30¢ previously 
found. 


Ammonium Acetate Solution.—Highty milliliters of concentrated ammonia, 100 ml. 
of water and 70 ml. of 90% glacial acetic acid. 

Notr.—A yellow filtrate from the ammonium uranate indicates incomplete precipi- 
tation. This may be due to a deficiency in ammonium nitrate, as ammonium uranate 
is perceptibly soluble in pure water. Add a gram or so of ammonium nitrate to the 
filtrate, boil and refilter. Or, better, dissolve the precipitate on the filter with dilute 
nitric acid, so that the mixed filtrates will be markedly acid, and repeat the precipitation 
with ammonia. The filtrate should be colorless. 

Precipitation of Uranium with Ammonium Hydroxide.—In absence of other elements 
precipitated by NH,OH and in absence of vanadium and carbon dioxide (which prevents 
precipitation) uranium may be precipitated by addition of NH.OH, the precipitate 
washed with 60 ml. NH,4NO3 solution and ignited to U3Os. 

The procedure necessitates separation of Fe, Al, Ti, etc., elements precipitated 
by NH.OH, and complete removal of COx. PO; must be absent, as well as organic 
matter. 


GLACIAL ACETIC ACID METHOD FOR DETERMINING 
URANIUM IN CARNOTITE ® 


The following method depends upon the fact that uranium nitrate or oxide 
is soluble in a mixture of glacial acetic and nitric acids in the proportion of 20 
parts by volume of the former to 1 part of the latter, while vanadic nitrate 
and oxide (V20;) are not.® 

Procedure.—Half a gram or more of carnotite ore according to its richness 
(ground to pass 100-mesh sieve) is taken for analysis and digested at boiling 
temperature with 25 ml. dilute HNO; (1:1) and 1-2 ml. HF. (An amount 
that will fill a small crucible lid.) The solution is rapidly evaporated to dry- 
ness and baked gently to expel water, but not ignited. 


* Wilfred W. Scott, J. Ind. Eng. Chem., 14, 531 (1922). 
6C. A. Pierlé, J. Ind. Eng. hens 12, 61 (1920). 
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Fifteen to 20 ml. of glacial acetic-nitric reagent (20 : 1) are added, rinsing 
down the sides of the beaker to remove any adhering material, using a police- 
man if necessary. (The reagent may be conveniently handled in a small wash 
bottle, the transferring of precipitates and washing with the reagent being 
necessary, no water being used at this stage.) The residue transferred to a 
filter is washed with the reagent five or six times, using small portions of the 
mixture. 

The filtrate and glacial washings are rapidly evaporated to dryness and the 
residue again extracted with glacial acetic nitric acids.’ This extract, free from 
vanadium,® is evaporated to dryness, and gently heated over a free flame until 
the residue turns dark. ‘Ten ml. of nitric acid and 40 ml. of water are added 
and the mixture heated to dissolve the uranium. 

The greater part of the free nitric acid is neutralized by addition of ammonia 
(no permanent precipitate should form). Solid ammonium carbonate is added 
(covering the beaker during the intervals between additions of the carbonate 
as loss will occur through effervescence in an uncovered beaker) until a pre- 
cipitate forms that remains undissolved on stirring. Two to 3 grams addi- 
tional ammonium carbonate and 5 ml. of ammonium hydroxide are now added 
and the solution warmed to coagulate the hydroxides of iron and aluminum. 
Uranium passes into solution. 

The precipitate is filtered off and washed with hot water. The filtrate and 
washings (concentrated by boiling to about 150 ml—200 ml. if the volume is 
large) is acidified with nitric acid (uranium precipitates and redissolves).!° 
Carbon dioxide is expelled by boiling and a decided excess of ammonium hy- 
droxide added. ‘The boiling is now continued until uranium precipitates com- 
pletely. If the supernatant solution is yellow, it is again acidified with nitric 
acid, followed by an excess of ammonium hydroxide and the boiling repeated 
This generally effects complete precipitation in about 30 minutes."! 

The precipitated uranium is filtered off, washing being unnecessary. The 
filter and precipitate are placed in a crucible, the greater part of the water 
expelled by drying and the material then ignited. The greenish black residue 
is weighed as U;Os. 


7 Uranium dissolves completely in the glacial-acetic mixture. A small amount of the 
vanadium may dissolve, hence the extract is evaporated and the residue again extracted. 
A smaller quantity of the reagent may be used in this second extraction. Twenty-five 
mil. of the reagent will dissolve, at boiling temperature, about 4.5 grams of U3Qs in five 
minutes and about 0.003 gram of V.O;. The proportion of glacial acetic acid to nitric 
acid should not fall below 10 : 1, otherwise vanadium will dissolve in appreciable amount. 
The author uses a round bottom flask filled with cold water, placing this over the beaker 
to act as a condenser to prevent loss of acetic acid. 

® The acetic acid extract filters rapidly. The red colored residue contains the 
vanadium and practically all of the silica, iron and alumina. 

* The residue is ignited to destroy organic matter which would prevent precipitation 
of uranium by ammonia. 

10 Uranium carbonate precipitates and then dissolves in the acid when present in 
sone ore must be expelled as this prevents precipitation of uranium by ammonium 

ydroxide. 

1 A colored solution indicates the presence of uranium. The nitrate formed by 
acidification with HNO; and making alkaline with ammonia with additional boiling 
insures complete precipitation of uranium. If desired the solution may be taken to 
near dryness to insure expulsion of COx. 
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This residue should be soluble when boiled with nitric acid.” If it is not, 
contamination by iron and aluminum is indicated. Any residue remaining 
should be filtered off, then washed free of uranium with hot water, and ignited. 
Its weight is subtracted from the uranium oxide to obtain the true value of 
U;30s. 


DETERMINATION OF URANIUM IN CARNOTITE 


The following method, worked out by C. E. Scholl,” is adapted for elimi- 
nating the difficulties in an accurate determination of uranium, caused by the 
presence of iron, alumina and vanadium, which commonly occur in carnotite. 

Procedure.—To the sample of material containing about 0.2 gram uranium 
oxide, are added 25 to 50 ml. 1 : 1 nitric acid and heat applied until all the 
uranium is in solution. If necessary, allow to stand on the water bath to keep 
warm over-night. After diluting with warm water to 250 ml. the solution is 
filtered. Ferric chloride, equivalent to about three times the weight of vana- 
dium present, is added. To the cold or slightly warm solution solid sodium 
carbonate is now added in small portions until all the acid is neutralized and 
then an excess of 1 gram added, the beaker being kept covered during the inter- 
vals between the additions. The sample is placed on a hot plate and heated 
to about 90° C., but not to boiling. After keeping hot for 15 minutes, the 
solution is filtered and washed. ‘The residue contains all the iron and vanadium 
and the greater part of the aluminum. The filtrate is neutralized cautiously 
with nitric acid until uranium begins to precipitate. The greater part of the 
CO. is removed by boiling. Sodium hydroxide is now added in excess and 
after boiling 15 minutes the solution is filtered. The filtrate contains the 
remainder of the aluminum and the vanadium not previously precipitated. 
The precipitate containing the uranium is dissolved in dilute nitric acid and 
heated to 90° C. and an excess of NH,OH added and the solution boiled. The 
precipitate is filtered off, ignited and weighed as uranium oxide, U30s. 

The oxide is tested for its purity with nitric acid as in the previous method. 

Cupferron Method.—Quadrivalent uranium is precipitated by cupferron 
after removal of elements also precipitated by this reagent. See Separations. 


2 Nitric acid dissolves uranium oxide very easily. The oxide of iron is practically 
insoluble. Vanadic oxide difficulty soluble. 

Hydrogen peroxide added to the nitric extract will produce a reddish brown color 
if vanadium is present. 

Wash water used in transferring the uranium precipitate should contain ammonium 
nitrate to prevent solution of uranium. 

3 Jour. Ind. Eng. Chem., Vol. 11, No. 9, p. 842, Sept., 1919. 
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VOLUMETRIC DETERMINATION OF URANIUM BY REDUCTION 
AND OXIDATION 


Introduction.—The determination of uranium by oxidation of the lower 
oxide UO» to UO; may be accomplished by means of potassium permanganate 
in precisely the same manner as in the determination of iron, the Jones reductor 
being used for the reduction of the uranic salt to the uranous form. The metal 
must be in solution either as a sulfate, a chloride or an acetate, but not as a 
nitrate. If present as a chloride the usual preventative solution of phosphoric 
acid and manganous sulfate solution must be present as in case of the titration 
of a chloride of iron, hence a sulfate solution is to be preferred. Although the 
degree of reduction varies with conditions, it is found that with brief contact 
with the oxygen of the air the oxide UO, is formed." 

Solution.—The ore is preferably dissolved in sulfuric acid or by fusion 
with sodium pyrosulfate followed by sulfuric acid. Elements reduced’by zinc 
and subsequently titrated by permanganate must be removed (Fe, Ti, Mo, V, 
HNO, etc.). Carbon dioxide must be expelled in separations by means of 
ammonium carbonate or sodium or potassium carbonates by acidifying with 
H.SO, and boiling. The uranium sulfate solution, diluted to a volume of 100 
to 150 ml., containing one-twentieth of its volume of sulfuric acid, is heated 
nearly to boiling and the organic matter that may be present oxidized by 
addition of just sufficient potassium permanganate solution to produce a faint 
pink color. The solution is now cooled and is ready for reduction. Fifteen 
to 20 ml. of dilute sulfuric acid are passed through the 18-in. column of amal- 
gamated zinc in the Jones reductor, followed by the uranium sulfate solution 
drawn through slowly. The uranic solution is followed by 10 to 15 ml. of 
dilute 1 : 20 solution of sulfuric acid. 

Titration.—The olive-green solution is poured into a beaker or casserole 
and stirred with a rapid stream of air for 5 minutes.!® The lower oxides are 
oxidized to UOz by the air, as seen by the slight change of color to sea green. 
The solution is now titrated with tenth normal permanganate. The solution 
during titration gradually becomes more and more yellowish green, as the 
highest oxidation is approached, until a faint pink color is obtained. With 
large amounts of uranium the color appears a yellowish pink. 


One milliliter N/10 KMnO.=0.01190 gram U. 


Norn.—55.84 grams Fe is equivalent to 119.04 grams U. 

A blank should be run on the reagents used by passing the exact volumes through. the 
reductor and titrating with the permanganate reagent. This blank must be deducted 
from the titration of the uranium. 


M4 Oxidation of lower oxides by air to UO». O. 8S. Pulman, Jr. Am. J. Sci. (4), 
16, 229. Uranium is not reduced to UO, by passage of hot or boiling H.SO, solution 
through a zinc reductor. To effect this reduction the temperature of the solution should 
not exceed 25° C. 

1 Lundell and Knowles, J. Ind. Eng. Chem., 16, 723 (1924); J. Am. Chem. Soc., 47, 
2637 (1925). The U"Y may also be titrated with ceric sulfate as proved by Furman and 
Schoonover, J. Am. Chem. Soc., 53, 2561 (1931), or with potassium bichromate according 
to Kolthoff and Lingane, J. Am. Chem. Soc., 55, 1871 (1933). 
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DETERMINATION OF URANIUM IN ALLOY STEELS AND 
FERRO-URANIUM 1% 


The following method provides for the analysis of steels containing Cr, 
Mo, V, W, Co, Ni, C, Mn, Si, Al and Ti. 

A 2 g. sample is dissolved in 75 ml. of 1:1 hydrochloric acid. After 
solution is complete the solution is oxidized by the dropwise addition of nitric 
acid. In the case of samples where tungsten is present an easily filterable 
product is obtained by diluting to 300 ml. and boiling for 15 minutes. The 
tungstic oxide is then filtered out and washed, the filtrate and wash waters 
being returned to the original beaker for evaporation to dryness, followed by 
baking at a moderate temperature. On dissolving the residue with 50 ml. of 
1:1 hydrochloric acid and diluting with hot water, a solution is obtained 
from which the balance of the silica and the last traces of tungsten can be 
separated by filtering. The two precipitates after washing are available for 
the determination of tungsten and silicon by the usual methods. Filtrates 
and wash waters from these precipitates are combined and evaporated to a 
syrupy consistency in preparation for the extraction of most of the iron with 
ether. In the absence of tungsten the original solution is evaporated to dry- 
ness and baked with the object of removing silica. After the extraction of 
the iron, the aqueous layer is evaporated to a small volume to free it from the 
excess of acid. It is then diluted to a volume of 150 ml. with hot water, and 
an excess of sodium carbonate in the form of a saturated solution is added. 
This solution is boiled and, after settling, filtered, the precipitate being washed 
with hot water. The precipitate consists of the hydroxides of chromium, iron, 
manganese, cobalt, nickel, copper, and aluminum, if all of these elements are 
present, together with traces of silica, titanic oxide, phosphorus, and vanadium 
compounds. The filtrate contains uranium, molybdenum, vanadium, and 
traces of the elements which occur chiefly in the precipitates. 

Bulky precipitates should be dissolved in hydrochloric acid and reprecipi- 
tated one or more times with sodium carbonate solution to insure a complete 
separation of the uranium. 

All filtrates from the precipitate are cautiously acidified with sulfuric acid 
and boiled long enough to insure the complete removal of all carbon dioxide. 
Ammonia free from carbonate is then added in slight excess. Boiling precipi- 
tates the uranium, much of the vanadium, and traces of impurities. The 
molybdenum is left in the filtrate. Steels contain only small amounts of phos- 
phorus and the contamination of the uranium from this source is usually 
negligible. If the amount of phosphorus is large, it may be necessary to dis- 
solve the precipitate in nitric acid, and after suitable oxidation, precipitate 
the phosphoric acid with ammonium molybdate. The phosphorus can then 
be removed as ammonium phosphomolybdate. The uranium and vanadium 
may be reprecipitated from this filtrate along with the manganese, if per- 
manganate is used to oxidize the phosphorus, by adding a few drops of sulfuric 
acid, a small amount of ammonium persulfate, and enough carbonate-free 
ammonium hydroxide to give an excess. The precipitate obtained by boiling 
the solution is in the condition corresponding to the first uranium precipitate 
mentioned above. 


1 By G. L. Kelley, F. B. Myers and C. B. Illingworth, J. Ind. Eng. Chem., 11 
316 (1919). ze * si ees 
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The impure uranium precipitate containing phosphorus in negligible 
amounts, or free from it, is transferred to a beaker with a little water and solid 
ammonium carbonate added. On heating this solution under conditions and 
for a time calculated to result in only a partial decomposition of the ammonium 
carbonate, the uranium and vanadium go into solution leaving the manganese, 
iron, and other impurities undissolved. The filtrate is acidified with sulfuric 
acid and boiled until free from COs, when a slight excess of carbonate-free 
ammonium hydroxide is added. This precipitates only the uranium and 
vanadium. 

The combined precipitates of uranium and vanadium are ignited at dull 
redness in a platinum crucible, allowing free access of air to reoxidize any 
reduced material. The ignited residue is weighed as U;30s+V30;. In general, 
only a small part of the vanadium is present in this precipitate, thus making 
it unavailable for the vanadium determination. It is necessary, however, to 
determine the vanadium to correct the weight of uranium oxide. This may 
be done by almost any of the several known methods for determining vanadium. 
To this end we determine the vanadium after reduction with hydrochloric 
acid by permanganate titration, and by oxidation with ammonium persulfate 
and silver nitrate, followed by electrometric titration. The latter method is 
the more certain and convenient, but the former gives entirely satisfactory 
results. For the purpose of either method the precipitate is dissolved in 50 ml. 
of concentrated hydrochloric acid and evaporated with 30 ml. of sulfuric acid 
(sp.gr. 1.58) until fumes appear. When the titration is to be completed with 
permanganate, the sulfuric acid solution is diluted to 250 ml. with hot water 
and titrated at 80° C. to the first pink color. At the same time like quantities 
of sulfuric and hydrochloric acids are evaporated, diluted, and titrated in 
similar fashion to obtain a blank correction for the vanadium. When the 
titration is to be made electrometrically, the sulfuric acid solution is diluted 
to 250 ml. with hot water, oxidized with silver nitrate and ammonium persul- 
fate and titrated with ferrous sulfate. The weight of vanadium so found is 
multiplied by 1.784 to convert it into the corresponding weight of the oxide 
V.O;. This weight is subtracted from the weight of the residue U30gs+ V20s. 
The corrected weight of the oxide U;O0s is converted into the corresponding 
weight of uranium by multiplying by 0.8481 from which the percentage of 
uranium can be calculated. 

Uranium and Vanadium in Ores. See Chapter on Vanadium. 


VANADIUM ! 


V, at.wt. 50.95; sp.gr. 6.025; m.p. 1720° C.; oxides V2.0, V202, V203, V204 V205; 
vanadates—meta NaVO;, ortho Na;VOu, pyro NaiV2O,, tetra 
Na;HV O17, hexa NazH2V 5017 


Vanadium is widely distributed in nature in ores, clays, hard coal, igneous 
rocks, limestones, sandstones; but not in appreciable amounts in high silicious 
rocks. It occurs in ores of copper and lead, in basalts, in soda ash, phosphate 
soda, blast furnace slags. The following are the more important vanadium 
minerals: vanadinite, (PbCl)Pbs(VO.)3, (8-21% V20s5), associated with lead 
ores, a deep red, yellow or brown mineral, with white to pale yellow streak; 
patronite, the principal source of vanadium, a sulfide of vanadium (28-34% 
V.0;), associated with pyrites and carbonaceous matter, greenish-black, resem- 
bling slaty coal; roscoelite, a vanadium mica with variable composition, dark 
green to brown; carnotite, K.0-2U03:V205;-3H20 (19-20% V:Os); other 
minerals in which vanadium is associated with lead, zinc, copper, aluminum, 
manganese, bismuth calcium and barium. 

Vanadium is used in production of many special steels. Tool steels also 
very frequently contain vanadium either alone or in combination with other 
elements, the amounts ranging from .20 to 1.00%. All American high speed 
tool steels contain vanadium associated with tungsten and chromium and 
sometimes other elements; in these products the proportions are generally from 
.75 to 2.50%. 

In the chemical industries vanadium compounds have been used in indelible 
inks, in the mordanting of aniline black on silk, in calico printing, in photog- 
raphy, and similar minor applications. Vanadium pentoxide is also used in 
glass to absorb ultraviolet light, and both this compound and the metallic 
vanadates have been employed for coloring glass and ceramic glazes. The 
principal chemical use, however, is in the preparation of catalytic bodies for 
various oxidation reactions, chiefly in the oxidation of sulfur dioxide in the 
production of sulfuric acid and in the manufacture of phthalic anhydride from 
napthalene; these uses now consume large quantities.” 

Other products used in the manufacture of vanadium and uranium alloys 
or in other lines of industry are vanadium oxide (as high as 99% V2.0), sodium 
vanadate (as high as 66% V.O;), iron vanadate, uranium concentrates (as high 
as 67% U3Os), uranium oxide (99% U;Os), ete. 


1 Vanadium was discovered by Manuel del Rio in 1801 in the lead ores of Mexico. 


Thirty years later Sefstrom found the element in iron produced from the ores of Taberg 
in Sweden. Berzelius contributed much to the knowledge of the element. 
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DETECTION 


Ammonium Sulfide or Hydrogen Sulfide passed into an ammoniacal solution 
of vanadium precipitates brown V.S;, soluble in an excess of alkali sulfide and 
in alkalies, forming the brownish-red thio-solution, from which the sulfide may 
be reprecipitated by acids. 

Reducing Agents.—Metallic zinc, sulfites (SO2), oxalic acid, tartaric acid, 
sugar, alcohol, hydrogen sulfide, hydrochloric acid, hydrobromic and hydriodic 
acids (KI) reduce the acid solutions of vanadates with formation of a blue- 
colored liquid. (See Volumetric Methods.) Reduction is hastened by heating. 

Hydrogen Peroxide added to a cold acid solution of vanadium produces a 
brown color, changing to blue upon application of heat. See detection of 
vanadium in steel. 

The oxide, V20;, is distinguished from FeO; by the fact that it fuses very 
readily with the heat of Bunsen burner, whereas the oxide of iron, FesOs, is 
infusible in the heat of a blast lamp. M.p. V20;=658° C.; m.p. FesO3 = 1548° C. 

Comparison of Vanadium and Chromium Salts.— Vanadium, like chromium, 
forms a soluble salt upon fusion with sodium carbonate and potassium nitrate 
or with sodium peroxide. The solution of vanadates and of chromates are 
yellow or orange; the color of the chromate becomes more intense when strongly 
acidified, whereas that of the vanadate is reduced. The yellow color of the 
vanadate solution is destroyed by boiling with an excess of alkali, but may be 
restored by neutralizing the alkali with acid. The chromate color is not 
destroyed. (Yellow with alkalies, orange in acid solution.) Silver nitrate 
produces a dark-maroon precipitate with a soluble chromate and an orange- 
colored precipitate with a vanadate; mercurous nitrate produces a red-colored 
precipitate with chromates and a yellow with vanadates. Vanadates are also 
distinguished from chromates by the reduction test;? reducing agents such as a 
soluble sulfite, or sulfurous acid added to acid solutions, form a blue-colored 
liquid with vanadates and a green color with chromates. Ammonium hydroxide 
added in excess to the cold reduced solutions gives a brown color, or a brown 
to dirty green precipitate with vanadium, and violet or lavender color or a light 
green-colored precipitate with chromium, depending upon the concentration of 
the solutions. Hydrogen peroxide added to the reduced cold acid solutions 
changes the vanadium blue to reddish brown; the chromium green remains 
unchanged. 

Detection of Vanadium in Steel.—One gram of the sample is dissolved in 
dilute nitric acid, the nitrous fumes boiled off, the solution cooled, and an excess 
of sodium bismuthate added. After filtering through an asbestos filter an excess 
of concentrated ferrous sulfate solution is added, and the solution divided into 
two equal parts in test-tubes. To one portion 10 ml. of hydrogen peroxide 
are added and to the other 10 ml. of water. If vanadium is present the peroxide 
solution will show a deeper color than the untreated solution. A deep red color 
is produced with high vanadium steels and a brownish-red with low. Since 
titanium also causes this color, it would interfere, if it were not for the fact that 

? Reduction with zine is rapid with vanadates, much less vigorous with chromates. 


VO; reduced to V2Oz, color changes to blue, green, lavender and finally violet. SOz2 
or HS reduces V,0; to V2.0. V2O2 forms vanady] salts. 
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the color produced with titanium is destroyed by hydrofluoric acid and fluorides, 
whereas that of vanadium is not. In presence of titanium, 5 ml. of hydrofluoric 
acid are added to the treated sample. 

The brown color produced by hydrogen peroxide, with vanadium solutions, 
will remain in the water portion when shaken with ether. The ether layer is 
colored a transient blue in presence of chromium. 

“ Hydrogen peroxide is the most satisfactory test for general work. Iron, 
an element usually associated with vanadium, offers little interference. Ti- 
tanium and large amounts of molybdenum will give trouble, but the first 
mentioned can be taken care of with hydrofluoric acid. Hydrogen sulfide gas 
passed through a vanadate made alkaline with ammonia gives a red color to the 
solution. This is the most sensitive test we know for vanadium. Unfor- 
tunately, many of the common elements precipitate or render the test useless 
unless previously removed. With some experience, the operator can detect 
.01% V providing the steel contains not more than small amounts of chromium 
and no titanium. The chromium reduces the sensitivity of the test due to the 
pronounced green color of its reduced ° salts.” 


ESTIMATION 


The materials in which the estimation of vanadium is desired are essentially 
ores, metallurgical products, and chemical products. 

In the process of analysis in presence of considerable ferric iron vanadium is 
quantitatively precipitated by NH.OH leading to an error in the iron and 
aluminum determination unless accounted for. If aluminum alone is present 
the precipitation of vanadium is not complete. NH.,OH alone does not precipi- 
tate vanadium. The oxide, V2O;, may be mistaken for Fe.O3, but its low 
melting point (V20O; 658° C.) enables it to be easily distinguished from that of 
iron. 


PREPARATION AND SOLUTION OF THE SAMPLE 


While many vanadium and uranium ores can be completely, or almost com- 
pletely, decomposed by treatment with mineral acids, the only universally 
applicable method of decomposition consists in fusion with sodium peroxide. 
Because of the presence of carbonaceous matter and free sulfur in patronite, 
this ore is best decomposed by the last-mentioned method. Vanadinite, 
descloizite, mottramite, etc., can in general be decomposed with acids. Ros- 
coelite is not readily souble in acids. Carnotite is easily soluble even in cold 
dilute mineral acids, but some of the vanadium minerals that accompany it are 
not (Hillebrand). 

Element.—The metal is not attacked by aqueous alkalies, but is soluble by 
fusion with potassium or sodium hydroxide, and sodium carbonate containing 


3L. E. Harper. 
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potassium nitrate. It is insoluble in dilute hydrochloric and sulfuric acids. It 
dissolves in concentrated sulfuric acid and in dilute and concentrated nitric 
acid forming blue solutions. 

Oxides.—V>20> is easily soluble in dilute acids, giving a lavender-colored 
solution. 

YO; is insoluble in hydrochloric and sulfuric acids, and in alkali solutions. 
It dissolves in hydrofluoric acid, and in nitric acid. 

V2.0; is easily soluble in acids, forming blue-colored solutions. It dissolves 
in alkali solutions. 

V.0; is soluble in acids, alkali hydroxide and carbonate solutions. Insoluble 
in alcohol and acetic acid. 

Salts.—Ammonium meta vanadate, NH,VO3, is slightly soluble in cold 
water, readily soluble in hot water. The presence of ammonium chloride 
renders the salt less soluble. The vanadates of lead, mercury and silver are 
difficultly soluble in water. These are dissolved, or are transposed by mineral 
acids, the vanadium going into solution; i.e., lead vanadate treated with sulfuric 
acid precipitates lead sulfate and vanadic acid passes into solution. 

General Procedure for Decomposition of Ores.—One gram (or more) of the 
finely divided material is placed in a large platinum crucible together with five 
times its weight of a mixture of sodium carbonate and potassium nitrate 
(Na2CO3;=10, KNO;=1). The product is heated to fusion over a blast lamp 
and, when molten, about 0.5 to 1 gram more of the nitrate added in small 
portions. (Caution—platinum is attacked by KNO;. A large excess of 
Na»,CO; tends to prevent this.) The material should be kept in quiet fusion 
for ten to fifteen minutes, when most of the ores will be completely decomposed. 
The cooled fusion is extracted with boiling water, whereby the vanadium goes 
into solution. Arsenic, antimony, phosphorus, molybdenum, tungsten and 
chromium pass into solution with the vanadium. These must be removed in 
the gravimetric determination of this element. (Iron remains insoluble in 
the water extract.) 

Should there be any undecomposed ore, the residue from the water extract 
will be gritty. If this is the case, a second fusion with the above fusion mixture 
should be made. 

Small amounts of occluded vanadium may be recovered from the water- 
insoluble residue by dissolving this in nitric acid and pouring the solution into a 
boiling solution of sodium hydroxide. Vanadium remains in solution. 

Vanadium may be determined volumetrically after removal of the hydrogen 
sulfide group, by titration with potassium permanganate according to the 
procedure given later. The isolation and determination of vanadium by the 
gravimetric procedures are given in-detail later. 

Ores and Material High in Silica—The sample is treated in a platinum dish 
with about ten times its weight of hydrofluoric acid (10 to 50 ml.) and 2 to 5 ml. 
of concentrated sulfuric acid. The silica is expelled as SiF, and the hydrofluoric 
acid driven off by taking the solution to SO3 fumes. The residue is extracted 
with hot water containing a little sulfuric acid. Any undissolved residue may 
be brought into solution by fusion with potassium acid sulfate, KHSO., and 
extraction with hot water containing a little sulfuric acid. By this treatment 
the iron passes into solution with vanadium. 
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Products Low in Silica——Decomposition may be effected by fusion in a 
nickel crucible with sodium peroxide and extraction with water. The water 
should be added cautiously, as the reaction is vigorous. One gram of the finely 
divided ore is intimately mixed with 3 to 4 grams of Na2Oz and 1 gram of the 
peroxide placed on the charge. The material is then fused as stated.‘ 

Iron and Steel.—The solution of the sample, isolation of vanadium and its 
volumetric determination are given at the close of the chapter. 

Alloys.—These may be decomposed with nitric acid, or aqua regia. The 
isolation of vanadium with mercurous nitrate or lead acetate are given under 
the gravimetric methods. 


SEPARATIONS 


Fusion with sodium carbonate and potassium nitrate and extraction of the 
melt with water effect a separation of vanadium from most of the metals, which 
remain insoluble as carbonates or oxides. Arsenic, molybdenum, tungsten, 
chromium and phosphorus, however, pass into the filtrate with vanadium. 

Removal of Arsenic.—This element generally occurs in vanadium ores. It 
may be removed when desired, by acidifying the water extract of the fusion with 
sulfuric acid, and after reducing arsenic with SOs, precipitating the sulfide, 
AsoS3 with H.S gas. Vanadium passes into the filtrate. 

Removal of Molybdenum.—The procedure is similar to that used for arsenic. 
The solution is treated with H.S. It is advisable to resaturate the solution 
with H.S before filtering off the'sulfide. Some vanadium invariably accompanies 
the molybdenum on the first precipitation of molybdenum when separating 
from large amounts of vanadium. 

Separation from Phosphoric Acid.—In the gravimetric procedure phosphorus 
and vanadium are precipitated together as mercurous vanadate and phosphate. 
The mercury is expelled by heat and the oxides V2O; and P.O; weighed. (V20O; 
in presence of P,O; does not melt as it does in pure form, but only sinters.) 
The oxides are fused with an equal weight of sodium carbonate, the melt 
dissolved in water, then acidified with sulfuric acid and vanadium reduced 
to the vanadyl condition by SO2 gas. The excess of SOz2 is expelled by boiling 
and passing in COs, then cooled to room temperature and phosphoric acid 
now precipitated with ammonium molybdate (50 ml. of a solution containing 
75 grams ammonium molybdate dissolved in 500 ml. of water and poured into 
500 ml. nitric acid—sp.gr. 1.2) in presence of a large amount of ammonium 
nitrate and a little free nitric acid. It is advisable to dissolve the precipitate 
in ammonia and reprecipitate in presence of additional ammonium molybdate 


‘ Direct reduction and titration of vanadium in presence of a large accumulation of 
salts leads to erroneous results. The vanadium should be separated by precipitation 
with lead acetate. 
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and nitrate by acidifying with nitric acid. The equivalent P.O; is deducted 
from the weight of the combined oxides, the difference being due to V20O;. 


Notre.—Vanadium must be completely reduced to the vanadyl form, as vanadic 
acid will precipitate with phosphoric acid. 


Separation of Vanadium and Chromium.—A volumetric procedure for deter- 
mining vanadium and chromium in the presence of one another is given. Ifa 
separation is desired the following procedures may be used: 

A. The solution is acidified with nitric acid. If hydrochloric acid is present 
it is expelled by taking to near dryness twice with nitric acid, the residue is 
taken up with water and SOz2 gas passed in to completely reduce the vanadium. 
This solution is poured into a boiling solution of 10% sodium hydroxide. After 
boiling a few minutes, the solution is filtered and the residue washed. The 
filtrate contains vanadium, the residue chromium. It is advisable to pour the 
filtrate into additional caustic to remove the small amount of chromium that 
passes into the solution. 

B. One hundred ml. of the neutral solution is made acid with about 15 ml. of 
glacial acetic acid and hydrogen peroxide added. The solution is boiled for a 
few minutes. Chromium is thereby reduced to Cr2O3, whereas vanadium 
appears as V20O;. Lead acetate will now precipitate lead vanadate, the reduced 
chromium remaining in solution. The lead vanadate now treated with con- 
centrated sulfuric acid is decomposed upon heating. Addition of water pre- 
cipitates PbSO., the vanadium remaining in solution. 

Separation of Vanadium by Precipitation with Cupferron.—This method is 
more efficient, consumes less time, and is the basis of separating numerous other 
elements. The chromium having been reduced to the trivalent condition by 
hydrogen peroxide, alcohol, or sulfur dioxide, and the excess expelled, cupferron 
(6% water solution) is then added to a 4% H»SO, solution of the two metals. 
Complete precipitation of V is indicated by the appearance of a milky white 
precipitation. This separation should be conducted in cold solutions, i.e., 
0° to 20° C. 


GRAVIMETRIC METHODS 


The following procedures presuppose that vanadium is present in the solu- 
tion as an alkali vanadate, the form in which it occurs in the water extract from 
a fusion with sodium carbonate and potassium nitrate, as is described in the 
method of solution of ores containing vanadium. Chromium, arsenic, phos- 
phorus, molybdenum and tungsten, if present in the ore will be found in this 
solution. 

Vanadium is best determined by volumetric methods. The following 
procedures may have occasional use. 
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MERCUROUS NITRATE METHOD FOR DETERMINATION OF 
VANADIUM—GRAVIMETRIC & 


Principle—A nearly neutral solution of mercurous nitrate precipitates 
vanadium completely from its solution. The dried precipitate ignited forms 
the oxide, V2O0;, mereury being volatilized. 

Procedure.—To the alkaline solution or an aliquot portion of the water 
extract from the sodium carbonate potassium nitrate fusion nearly neutralized 
with nitric acid ® (the solution should remain slightly alkaline) is added drop by 
drop, a nearly neutral solution of mercurous nitrate in slight excess of that 
necessary to precipitate completely the vanadium present, as may be deter- 
mined by allowing the precipitate to settle and adding a few drops more of 
the reagent. The mixture is heated to boiling and then placed on the water 
bath or steam plate and the gray-colored precipitate allowed to settle. The 
precipitate is washed several times with water containing a few drops of mer- 
curous nitrate, washing once or twice by decantation and finally on the filter 
paper. The precipitate is dried, then ignited in a porcelain crucible in a hood 
over a Bunsen burner to a red heat. The fused red residue is V20;. 


V.0; 0.5602 = V. 


GRAVIMETRIC METHOD OF DETERMINING VANADIUM BY 
PRECIPITATION WITH LEAD ACETATE?’ 


Principle.—From a weakly acetic acid solution, vanadium is quantitatively 
precipitated by lead acetate. The precipitate is dissolved in nitric acid, lead 
removed as a sulfate, and vanadium determined in the filtrate by taking to 
dryness and igniting to the oxide, V2O;. 

Procedure.—To the alkaline solution or an aliquot portion obtained by 
extraction of the carbonate fusion of the ore with water, just sufficient amount 
of nitric acid is added to nearly neutralize the alkali present, as in the case of 
the method described for precipitation of vanadium by mercurous nitrate, and 
then a 10% solution of lead acetate is added in slight excess with continuous 
stirring. The precipitate is allowed to settle on the steam bath. The vanadate, 
first appearing orange colored, will fade to white upon standing. ‘The lead 
vanadate is filtered and washed free of the excess of lead acetate with water 
containing acetic acid. The precipitate is washed into a porcelain dish with a 
little dilute nitric acid, and brought into solution by warming the lead salt with 
nitric acid. To this, the ash of the incinerated filter is added. Sufficient 
sulfuric acid is added to precipitate completely the lead, and the solution taken 


5 Method of Rose. J. W. Mellor, “A Treatise on Quantitative Inorganic Analysis.” 

6 Should the alkaline solution of the vanadate be made acid, nitrous acid, from 
the nitrate fusion, will be liberated and cause reduction of the vanadate to the vanadyl 
salt, in which form it is not precipitated by mercurous nitrate; hence great care should 
be used in neutralizing the alkaline solution to avoid making it acid. It is a good prac- 
tice to measure the acid added, having determined on an aliquot portion the amount 
necessary to add to neutralize the solution. This is readily accomplished when a 
comparatively large sample has been prepared for analysis and an aliquot portion taken 
for analysis, several determinations being made on the same fusion. 

7 Method by Roscoe, Ann. Chem. Pharm., Supplement 8, 102, 1872. Treadwell and 
Hall, “Analytical Chemistry.” ., 
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to small volume on the water bath and then to SO; fumes, but not to dryness. 
About 100 ml. of water are added and the mixture filtered; lead sulfate will 
remain upon the filter and the vanadium will be in solution. The lead sulfate 
is washed free of vanadium (i.e., until the washings no longer give a brown color 
with hydrogen peroxide). 

The filtrate containing all the vanadium is evaporated to small volume in the 
porcelain dish, then transferred to a weighed platinum crucible and evaporated 
to dryness on the water bath and finally the residue (V20;) heated to a dull 
redness over a Bunsen flame. 


V0; X0.5602 = V. 


Norrs.—Lead may be separated from the vanadium by passing H.S through the 
nitric acid solution, the excess of H.S volatilized by boiling and the liberated sulfur 
filtered off. The filtrate is evaporated to dryness and the vanadium ignited with a 
few drops of nitric acid to the oxide V2.0. 

Lead may also be separated as lead chloride in the presence of alcohol, the solu- 
Mag eee to dryness and vanadium oxidized by addition of nitric acid and ignited 
to 25. 


VOLUMETRIC PROCEDURES FOR THE DETERMINATION OF 
VANADIUM 


REDUCTION OF THE VANADATE, V.0;, TO VANADYL CONDITION, 
V20., AND REOXIDATION WITH POTASSIUM PERMANGANATE 


Principle-—Vanadium in solution as a vanadate is reduced to the vanadyl 
salt by H.S or SO», the excess of the reducing agent expelled and the solution 
titrated with standard KMnO,, vanadium being oxidized to its highest form, 
V205. 

Reactions.— «a. V20;+S0O2 — V.04+S03. b. V.04+0O = V20s. Hence 


a At.wt. V 


; 
N/10 sol. 10 


grams per liter. 

Procedure.—An aliquot portion of the solution containing vanadium, as 
obtained by one of the procedures given for the solution of the sample, is taken 
for analysis; dilute sulfuric acid (1 : 1) is added to acid reaction and 5 ml. of acid 
per 100 ml. of solution added in excess. The vanadium content should be not 
over 0.5 gram V when a tenth normal permanganate is used for the titration. 
Tf arsenic or molybdenum is present these may be removed from the solution by 
passing in H.S, although molybdenum does not interfere. The insoluble sul- 
fides are filtered off and washed with H.S water. The filtrate is boiled down to 
two-thirds of its volume and the sulfur filtered off. In the absence of members 
of the H.S group, this portion of the procedure is omitted. Before reduction of 
vanadium, should H.S have been used, it is necessary to first oxidize poly- 
thionic compounds by addition of KMnO, to a faint pink color. See below. 
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Oxidation with KMnO,.—The solution containing the vanadium is oxidized 
by adding, from a burette, tenth normal potassium permanganate to a faint per- 
manent pink. If the solution has been treated with HS, the vanadium is in the 
vanadyl condition, and the amount of permanganate required to oxidize the 
solution completely will give a close approximate value for the vanadium pres- 
ent, each ml. of N/10 KMnOs, being equivalent to 0.0051 gram vanadium. 

Reduction.—The vanadate is now reduced to vanadyl salt by passing 
through the acid solution, containing approximately 5% free sulfuric acid, a 
steady stream of SO2 gas. Reduction may also be accomplished by adding 
sodium metabisulfite, or sodium sulfite, to the acid solution. The excess SO: 
is now removed by boiling (a current of CO2 passed into the hot solution will 
assist in the complete expulsion of the SOz). 


Note.—KMn0, is reduced by SOz. 


Test for Iron.—A drop test with potassium ferricyanide, K3Fe(CN)., on a 
white tile will give a blue color in the presence of ferrous iron. Since ferrous 
iron will titrate with potassium permanganate, its oxidation is necessary. This 
is accomplished by adding tenth normal potassium dichromate solution cau- 
tiously to the cold liquid until no blue color is produced by the spot test with 
K3Fe(CN). outside indicator. If the sample is sufficiently dilute, the blue 
color of the vanadyl solution will not interfere in getting the point where the 
iron is completely oxidized. Care must be taken not to pass this end-point, 
otherwise V2.0, will also be oxidized and the results will be low. 


Norrt.—The action of the dichromate is selective to the extent that iron is first 
oxidized and then V2O.. If the amount of iron present is large a separation must be 
effected. In case a sodium carbonate potassium nitrate fusion has been made and 
vanadium has been extracted by water, iron will not be present. A special procedure 
for determination of vanadium in steel is given. 


Potassium Permanganate Titration—N/10 KMn0O, is now cautiously 
added until a pink color, persisting for one minute, is obtained. During the 
titration the solution changes from a blue color to a green, then a yellow and 
finally a faint pink. The reaction towards the end is apt to be slow if made in a 
cold solution. 


Nortss.—In absence of chromium, it is better to make the titration in a hot solu- 
tion, 60 to 80° C., the end-point being improved by heat. In case an excess of per- 
manganate has been added, the excess may be determined by a back titration with 
tenth normal thiosulfate. The solution may be rerun, if desired, by repeating the 
reduction with SO: and the titration with K.Cr.07 and KMnOx,. 


One milliliter N/10 KMnO,=0.005095 gram V, or =0.009095 gram V.Os. 


For solutions containing less than 0.5% vanadium a weaker permanganate reagent 
should be used. A fiftieth normal permanganate solution will be found to be useful 
for materials low in vanadium. 

_ The author obtained excellent results by the above procedure on materials con- 
taining small amounts of iron and chromium; with amounts equal to that of vanadium 
present in the solution no interference was experienced. The titration with potassium 
permanganate is made in cold solutions if chromium is present, as the permanganate 
will oxidize chromium in hot solutions. Potassium permanganate added to samples 
containing chromic salts, and the mixture boiled, will oxidize these quantitatively to 
chromates. This reaction does not take place in cold solutions to any appreciable 
extent during a titration and only slowly in warm solutions. 
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VOLUMETRIC DETERMINATION OF VANADIUM BY REDUCTION 
WITH ZINC TO V.0, 


The procedure proposed by Gooch and Edgar is to reduce vanadic acid, in 
presence of sulfuric acid, by zinc to the oxide, V.O2; oxidation of the unstable 
V202 by the air is anticipated by means of ferric chloride or sulfate, in the 
receiver of the Jones reductor, the highest degree of reduction being registered 
by the ferrous salt formed by the reaction of the reduced vanadate on the ferric 
salt, ise., V202.+3Fe.0;=6FeO+V.20;. Compounds reduced by zinc and 
oxidized by KMnO, must be absent or allowed for. 

Procedure.—The Jones reductor is set up as directed in the procedure for 
the determination of iron by zinc reduction. The receiver attached to the tube 
containing the column of zinc is charged with a solution of ferric alum in con- 
siderable excess of that required for the oxidation of the reduced vanadium. 
(The amalgamated zinc is cleaned by passing through the column, a dilute 
solution of warm sulfuric acid. The final acid washings should show no further 
reducing action on permanganate when the reductor is clean.) ® Gentle suction 
is applied, and through the column of clean amalgamated zinc are passed in 
succession—100 ml. of hot water, 100 ml. of 2.5% sulfuric acid, and then the 
solution of vanadic acid diluted to 25 ml. in a 2.5% sulfuric acid solution, and 
finally 100 ml. of hot water. To the receiver is added a volume of 4 ml. of 
syrupy phosphoric acid to decolorize the solution. The reduced iron salt is 
now titrated with N/10 KMnO,. 


One ml. N/10 KMn0O,=0.001698 gram V, or =0.003032 gram V2Os. 


VOLUMETRIC DETERMINATION OF MOLYBDENUM AND 
VANADIUM IN PRESENCE OF ONE ANOTHER 


Sulfur dioxide reduces V2O; to V2O4, but does not reduce molybdiec acid 
provided the sample contains 1 ml. of free sulfuric acid per 50 ml. of solution and 
not more than 0.2 gram of molybdic acid. By means of amalgamated zinc 
V.O; is reduced to V2O2 and MoO; to Mo203. Upon these two reactions the 
determination is based according to the procedure worked out by Edgar.® 
Details of the method are given in the chapter on Molybdenum. 


VOLUMETRIC DETERMINATION OF VANADIUM, ARSENIC OR 
ANTIMONY IN PRESENCE OF ONE ANOTHER. EDGAR’S 
METHOD ?° 


Tartaric or oxalic acid reduces V2O;5 to V2Ou., but does not act upon arsenic 
orantimony. On the other hand SO; causes the reduction of all three. There- 


8 Corrections should be made for the action of zinc upon the reagents without the 
vanadic acids, as it is almost impossible to get a condition where no blank is obtained 
with permanganate. The reductor is cleaned first by passing about 500 ml. of dilute 
2.5% sulfuric acid through the column of zinc. A blank is now obtained with the same 
quantity of reagents as is used in the regular determination, only omitting the vanadium, 
and this is deducted from the titration obtained for each sample reduced. 

®Graham, Edgar, Am. Jour. Sci. (4), 25, 332. Gooch, “Methods in Chemical 
Analysis,” John Wiley & Sons. 

10 G.. Edgar, Am. Jour. Sci. (4), 27, 299. 
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fore if aliquot portions of the solution are taken, one portion being treated with 
tartaric acid and vanadium determined by titration with iodine, and another 
portion reduced with SO: and again titrated with iodine, the difference between 
the two titrations is due to the ml. of reagent required for the oxidation of the 
reduced arsenic or antimony.!! 


Reactions.— V.0.+12.+H.0=V20;+2HI. 
As.03+ V.01+312.+3H:0 = As.0;+V.0;+6HI. 
Sb.03+ V.014+31.+3H:0 ar Sb.0;+V.0;+6H1. 


Vanadium.—One portion is boiled with about 2 grams of tartaric or oxalic 
acid, until the solution turns the characteristic blue of vanadium tetroxide. 
After cooling, the solution is nearly neutralized with potassium bicarbonate, and 
an excess of standard iodine solution added. Neutralization is now completed, 
an excess of bicarbonate added, and after fifteen to thirty minutes the excess 
iodine titrated with standard arsenious acid, starch being used as an indicator. 
This titration measures the vanadium present. 

Arsenic or Antimony.—A second portion of the solution is placed in a pres- 
sure flask and acidified with sulfuric acid. <A strong solution of sulfurous acid 
is added, the flask closed and heated for an hour on the steam bath. After 
cooling, the flask is opened and the solution transferred to an Erlenmeyer flask 
and the excess of SO. removed by boiling, a current of CO» being passed through 
the liquid. The cooled solution is treated with bicarbonate, iodine added and 
the titration conducted exactly as described for determination of vanadium in 
the first portion. The difference between the first titration and the second is 
a measure of the ml. required for oxidation of arsenic or antimony. 


DETERMINATION OF VANADIUM AND IRON IN PRESENCE 
OF EACH OTHER 


The solution slightly acidified with sulfuric acid is treated with sulfurous 
acid, the excess expelled and the reduced vanadium and iron titrated with 
standard potassium permanganate.” 


10FeO+5V204 +6H.SO,+4K MnO, mar: 
= 5Fe.03+5V20;+2K.S01+4MnS0,4+6H.,0. 


The solution is now reduced with zine in the Jones reductor and again 
titrated with permanganate.!! V2.0; is reduced by zine to V2Os, the sample 
being caught in ferric alum solution (details for determining of vanadium by 
reduction with zine are given under the volumetric methods for this element). 


10FeO +5V20.+ 12H.S0;,+8KMnO, 
= 5Fe.03;+5V20 5+4K.80.:+8MnS0O,+12H.0. 


The difference between the two titrations multiplied by 0.00455 = vanadic 
acid (V2O>5) originally present. 


1 Gooch, ‘‘ Methods of Chemical Analysis.” 

See Am. J. Sci. (4), 27, 174, also Gooch, ‘‘ Methods in Chemical Analysis,” p. 510, for 
procedure determining iron, chromium and vanadium, in presence of one another. 

1 When the color has changed from a bluish-green to greenish-yellow the solution 
is heated to 70 to 80° C., and the permanganate titration completed in a hot solution. 
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IODOMETRIC METHOD FOR ESTIMATION OF CHROMIC AND 
VANADIC ACIDS: IN PRESENCE OF ONE ANOTHER 


The following procedure developed by Edgar,!*is given by Gooch (‘‘ Methods 
of Chemical Analysis ’’). 

In carrying out the operation, the alkali salts of the chromic and vanadic 
acid are put into the Voit flask of the distillation apparatus shown in the cut, 
Fig. 127. 

One or 2 grams of potassium bromide are added, the flask is connected with 
the absorption apparatus containing a solution of potassium iodide made 
alkaline with sodium carbonate or sodium hydroxide, and the whole apparatus 
is filled with hydrogen gas. Fifteen to 20 ml. of concentrated hydrochloric acid 
are added through the separatory funnel and the solution is boiled for ten 
minutes, an interval of time found to be enough for the completion of the 


Fig. 127. Voit Flask and Distilling Apparatus. 


reduction. A slow current of hydrogen is maintained to avoid back suction of 
the liquid from the Drexel bottle. The apparatus is disconnected, the Voit 
flask placed in a beaker containing cold water, and the alkaline solution in the 
absorption apparatus cooled by running water. The contents of the trap are 
washed into the Drexel bottle and the solution therein is made slightly acid 
with hydrochloric acid. The liberated iodine is titrated with approximately 
N/10 sodium thiosulfate and the color is brought back by a drop or two of N/10 
iodine solution, after the addition of starch. 

Alkaline potassium iodide is again placed in the absorption apparatus and 
the latter connected with the Voit flask. The current of hydrogen is turned on 
and, after the air has been expelled, the apparatus is disconnected momentarily, 
1 or 2 grams of potassium iodide are added to the solution in the Voit flask, 
and connections made again. Through the separatory funnel 10 ml. to 15 ml. 
of concentrated hydrochloric acid and 3 ml. of syrupy phosphoric acid are 


18 Graham Edgar, Am. J. Sci. (4), 26, 333. 
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added and the solution in the reduction flask is boiled to a volume of 10 ml. to 
12 ml. The absorption apparatus is removed and cooled, hydrochloric acid is 
added and the liberated iodine titrated with approximately N/10 sodium 
thiosulfate. : 

The iodine determined in the first titration corresponds to a reduction of the 
chromic and vanadic acids according to the equation 


V.0;+2CrO; +8HBr = V.004+Cr.03 +4Br> +4H.0, 


while in the second case the iodine corresponds to a reduction of the vanadium 
tetroxide to trioxide as indicated in the equation 


V.0.+2HI a V.03 +I, +H,0. 


The second titration, therefore, determines the vanadic acid present, and the 
difference between the first and second furnishes the necessary data for the 
calculation of the chromium. 


ANALYSIS OF VANADIUM ORES 


The high prices of vanadium and uranium ores and products make it im- 
portant when the analytical results are to be used as the basis for buying or 
selling, that the most accurate known methods should be used. It is fortunate, 
therefore, that some of the most dependable methods are also capable of yielding 
quite rapid results. Needless to say, work of this character, where large sums 
of money are involved, should be entrusted only to an experienced and skillful 
analytical chemist. 


THE DETERMINATION OF VANADIUM AND URANIUM IN 
CARNOTITE AND VANADIFEROUS URANIUM ORES 


From one to 5 grams of the 100-mesh sample, the amount used being deter- 
mined by the uranium and vanadium contents of the ore, are treated with from 
20 to 60 ml. of hydrochloric acid (sp.gr. 1.19) in a 600-ml. beaker provided with 
a clock-glass cover. The solution is heated at a temperature of about 60° C. 
until the reaction appears to be complete. Approximately 2 grams of potassium 
chlorate are added and the solution is boiled for a few minutes. Twelve ml. of 
sulfuric acid (sp.gr. 1.84) are then introduced and the liquid is evaporated until 
fumes of sulfur trioxide are given off. When the beaker and its contents have 
cooled, approximately 50 ml. of water are added and the solution is boiled until 
all soluble salts have dissolved, when it is filtered on an 1l-cm. paper into a 
250-ml. beaker. The residue of silica, lead sulfate (if the ore contains lead), 
etc., is washed thoroughly with 1% sulfuric acid and treated as described in the 
next paragraph. 
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Inasmuch as carnotite is easily soluble in acids there is little likelihood of 
uranium being held back in the siliceous residue. However, some of the 
western carnotite ores contain vanadium in combinations which are not so 
readily broken up by acids, consequently unless experiments on the type of ore 
being analyzed have shown that the acid treatment extracts all uranium and 
vanadium it is necessary to treat the insoluble residue as further described. 
If the ore contains lead the lead sulfate is dissolved out of the siliceous residue 
with ammonium acetate. This is accomplished by returning the paper and 
precipitate to the original beaker, adding an excess of a 25% solution of am- 
monium acetate and a few ml. of ammonia, and heating the liquid to boiling. 
After having beaten the paper to a pulp with a glass rod, the contents of the 
beaker are transferred to an 11-cm. paper and the filter and residue are washed 
thoroughly with a hot, slightly ammoniacal 10% solution of ammonium acetate. 
The filter and its contents are ignited in a porcelain crucible at a low red heat 
until the carbon of the filter paper has been oxidized, when the residue is trans- 
ferred to a large platinum crucible. Approximately 2 ml. of nitric acid (sp.gr. 
1.42) and 5-10 ml. of hydrofluoric acid (48%) are added and the solution is 
evaporated slowly to dryness. If much quartz is present the treatment-with 
nitric and hydrofluoric acids is repeated. One ml. of sulfuric acid (1 to 1) 
is then added and the crucible is heated until sulfur trioxide is freely expelled. 
The residue is dissolved in water and added to the main solution. Fusion 
of the residue with potassium pyrosulfate should be used only as a last resort, 
as the presence of potassium sulfate is objectionable in the subsequent 
operations. 

The procedure described in the preceding paragraphs insures the solution 
of all uranium and vanadium and the removal of silica and lead. The solution, 
which should have a volume of approximately 200 ml. (an acidity of 5%), 
is heated nearly to boiling and saturated with hydrogen sulfide, which will result 
in the vanadium being reduced to the quadrivalent form and copper and other 
metals of the copper group being precipitated as sulfides. If arsenic is present 
the hot liquid should be given a prolonged treatment with the hydrogen sulfide. 
Some ashless paper pulp is added and the solution is filtered on an 11-cm. paper 
into a 400-ml. beaker. The precipitate of copper sulfide, etc., is washed with 
1% sulfuric acid containing hydrogen sulfide and either used for the determina- 
tion of copper or discarded. 

The filtrate from the copper sulfide, etc., which will contain all of the ura- 
nium, vanadium, iron, aluminum, magnesium, phosphorus, etc., is boiled to 
expel most of the hydrogen sulfide and to reduce the volume to about 100 ml. 
The di-vanadyl sulfate, ferrous sulfate, free sulfur, any remaining hydrogen 
sulfide, etc., are then oxidized by adding to the hot liquid a slight excess of a 
strong solution (25 grams per liter) of potassium permanganate. The volume 
of the solution is then determined by comparison with a measured amount of 
water in another 400-ml. beaker; the essential thing is that the acidity of the 
solution be adjusted so that approximately 10 ml. of sulfuric acid (sp.gr. 1.84) 
are present in each 100 ml. of solution, which end can be accomplished by 
either evaporation or dilution. If the acidity is not properly regulated ura- 
nium will be held back with the vanadium or the vanadium will not be com- 
pletely precipitated. The beaker and its contents are then cooled to approxi- 
mately ten degrees Centigrade. 
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To the solution obtained as described in the preceding paragraph there is 
added a slight excess of a cold, freshly prepared, 6% solution of capferron 
(ammonium nitrosophenylhydroxylamine, CsHsN(NO)ONHg). This will cause 
the complete precipitation of the vanadium and iron, while uranium, zinc, 
aluminum, calcium, magnesium, phosphorus, etc., will remain quantitatively 
in solution. As soon as a drop of the reagent causes the formation of a trans- 
sient snow-white crystalline precipitate, the reaction is complete. Some ashless 
paper pulp is added and the precipitate is filtered on an 11-cm. paper and washed 
fifteen or eighteen times with cold 10% H.SO.. It is necessary that a record 
be kept of the volume of H.SO, introduced into the filtrate in the wash solutions. 
Both the precipitate and the filtrate are reserved. 

The vanadium precipitate is treated for the determination of the vanadium 
by one of the following procedures: 

(a) The precipitate is ignited carefully in a platinum crucible and fused 
with four or five grams of potassium pyrosulfate. The fusion is dissolved in the 
least necessary amount of water and the solution is transferred to a 300-ml. 
Erlenmeyer flask. An excess of strong KMnO, solution (25 grams per liter.) 
and 15 ml. of sulfuric acid (sp.gr. 1.84) are added and the solution is evaporated 
until fumes of sulfur trioxide are given off. The vanadium is then reduced by 
evaporation with hydrochloric acid and determined by titration with 0.05 N 
potassium permanganate as described on p. 1046. 

(b) The precipitate is ignited in an iron crucible, fused with four or five 
grams of sodium peroxide and determined by the Ammonium Persulfate 
Method as described on p. 1048. 

The filtrate and washings from the vanadium and iron precipitate are boiled 
down to a volume of about 50 ml., 30 ml. of nitric acid (sp.gr. 1.42) are added, 
and the evaporation is continued until fumes of sulfur trioxide are freely given 
off. Several small additions of ammonium persulfate, made after the solution 
has been evaporated to a low volume but before sulfur trioxide has begun to 
come off, will aid materially in the destruction of the organic compounds pres- 
ent. The solution is then evaporated until strong fumes of sulfur trioxide are 
evolved. When the beaker and its contents have cooled 120 ml. of water are 
added and the solution is heated until all salts have dissolved. The next step 
in the process consists in the reduction of the uranium to the quadrivalent 
(UOz2) condition preliminary to its precipitation with cupferron as described in 
the next paragraph. 

If the weight of uranium in the sample exceeds 0.3 gram, 2 grams of zinc 
(containing 0.002% or less iron) are added and the solution is warmed until 
most of the zine has dissolved, which will result in the partial reduction of 
the uranium. When working with ordinary carnotite ores this step is un- 
necessary. The solution is cooled to room temperature (20 to 25° C.) and passed 
through a Jones reductor having a zinc column about 10” long. All uranium 
is washed out of the zinc column by passing 130 ml. of water through the 
reductor. Approximately six minutes are as a rule consumed in passing the ~ 
uranium solution and the wash water through the reductor. 

The reduced solution, which should have a volume of 250 ml. and conse- 
quently an acidity of approximately 6%, is transferred to a 400-ml. beaker 
cooled to 5° to 10° C., and treated with an excess of a cold, freshly prepared, 
6% solution of cupferron. Af the solution contains less than 4 ml. of sulfuric 
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acid (sp.gr. 1.84) per 100 ml. the uranium precipitate will drag down aluminum 
and phosphorus, while if the amount of acid exceeds 8 ml. per 100 ml. of solu- 
tion, the precipitation of the uranium will not be quantitative. For this 
reason it is important that the amount of acid present in the solution be known 
and that the acidity be adjusted to approximately 5% by appropriate dilution. 
The precipitate does not begin to form until from five to ten ml. of the reagent 
have been added. If uranium is present it will be completely thrown down as a 
brown crystalline precipitate having the composition U(CsH;N202)4. -Some 
ashless paper pulp is added and the precipitate is filtered on a 9-cm. paper and 
washed eighteen or twenty times with cold 4% sulfuric acid. Aluminum, 
chromium, manganese, calcium, magnesium, phosphorus, and zine (from the 
reductor) pass quantitatively into the filtrate. 

The precipitate is ignited in a large weighed platinum crucible at a very 
low red heat until the carbon has been destroyed. The presence of the paper 
pulp is quite essential since it causes the precipitate to form a porous, friable 
mass, easily penetrated by air or oxygen, thus rendering it much easier to burn 
off the carbon and oxidize the uranium to U;03. The temperature is then 
increased to 1050° to 1100° C. for approximately 15 minutes. The crucible 
and its contents are cooled in a desiccator and weighed. Multiplication of the 
weight of the uranoso-uranic oxide, U3Os, by 0.8481 and divided by the weight 
of sample taken, gives the percentage of uranium in the sample. 

If desired, the result obtained by weighing the U;0s can be checked by 
fusing the precipitate with a small amount of potassium pyrosulfate and dis- 
solving the fusion in 100 ml. of 6% sulfuric acid. If the amount of uranium 
exceeds 0.3 gram, the solution is given a preliminary reduction by adding 2 
grams of zinc (0.002% or lessiron). The solution is cooled to room temperature 
passed through a Jones reductor, stirred vigorously for from three to five 
minutes, and titrated with 0.05 N or 0.1 N potassium permanganate (each 
ml. equals 0.005955 or 0.01191 gram uranium) which has been standardized 
against sodium oxalate obtained from the Bureau of Standards. The time 
required for passing the solution and 100 ml. of wash water through the reductor 
is approximately five minutes. 

Tn titrating a uranium solution with permanganate it is necessary to deter- 
mine a “blank” on the reductor and reagents and, in addition, a ‘“‘blank’’ is 
run to determine the volume of permanganate required to produce a pink 
color to the yellow solution of the uranyl sulfate. The ‘“‘blank”’ (usually about 
0.1 ml.) on the reductor and reagents is conducted in exactly the same way 
the determination was made except that 100 ml. of 6% sulfuric acid is sub- 
stituted for the uranium solution. The ‘blank”’ (varies with the amount of 
uranium involved; however, not more than 0.1 ml. of 0.1 N KMn0Os is required 
to preduce a pink tint to a solution containing 0.3000 gram uranium) is run 
in the following manner: In a regular analysis after reducing and titrating the 
uranium, the solution is treated with several drops (sufficient amount to dis- 
charge the pink color of the permanganate) of approximately 0.1 N solution 
of ferrous ammonium sulfate, and the excess of ferrous iron over that required 
to destroy the excess of permanganate is oxidized by adding 8 ml. of 15% 
ammonium persulfate solution and stirring the solution vigorously for one minute. 
The reaction that occurs is shown by the following equation: 


2FeSO, + (NH) 28208 = Fe2(SO,) 3 + (N Ha) O04. 
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A 0.1 N solution of potassium permanganate is then carefully run into the 
liquid with constant stirring until the first permanent pink tinge appears. 
The volume of 0.1 N KMnO;, required to produce the pink color constitutes the 
“blank ’’ due to the yellow color of the uranyl sulfate. 

Therefore, in a regular analysis, the volume of 0.1 N KMnO, remaining 
after deducting the “blank” on the reductor, reagents and that due to the influ- 
ence of yellow color of the uranyl sulfate, multiplied by .01190, gives the weight 
of uranium in the sample. 


THE HYDROCHLORIC ACID REDUCTION METHOD FOR THE 
DETERMINATION OF VANADIUM 


This method is recommended as being excellent for the determination of 
vanadium (no provision is made for the determination of uranium) in vanadi- 
nite, mottramite, or other ores or concentrates which can be completely or 
almost completely decomposed with acids. The process was originally pro- 
posed by Campagne and modified and perfected by A. M. Smoot of Ledoux & 
Company, who discovered that the reduction of the vanadium to the quad- 
rivalent form is complete even in the presence of a large amount of sulfuric 
acid provided sufficient ferric iron is present. None of the elements ordinarily 
found in vanadium ores, including copper, zinc, or arsenic, even when present 
in large amounts, interfere. 

From two to 5 grams of the 100-mesh sample of the ore or concentrate, the 
amount used being determined by the vanadium content, are heated in a 
600-ml. covered beaker with from 40 to 60 ml. of hydrochloric acid (sp.gr. 1.19) 
at a temperature of 50 to 60° C. until the decomposition appears to be complete. 
To oxidize any carbonaceous matter, potassium chlorate is next added, a little 
at a time, until a total weight of about 2 grams has been introduced. Twenty 
ml. of sulfuric acid (1 to 1) are added and the solution is evaporated until fumes 
of sulfur trioxide are freely evolved. Approximately 100 ml. of water are then 
introduced cautiously and the solution is boiled and filtered into a 500-ml. 
Erlenmeyer flask. The precipitate of lead sulfate, silica, etc., is treated to 
recover any vanadium as given in the second paragraph of Method 1, the solu- 
tion of any material remaining after the lead sulfate has been extracted and 
the silica volatilized being added to the Erlenmeyer flask containing the main 
solution. 

Five ml. of nitric acid (sp.gr. 1.42) are added to the sulfuric acid 
solution containing all of the vanadium and the liquid is evaporated to a 
volume of approximately 40 ml. A sufficient volume of a solution of potassium 
permanganate (25 grams per liter) to give a strong pink color is next intro- 
duced from a dropping bottle, and the evaporation is continued until fumes of 
sulfur trioxide appear. After having allowed the flask and its contents to cool 
somewhat, 20 ml. of sulfuric acid (1 to 1) and 50 ml. of hydrochloric acid 
(sp. gr. 1.19) are added in the order mentioned. A weight of ferric sulfate or 
chloride containing a weight of iron approximately equal to that of the vanadium 
present in the solution of the ore is next introduced and the solution is then 
boiled down to a volume of about 30 ml. Twenty-five milliliters of hydro- 
chloric acid (sp.gr. 1.19) are added and the liquid is boiled down as rapidly as 
possible without causing ‘‘bumping”’ until the hydrochloric acid has been 


VANADIUM 1047 


expelled and sulfur trioxide begins to come off. The flask is kept on the hot 
plate for a period of 10 minutes at a sufficiently high temperature to cause the 
rapid expulsion of sulfur trioxide, when it is removed and allowed to cool. 
Long continued fuming (more than twenty minutes) will cause the re-oxidation 
of some of the quadrivalent vanadium to the quinquivalent state. Approxi- 
mately 50 ml. of cold water and five ml. of phosphoric acid (syrup, 
sp.gr. 1.72) are then added and the solution is diluted with hot water to 350 
ml., heated until all soluble matter has dissolved, cooled, and titrated at 
20°-25° C. with 0.05 N or 0.1 N potassium permanganate (the former for low 
vanadium and the latter for high vanadium products) which has been stand- 
ardized against pure sodium oxalate obtained from the Bureau of Standards. 
The completion of the reaction is marked by the development of a pink color 
which remains permanent for 30 seconds. 

The “blank” (usually about 0.1 ml.) is run in the following manner: In 
a regular analysis after completing the determination, the solution is imme- 
diately treated with one drop (just sufficient amount to discharge the pink color 
of the permanganate) of approximately 0.1 N ferrous ammonium sulfate, and 
the excess of ferrous iron over that required to destroy the excess of per- 
manganate is oxidized by adding 8 ml. of 15% ammonium persulfate solution 
and stirring the solution vigorously for one minute. The reaction that occurs is 
shown by the following equation: 


2FeSO, + (NH,4) 2920 3= Fe2(SO 4) 3 + (NH,) Ou. 


A 0.1 N solution of potassium permanganate is then carefully run into the 
liquid with constant stirring until the first permanent pink tinge appears. 
The volume of 0.1 N KMn0O, required to produce the pink color constitutes the 
“blank ”’ due to the yellow color of the vanadic acid. 


FUSION METHOD FOR THE DETERMINATION OF VANADIUM 
IN ORES CONTAINING ONLY SMALL AMOUNTS OF 
COPPER OR ZINC 4 


This method, which can be used for the determination of vanadium in any 
of its ores except those containing significant amounts of copper or zinc, in- 
cludes no provision for the determination of uranium. It is especially applicable 
to roscoelite, vanadiferous sandstones, or ores which contain large amounts of 
carbonaceous matter. 

From one gram of the 100-mesh sample, the amount used being regulated 
by the vanadium content of the ore, are fused with 15 grams of sodium peroxide 
in a 40 ml. pure iron crucible. The crucibles are stamped from No. 20 gauge 
(0.32”) thickness pure iron purchased in the form of sheets 12” wide by 12’ long 
from the American Rolling MillCo., Middletown, Ohio. The contents of the 
crucible are fused carefully over the flame of a laboratory burner or in an 
electric furnace. The fusion is best accomplished by holding the crucible with 
a pair of tongs and slowly revolving it around the outer edge of the flame until 
the contents have melted down quietly, care being taken not to raise the tem- 
perature so rapidly as to cause spattering. When the fusion is molten, a 
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slight rotary motion is imparted to the crucible to stir up any unattacked 
particles of ore on the bottom and sides, the crucible and contents being main- 
tained at a very low red heat. Five minutes’ heating is usually sufficient. 
Where a large (three or four gram) sample is used and difficulty is experienced 
in obtaining a fluid fusion, complete decomposition can often be secured by 
heating at a temperature just short of that necessary to melt the mixture. 

When cool, the crucible is placed in a 600-ml. beaker and treated with 150- 
200 ml. of warm water. The reaction between the water and the excess of 
sodium peroxide is quite violent, consequently care should be taken to avoid 
loss by spattering. The crucible is removed with a pair of tongs and rinsed 
with a jet of hot water. 

High grade vanadium oxide (about 80% V.O;) can often be conveniently 
decomposed in the following manner: Six-tenths gram of the 100-mesh sample 
is transferred to a 600-ml. beaker and treated with 15 ml. of water. Sodium 
peroxide is then added, a pinch at a time, with stirring, until decomposition 
appears to have been effected. The solution is then warmed slightly to com- 
plete the reaction, which required only a few minutes all told. 

The advantages of the sodium peroxide fusion are that it insures complete 
decomposition of the ore and thorough oxidation of carbonaceous matter, 
free sulfur, sulfides, etc., in a single, rapid clean-cut operation. 

The solution obtained as described in the preceding paragraphs is acidified 
with 50 ml. of sulfuric acid (1:1) and 15 ml. of nitric acid (sp.gr. 1.42). If 
the ore contains much lead, a precipitate of lead sulfate will be noticeable. 
Some scales of relatively inert magnetic iron oxide from the crucible will remain 
undissolved. The solution is then cooled to room temperature preliminary to 
the titration of the vanadium. The vanadium is determined by the Am- 
monium Persulfate Method. 


AMMONIUM PERSULFATE METHOD 


One to 4 grams of the ore are fused with from 8 to 15 grams of sodium per- 
oxide and the fusion is dissolved in water, acidified with 70 ml. of sulfuric acid 
(1:1) and transferred to an 800-ml. beaker jar and diluted to 400 ml. as 
previously described. Ores containing high percentages of lead should be 
treated as described under ‘‘ Method 2. The Hydrochloric Acid Reduction 
Method,” paragraph 2. 

To the acid solution of the ore obtained as described by either of the above 
methods there is added, with constant stirring, an approximately 0.1 N solution 
of KMn0Os, (the titer of the solution need not be known) until a strong pink 
color has developed which remains permanent for 30 seconds. The solution is 
cooled to 15° C., then an approximately 0.1 N solution of ferrous ammonium 
sulfate (it is unnecessary to determine the exact strength of this solution) is 
run in with constant stirring until a drop of the solution when added on a 
spot plate to a drop of a 0.1% solution of potassium ferricyanide results in the 
immediate formation of a blue color, showing that an excess of ferrous iron is 
present. A sufficient number of spot tests must be made so that only a com- 
paratively small excess of the reducing agent is added. Five milliliters excess 
of the ferrous ammonium sulfate are then introduced and after having stirred 
the solution for one minute, the excess of ferrous salt over that required to 
reduce the vanadium is oxidized by adding 8 ml. of 15% ammonium persulfate 
solution and vigorously stirring the liquid for one minute longer. The tempera- 
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ture of the solution should not exceed 18° C. when the persulfate is added and 
the titration with standard KMnO;, should be made at a temperature of 18 to 
20° C. The reactions which occur are shown by the following equations: 


2H3;VO,4 +2FeS0O.+3H.S0, = V202(SO,) o+Fe2(SO.4) +6H,0, 
2FeSO.+ (NH,) 2820 3=> Fes(SO.)3 + (NH,4) 2804. 


A 0.05 N or 0.1 N solution of potassium permanganate is then run into 
the solution with constant stirring until a faint pink color, which remains per- 
manent for 30 seconds, has developed. 


5V202(SO.) o+2KMn0,4+22H.0 = 10H;VO, +K.$0,+2MnS0,+7H2SO,. 


The “blank” (usually about 0.1 ml.) is run in the following manner: 
In the regular analysis after completing the determination, the solution is 
immediately treated with one drop (just sufficient amount to discharge the pink 
color of the permanganate) of approximately 0.1 N ferrous ammonium sulfate, 
and the excess of ferrous iron over that required to destroy the excess of per- 
manganate is oxidized by adding 8 ml. of 15% ammonium persulfate solution 
and stirring the solution vigorously for one minute. The reaction that occurs 
is shown by the following equation: 


2FeSO,+ (N H,4) 2920 8 = Fe2(SOx.) 3+ (NH,4) O04. 


A 0.1 N solution of potassium permanganate is then carefully run into the 
liquid with constant stirring until the first permanent pink tinge appears. The 
volume of 0.1 KMn0O, required to produce the pink color constitutes the 
“blank ” due to the yellow color of the vanadic acid. 

Therefore, the volume of 0.1 N KMnO;, required in the analysis, less the 
“ blank,” multiplied by 0.005096, gives the weight of vanadium in the sample. 


PREPARATION AND STANDARDIZATION OF SOLUTIONS 


Ferrous Ammonium Sulfate, Approximately 0.1 N.—Prepared by dissolving 
49 grams of C.P. FeSO.- (NH,z)2SO4:6H:2O in water, adding 10 ml. of sulfuric 
acid (sp.gr. 1.84) and making up with water to one liter at room temperature. 
(The exact titer of this solution need not be known.) 

Potassium Permanganate, Approximately 0.1 N.—Prepared by dissolving 
3.18 grams of pure KMnO, in boiling distilled water, cooling to room tempera- 
ture, filtering on asbestos, making up to one liter and mixing thoroughly. The 
solution is standardized against pure sodium oxalate obtained from the National 
Bureau of Standards according to their procedure. 
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ANALYSIS OF FERRO VANADIUM 


DETERMINATION OF VANADIUM 


Treat 0.5095 of the alloy, dried to 105° C., in a 250-ml. covered beaker with 
60 ml. of sulfuric acid (1:2) and 25 ml. of nitric acid (1:1). If the alloy does 
not decompose readily, add 2 or 3 ml. of hydrofluoric acid. When the reaction 
has abated, evaporate to copious fumes. Cool, add 100 ml. of water and boil 
until salts are in solution. Transfer the contents to a 600-ml. beaker and dilute 
to 300 ml. with water. Cool the solution to 15 or 20° C. Add 0.1 N potassium 
permanganate until very strong pink color remains for a minute, and excess 
does no harm. Next reduce the vanadium by the use of approximately 0.1 N 
ferrous ammonium sulfate added until a drop withdrawn from the beaker and 
placed on a drop of potassium ferricyanide shows ferrous iron present ; normally 
this reduction will take from 35 ml. to 40 ml. of solution. Add 3 ml. to 5 ml. 
in excess and stir for 1 minute, oxidize the excess ferrous ammonium sulfate 
with 15 ml. of 10% ammonium persulfate freshly made and stir vigorously for 
one minute. The temperature of the solution should not exceed 18° C. when 
the persulfate is added and the titration with standard KMnQ, should be made 
at a temperature of 18 to 20° C. 

Titrate the solution with an 0.1 N potassium permanganate solution, 
added with constant stirring until a faint pink appears which will remain for 
1 minute. A blank test is made by dissolving 0.59 gram of ingot iron using 
the same concentration of acid as the test and putting the blank through all 
the operations of the analysis. This blank found is subtracted from the number 
ml. used in the test. Having used a factor weight (0.5095 gram) the number of 
ml. used reads % vanadium in the alloy. 

Example.—41.35 ml. 0.1 N potassium permanganate used in titration 


15 ml. 1N potassium permanganate used in blank run 
41.20 ml. or 41.20% vanadium in the alloy. 


Solutions required. Ammonium persulfate—Ten grams of the salt dis- 
solved in 100 ml. of water. 

Potassium ferricyanide.—Ten grams of salt dissolved in 100 ml. of, water. 

Ferrous ammonium sulfate approximately 0.1 N. Forty-nine grams of salt 
dissolved in water 30 ml. (1:3) sulfuric acid added and dilute to a liter. 

Potassium permanganate 0.1 N. Dissolve 3.2 g. of KMnO, in 1000 ml. 
distilled water, allow to age for at least 10 days and filter through purified 
asbestos. Standardize the permanganate solution against Bureau of Standards 
Standard sodium oxalate. One ml. of 0.1 N KMn0O, is equivalent to 0.005096 
gram of vanadium in the following method. 


CARBON IN FERRO-VANADIUM 


1.3635 gms. of 100 mesh alloy are mixed with 2 gms. of red lead. This 
charge is placed on an alumdum cushion in the combustion boat. The boat is 
then placed in the electric furnace and burned at 1100° C. for 10 minutes. 
The COs: is absorbed in Ascarite using Midvale type bulb. A good grade of 
lead oxide usually contains 2 or 3 points of carbon. This blank must be 
determined and a correction made for carbon found in the red lead. 
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DETERMINATION OF SILICON 


Dissolve 0.9344 (2 factor weights) using 20 ml. hydrochloric acid, 10 ml. 
nitric acid and 30 ml. (1-2) in a 600-ml. beaker; evaporate to copious fumes. 
Some samples of ferro vanadium containing silicon are not soluble in acid and 
must be fused. 0.4672 g. (1 factor weight) of the alloy are mixed with 6 to 8 
grams of sodium peroxide in an iron crucible and thoroughly mixed. The 
crucible is heated over a Meker burner near the top of the mixture while rotating 
the crucible. 

As the fusion progresses the crucible can be lowered in the hotter zone of the 
flame. With the proper rotation of crucible a melt can be obtained in which 
all the alloy is fused in about 3 minutes. The melt is allowed to cool and 
leached out in a platinum dish with water. The solution is acidified with 
hydrochloric acid and 30 ml. sulfuric acid (conc.) added and evaporated to 
fumes. Cool the sulfuric acid solution obtained by either procedure and add 
200 ml. to 300 ml. of water and boil until all the salts are in solution. Filter on 
a 9-cm. paper, wash with hot hydrochloric acid (10 : 100) and hot water until 
iron and vanadium salts are removed and then wash free from acid with water. 
Transfer precipitate to a platinum crucible, ignite at 1100 to 1150° C. for 40 
minutes. Weigh and purify precipitate by adding 4 drops sulfuric acid 
(cone.) and 10 ml. of hydrofluoric acid. Evaporate to dryness, ignite and weigh. 
Difference in weights divided by 2 or 1 (depending on amount taken) multiplied 
by 100 gives the silicon in the alloy. 


DETERMINATION OF VANADIUM IN CUPRO-VANADIUM, 
BRASSES AND BRONZES 


Dissolve 1.020 grams of cupro-vanadium in aqua regia. Evaporate to 
small bulk and add excess of peroxide of hydrogen. Dilute to 600 ml. and add 
ammonia until all copper goes into solution. Heat to boiling and add sufficient 
barium chloride solution to precipitate all the vanadium. Boil and filter. 
Wash all copper out of filter with hot ammonia water. Transfer the filter to 
a beaker, add 100 ml. 1 : 2 sulfuric acid, boil and filter on close filter paper. 
Titrate the filtrate with N/10 ferrous ammonium sulfate and N/10 potassium 
bichromate the same as in the case of the ferro alloy, except that this being a 
two-factor weight, the result must be divided by 2. 

Vanadium copper, brasses and bronzes are treated in the same manner 
except that a ten-factor weight is used and the titration carried out with N/50 
solution instead of N/10. 


DETERMINATION OF VANADIUM IN STEEL 


VOLUMETRIC—PHOSPHOMOLYBDATE METHOD FOR DETERMINATION OF VANADIUM 


Reagents. Ammonium Molybdate.—See page 700 for phosphorus in steel. 

Ammonium Phosphate.—Fifty grams salt per liter of water. 

Acid Ammonium Sulfate.—Fifty milliliters concentrated H.SO,, 950 ml. 
water and 15 ml. strong ammonium hydroxide. Use hot, 80° C. 

Nitric Acid.—One hundred milliliters concentrated HNO; and 1200 ml. 
water. 
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Nitric Acid for Washing.—Twenty milliliters concentrated HNO; per liter. 

Potassium Permanganate Standard.—0.35 g. salt per liter of solution. 
Standardized against sodium oxalate. Adjust so that 1 ml. will equal 0.0005 g. 
vanadium, or 0.02% on a 2.5-g. sample. One gram Na2C20,=0.7612 g. V. 

Potassium Permanganate, for oxidation. Twenty-five grams salt per liter 
of solution. 

Sodium Bisulfite, for reduction. Thirty grams salt per liter of solution. 

Procedure for Steel.—A sample of 2.5 g. of steel in a 300-ml. beaker or 
Erlenmeyer flask are dissolved in 50 ml. of the nitric acid, and to the boiling 
solution are added 6 ml. of the permanganate oxidation solution, the boiling 
being continued until MnO, precipitates. The precipitate is now dissolved 
by cautious additions of sodium bisulfite solution and the boiling continued 
until no brown fumes are evident. Now 5 ml. of ammonium phosphate solution 
are added and 10 g. ammonium nitrate. The solution is removed from the heat 
and 50 ml. of ammonium molybdate reagent immediately added. After 
standing for 1 minute, the solution is agitated for 3 minutes, then allowed to 
settle and the clear solution decanted through an asbestos filter, the residue is 
washed three times with hot acid ammonium sulfate reagent, decanting each 
time through the filter. The flask containing the bulk of the residue is placed 
under the filter. (The washings are best conducted with suction, using a bell 
jar filter.) The precipitate on the filter is dissolved by successive portions of 
hot concentrated H.SOu,, catching the solution in the vessel containing the bulk 
of the precipitate. The precipitate is now dissolved by heating and to the 
solution a few drops of the nitric acid are added and the heating continued to 
strong fumes. 

The solution is cooled and hydrogen peroxide added in small quantities 
with vigorous shaking after each addition, until the solution takes on a deep - 
brown color. The solution is again heated for 4 or 5 minutes, then cooled and 
100 ml. of water added, the solution again heated to about 80° C. and titrated 
to a permanent pink color with standard potassium permanganate. 


Notr.—If the peroxide treatment followed by heating does not result in a clear 
green or blue color, the solution should be evaporated to strong sulfuric acid fumes 
and the peroxide treatment repeated. The presence of nitric acid interferes with the 
reduction of vanadium. 


VANADIUM IN STEEL—EHTHER HxTRACTION—HypROcHLORIC ACID REDUCTION 
Merruop 


Reagents. Hydrochloric Acid.—600 ml. concentrated HCl and 400 ml. 
water. 

Sulfuric Acid.—Equal volumes of concentrated H2SO, and water. 

Other Reagents—See Phosphomolybdate Precipitation Method for 
Vanadium. 

Procedure.—A sample of 2.5 g. of steel in a 250-ml. beaker is dissolved in 50 
ml. of the HCl, and then small portions of HNO; added to oxidize the iron. 
After expelling the brown fumes by heating, the solution is cooled and trans- 
ferred to an 8-oz. separatory funnel, together with the rinsings (small portions of 
HCl) of the beaker. Now 50 ml. of ether are added and the mixture shaken 
for 5 minutes. After settling for 1 minute the clear lower layer is drawn into 
another separatory funnel. . The first funnel is treated with 10 ml. of concent 
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trated HCl, again shaken vigorously and the settling repeated, the lower layer 
being added to the solution in the second separatory funnel. The combined 
solutions in the second separatory funnel are treated with 50 ml. of ether and 
shaken for 5 minutes, allowed to settle 1 minute and the clear lower layer drawn 
into a 150-ml. beaker. This aqueous solution is warmed gently to expel the 
ether, 25 ml. of the H.SO, (1:1) added and the mixture concentrated to 
strong fumes. After cooling, 25 ml. of water are added followed by a slight 
excess of potassium permanganate solution and the sample heated to boiling. 
Fifteen ml. of concentrated HCl are added and heat applied until the solution 
againfumes. The heating is continued for 10 minutes. After cooling, 100 ml. 
of water are added, the solution heated to 80° C. and titrated with standard 
potassium permanganate reagent to a permanent pink color. 


Norss.—In heating the solution to expel the brown fumes of oxides of nitrogen, 
the solution should not be boiled. 

In presence of chromium, the pink color will fade on standing owing to the oxidation 
of chromium. The oxidation of chromium is reduced by titrating the solution cold, 
but only ten seconds are allowed for the pink color to remain. A blank must be run 
with the same amount of chromium and allowance made for its oxidation. The blank 
is conveniently made by putting a suitable amount of chrome steel or chrome-nickel 
steel through the recommended procedure. By varying the amounts of steel and hence 
the amount of chromium in solution, data for a charted curve may be obtained that 
will be convenient for a blank deduction. 


The assistance in the revision of this chapter given by Messrs. Jerome 
Strauss, Chief Research Engineer, and L. E. Harper, Chief Chemist, Vanadium 
Corporation of America, is acknowledged. Also that of Thomas R. Cunning- 
ham, Chief Chemist, for his courtesy in submitting methods standardized by 
the Electro Metallurgical Company for analysis of vanadium ores, which appear 
in this chapter. 


ZINC! 
Zn, at.wt. 65.38; sp.gr. 6.48 to 7.14, m.p. 419° C.; b.p. 905° C.; oxide, ZnO 


Introductory Notes.—Although the alloys used by the Romans undoubtedly 
contained zinc and the name zine was used by Paracelsus in the sixteenth 
century, a clear knowledge of zinc as a distinct metal was not gained until the 
latter part of the seventeenth century, and an additional hundred years elapsed 
before the metal began to assume industrial importance. Zinc is now one of 
the most useful of the metals. It is an important constituent of a number of 
alloys as brass (Zn, Cu) and German silver (Zn, Cu, Ni) and die casting alloys 
(Zn, Cu, Al). Granulated zine is a necessary substance in the chemical 
laboratory. Its resistance to rusting makes zine valuable as a protective 
coating on iron surfaces (galvanized iron). Considerable quantities of zine are 
used as anodes in electrical batteries. The oxide, ZnO, is used as a pigment and 
chemical in rubber goods, including automobile tires, and extensively as a paint 
pigment. It is used in glazes, in enamels, as an ointment, as dusting powder, 
etc. The chloride is used as a preservative of wood. The sulfide is a valuable 
white pigment; with barium sulfate it forms lithopone. Recently zine and 
boron have been shown to be necessary to the growth of plants. 

Zine is found in nature only in combined form. Its ores in order of com- 
mercial importance are the sulfide, zine blend or sphalerite; the carbonate, zine 
spar or smithsonite; the silicate, willemite. The following minerals are of less 
importance—calamine, a hydrated silicate, franklinite, a complex oxide con- 
taining iron, manganese and zinc. Certain chemical glasswares contain from 
3-11% of zine. Zine determinations should not be made in these wares. 


DETECTION 


General Procedure.—Zinc is brought into solution by extraction of the ore 
with HCl and HNO;. The solution is evaporated to strong fumes with an 
excess of H,SO, and the H.S group is separated from an acid solution containing 
5 ml. of 1 : 1 H.SO, in 100 ml. of solution. ZnS is precipitated by H.S from a 
faintly acid solution, so that neutralization of the solution from the previous 
group is necessary and acidification to 0.01 N. ZnS is white. 

Potassium ferrocyanide precipitates a white zinc ferrocyanide of complex 
composition. (See method given under Volumetric Methods.) 

1 Rewritten for the 5th Edition by L. A. Wilson, Chief of Testing Department, New 
Joey Zinc Co. The original chapter was by F. G. Breyer, L. S. Holstein and L. A. 
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In Presence of Iron.*~—Transfer 10 ml. of a solution of the sample to a 
small beaker; add 2 ml. of 85% HsPOs, (sp.gr. 1.7) to eliminate interference 
of Fe. Add 1 drop of copper-acid solution (0.5 g. CuSO.-5H.0, 0.5 g. con- 
centrated H2SOu., 100 ml. H.O) and stir. Add mercuric-thiocyanate mixture 
(8 g. HgCle, 9 g. NHiCNS, 100 ml. H;O), stir and allow to stand for 1 minute. 
Zn is indicated by a violet-colored precipitate. 

Blowpipe Test.—Heat the finely powdered mineral on charcoal in the re- 
ducing flame of the blowpipe; zinc if present in amount exceeding 5% will leave 
an incrustation which is yellow when hot and white when cold. 

Cobalt Nitrate Test—In the ZnS test free S may make the test doubtful. 
To identify dissolve the H.S precipitate in 5 ml. of 2N HNO;. Prepare a ball 
of ignited asbestos, half the size of a pea, held by means of a platinum wire and 
dip into a solution of 0.05N Co(NOs). and ignite. Then dip the asbestos in 
the HNO; solution and again ignite. In presence of Zn the asbestos fiber is 
colored green (blue from Al). 


ESTIMATION 


The determination of zinc is called for in the buying and selling of ores for 
smelters, refuse material, e.g., from galvanizing plants, foundries, brass mills, 
and blast furnaces, in manufacture of brass, white metals, and alloys in general, 
paints and pigments, zinc chloride for preservation purposes, and in the con- 
trol work of smelting of zine and lead ores. 

Preliminary.—The method to be followed in the estimation of zine will 
depend largely on the nature of the material in which it occurs, the quantity 
present, and the experience of the analyst. Each of the methods outlined will 
give correct results only on the materials for which they are indicated, there 
being but one method recommended which is applicable to all zinciferous 
materials. It cannot be emphasized too strongly that each step has a definite. 
purpose (which may not be at once apparent to the analyst making only an 
occasional zinc determination), and no part of the procedure should be varied 
or omitted, excepting after abundant experience. 

Zine compounds are readily extracted from ores by attack with acids, HCI 
and HNOs, the acid insoluble residue seldom containing zinc. 

During the analysis, if proper provision is not made for zinc, a portion 
will be occluded in the aluminum precipitate, while a portion will appear with 
the magnesium ammonium precipitate. Unless the ammonium hydroxide 
precipitate is small, zinc should be separated as sulfide from acid solution, 
according to the procedure described later, the hydrogen sulfide group first 
being removed. It should be kept in mind that copper and cadmium pre- 
cipitated from 0.4 N acid solutions are apt to occlude zinc. Zinc is precipi- 
tated quantitatively from 0.01 N solution of acid. 


2 Method of W. H. Hammond, Chemist-Analyst, 17, 14 (1928). 
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PREPARATION OF SAMPLE 


The representative sample should be ground to pass a 100-mesh screen or 
finer. If the material contains shot metal, it should be screened out and the 
percentage present calculated. It is then treated as given under heading 
Material Containing Metallics, page 1067. 


MOISTURE DETERMINATION IN THE PULP 


One of the commonest causes of differences in zine ore analysis is the failure 
to take moisture determinations on the pulp sample. 

In order that analyses made on the same pulp at different times and in 
different laboratories may be compared it is absolutely necessary that all 
determinations be corrected to a dry basis. It is not sufficient that the sample 
be dried before or after having been pulped, but a sample for moisture must 
be weighed out at the same time as the sample for analysis, and the analytical 
result corrected for the per cent of moisture found at the time of weighing. 
This is especially true on roasted zinc ores which contain sulfates of zinc, iron, 
and lime and which take up moisture quite rapidly under ordinary atmospheric 
conditions. 

The usual temperature for drying should be 110° C., but on special ores, 
e.g., those containing sulfates, it is necessary to dry at 250° C., unless it is 
first shown that there is no loss of water above 110° C. 

The determination is best made by weighing approximately two grams 
in a small glass-stoppered weighing tube and drying to constant weight, the 
weighing tube being closed with the glass stopper as soon as the tube is taken 
from the drying oven. 

Ores.— Decomposition is best effected by attack with HCl, HNO; followed 
by the customary evaporation and separation of SiO». Details are given under 
the methods of analysis. Addition of KCIO; is reeommended. 

Alloys.—Decomposition is effected by treatment of HCl, HNO; or H2SOx. 
Details are given under the methods for determining zinc in alloys. 


SEPARATIONS 


Silica.—Evaporate with hydrochloric acid or take to fumes of sulfuric acid. 
The dehydration with sulfuric acid is complete and gives silica that is easily 
filtered and washed. 

Cadmium, Lead, Arsenic, Antimony, Bismuth and Copper.—Aluminum 
may be used to separate all the metals, except cadmium, the latter being only 
partially separated. The procedure is as given in the standard method. 

The separation may also be made as follows: Evaporate the solution of 
the zinciferous material to fumes with 7 ml. of 1 : 2 sulfuric acid. Cool, take 
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up in about 50 ml. of water and warm, add 10 ml. of 10% sodium thiosulfate, 
boil until evolution of sulfur dioxide ceases, then filter. Cadmium if present 
is not completely precipitated and should be removed as CdS by precipitation 
with HS. The procedure is given under Titration in Acid Solution separating 
Zine as Sulfide. If the cadmium is removed with H.S it is not necessary to 
also use sodium thiosulfate since lead, arsenic, antimony, bismuth and copper 
are also removed. 

Iron, Aluminum and Manganese.—This separation may be effected by 
precipitation with ammonia and bromine, providing the quantities present are 
small. When large amounts are present the basic acetate procedure is fol- 
lowed, or the zinc separated as sulfide in dilute sulfuric acid solution. 

Separation of Zinc from Aluminum, Iron, Cobalt, Nickel, Manganese and 
Chromium by Precipitation as Sulfide.—Zine may be precipitated as sulfide 
by H2S from a solution with a hydrogen ion concentration ranging between 
pH2 to pH3. This may be accomplished in a dilute sulfuric acid solution 
(0.01 N) according to the procedure recommended by G. Weiss and F. G. 
Breyer as outlined in the volumetric method given on page 1060, or from a 
formic acid solution as recommended by H. A. Fales and G. M. Ware.? Am- 
monium formate and citrate are used as buffers to hold the hydrogen ion con- 
centration during the reaction with H,S. 


ZnSO, +H.S => ZnS + H.SO.. 


The precipitate that forms in presence of dilute sulfuric acid is more readily 
filterable than that obtained in formic acid, according to the experience of W. 
W. Scott. Washing by decantation is advisable in any case. 

If the removal of the hydrogen sulfide group has been made with H.S as 
described under Separations, the H.S is first expelled and the acid cautiously 
neutralized with NH,OH until a slight precipitate forms. The acidity with 
H.SO, is now carefully adjusted by addition of 0.1 N acid. The normality 
should be less than 0.01 N since the action of H.S will increase the acidity, 
so that allowance should be made for this. 


GRAVIMETRIC METHODS 


In the analysis of ores, separation of zinc from other elements, that inter- 
fere in its determination, has been considered in previous paragraphs. Zine 
is best isolated as zinc sulfide, first removing the hydrogen sulfide group in 
an acid concentration exceeding 0.4N. A double precipitation is recom- 
mended, especially if copper and cadmium are present. The filtrate, boiled 
free of H.S is neutralized, preferably with NH.OH (methyl red indicator) 


3 J. Am. Chem, Soc., 41, 487 (1919). 
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and then acidified, dropwise, with very dilute H2SO,, so that the normality 
is less than 0.01 N in respect to this acid (0.2 ml. concentrated H2SO, per liter). 
Zinc is now separated as ZnS by precipitation with H.S, the solution being at 
room temperature. The precipitate is washed free of contamination by cold 
water. This treatment also applies to alloys. 

This precipitate may now be converted to the oxide by ignition to a tem- 
perature of 800°-900° C. It may be converted to sulfate by dissolving in 
HCl and evaporating with H,SO,. It may be weighed as ZnS after a special 
treatment. It may be converted to zinc ammonium phosphate and so weighed, 
or ignited to pyrophosphate. It may be determined electrolytically. Further 
details follow. | i 


WEIGHING AS ZINC OXIDE 


Zine is separated from interfering elements as outlined above. The zine 
sulfide is filtered into a weighed Gooch crucible and washed. It is now ignited, 
preferably in a muffle furnace at a temperature of 900° C. for an hour and weighed 
as ZnO. Since the oxide is hygroscopic, cooling must be effected in a desiccator 
and the weighing done rapidly. 


ZnO X 0.8034 = Zn 


WEIGHING AS SULFATE 


The zine sulfide obtained as outlined above, after washing free of impurities, 
is dissolved in hydrochloric acid and the chloride treated in a weighed crucible 
with a slight excess of sulfuric acid. The solution is very cautiously evaporated 
to fumes of H,SOu,, then cooled and a few drops of water added and the evap- 
oration repeated, heating finally to 500° C. 


ZnSO, xX 0.4050 = Zn. 


Norr.—At 650° C. the sulfate starts to decompose to ZnO and SO;. It may be com- 
pletely converted to the oxide by heating to 900—950° C. 


WEIGHING AS THE PHOSPHATE 


The phosphate method is generally considered to be the most accurate of 
the gravimetric methods. The determination is applicable for determining 
zinc in ores and in alloys. In the analysis of a copper alloy such as brass the 
filtrate from the copper determination is taken for the estimation of zinc. 
Zinc is precipitated as phosphate from a neutral solution containing ammonium 
salts. From a cold solution a product of doubtful composition, probably the 
normal phosphate Zn3(PO,)2, an amorphous compound precipitates on addi- 
tion of the phosphate reagent. On heating to 60°-90° C. the precipitate be- 
comes crystalline and a compound having the formula Zn(NH,)PO,-H20 is 
formed. The precipitation of zinc phosphate occurs only in a neutral solution. 
since the compounds are soluble in small concentrations of either hydrogen 
ions or ammonium hydroxide. The crystalline product loses its water of 


crystallization at 105°C. On strong ignition the pyrophosphate, Zn2P.O; is 
formed. 


c 
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Procedure.—The solution containing the zinc, free from elements of the 
previous groups and from elements precipitating as phosphates (see notes), 
is carefully neutralized by adding NH,OH or HCl drop by drop using litmus 
paper or methyl orange as indicator. The volume of the solution should be 
50-100 ml. per 0.1 g of Zn present. Heat the solution nearly to boiling and add 
slowly a large excess of filtered diammonium hydrogen phosphate, (NH4)2HPO,, 
reagent (15 ml. of 10% solution per 0.1 g. Zn present). Heat gently until the 
precipitate becomes crystalline (more reagent may be necessary since about 
12 times the theoretical amount is advisable). Allow the solution to cool. 

Filter off the precipitate in a weighed Gooch crucible (filter paper will do. 
See notes). Wash with a 1% (NH4)2HPOs, solution and finally with 50 ml. 
of cold water or 50% solution of alcohol. 

Dry the precipitate at 105° C. for an hour and weigh as Zn(NH4)POs,. 
Multiply by 0.3664=Zn. If preferred ignite at low heat at first and then at 
a cherry red and weigh as Zn.P207. 


Zn2P20 7X 0.4290 = Zn. 


Norrs.—Preparation of diammonium hydrogen phosphate reagent. Dissolve 15 
grams of the salt in a little water. This is sufficient for over 1 gram of zinc. Carefully 
ere with NH,OH, added drop by drop, using phenolphthalein indicator. Dilute 
to 140 ml. 

If filter paper is used in place of the Gooch crucible it is necessary to ignite the filter 
paper separately from the precipitate. 

If precipitation is conducted in a cold solution the amorphous Zn;(POx,)2 is formed. 
Tn presence of ammonium salts on heating the crystalline Zn(NH,4)PO,-H.O forms. 

The solubility of the compound is about 5 mg. per liter of water (20°C.). The 
solubility is very much less in 50% alcohol. 

Free ammonia must not be present as the soluble complex cation Zn(NH;)<** would 
form. 

In the analysis of brass the tin, lead and copper have been removed as SnO», PbSO, 
and Cu. If iron is present it is precipitated as Fe(OH); and filtered off. Zinc is deter- 
mined in the filtrate. In the analysis of an ore on removal of previous group elements 
Zn is isolated as ZnS from a formic or a 0.01 N sulfuric acid solution to separate it from 
elements of the following groups. The sulfide is dissolved in HCl and zine now deter- 
mined in a neutral solution. If there has been an exceptionally large accumulation of 
ammonium salts in operations prior to the zinc determination these should be destroyed 
by the standard method of evaporation with nitric and hydrochloric acids before pre- 
cipitating the zinc ammonium phosphate. 


ELECTROLYTIC METHODS 


The determination is best made from an alkaline solution or one slightly 
acid with acetic acid and containing a considerable amount of sodium acetate. 
The alkaline solution tends to give high results, due to the presence of zinc 
oxide or hydroxide in the deposit. The best results are obtained with a solu- 
tion weakly acid with one of the weaker organic acids. The procedure for 
the use of acetate is as follows: 
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The zinc is separated from other elements by precipitating with hydrogen 
sulfide in dilute sulfuric acid solution, as given under the standard method. 
The precipitate is filtered and washed, dissolved in hot hydrochloric acid— 
5 ml. 1:1 sulfuric acid added and the whole evaporated to fumes to expel 
hydrochloric acid. Cool and dilute, neutralize with sodium hydrate solution, 
make slightly alkaline, then acidify with acetic acid, and add about 5 grams of 
sodium acetate. The volume of solution should now be about 100 to 125 ml. 
Electrolyze with a platinum gauze electrode with 0.5 ampere per 100 sq. cm. 

The electrolytic methods, on account of the special apparatus needed, the 
experience and care necessary to get reliable results, and the unavoidable errors 
involved in their use, are less desirable than the gravimetric oxide method 
and still less desirable than the ferrocyanide method. 


VOLUMETRIC METHODS 
STANDARD METHOD 


TITRATION IN AcID SOLUTION—SEPARATING ZINC AS SULFIDE 


General.—The method of separating zine as sulfide in a solution slightly 
acid with sulfuric acid is of almost universal application and can be used on 
any class of zinciferous material that has come under the author’s observation. 
The steps fit together, so that copper and cadmium are easily separated and 
any zine in the insoluble state, e.g., spinels, etc., can readily be looked for. 
The method of decomposing (taking to fumes of sulfuric acid) tends to take 
into solution material that would be overlooked in the rapid decompositions 
effected in other methods. Moreover, the use of the internal indicator gives 
a very sharp end-point, so that this method is fully as accurate as any gravi- 
metric method. The method is more time consuming than other methods 
given, but it is not designed for rapid routine work, but rather as a standard 
procedure that will give absolutely reliable results on all classes of material. 
This method is also recommended for routine work in case the analyst is called 
on to make only occasional zine analyses. 

Solutions Required.—Sulfuric Acid 1 : 1—Mix equal volumes of H2S0O, 
(sp.gr. 1.84) and water. 

Sodium Hydroxide.—Dissolve 20 g. of C.P. NaOH in 100 ml. of water. 

Sulfuric Acid 1 : 4.—Mix 200 ml. of 1 : 1 H,SO,4 with 300 ml. of water. 

Sulfuric Acid 5%.—Mix 10 g. of H.SOx (sp.gr. 1.84) with 200 ml. of water. 

Hydrochloric Acid 1 : 4.—Mix 250 ml. of HCl (sp.gr. 1.20) with 1000 ml. 
water. 

Potassium Ferrocyanide.—Dissolve 34.8 g. of K4Fe(CN).¢ (C.P.) in 1000 ml. 
of water. Add 0.3 g. of K3;Fe(CN). before using. 

4 The factor of the ferrocyanide solution will decrease with aging; more rapidly at 
first because of oxidation by dissolved air. Hence it is advisable to allow the solution 


to age for a week or two before using. For accurate work it is necessary to standardize 
the solution daily. 
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Ferrous Sulfate.—Dissolve 1.25 g. of FeSO4-7H.20 in water, add 3 ml. of HCl 
(sp.gr. 1.20) and dilute to 250 ml. Add about 1 g. of powdered aluminum. 

Method.— Weigh 1.0-1.5 g.° of sample into a tall 150-ml. pyrex (or similar 
zinc-free glass) beaker, add 15 ml. of HCl (sp.gr. 1.20) and 5 ml. of HNOs (sp.gr. 
1.42) and boil moderately in a covered beaker for one half hour. Wash off 
cover glass and sides of beaker, add 15 ml. of 1 : 1 sulfuric acid and evaporate to 
strong fumes of sulfuric acid. Cool, wash down sides of beaker, rub insoluble 
from bottom of beaker, dilute to 50 ml. and add 0.5 g. of zinc free 20 mesh 
aluminum.® Boil for 15 minutes, or until water white, cool and transfer to a 
200-ml. graduated flask. Wash out beaker thoroughly, and make up to mark 
in flask. Mix well and filter through a dry filter paper. Pipette 100 ml.,’ 
into a tall 400-ml. beaker. Add NaOH solution until just alkaline, add 1 : 4 
sulfuric acid until neutral to methyl orange and then 3 ml. of 5% H:SOu.. 
Dilute to 200 ml. and pass a steady stream of hydrogen sulfide gas through for 
40 minutes and let settle for10minutes. Filter through all-cm. filter paper and 
wash precipitate and paper twice with cold water. Then place original 400-ml. 
beaker under funnel, punch hole in filter paper and wash precipitate back into 
beaker with hot water. Put the H.S gas tube into a small beaker with 10 ml. of 
HCl (sp.gr. 1.20) and hot water, to dissolve the coating of ZnS. Wash down 
filter paper with this HCl solution, then wash filter paper and funnel stem 
three times with hot 1 : 4 HCl and hot water. Boil off hydrogen sulfide, add 
13 ml. of NH,OH (sp.egr. 0.90), neutralize with HCl (sp.gr. 1.20) and add 3 ml. 
excess. Dilute to 200 ml., heat to boiling and titrate as under standardization. 


STANDARDIZATION OF PoTaAssiuM FERROCYANIDE SOLUTION 


Method.— Weigh into tall 400-ml. beakers several portions of C.P. zinc 8 
ranging from .30 to .35 g. Cover with water and dissolve on warm plate with 
10ml. of HCl (sp.gr.1.20). Cool, add 13 ml. of NH4OH (sp.gr. 0.90), neutralize® 
with HCl (sp.gr. 1.20) and add 3 ml. in excess. Dilute to 200 ml. and heat 
to boiling. Add 0.3 ml. of ferrous sulfate solution. Pour about one-quarter 
of the solution into a 200-ml. beaker and run the standard potassium ferro- 
cyanide solution, while stirring, into the remaining portion to a considerable 
excess. Add all excepting 1 to 2 ml. of the solution in the 200-ml. beaker 
and continue the addition of standard solution until the end point is passed 
by a few drops.t? Add the remainder of the solution in the 200-ml. beaker 


5 The amount of sample taken should be such that .25 g. to .35 g. of Zn are titrated. 
When the desired amount is not present it is necessary to add additional K;Fe(CN). to 
produce the proper end point colors. The addition of three drops of a 1% solution of 
K3Fe(CN). before titrating is recommended. 

6 Granulated aluminum should be tested for zinc. In case ore carries copper, it is 
well to add a few drops of a saturated solution of sodium thiosulfate. Cadmium is 
partially precipitated but goes back in solution. 

7 The 100-ml. pipette should be graduated to deliver one-half the contents of the 
200-ml. flask. 

8 Zine sticks (C.P.) are rolled down to about .010” thickness and the surface cleaned 
by wiping with gasoline. 

9 Use a small piece of litmus paper. 

10 Stir vigorously at this point to complete all the reactions. 
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and wash out with water. Continue the titration one to two drops at a time 
until the end point is reached." 

To Separate Cadmium as Sulfide.—After measuring 100 ml. of the filtrate 
add 5 ml. of 1:1 sulfuric acid and pass a’rapid stream of hydrogen sulfide 
through the solution for fifteen minutes. Add dilute ammonia, a drop at a 
time until yellow cadmium sulfide precipitates. Then heat the solution to 
70° to 90° C. and continue to pass hydrogen sulfide for a few minutes. Filter 
at once through a close paper previously packed by washing with a polysulfide, 
an acid and water.!2 The precipitate is washed with cold 8 to 10% sulfuric 
acid and finally with hot water. The filtrate is boiled to remove hydrogen 
sulfide, cooled, neutralized and the zinc sulfide precipitated as in the method. 

Procedure for Materials Containing High Iron and Manganese.—The 
ZnS precipitate prepared as above will be contaminated with iron and man- 
ganese when the sample contains excessive amounts of these elements. As 
iron interferes with the end point and manganese will titrate in similar manner 
to zine neither may be present in the solution to be titrated. The quantity 
of iron and manganese contamination may be reduced to a negligible amount 
by slightly increasing the acid concentration of the solution before precipita- 
tion. For materials high in iron and manganese add 5 ml. excess of 5% 
H,SO, in place of 3 ml. excess given above. A second precipitation of the 
ZnS precipitate will serve the same purpose. 

Procedure with Material Containing Insoluble Zinc.—Proceed as usual up 
to point where the solution is to be reduced. Filter off the silica and insoluble 
material, wash with hot water and reserve the filtrate. Burn the insoluble 
residue in a platinum crucible, taking the usual precautions in case lead is 
present. Fume off the silica with hydrofluoric and sulfuric acids and fuse with 
sodium carbonate. Dissolve in water and sulfuric acid and add to the filtrate 
above and proceed as in the regular method. 


DISCUSSION ON SEPARATING Zinc as Zinc SULFIDE AND TITRATING 
In Acrip SOLUTION 


Precipitation.—The method of precipitating zine as sulfide in sulfuric acid 
solution was investigated by G. Weiss (Inaugural Dissertation, Miinchen, 
1906), and the work confirmed by F. G. Breyer. The main points of Weiss’ 
paper are as follows: 

(1) “ Sulfate solutions are preferable to chlorides.”” A N/10 chloride solu- 
tion is not completely precipitated by H.S. Furthermore, the precipitate of 
sulfide from HCl solution when quantitative is not crystalline and easy to 
filter like that obtained from sulfate solution. 


1 The change of color from blue to pea green is very sharp. It should be observed 
by looking down through the solution and not from the side. The change in color may 
be explained as follows: the few tenths of a milligram of ferrous iron added acts with 
the ferricyanide giving the ferro-ferricyanide blue as long as the ferrocyanide is not in 
excess. When it is in excess the blue is decomposed and gives the colorless ferro - 
ferrocyanide. 

® All the cadmium is separated, except about 0.05%, which does not interfere with 
the titration at the given acidity. 
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(2) “‘ The concentration of a sulfate solution is without influence on the 
completeness of precipitation from N/10 down. That is for solutions con- 
taining at most 400 milligrams ZnO per 100 ml.” 

(3) “ Sulfate solutions of 400 milligrams ZnO per 100 ml. may be N/100 
acid with H,SO, before beginning the precipitation.’”’ Even at acidity N/20 
before precipitation less than a milligram of zine remains unprecipitated. 
According to Weiss, if the solution were diluted to 300 ml., 1.3 g. of H.SO, 
could be added or 614 ml. of 20% H.2SOu,, and still have the precipitation com- 
plete. Even if as much as 10 ml. of 20% acid were added the loss would still 
be only a little more than 1 milligram. Precipitating 300 milligrams from 
100 ml., however, only 100 milligrams or 14 ml. of 20% acid could be added. 
This means that when the solution becomes more acid than 550 milligrams 
of H2SOx, per 100 ml. the precipitation of ZnS ceases. Knowing approximately 
the zine content of a solution one can easily calculate the H.SO, freed when 
the ZnSO, is converted into ZnS, and the difference between 550 milligrams 
and this calculated H,SO, is the amount of acid that may be added when 
precipitating from 100 ml. of solution. For 200 ml. of course more acid can 
be added, being the difference between 1.100 g. and the calculated H.SO, 
freed from the ZnSO,. One and one-half times the amount of Zn judged to 
be present is close enough for the H2SO, freed. 

(4) “ The precipitation, under the above given conditions, is incomplete 
when a slow current of hydrogen sulfide is used (about four bubbles per sec- 
ond). One must work with as fast a stream as possible without causing 
mechanical losses (at least eight bubbles per second).’”” Weiss is the first one 
to discuss this all-important question in the precipitation of ZnS. His expla- 
nation of the efficacy of the rapid stream of HS is as follows: 

The precipitation takes place according to the following equation: 


ZnSO1+H.2S55ZnS + H2S8Ou. 


Equilibrium is reached, i.e., the velocity becomes equal in both directions, and 
precipitation ceases when the amount of H,SO, per 100 ml. reaches a certain 
point, under a given set of conditions. Let these conditions remain exactly 
the same with the exception of the H.S and have the active mass of that 
increased. The equilibrium will be displaced from left to right and as a con- 
sequence ZnS will come down in the presence of more acid than before. H.S 
is not very soluble in water at room temperature, but if one increases the 
surface of contact between the two the H,S is dissolved much more rapidly 
and consequently the mass of H.S active at any time greatly increased. This 
is exactly what is accomplished when the zinc solution is constantly kept full 
of bubbles of H.S. One can easily see how greatly increased the mass of 
H.S would be in the extreme case, when the solution is all foam. 

(5) “ A strong current of gas, like that called for above, will precipitate 
the usual amounts of zinc used in analytical operations in forty minutes.” 

(6) “ At temperatures above 50° the precipitation is incomplete; further- 
more, at room temperature the ZnS comes down in a form suitable for fil- 
tration.” 

(7) “ Water only is required for washing the precipitates.” 
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RAPID METHODS 
Titration in Acid Solution with Outside Indicator % 


General.—This method is especially adapted to material low in silica, 
alumina, iron, and manganese. When the operator gains experience in manip- 
ulation, it is possible to obtain good results on samples higher in these elements, 
but its haphazard use with materials high in these impurities is one of the chief 
causes of the common inaccuracy of zine work. If copper or cadmium are 
present in quantities, the titration in acid solution, separating Zn as Zn§, is 
to be preferred for accurate work. 

Solutions Required.—Extraction Solution—200 g. of commercial ammo- 
nium chloride dissolved in a mixture of 500 ml. of ammonia (sp.gr. 0.90) and 
750 ml. of water. 

Wash Solution.—100 g. of C.P. ammonium chloride, 50 ml. of sp.gr. 0.90 
ammonia. Dissolve and dilute to 1 liter. 

Standard Ferrocyanide—K,Fe(CN).-3H.0O 21.6 g. to the liter. 1 ml. 
=about 0.005 g. Zn or 1%. Standardize on about 0.2 g. of pure zine. Dis- 
solve in 10 ml. of HCl. Dilute somewhat, neutralize, complete the dilution, 
heat and titrate precisely as described below. No filtration or H.S water is 
necessary. 

Method.— Weigh 0.5 g. of ore into an 8 oz. Erlenmeyer flask. Add 5 ml. 
of HCl and 10 ml. of HNO;. Boil gently almost to dryness. Remove from 
the heat and add 12 ml. of HNO; and 5 g. (measured) of KC1O;. Boil gently 
just to dryness, finishing by manipulating the flask (in holder) over a free 
flame. 

Add 35 ml. of Extraction Solution and heat to boiling, boiling very gently 
until disintegration is complete. Now add 10-25 ml. of saturated bromine 
water, according as manganese contents appear low or high, as indicated by 
brown color of residue. Boil a minute or two longer and then filter through 
an 11-cm. filter containing a small moistened wad of absorbent cotton in the 
apex. Receive filtrate in a 400-ml. beaker. Wash out the flask with hot 
water. Remove adhering residue with rubber-tipped glass rod, or dissolve it 
with a few drops of HCl, then add 5 ml., or an excess, of NH,OH and rinse 
into filter, finally washing out flask several times with hot water. Now wash 
filter and residue 10 times with hot Wash Solution. 

Add a little litmus paper to filtrate as indicator, stir and cautiously add 
HCl just to acidity, then 3 ml. in excess. Dilute, if necessary, to 200-250 
ml. with hot water and heat nearly to boiling. Now add 50 ml. of saturated 
HS water and then the hot liquid is ready for titration. 

Pour off about half the liquid as a reserve and titrate the balance until the 
end-point is passed. Use a spot-plate in which about 2 drops of a 15% solu- 
tion of uranium nitrate have previously been placed in each depression. Trans- 
fer the zinc solution to the spot-plate with a glass tube instead of a rod, taking 
only a drop or two for each test, except for the final tests of the titration, when 
about 44 of a ml. should be taken. After the first end-point is passed add a 
portion of the reserve and again pass the end-point. Repeat this, each time 
with more caution, until the reserve is reduced to about 5 ml. Now titrate, 


18 The above method, suggested by A. H. Low, is commonly used in zine ore assays 
in the middle west, sh 
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6 drops at a time, until the end is again observed, then pour the entire liquid, 
or most of it, over the 5 ml. of the remaining reserve and then back into the 


_. same beaker again and finish the titration 2 drops at a time until the end-point, 


: 


or brown tinge, is plainly apparent. Read the burette. Allow a couple of 
minutes for the tests to fully develop and then deduct from the burette reading 
for as many tests as show and for 1 drop additional. Multiply the number of 
ml. of ferrocyanide solution used by the percentage value of 1 ml. 


Nortrs.—Potassium chlorate is added to precipitate the manganese and to dilute 
the mass with salts facilitating the subsequent zinc extraction. ‘The presence of HCl 
is undesirable, hence an excess of HNO; should be present to expel HCl during evapora- 
tion. Bromine water is added to insure complete precipitation of manganese. 

The degree of acidity is important as it has a direct influence on the end point. 
Two drops (i.e. one drop excess) are necessary to produce a color at the end point, 
hence the deduction of one drop is made. 

The zinc compound formed has approximately the following composition: 
K.ZnFe(CN).-Zn,Fe(CN)., the precipitating reagent is K4Fe(CN),.-3H:O, two mole- 
cules of this reagent (422.37 g.x2) precipitate three atoms of zine (65.383) hence a 
reagent containing 21.54 g. is equivalent to 5 g. of zine or to 0.005 g. Zn per ml. 

During the titration with potassium ferrocyanide with too rapid addition of the 
reagent a false end-point is obtained. This is recognized by the fact that an additional 
amount of reagent causes no deepening of the brown color with the uranium indicator. 
With additional reagent, heating and stirring no further brown color is produced. 
When the true end-point is reached an addition of more ferrocyanide results in a deeper 
color of the spot test. The solution stirred and boiled still gives the test. 

If considerable copper and lead are present in the ore, it is advisable to remove these 
from the solution. The addition of paper pulp assists in the settling of the sulfides, 
enabling a test to be made with the clear supernatant solution. With the dark sus- 
pended sulfides a sharp end-point can not be obtained, so that it is advisable to allow 
the gion to settle and test using the clear liquor. H.S present in large amount 
interferes. 


Diphenylamine Indicator for Titration 


General.—In both of the previous methods the zinc may be determined by 
titration with potassium ferrocyanide using diphenylamine for an internal 
indicator as proposed by Cone and Cady 1 and slightly modified by Kolthoff.!* 

Solutions Required.— Diphenylamine Indicator.— Dissolve 1 g. of diphenyl- 
amine in 100 ml. of sulfuric acid (sp.gr. 1.84). 

Sulfuric Acid (30%)—mix 208 ml. of H.SO, (sp.gr. 1.84) with 500 ml. of 
water and dilute to 1 liter. 

Standard Ferrocyanide.—Dissolve 21.6 g. of K,Fe(CN).:3H,O and 0.3 g. 
of K3;Fe(CN)., in 1000 ml. of water and standardize with C.P. zine. 

Method.—The final solutions are neutralized with either NH.OH (sp.gr. 
0.90) or H,SO, (80%) depending on the previous method used. An excess of 
15 ml. of H.SO,4 (80%), 10 g. of NH4Cl and 2 drops of the indicator are added. 
The solution is heated to 60°-and titrated with standard potassium ferro- 
cyanide until the blue color changes to a yellowish green. 

At the beginning of the titration the liquid appears blue and becomes in- 
creasingly darker, until at about 0.5 ml. before the true end point is reached 
the solution changes suddenly to yellowish green; but on standing for a few 


4 W. H. Cone and L. C. Cady, J. Am. Chem. Soe., 49, 356 (1927). 
1%]. M. Kolthoff, Chem. Weekblad, 24, 203, Kolthoff & Furman, Vol. Analysis, II. 
J. Wiley & Sons, Inc., N. Y., 1929. 
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seconds the color changes back to blue. The titration is continued drop by 
drop until the color changes to a yellowish green, which remains for 20 seconds. 


Norr.—In case of over titration the excess of ferrocyanide may be determined by 
back titration with a standard zinc solution. 
The elements Cu, Co, Cd, Ni and Al should be absent from the zine solution. 


Titration in Alkaline Solution 


General.—This procedure is designed for rapid routine work on roasted or 
oxidized ores, especially those high in silica, alumina, iron, and manganese. 
It should only be used on unroasted sulfides, copper, or high cadmium-bearing 
ores, when the operator has had long experience. It is designed to give the 
zine content of materials soluble in hydrochloric or nitric acid. For materials 
containing insoluble zinc, the titration in acid solution, in which zine is sep- 
arated as sulfide, is preferred. 

Solutions Required.—Potassium Ferrocyanide.—34.8 g. of pure salt in 1000 
ml. of water. One ml.=approximately 0.010 g. Zn. 

Ferric Nitrate.—One part of salt in 6 parts of water. It is well to adda little 
nitric acid to prevent hydrolysis. 

Citric Acid.—One part of acid in 3 parts of water. 20 ml. of nitric acid 
should be added to each liter to prevent mould growth. 

Method.—For ores or materials containing above 50% Zn, weigh 1.0 g. 
of sample into a tall 400-ml. beaker. (For lower grade materials larger sample 
can be taken provided the iron content in the solution to be titrated does not 
exceed 400 mg.) Moisten the sample with water and add 25 ml. hydrochloric 
acid (sp.gr. 1.20). Rotate the beaker to prevent caking. Place on a hot plate 
or steam bath and evaporate to dryness.1¢ Add 40 ml. of nitric acid (sp.gr. 
1.42), cover with a watch crystal and boil off all nitrous fumes. Then add 3 
to 4 g. of KC1O3 and boil to a volume of about 20 ml. Cool, wash off the watch 
crystal and sides of the beaker and dilute to about 100 ml. Wash into a 
500-ml. graduated flask, make up to the mark and shake well. Filter through 
a close, dry, 24 cm. qualitative paper. Return the first portions of the filtrate 
until the filtrate comes through clear and colorless. 

Measure out 250 ml.’ of the filtrate into a 600-ml. beaker, add ferric nitrate 
solution to bring the iron content up to approximately 350 mg. and proceed 
exactly as under standardization. 

Standardization.—Weigh into 600-ml. beakers several portions of C.P. 
zinc ranging from 0.4 to 0.5 g. Cover with water and dissolve with 10 ml. of 
HNO; (sp.gr. 1.42). Boil gently for five minutes to remove the nitrous fumes 
and dilute to 250 ml. with water. 

Add 10 ml. of ferric nitrate solution and 20 ml. of citric acid solution. Neu- 
tralize with NH,OH (sp.gr. 0.90) using a piece of litmus paper as the indicator, 
and add 25 ml. in excess.1* Heat just to boiling and titrate with the ferro- 


16 The temperature of the hot plate should not be over 120° C. as ZnCl: is appreciably 
volatile at higher temperatures. 

The graduated flasks should be standardized against one another so that exactly 
half the sample is taken. 

18 The excess NH,OH depends on the amount of zinc present and should be varied 
between 25 ml. for samples containing 0.4 to 0.5 g. of zinc to a few drops excess for sam- 
ples containing less than 0.05 g., of zine, 


—— 
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cyanide solution, using 50% acetic acid as an external indicator placed in the 
depressions of a test plate. 

The end-point is a change in color from yellow to green produced by the 
formation of ferric ferrocyanide as soon as the ferrocyanide is in excess of the 
zine and the solution is acidified by the acetic acid. The end point may be 
approached by reserving a portion of the solution in a small beaker as given 
under titration in an acid solution with uranium nitrate as the outside indi- 
eator. 

A blank determination must be made and the value of this blank subtracted 
from the titrations of standardizations and samples. The blank titration is 
approximately 0.2 ml. Add only a few drops excess NH,OH to the blank 
determination. 

Procedure for Copper-Bearing Ores 


Hither method is recommended: 

Separation of Copper by Aluminum.—The sample is treated as usual up 
to the point where manganese has been separated and 250 ml. of the clear 
filtrate measured out. Add 25 ml. of 1 : 1 sulfuric acid and evaporate to strong 
fumes, cool, dilute to 100 ml., add a gram or two of 20-mesh zinc-free aluminum. 
Heat until all the copper separates, filter, wash and proceed with the filtrate 
as in the regular method, after oxidizing iron with a few drops of nitric acid. 

Separation of Copper by Hydrogen Sulfide.—After separation of the man- 
ganese with chlorate, sulfuric acid is added and the solution taken to fumes, 
as in above. Cool, dilute to 100 ml., and add sulfuric acid so that 12% is 
present. Warm slightly and pass hydrogen sulfide through the solution. 
Filter off the copper sulfide, wash, boil H2S out of the filtrate, and proceed as 
in the regular method, after oxidizing iron with a few drops of nitric acid. 

Material Containing Cadmium.—If the material contains cadmium in 
quantities sufficient to warrant separation (0.15% or more), it is best to use 
the titration in acid solution, separating zinc as sulfide. 

Material Containing Carbonaceous Matter.—lIf the material under exami- 
nation contains carbonaceous matter, coal, etc., it must be separated by taking 
to dryness with hydrochloric acid. Take up in acid and water, filter and 
wash, and evaporate the filtrate to dryness. Take up in nitric acid and pro- 
ceed as in the regular method. 

If the carbonaceous material is not removed, the manganese does not 
separate cleanly, due to the reducing action of carbonaceous compounds. 

Procedure for Material Containing Metallics.—On account of the lack of 
uniformity in the case of metallic zinciferous material containing lead and 
iron, it is well to work on large samples. Five or 10 g. of the metallics reduced 
to as fine a size as possible are weighed out and dissolved in nitric acid. The 
nitrous fumes are boiled off and the whole made up to 500 ml. or 1000 ml. 
Fifty or 100 ml. are now pipetted off into a 600-ml. beaker and the zinc titrated 
as usual. In case the metallic portion contains manganese, which is unusual, 
it can be separated by the regular procedure. Copper is separated as given 
under Copper-bearing Ores. Material containing cadmium should be analyzed 


_ by other methods, as given under Standard Procedure. 


19 Tt is necessary that the acetic acid be zinc free so that it is advisable to redistill 
it to remove traces of zine it may contain or have taken up by standing in glass bottles 
containing zinc. 
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DETERMINATION OF SMALL AMOUNTS OF ZINC 


TurBipity MrtTHop 


Solution Required.—Standard Zinc Solution.—Dissolve 0.1 g. of zine 
(C.P.) in 10 ml. of HCl (sp.gr. 1.20) and dilute to 1000 ml. 1ml.=0.0001 g. Zn. 

Method.2°—Take an amount of sample such that it will contain between 
0.1 and 2.0 mg. of zine. Dissolve the sample and take to fumes of sulfuric 
acid as directed in the procedure of the Standard Method. Dissolve the 
residue in water and adjust the acidity to contain about 5% free H»SO, and 
precipitate the heavy metals with H.S. 

Filter off the heavy metals and boil the filtrate to remove the H.S, cool, 
neutralize with NH,OH and add 10 ml. of 50% citric acid solution. Heat the 
solution to boiling and, if no calcium citrate separates, add small quantities 
of calcium carbonate at a time until a precipitate of about 1.0 g. of calcium 
citrate is formed. Remove from heat and pass a stream of H.S through the 
solution until it has cooled. Filter the solution through a small filter paper 
and wash with a 2% solution of NHsCNS. Dissolve the precipitate in 3 ml. of 
HCl (sp.gr. 1.20) diluted to 10 ml. with water, and wash the paper with water. 

Wash the solution into a 100-ml. Nessler tube and hold until a series of 
the standards covering the range in which the samples fall has been prepared 
by measuring portions of the standard zinc solution into 100-ml. Nessler tubes. 
Dilute the standard and sample solutions to about 90 ml. and add 3 ml. of HCl 
(sp.gr. 1.20) to the standard solutions, and 2 ml. of ferrocyanide solution to 
all solutions. Dilute each Nessler tube to the mark and mix thoroughly. 
After standing for at least five minutes compare the turbidity of the standards 
and the sample. Calculate the percentage of zinc from the quantity of sample 
taken and the standard solution similar in turbidity to that of the sample. 


VotumetTric Merruop 


Solutions Required.—Potassium Ferricyanide.—Dissolve 1 g. of K;Fe(CN)«¢ 
in 100 ml. of water. 

Diphenylamine Indicator.—Dissolve 1 g. of diphenylamine in 100 ml. of 
H.SO, (sp.gr. 1.84). 

Standard Potassium Ferrocyanide.—Dissolve 7 g. of K4Fe(CN)., in 1000 
ml. of water. 

Method.—Proceed as in the turbidity method. If the amount of zinc 
present is between 1 mg. and 50 mg. it may be titrated as follows: 

Dilute the solution containing the ZnCl, to 50 ml. and heat to 60° C. Add 
2 drops of potassium ferricyanide and 2 drops of diphenylamine indicator. 
Titrate with the standard potassium ferrocyanide. Standardize the ferro- 
cyanide by titrating portions of a standard zinc solution in the same manner. 
A blank determination should be made and all titrations should be corrected 
accordingly. 


20 M. Bodansky, J. Ind. Eng. Chem., 13, 696 (1921). 
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SPECIAL METHODS 


Determination of Metallic Zinc in Zinc Dust 


Discussion.—There have been various methods proposed for determining 
the metallic zinc content of zinc dust. Most of these are based upon its 
reducing power. The latter may be determined by any one of many ways, 
although the results from different methods will not be soncordant, due to the 
inaccuracies inherent with most of the methods. Totassium bichromate, 
iodate, ferric sulfate, and iodine have been used for measuring the reducing 
power of zinc dust. Fresenius also proposed dissolving the zine dust in dilute 
sulfuric acid and after drying passing the hydrogen over heated copper oxide 
in a combustion tube, absorbing the water formed in a calcium chloride tube 
and weighing. 

There have also been methods devised based on the volume of hydrogen 
evolved when a sample of zine dust is resolved in dilute acid. Several investi- 
gators have concluded from comparative investigations that the gasometric 
determination of the hydrogen evolved gives the most consistently accurate 
results. The best arrangement of apparatus for carrying out this hydrogen 
evolution method is shown in Fig. 128. The time required for a determination 
is about 114% hours. 

Procedure.—One gram of zine dust is weighed and transferred as rapidly 
as possible to a small Erlenmeyer flask A, of 100 or 200 ml. capacity, in which 
is placed a piece of sheet platinum about 1.5 cm. square. About 5 g. of clean 
unoxidized ferrous sulfate crystals are added on top of the zine dust and the 
flask nearly filled with distilled water saturated at room temperature with 
hydrogen gas. 

The object of adding the sheet platinum and ferrous sulfate is to increase 
the rate of hydrogen evolution by catalytic action. A further reason for 
adding the ferrous sulfate on top of the zinc dust sample is to coagulate the 
latter as much as possible when it becomes wetted, and thus prevent the float- 
ing of more than an unappreciable amount of the sample. 

The rubber stopper containing separatory funnel B and connecting C is 
tightly inserted into the neck of the flask. A little distilled water is poured 
into B and the three-way stopcock in C turned to connect the flask with the 
downward outlet. Enough water is now run in from the separatory funnel to 
displace all the air in the flask and the connecting tube through the bore in its 
stopcock. The stopcock in C is now turned so that the downward outlet is 
in connection with the measuring tube D. By raising the leveling bottle £, 
containing 10% sulfuric acid also saturated with hydrogen at room tempera- 
ture, all the gas in D is displaced. The stopcock in C is now turned through 
90 degrees so as to connect the decomposing flask A with the measuring tube 
D. The system is hence completely filled with liquid and ready for the genera- 
tion of hydrogen. The measuring tube D has a total capacity of 400 ml. and 
is graduated from 250 to 400 ml. by 0.25 ml. 

Thirty milliliters of 1 : 1 sulfuric acid are now poured into the separatory 
funnel. A small portion of this acid is allowed to run into the decomposing 
flask until a brisk but not too rapid evolution of hydrogen takes place. The 
acid, being much heavier than water, settles to the bottom of the flask and 
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the action commences immediately. The gas evolved, together with some 
solution and a very small amount of zinc dust passes over into the measuring 
tube, displacing the acid there. When the action 
in the decomposing flask has slowed down, more 
concentrated acid is introduced until all has been 
added. During this time the acid in the meas- 
uring tube and flask is shaken so as to wash 
down the particles of zinc dust from the upper 
parts of the flask and tube now filled with gas. 
The particles in the measuring tube on coming in 
contact with the 10% sulfuric acid are readily 
dissolved and generate their portion of hydrogen. 

When all the zinc dust has been dissolved, 
water is run in from the separatory funnel to 
force the hydrogen over into the measuring tube 
and to fill the flask and connecting tube with 
water through the stopcock which is then closed. 
After leveling with the leveling bottle the volume 
of hydrogen generated from the l-g. sample at 
the prevailing atmospheric conditions is read 
from the measuring tube. The percentage of 
metallic zinc in the sample is then calculated 
from the following expression: 


Per cent of Metallic Zine 
_ VX(P—p—a) X029196 
*: (1+0.00367t)760 ” 


Fig. 128. Apparatus for De- 
termining Metallic Zine. 


in which V=volume of gas in measuring tube 
at atmospheric conditions, P=barometric pres- 
sure, p=vapor tension of water above 10% sulfuric acid at room tempera- 
ture, a=temp. correction for expansion of Hg in the barometer (this is 
approximately 0.13¢), and t=room temperature in °C. 

Necessary Precautions.—To obtain results of the highest accuracy, it is 

necessary when weighing out samples of zinc dust which are very finely divided, 
to keep the time of exposure as small as possible in order to minimize the 
oxidation that takes place with the oxygen of the air. It is also highly impor- 
tant when samples are to be held, that they be kept in ground glass stoppered 
bottles, completely filled, and sealed with paraffin or wax. — 
; The two variables most likely to affect the results are temperature and baro- 
metric pressure. A change in the barometric pressure is practically always 
extended over a reasonable length of time. A careful reading of the barometer 
when the volume of gas in the measuring tube is read will eliminate any error 
from this source. A temperature change, on the other hand, affects not only 
the volume of gas, according to Charles’ law, but also affects the vapor tension 
of water and hence the actual pressure of the hydrogen when measured. 

The rubber connection between the connecting and measuring tubes must 
be of heavy rubber and should be shellacked. 
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The vapor tension of water is slightly lower above 10% sulfuric acid than 
above pure water, and for accurate work should be used in place of the 


ordinary vapor tension tables. 
The result obtained should. be corrected for any metallic impurities, as Fe, 
Al, ete., which evolve hydrogen when dissolved in sulfuric acid. 


ANALYSIS OF SLAB ZINC 
DETERMINATION OF IMPURITIES IN SLAB ZINC 


The rejection limits of the six grades of Slab Zine (Spelter) considered by 
the American Society for Testing Materials are listed in the following: 


Sum 
Pb Fe Cd Pb+Fe 
Grade Not Not Not +Cd Al 
Over Over Over Not 
Over 
No. la Special High Grade.... 010% | .005% | .005% .010% | None 
Now Ue High 'Gradel >... 02... 07 03° 07 .10 sf 
No. 2 Intermediate.......... .20 .03 50 .50 sp 
No. 3. Brass Special......... .60 .03 50 1.0 ~ 
Nomdeeselected ). cc is02....-- .80 .04 75 125) ~ 
No. 5 Prime Western........ 1.60 .08 


« Tentative limit Grade No. la Pb .007% max. 
> Tentative limit Grade No. 1 Fe .02% max. 


The following methods are the standard methods used in the laboratories 
of the New Jersey Zine Company: 


Leap—ELeEcTrRoOLYTIC Mreruop 


Solutions Required.— Silver Nitrate (5%).—Dissolve 5 g. of AgNO3; (C.P.) 
in 100 ml. of distilled water. 

Nitric Acid (1 : 1).—Mix 500 ml. of HNO; (sp.gr. 1.42) with 500 ml. of dis- 
tilled water. 

Apparatus Required.—Electrodes.—The electrodes recommended are of the 
stationary type. 

Anodes.—Platinum cylinder anodes 1.5 inch diameter made from perforated 
sheets having 288 holes per sq. in.; 2.0 inches high, approximately 20 sq. in. 
(128 sq. cm.) area with 3.5 inch stem, 0.05 inch diameter. Cylinders must be 
sand blasted. 
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Cathodes.—Spiral cathodes each made from a piece of 0.03 inch diameter 
wire 16 inches long; seven spirals of 0.38 inch diameter extending 2.0 inches 
with stem of 3.5 inches. 

Method.—Grade No. la.—Weigh 86.6 g. of sample into a 1500-ml. beaker, 
cover and add 530 ml. of HNO; 1:1 in small portions. When solution is 
complete, add AgNO; solution to one drop excess, cover and boil until the 
volume is about 200 ml.” Without cooling, transfer the solution to a 600-ml. 
beaker and dilute to 500 ml. with cold water. Electrolyze the hot solution,* 
for 4 hours with a current density of 1 ampere per 100 sq. cm. Wash ™ the 
anode three times with water and dry * for 30 minutes at a temperature of 
210° C. Cool and weigh. Calculate the percentage of lead as follows: 


(A—B) X100 | 
100 = 7o2 bs 


where A is the weight of the platinum electrode with deposit of PbOs, B is 
the weight of the platinum electrode initially. 

Grade No. 1 and 2.—Weigh the sample into a 500-ml. large mouth Erlen- 
meyer flask, add 75 ml. of water and dissolve with HNO; (sp.gr. 1.42). (For 
Grade No. 1 take 17.32 g. and use 60 ml. of HNO;. For Grade No. 2 take 
8.66 g. and use 40 ml. of HNO3.) When solution is complete add AgNO; solu- 
tion to one drop excess,”! cover and boil until the volume is about 75 ml.” 
Without cooling, transfer the solution to a tall form 200-ml. beaker, wash out 
flask with hot water and dilute to 190 ml. Electrolyze the hot solution ?* for 
2 hours with a current density of 1 ampere per 100 sq.cm. Wash *4 the anode 
three times with water and dry ** for 30 minutes at a temperature of 210° C. 
Cool and weigh. 

Grade No. 3—4—5.—Weigh 17.32 g. of sample into a 500-ml. large mouth 
Erlenmeyer flask, add 75 ml. of water and 60 ml. of HNO; (sp.gr. 1.42) in small 
portions. When solution is complete add AgNO; solution to one drop excess,” 
cover and boil until the volume is about 75 ml. Cool, transfer to a 500-ml. 
graduated flask, and dilute to the mark. Mix and measure out 125 ml. (equal 
to 4.33 g. of sample) into a tall form 200-ml. beaker. Add 10 ml. of HNO; 
(sp.gr. 1.42) and boil for 10 minutes. Dilute to 190 ml. and electrolyze as 
directed under Grade No. 1 and 2. 


*1 Only sufficient silver nitrate solution is added dropwise to precipitate any chlo- 
rides present. 

2 Boiling to this volume with the beaker covered with a watch glass will remove all 
nitrous fumes. If nitrous acid or similar compounds of nitrogen are not entirely re- 
moved, complete deposition of PbO, will not be obtained. 

3 After dilution, the solution should be thoroughly mixed by stirring. The tem- 
perature should be 70°-80° C. when placed on the stand for electrolysis. During elec- 
trolysis the beaker should be covered to prevent loss by spraying. 

The washing is best performed by lowering the beaker of electrolyte out from 
under the electrode and immediately replacing it with a beaker of distilled water. 
Washing is accomplished by moving the beaker of water up and down several times. 
This operation is repeated twice with fresh water. The current should be left on until 
the last washing is finished. The first washing of the electrode should be carried out 
as soon as possible after the beaker of electrolyte has been removed, since the film of 
solution which remains on the electrode tends to redissolve the deposit of PbOs». 

2 Drying at 210° C. for 30 minutes is necessary to remove all but a trace of water 
from the deposit. The deposit of PbO» can be removed from the electrode by immersing 
in a hot nitric acid solution to which oxalic acid has been added. 
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The per cent of Pb can be calculated as above directly from the weight 
of the PbO» deposit as factor weights are used in all cases. 


Leap Actin MrEtTHopD 


Solution Required.—Lead Acid—Add 1 g. of lead acetate in 300 ml. of 
water to dilute sulfuric acid (300 ml. acid to 1800 ml. of water). Shake well, 
allow to cool and settle. Filter off the precipitated lead sulfate. By the use 
of this sulfuric acid saturated with lead, the solubility of lead sulfate need not 
be considered, the solution being brought back to the same concentration 
each time. 

Method.— Weigh 10 g. of the sample into a 400-ml. beaker and add 120 ml. 
of “lead acid.”” When all but about 10% of the zinc is dissolved, filter and 
wash with lead acid. Retain the filtrate. Wash the metallics back into the 
beaker and dissolve in nitric acid. Add 40 ml. of “ lead acid ” and evaporate 
to strong fumes. Cool and add 35 ml. of water, which is the amount evap- 
orated from the “ lead acid,” and heat to boiling. Add the filtrate containing 
most of the zine and a little lead sulfate, stir and allow to settle over night. 
Filter on a Gooch crucible, wash with lead acid, a mixture of alcohol and water 
(1 : 1), finally with alcohol and ignite inside a porcelain crucible and weigh 
as lead sulfate. 

Tron 


Solutions Required.— Sulfuric Acid (1 :4).—Mix cautiously 200 ml. of H.SO, 
(sp.gr. 1.84) with 800 ml. of cold distilled water. 

Copper Sulfate—Make a saturated solution of copper sulfate in distilled 
water. 

Standard Potassium Permanganate (A).—Dissolve 2.3 g. of KMnO, (C.P.) 
in 1000 ml. of boiled distilled water.2® Mix thoroughly and allow to age at least 
14 days and standardize so that 1 ml. shall be equivalent to .004 g. of Fe. This 
solution should be kept in a dark bottle away from direct light. 

Standard Potassium Permanganate (B).—Pipette” 50 ml. of Standard 
Potassium Permanganate Solution (A) into a 500-ml. flask and dilute to the 
mark with boiled distilled water and mix thoroughly. This solution should 
be prepared each day it is used. 

Apparatus Required.—Bunsen Valve.—In a one-hole rubber stopper which 
will fit the neck of a 500-ml. Erlenmeyer flask insert a short length of glass 
tubing. Over the upper end of the glass tube place a 2-inch length of soft 
rubber tubing. Seal the free end of the rubber tubing by inserting a piece of 
glass rod. In the rubber tubing make a longitudinal slit about 14” long. 
When using moisten the slit with water. 

Method.—Grade No. 1a.— Weigh 100 g. of sample 8 into a 1500-ml. beaker 
cover, add 400 ml. of HCl (sp.gr. 1.20) and, when the action has nearly stopped, 

* The KMnO, is best dissolved in hot water. The solution should be filtered 
through asbestos and cooled before making up to volume. 

2"'The pipette and flask must be standardized; the pipette to deliver one-tenth of 
the contents of the flask. 

28 Foreign particles of iron contamination in drilled samples should be removed b 
spreading the sample on a clean, glazed paper and passing a magnet back and fort 
through the drilling. In the case of samples made from hot metal poured into water 
the sample should be placed on a 20-mesh clean brass screen and carefully washed with 
distilled water and dried before weighing. 
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add 25 ml. of HNOs (sp.gr. 1.42). Allow to stand until solution is complete 
then boil for 5 minutes. Dilute with 100 ml. of water, neutralize with HN,OH 
(sp.gr. 0.90) and add sufficient excess to hold zine salts in solution. Boil for 
5 minutes and allow to stand on a warm plate for 30 minutes. Filter 2° while 
hot and wash the precipitate twice with hot water. Discard the filtrate. Dis. 
solve the precipitate with hot H.SO, (1:4), catching the solution in the 
original beaker and wash the paper well with hot water. Neutralize with 
NH,OH (sp.gr. 0.90) and add 10 ml. in excess. Heat to boiling, filter while 
hot and wash the precipitate well with hot water. Discard the filtrate. Place 
a 500-ml. Erlenmeyer flask under the funnel and dissolve the precipitate from 
the paper with hot H.SO, (1 :4) and wash well with hot water. Add 5 g. of 
zine foil (C.P.), 5-6 drops of CuSO, solution *° and stopper immediately with 
a Bunsen valve. Allow to stand until the zine foil has dissolved.*! Filter 
rapidly through cotton batting into a 500-ml. Erlenmeyer flask. Rinse the 
first flask with water and wash the funnel and batting.” Titrate immediately 
to a faint pink end point with Standard Potassium Permanganate Solution 
(B). Make a blank determination in a similar manner. Calculate the per- 
centage of iron as follows: 


(A—B) X.0004=% Fe, 


where A is the ml. of KMnOs, solution required for the sample; B is the ml. 
of KMn0O, solution required for the blank. 

Other Grades.—Weigh the sample ** into a 600-ml. beaker, cover, add 150 
ml. of water and dissolve in HCl (sp.gr. 1.20). (For Grade No. 1-2-3-4 take 
25 g. of sample and use 150 ml. of HCl; for Grade No. 5 take 10 g. of sample 
and use 60 ml. of HCl.) When solution is complete add 5 ml. of HNO; (sp.gr. 
1.42), boil for 5 minutes, neutralize with NH,OH (sp.gr. 0.90) and add suffi- 
cient excess to hold the zinc salts in solution. Continue as above. For 25 g. 
samples multiply the result by 4 and for 10 g. samples by 10. 

Standardization.— Weigh 0.15 g. of Bureau of Standards Standard Sample 
No. 40 Sodium Oxalate into a 400-ml. beaker. Add 200 to 250 ml. of hot water 
(80°-90° C.) and 25 ml. of H.SO, (1:4). Titrate at once with the Potassium 
Permanganate Solution (A), stirring vigorously, to a permanent pink end point. 
Adjust the KMn0O, solution so that the end point is reached at 31.25 ml. with 
0.15 g. of NaeC2O,. One ml. of this solution will be equivalent to .004 g. of Fe. 


CADMIUM 


Solutions Required.— Sodium Sulfide (5%).—Dissolve 50 g.of NaOH (C.P.) 
in distilled water, dilute to 1000 ml. and saturate with H.S gas. 

Sulfuric Acid (1 : 5).—Mix cautiously 200 ml. of H,SO, (sp.gr. 1.84) with 
1000 ml. of cold distilled water. 

Sulfuric Acid (1: 1).—Mix cautiously 500 ml. of H.SOx, (sp.gr. 1.84) with 
500 ml. of cold distilled water. 

Sulfuric Acid (10%).—Mix cautiously 60 ml. of H2SO. (sp.gr. 1.84) with 
1000 ml. of cold distilled water. 


*®? Use a No. 40 Whatman 15 cm. filter or other similar paper. 
30 The copper sulfate hastens the action. 

3. This will require from 1 to 2 hours. 

® Keep the volume 300 ml. for titration. 
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Hydrochloric Acid (1 : 2).—Mix 500 ml. of HCl (sp.gr. 1.20) with 1000 ml. 
of distilled water. 

Method.—Grade No. 1a.—Weigh 200 g. of sample into a 3000-ml. beaker. 
Add 650 ml. of HCl (sp.gr. 1.20) and after a few minutes carefully add 100 ml. 
of HNO; (sp.gr. 1.42) and boil until solution is complete. Dilute to 1000 ml. 
with water. Cool in running water and add 1000 ml. of NH,OH (sp.gr. 0.90) 
and stir until all zine salts are in solution.** Heat to about 80° C. and add 
slowly from a pipette 50 ml. of sodium sulfide solution with constant stirring *4 
and continue to stir for 5 minutes. Let settle on a warm plate for 30 minutes 
and filter.*° Wash beaker once with water. Transfer the paper with pre- 
cipitate to the 3000-ml. beaker,** add 150 ml. of H.SOx (1 : 5), cover and boil 
gently for several minutes, using a stirring rod to disintegrate the paper and 
effect solution of zinc and cadmium sulfides. 

Filter * into a marked 600-ml. beaker ** and wash well with hot water. 
Cool, dilute to 400 ml. volume with water and add slowly with constant stirring 
25 ml. of sodium sulfide solution and continue stirring for about one minute.* 
Filter * and wash out beaker with cold water. Discard the filtrate. 

Hold funnel with paper on its side over the marked 600-ml. beaker and 
wash as much of the precipitate as possible into the beaker with hot H.SO, 
(1 : 5) using 30-40 ml.4° Return funnel and beaker to filter stand, open flaps 
of filter paper and dissolve remaining precipitate with hot H.SO, (1 : 5) using 
enough to bring the volume to the 60-ml. mark.“ Stir thoroughly to effect 
solution of the zine sulfide and then wash the paper with hot water. Replace 
the flaps of the filter paper and reserve the funnel with paper for subsequent 
filtrations. 

Dilute the volume to the 250-ml. mark and reprecipitate as before with 
25 ml. of sodium sulfide solution. Filter through the reserved funnel and paper 
and transfer the precipitate to the marked 600-ml. beaker in the manner de- 
scribed in the preceding paragraph. 

Make two more precipitations in the same manner.*? Wash the final pre- 


33 Hnough NH,OH must be added to dissolve all the zine salts and have considerable 
in excess. 

4 Stirring briskly is necessary to assure precipitation of all the cadmium. 

% The time required for filtering may be shortened by using a 15-em. No. 2 What- 
man or similar paper on a 15-cm. Biichner funnel with suction. Refiltering the first 
50 to 100 ml. may be necessary. 

% The small quantity of precipitate adhering to the sides of the Biichner funnel 
may be washed out into the 3000-ml. beaker with part or all of the 100-ml. of H2SO. 
(1 : 5) called for in the method. 

37 Use a 15-em. No. 1 Whatman or similar paper. Most of the lead is removed as 
PbSO,. The lead remaining is removed subsequently. CuS is insoluble in the H2SO,4 
(1 : 5) and is removed with the lead. z 

38 The heights of 60, 250 and 400-ml. volumes should be marked on the 600-ml. beaker. 
- Marking with colored lacquer or paint is quite satisfactory. 

39 Hnough zinc sulfide should be precipitated with the cadmium to give a settled 
pret approximately 14’’ after 10 minutes. When necessary add additional Na.S 
solution. 

40 The H»SOx, (1 : 5) wash bottle should be equipped with a nozzle which will deliver 
a fine stream. 

4. Tt is not essential that all the CdS be dissolved. 

“” The filtrate from the last precipitation should contain no zine. A simple test is 
to add 5 ml. of K,4FeCN, solution (5%). Another precipitation should be made if the 
test shows zinc to be present. 
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cipitate well with cold water and transfer the paper to the 600-ml. beaker, 
add 30 ml, of H.SO, (1:5), cover and boil gently for several minutes, using a 
stirring rod to disintegrate paper and effect solution of the cadmium sulfide. 
Ditute to 60 ml. with water, cool and filter into a tall form 200-ml. beaker and 
wash with cold H.SO, (10%).* 

Neutralize the filtrate with NH,OH (sp.gr. 0.90) using methyl orange as 
indicator.*4 Make the solution slightly acid with H.SO, (10%) and add 5 ml. 
in excess. Dilute to 150 ml. with water, mix thoroughly, and electrolyze for 
3 hours with a current density of one ampere per 100 sq. cm. Wash the 
cathode with water and alcohol (95%) ** and dry at 110° C.4® Cool and 
weigh.‘7 

Calculate the percentage of cadmium as follows: 


(A—B) X100 
200 % Od, 
where A is the weight of platinum electrode with deposit of cadmium, B is 
the weight of the platinum electrode initially. 
Other Grades.—A sample of 10 (or 25) g. is taken and entirely dissolved 
in a tall 400-ml. beaker with nitric acid, the solution then treated with 25 
(or 50) ml. of H.SO, (1 : 1) and evaporated to expel all nitric acid. After 
cooling, water is carefully added and the beaker heated until all the soluble 
salts have been dissolved. - The lead sulfate is allowed to settle, filtered off 
and washed. The filtrate is diluted to 200 ml. and hydrogen sulfide gas passed 
through for 15-20 minutes. No precipitate will appear at first, so that a drop 
or two of ammonia is added and repeated at intervals until a considerable 
amount of zine sulfide has been precipitated. The sulfides are filtered off and 
washed with cold water. They are then dissolved with HCl (1 : 2), catching 
in the original beaker, 15 ml. of He_SO, (1 : 1) added and taken tofumes. This 
is again diluted to 200 ml., hydrogen sulfide gas passed through and ammonia 
added as before to produce a precipitate of cadmium sulfide. This is treated 
as above and a third precipitation made.” The final precipitate is dissolved 
in HCl (1 : 2); 10 ml. of H.SO, (1 : 1) are added and the solution is evaporated 
to fumes and the cadmium determined electrolytically as directed under Grade 
No. la. For 10 g. samples, to determine the percentage of cadmium, multiply 
the weight of cadmium deposit in grams by 10 and for 25 g. samples multiply 
by 4. 


43 'To remove remaining portion of lead as PbSO.. 

44 Should a white precipitate form, indicating tin, filter through a small paper. 

4'The washing is best performed by lowering the beaker of electrolyte out from 
under the electrodes and immediately replacing it with a beaker of distilled water. 
Washing is accomplished by moving the beaker of water up and down several times. 
This operation is repeated twice with fresh water and once with alcohol. The current 
must be left on until the last washing is finished. The first washing of the electrodes 
must be carried out as soon as possible after the beaker of electrolyte has been removed, 
ae the film of the solution which remains on the electrode tends to redissolve the 

eposit. 

46 Drying should be no longer than necessary to avoid oxidation of the deposit. 

47 Instead of determination by electrolysis, the Cd in the 200-ml. beaker may be 
precipitated with H,S gas, filtered on a weighed Gooch crucible, dried at ie C. and 
weighed as CdS, 
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CopPER 


Solutions Required.—H,S0O, (1: 1).— Mix cautiously 500 ml. of H2SOs (sp.gr. 
1.84) with 500 ml. of cold distilled water. 

Sodium Thiosulfate (25%).— Dissolve 25 g. of Na»S.03:5H2O (C.P.) in dis- 
tilled water and dilute to 100 ml. 

Nitric Acid (1 : 4) —Mix 30 ml. of HNO; (sp.gr. 1.42) with 120 ml. of dis- 
tilled water. 

Nickel Sulfate Solution.— Dissolve 80 g. of NiSO,-6H.O in water and dilute 
to 1000 ml. 

Standard Copper Sulfate—Dissolve .3928 g. of CuSO.-5H,O (C.P.) in 
distilled water, add 5 ml. of H2SO, (1 : 1) and dilute to exactly 1000 ml. 

Method.— Weigh 100 g. of sample into a 2000-ml. beaker. Add 1000 ml. of 
HO, 25 ml. of nickel sulfate solution 48 and 225 ml. of HoSO, (1:1). After all 
the zinc has been dissolved, heat the solution to boiling aad add 10 ml. of sodium 
thiosulfate solution (25%). Boil until precipitate coagulates, let settle a few 
minutes. Filter *? and wash thoroughly with cold water. 

Transfer the paper and precipitate to the original beaker, add 50 ml. of HNO; 
(1 : 4) and boil gently for several minutes using a stirring rod to disintegrate 
the paper and effect solution of the copper sulfide. Filter °° into a 250-ml. 
beaker and wash well with hot water. Discard the paper. 

Add 10 ml. of H.SO, (1 : 1), evaporate to strong fumes, destroy the organic 
matter by adding HNO; (sp.gr. 1.42) dropwise to the hot acid solution and 
take to complete dryness over a Meker burner. 

Take up in a few drops of H,SO, (1:1) and 10 ml. water. Heat to boiling, 
cool, filter *! into a 50-ml. beaker and wash filter well with cold water. Discard 
the paper. 

Reduce the volume of the filtrate to 2 to 3 ml. by boiling, neutralize ” 
with NH,OH (sp.gr. 0.90) and add 2 ml. excess. Heat to boiling and filter, 
catching the filtrate in a small flat bottom color comparison tube, and wash 
with five 1-ml. increments of cold water. (Volume in comparison tube should 
not exceed 10 ml.) 

Make a standard copper solution for comparison in a similar comparison 
tube as follows: 

Add 2 drops H.SO, (1 : 1) to 3 ml. water, neutralize with NH,OH (sp.gr. 
0.90) and add 2 ml. in excess. Then add standard copper solution from a 
burette °* until the blue color matches the color in the tube containing the 
copper from the sample when diluted to the same volume. 


48 Nickel sulfate accelerates the action so that care must be used not to add the 
H.SO, too rapidly. 

49 Use a No. 2 Whatman 15-cm. filter or similar paper. 

50 Use a No. 1 Whatman 12.5 filter or similar paper. 

51 Use a No. 2 Whatman, 15-cm. filter or similar paper. The lead is separated in 
this filtration. 

® Use litmus paper as the indicator. 

53 Additions of 1-ml. increments are recommended. 

'4 Tf the sample contains more than .001% Cu a smaller sample should be used or 
an aliquot of the final solution may be taken. Samples containing over .01% Cu should 
be completed electrolytically as described under Standardization of Standard Copper 
Sulfate Solution. 
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Calculate the percentage of copper as follows: 


(A—B) X.0001 X 100 
100 


=% Cu, 


where A is the number of ml. of the standard copper solution required to 
equal the color of the sample, B is the number of ml. of the standard copper 
solution required to equal the color, if any, obtained by a blank determination, 
i.e. carrying all quantities of reagents and water through the procedure. 0.0001 
is the weight in grams of copper per ml. of standard copper solution. 


STANDARDIZATION OF THE CoprpER SULFATE SOLUTION 


Method.—Measure 100 ml. of the copper sulfate solution into a tall form 
200-ml. beaker and add 2 ml. of HNOs (sp.gr. 1.42) and 10 ml. of H.SO, (1 : 1). 
Dilute to 150 ml. with water and electrolyze for 3 hours with a current density 
of one ampere per 100 sq. cm. Wash the cathode with water,®> then with 
aleohol (95%) and dry at 110° C.** in an oven. Cool and weigh.” 

Calculate the grams of copper per ml. as follows: 


A-—B 


0 72 Cu per ml., 


where A is the weight of platinum electrode with deposit of copper, B is the 
weight of platinum electrode initially. 


ZINC IN METALLIC CADMIUM 


Solutions Required.—Sulfuric Acid (1: 1).— Mix cautiously 200 ml. of H.SO, 
(sp.gr. 1.84) with 200 ml. of cold distilled water. 

Hydrochloric Acid (1 : 2)—Mix 300 ml. of HCl (sp.gr. 1.20) with 600 ml. 
of distilled water. 

Method.— Weigh 10 g. of sample into an 800-ml. beaker, add 200 ml. of water, 
cover beaker and add 25 ml. of HNO; (sp.gr. 1.42). When action has ceased, 
add 15 ml. of H.SO, (1:1), remove cover and evaporate to complete dryness. 
Cool, add 200 ml. of water and 40 ml. of H.SO, (1 : 1), cover, bring to a boil 
slowly *8 and boil until all soluble salts are dissolved. Cool, make the volume 
400 ml., and pass a rapid stream of H.S gas through the solution for 15 min- 


5> The washing is best performed by lowering the beaker of electrolyte out from 
under the electrodes and immediately replacing it with a beaker of distilled water. 
Washing is accomplished by moving the beaker of water up and down several times. 
This operation is repeated twice with fresh water and once with alcohol. The current 
must be left on until the last washing is finished. The first washing of the electrodes 
must be carried out as soon as possible after the beaker of electrolyte has been removed, 
ae the film of the solution which remains on the electrode tends to redissolve the 

eposit. 

6 Drying should be no longer than necessary to avoid oxidation of the deposit. 

57 The weight of copper sulfate taken should make a solution which will contain 
0.0001 g. copper peri ml. If this strength is not obtained, adjust the solution and re- 
standardize as above. 

58 The residue cake might crack the beaker if heated too strongly at first. It is well 
to break up the residue with a glass stirring rod before heating. 
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utes.*® Allow to settle, and filter,®° catching the filtrate in an 800-ml. beaker. 
Wash the precipitate once by decantation with water and transfer the pre- 
cipitate to the paper. Permit to drain, then remove the beaker containing 
filtrate and place it on warm plate to evaporate. 

Place beaker, in which the precipitation was made, under funnel and dis- 
solve the precipitate into the beaker by washing with HCl (1 : 2) washing 
finally with cold water. Add 15 ml. of H2SO, (1:1) to the solution and evap- 
orate to complete dryness. Cool,add 200ml. of water and40ml.of H.SO1(1 :1), 
cover, bring to a boil slowly *8 and boil until all soluble salts are dissolved. 
Cool, make the volume 400 ml. and pass a rapid stream of H.S gas through 
the solution for 15 minutes.” Filter,®° washing the precipitate once on the 
paper. Discard the paper and precipitate. Add this filtrate to that pre- 
viously obtained. 

Evaporate the combined filtrates to complete dryness. Cool, add 100 ml. 
of water and 25 ml. of H.SOx, (1:1), heat to boiling, and boil until the soluble 
salts are dissolved. Cool, make the volume 400 ml. and pass a rapid stream 
of H.S gas through the solution for 15 minutes. Filter,“ catching the filtrate 
in a 600-ml. beaker and washing with cold water. Evaporate to complete 
dryness. Add 3 ml. of HCl (sp.gr. 1.20) and 20 ml. of water and heat until 
solution is complete. Cool and wash into a 100-ml. Nessler tube and estimate 
the zine by the turbidimetric method as described under ‘“‘ Determination of 
Small Amounts of Zinc.” 


ANALYSIS OF ZINC CHLORIDE SOLUTION # 


The methods to be used for the analysis of zine chloride solution or fused 
zine chloride are essentially those given under the various chapters for the vari- 
ous elements. It seems advisable, however, to include a set of methods of 
analysis suitable for the commercial evaluation of zinc chloride. 


Speciric Graviry at 15° C. 


The specific gravity is determined by means of a picnometer. The volume 
is brought to the graduation after the solution in the picnometer has been 
brought to 15° C., using a water bath. The weight of this volume of boiled 
distilled water is determined at 15° C., and the specific gravity of the zine 
chloride solution calculated, compared to water at 15° C. 


ZINC (MANGANESE AND CoppER ABSENT) 


About 25 grams of the well shaken solution is weighed out in a weighing 
bottle and transferred to a 500ml. graduated flask. Sufficient nitric acid is 
added to clarify the solution upon dilution. The flask is filled to the mark with 
distilled water and thoroughly mixed. 


59 To precipitate the bulk of the cadmium as CdS. i 

60 Use a 15-cm. qualitative paper. This is a rough separation. Any CdS which 
goes through the paper will be removed later. 

61 Use a close 11-cm. paper. This is the final removal of the last traces of cadmium. 

6 Contributed by L. 8. Holstein and L. A. Wilson. 
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A portion, approximately equivalent to one gram of ZnCl: is accurately 
measured from a pipette or a burette and the zinc determined by titration with 
a standard potassium ferrocyanide solution as given under procedure for zine 
in ores. 2 

Zinc (MANGANESE OR COPPER PRESENT) 


If manganese or copper is present an aliquot portion is measured out and the 
manganese or copper separated according to the methods given under procedures 
for ores, before titration with potassium ferrocyanide. 


CHLORINE 


Another portion of this solution, approximately equivalent to 0.5 gram of 
ZnCl, is measured off into a 500 ml. Erlenmeyer flask; 15 ml. of distilled water, 
100 ml. of standard N/10 silver nitrate solution and 40 ml. of nitric acid are 
added to the flask and boiled until all nitrous fumes are driven off. After 
cooling, the excess silver nitrate is titrated with standard N/10 ammonium 
thiocyanate solution using 5 ml. of (1:6) ferric nitrate solution as an indicator. 
A blank is run at the same time and the amount of chlorine determined from 
the difference in volumes of ammonium thiocyanate required. The factor for 
the standard ammonium thiocyanate solution is best determined with C.P. 
sodium chloride. 


Sutruric ANHYDRIDE (SOs) 


Twenty-five ml. of the original well shaken solution of zine chloride are 
measured off with a pipette into a 400 ml. beaker, diluted to 300 ml. with hot 
water and a few drops of hydrochloric acid added. Any insoluble matter is 
filtered off, 5 ml. of bromine water are added to the filtrate and the solution 
boiled until excess bromine is all driven off. The SO; in the filtrate is precipi- 
tated with 25 ml. of hot 10% barium chloride solution. After standing on the 
steam plate for 3 hrs., the barium sulfate is filtered off, ignited and weighed. 
The weight of the sample is determined from the specific gravity. 


Iron (Fr) 


A portion of the well shaken solution, equivalent to 10 grams of zinc is 
evaporated to a syrupy consistency and the iron determined by the colorimetric 
method as under spelter. 

In case the iron is too high to estimate colorimetrically it is separated with 
ammonia, filtered off, washed with hot water and dissolved in hot dilute sulfuric 
acid. This solution is cooled, run through a Jones reductor and titrated with 
standard potassium permanganate solution, or the iron may be determined 
by the hydrogen sulfide method as given under analysis of slab zinc. 


Iron anp ALumrinum (FH.03;+AL203) 


Hither 10 or 20 ml. of the original well shaken solution are transferred to a 
200 ml. beaker, diluted with 150 ml. of water and hydrochloric acid added to a 
very faint excess (2 drops concentrated acid). A rapid stream of hydrogen 
sulfide is passed through the solution for 30 to 40 minutes. The precipitate 
of zine sulfide is filtered off and washed thoroughly. The filtrate is boiled for 
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about 15 minutes to remove hydrogen sulfide, cooled, sufficient bromine water 
added to more than oxidize all the iron, and then boiled to remove the excess 
bromine. Ammonium hydroxide is now added in slight excess, the precipitate 
of iron and alumina filtered off and washed with hot water. The precipitate is 
dissolved from the paper with hot hydrochloric acid (1 : 4) re-precipitated, 
filtered off, washed free from chlorides, ignited and weighed. 


MANGANESE (My) 


Either 10 or 20 ml. of the original well shaken solution are transferred to a 
400 ml. beaker, 25 ml. of sulfuric acid (1 : 1) added and evaporated to prac- 
tically complete expulsion of all excess sulfuric acid. Nitric acid (1 : 3) is 
now added and the manganese determined according to the bismuthate method. 


Lime (CaO) 


Twenty-five ml. of the well shaken solution are measured off with a pipette, 
a few drops of hydrochloric acid added, and the solution diluted to 150 ml. 
Twenty grams of ammonium chloride and a few drops of bromine water are 
added. ‘The iron and manganese are precipitated by ammonia and filtered 
off after bringing to boiling. The filtrate is evaporated to 150 ml., the lime 
precipitated with 25 ml. of ammonium oxalate solution (saturated solution) and 
allowed to stand for 3 hours. The calcium oxalate is filtered off and washed 
four times with hot water. A hole is then punched in the filter paper, the 
precipitate washed into a 400 ml. beaker with boiling water, 10 ml. of sulfuric 
acid (1 : 1) poured over the paper and the paper washed with boiling water. 
The solution is diluted to 150 ml. with hot water and titrated with standard 
potassium permanganate solution. 


Maenesta (MaO) 


The filtrate and washings from the lime determination is made slightly acid 
with hydrochloric acid and 15 ml. of a saturated solution of microcosmic salts 
added. The solution is cooled and the magnesia precipitated by the slow 
addition of ammonia. Sufficient ammonia must be added to hold all zine in 
solution, an excess of about 50 ml. being required. The precipitate after 
standing 12 hours is filtered off, and redissolved in hot 1:4 hydrochloric acid. 
Twenty grams of ammonium chloride are added to this solution, then a few 
drops of microcosmic solution, and precipitation effected with ammonia as 
before, the excess of ammonia being only 10 ml. in this case. After standing 
12 hours, the precipitate is filtered off, washed six times with 1 : 10 ammonia 
water, or until free from chlorides, ignited and weighed as Mg2P2Ov. 


Aukaurns (NaCl+KCl) 


A sample of about 10 grams is taken and made up to a volume of 500 ml. 
From this a portion equivalent to approximately 2 grams is measured off, 
slightly acidified with hydrochloric acid and the zinc precipitated with hydrogen 
sulfide. After filtering, the filtrate is made slightly alkaline with ammonia and 
tested with a small amount of ammonium sulfide, and any zinc, iron and man- 
ganese precipitated is filtered off. The filtrate is acidified with HCl and boiled 
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for about thirty minutes to drive off the hydrogen sulfide. A small amount of 
bromine water is added and the boiling continued until the excess of bromine has 
been removed. The solution is diluted to about 200 ml. with hot water, and 10 
ml. of hot 10% BaCl: solution added, to precipitate SO3. Without filtering off 
the barium sulfate, the solution is made ammoniacal, one gram of ammonium 
carbonate and 5 ml. of ammonium oxalate solution added and the precipitates 
allowed to settle in a warm place. The precipitate is filtered off, washed with 
hot water, and the combined filtrate and washings evaporated to dryness in a 
porcelain dish. The ammonium salts are completely driven off by ignition 
over a low flame. The residue remaining is dissolved in a small amount of 
water with two drops of hydrochloric acid, transferred to a weighed platinum 
dish, the porcelain dish being washed with a minimum amount of water, 
evaporated to dryness on a hot plate, and after cooling weighed. 

Any magnesia which may be present with the alkali chlorides is determined, 
calculated to MgCl. and deducted from the weight of the salts in the dish. 
This difference is expressed as combined alkali chlorides KCl1+ NaCl. 


CopPrER 


Twenty ml. of solution are taken, 5 grams of ammonium chloride, 
and 20 ml. of ammonium hydroxide added, diluted to 100 ml. in a color com- 
parison tube and compared with a zine chloride solution of equal strength, 
to which a measured amount of standard copper solution is added to give the 
same depth of color. If iron interferes with the color comparison, it should be 
filtered off before diluting to volume. When the color of copper present is 
over 0.05%, the determination should be carried out by some other method. 
See chapter on Copper. 


Barium (Ba) 


If sulfuric anhydride (SO;) is found to be present, it is not worth while to 
make a determination for barium. If no sulfuric anhydride is present, barium 
should be looked for and determined by diluting 10-20 ml. to 300 ml. with 
water, adding slight excess of hydrochloric acid heating to boiling and pre- 
cipitating the barium with ammonium sulfate solution 10%. 


ANALYSIS OF FUSED ZINC CHLORIDE 


The analysis of fused zine chloride for zine, etc., is carried out by the same 
methods as given under Zine Chloride Solution, working on a solution of the 
fused salt in water. This solution is made up by rapidly transferring ap- 
proximately 20 grams of fused salt to a weighing bottle, weighing, dissolving 
in water in a 2000 ml. graduated flask to which a few drops of nitric acid has 
been added to prevent precipitation of basic zine chloride, and filling to the 
mark. Aliquot portions are taken from this solution for the various deter- 
minations. 

Special determinations are sometimes called for with fused zine chloride 
which is to be used for some special purpose. It is very essential that such 
analyses be carried out carefully according to the method prescribed in order 
that the results, which are largely empirical, may be comparable. One analysis 
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of this sort which is commonly called for is Basicity expressed in some empirical 
way to give a measure of the relative quantities of the basic zinc chloride, which 
will settle out upon dissolving fused zine chloride in water. It may be ex- 
pressed as the volume of standard hydrochloric acid (usually N/2) required to 
neutralize 10 ml. of a 40° Baume solution of the fused zinc chloride, diluted with 
300 ml. of water, when using methyl] orange as indicator, or the weight of basic 
chloride obtained by treating 10 grams of the sample, weighed in a weighing 
bottle, with 400 ml. of water, agitating to complete all possible solution, filtering 
off insoluble on a Gooch crucible and washing with water until combined filtrate 
and washings total just 1000 ml. 


Ammonia (NH:3) 


It is often of value to know if ammonium chloride is present. A sample of 
5-10 grams is weighed and transferred to a 500 ml. distilling flask, 100 ml. of 
water, 50 ml. of sodium hydroxide (20%) and a small quantity of granulated 
zine added.** The ammonia and water are distilled over into an absorption 
bottle containing a measured quantity of standard acid. The excess of acid 
is titrated with standard alkali solution, using methyl orange. 

See chapter on Nitrogen, page 629, also Analysis of Paint Pigments, 
Volume II. 


DETERMINATION OF ZINC IN PIG LEAD 


A.S.T.M. Mrruops 


Solutions Required.— Nitric Acid (1 : 4).—Mix 200 ml. of HNOs (sp.gr. 
1.42) with 800 ml. of distilled water. 

Sulfuric Acid (1: 1).—Carefully pour, with stirring, 500 ml. of H.SO, 
(sp.gr. 1.84) into 500 ml. of distilled water. 

Acidulated Hydrogen Sulfide Water.—Add 20 ml. of HCl (sp.gr. 1.19) to 
1000 ml. of distilled water and saturate with hydrogen sulfide. 

Ammonium Thiocyanate Solution (2%).—Dissolve 20 g. of NH4CNS in 
1000 ml. of distilled water. 

Hydrochloric Acid (1 : 3).—Mix 100 ml. of HCl (sp.gr. 1.19) and 300 ml. of 
distilled water. 

Standard Zinc Solution (0.1 mg. of zinc per ml.).—Dissolve exactly 0.1 g. 
of U.S. Bureau of Standards pure zinc in 5 ml. of HCl (sp.gr. 1.19) and dilute 
to exactly 1000 ml. of distilled water. 

Potassium Ferrocyanide Solution— Dissolve 34.8 of K4Fe(CN).:3H2O in 
1000 ml. of distilled water. 

Method.— Dissolve 222.23 g. of the sample in 1100 ml. of HNO; (1 : 4), 
using a 1300 ml. beaker. When the lead is dissolved, transfer the solution to 
a 2000 ml. graduated flask and add slowly 150 ml. of H.SO,4 (1: 1). Cool, fill 
the flask to the mark and then pour the solution into a clean 3000 ml. flask 
provided with a rubber stopper. Rinse the measuring flask with exactly 50 ml. 
of water, which is equivalent to the volume of lead sulfate which is present. 
Mix the solution thoroughly by shaking, allow the precipitate to settle and filter 
through a dry filter until 1800 ml. of filtrate has been obtained. 


83 The addition of granulated zinc aids in the expulsion of the ammonia by hydrogen 
formed with the sodium hydroxide. 
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Place exactly 1800 ml. of filtrate (equivalent.to a 200-g. charge) in a No. 9 
porcelain evaporating dish and evaporate the solution to approximately 100 ml. 
Transfer the solution to a 600 ml. beaker, neutralize with ammonia, and then 
add 5 ml. of HCI (sp.gr. 1.19) for every 100 mI. of solution. Warm the solution 
and pass in a rapid current of hydrogen sulfide until it is saturated. Digest 
for 30 minutes on the steam bath, add an equal volume of water and again 
saturate with hydrogen sulfide. Filter and wash with acidulated H.S water. 

Discard the precipitate and evaporate the filtrate in glassware containing 
no zinc (such as Pyrex) until the volume of the solution is approximately 100 ml. 

Neutralize the solution with ammonium hydroxide, add 5 g. of citric acid, 
and warm until the acid is dissolved. Add small portions of calcium carbonate 
to the hot citric acid solution until about 1 g. of calcium citrate has separated and 
then pass in a rapid current of H.S as the solution is allowed to cool. Allow the 
solution to stand for from 2 to 4 hours, part of the time on a water bath, until 
the supernatant liquid is clear. 

Collect the precipitate on a filter, wash with a 2% solution of ammonium 
thiocyanate and then dissolve the precipitate in hot dilute hydrochloric acid 
(1:3). If the solution has a reddish color (due to iron), the zine must be 
reprecipitated as above. If the solution is clear, evaporate it to dryness on the 
steam bath, take up the residue in 3 ml. of HCl (sp.gr. 1.19), add 20 ml. of 
water and filter if not perfectly clear. 

Transfer the solution (Note 2) to a 50 ml. Nessler jar and dilute to 45 ml. 
Prepare other Nessler jars containing 3 ml. of HCl (sp.gr. 1.19), definite volumes 
of standard zine solution, and diluted to 45 ml. -Add 5 ml. of potassium ferro- 
cyanide solution to each jar, mix quickly, and compare the turbidities by view- 
ing longitudinally as the jars are held over a sheet of fine print. Add more of 
the standard zine solution from a burette to the jar which approximates the 
turbidity of the unknown most closely, until the turbidities match each other, 
and calculate the percentage of zinc on the basis of a 200-g. sample or the aliquot 
portion taken. 


Notes.—1. All glassware that contains zinc must be avoided and in umpire work 
a blank test should be carried along with the test. 

2. The whole solution can be used if the lead contains no more than 0.002% of 
zinc. If more zinc is Die it is best to take such an aliquot portion of the solution 
as will give approximately 4 mg. of zine and then to add enough HCl to provide 3 ml. 

3. For further details concerning the turbidmetric test, consult the ‘ Determina- 
Hie Small Quantities of Zine” by M. Bodansky, J. Ind. Eng. Chem., 13, 696-697 

1921). 

4. The addition of calcium carbonate with the formation of a precipitate of calcium 
eu. serves the purpose of giving a clear filtrate, and prevents the loss of colloidal 
s e. 
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The sample is dissolved in HNO; and HCl and evaporated to dryness. It is 
now treated with 2.5 ml. of HCl or 1.5 ml. of H2SO, and 50 ml. of water and satu- 
rated with H.§, then diluted to 100 ml. and again saturated with H.S. Copper 
sulfide, etc., are filtered off and washed to recover occluded zine. The filtrate 
containing the zine is neutralized with ammonia added dropwise after expelling 
the H.S by boiling. The zine is now determined gravimetrically as Zn,P.07 by 


ZINC LO8S 


precipitation from the neutral solution with (NH4)2HPO, as described under 
“ Gravimetric Methods,” or precipitated as ZnS in a slightly acid solution and 
determined volumetrically by titrating with standard potassium ferrocyanide 
solution as described under ‘“‘ Standard Method.” 


DETERMINATION OF ZINC IN RUBBER GOODS 


FERROCYANIDE METHOD 


Carefully ash a two gram sample of the rubber keeping the temperature low 
to prevent reduction and volatilization of zinc. Dissolve the ash in 15 ml. of 
hydrochloric acid (sp.gr. 1.19) in a 250-ml. beaker. Remove the crucible, 
wash thoroughly with a minimum amount of hot water, and boil down to 5 ml. 
volume. Cool, and wash down sides of beaker. Add 10 ml. of saturated 
bromine water, 5 grams of ammonium chloride, 15 ml. of NH,OH (sp.gr. 0.90), 
and boil vigorously for three minutes. 

Filter off the precipitated hydroxides and insoluble material, and wash four 
times with 100 ml. of hot water, in 25 ml. portions, containing 50 grams of NH.Cl 
and 25 ml. of NH.OH (sp.gr. 0.90) per liter. Dilute the solution to 200 ml., 
heat to boiling, and add 4 drops of a concentrated ammonium sulfide solu- 
tion to destroy oxidizing agents. Carefully neutralize with hydrochloric acid 
(sp.gr. 1.19) using litmus paper as an indicator and add 3 ml. excess. 
Titrate with standard potassium ferrocyanide solution as directed under 
“ Titration in Acid Solution with Outside Indicator.” 

Interfering elements such as manganese, copper, cadmium, etc., are rarely 
used in rubber compounds. 


DETERMINATION OF ZINC IN SOLDER * 


Solutions Required.— Mixed Acid.—Dissolve 20 g. of NH.Cl in 500 ml. of 
distilled water, add 400 ml. of HCl (sp.gr. 1.19), mix and add 100 ml. of HNO; 
(sp.gr. 1.42). 

Dilute Hydrochloric Acid for Dilution—To 500 ml. of cold distilled water, 
add 10 ml. of HCl (sp.gr. 1.19) and pass H.2S for 15 minutes. 

Citric Acid Solution.— Dissolve 250 g. of H3Cg.H;07-H2O in 500 ml. of dis- 
tilled water. 

Ammonium Thiocyanate Wash Soluiion.—Dissolve 20 g. of NH,sCNS in 
1000 ml. of distilled water and filter through a dry paper. 

Standard Zinc Solution.—Dissolve exactly 0.1 g. of U. S. Bureau of Stand- 
ards pure zinc in 10 ml. of HCl (sp.gr. 1.19) and dilute to exactly 1000 ml. 
with distilled water. e 

Potassium Ferrocyanide Solution Dissolve 21.54 g. of KiFe(CN).¢-3H2O0 
in about 800 ml. of distilled water. When dissolved dilute to 1000 ml. with 
distilled water and mix. 

Method.“—Weigh 6.25 g. of the sawings, free from metallic iron, into a 
250-ml. beaker, add 150 ml. of the mixed acid and heat over a low flame on 
5 64 Standard Method by the National Lead Company through kindness of W. J. 

rown. 


8 See “Determination of Small Quantities of Zinc,” by M. Bodansky. J. Ind. 
Eng. Chem., 13, 696 (1921). 
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the hot plate. When PbCl: begins to form, decant the clear solution into a 
400-ml. beaker, again add 150 ml. of the mixed acid to the undissolved alloy 
and continue heating until solution is complete. Two 150-ml. additions of 
the mixed acid should suffice to completely dissolve the alloy without the 
formation of appreciable PbCl, in the hot solution. When completely dis- 
solved, combine the two solutions and evaporate down to a volume of about 
75 ml. Allow to stand in the cold over night. Separate the PbCl. by decan- 
tation, washing three times with cold HCI (1 :2) into a 600-ml. beaker. Discard 
the residue. Evaporate the solution nearly to dryness, add 10 ml. of HCl (sp.gr. 
1.19), dilute with 100 ml. of water, bring to boiling and pass H.S through the so- 
lution. As thesulfides precipitate gradually dilute with hot distilled water until 
a volume of 300 ml.is attained and continue passing H.S for 30 minutes. Trans- 
fer to a 500-ml. graduated flask, cool to room temperature, make up to the 
mark with “ dilute hydrochloric acid for dilution,” and mix. Filter off 400 ml. 
through a dry filter, discarding the first 20 ml. of the solution. Transfer the 
filtered solution to a 600-ml. beaker,** add 5 ml. of H.SOs, (sp.gr. 1.84), evap- 
orate to fumes, cool, add 50 ml. of distilled water, bring to boiling, allow to 
stand in the cold for an hour or so, filter and wash with dilute H2SO, (1 : 9). 
Discard the residue. Bring the filtrate to boiling, add 3 or 4 ml. of HNO; 
(sp.gr. 1.42) to oxidize iron, make strongly alkaline with NH,OH, again bring 
to boiling and allow to stand in a warm place an hour or so for the iron to 
completely precipitate. Filter and wash into a 600-ml. beaker. 

Boil the filtrate to expel NH,OH, add 10 ml. of the citric acid solution, 
dilute to a volume of 350 ml., again bring to boiling, and add, a little at a time, 
solid CaCO; ® until about 1 g. of calcium citrate separates. Pass H.S through 
the solution until cold and allow to stand several hours, part of the time on a 
water bath. Filter and wash with the NH4CNS wash solution. 

Wash the precipitate back into the beaker with as little water as possible 
and set under the funnel. Now pour through the filtrate 10-15 ml. of hot 
HCl (1:1) and replace the beaker with a 100-ml. graduated flask. Bring 
the solution in the beaker to boiling and filter through the same filter. Wash 
several times with hot distilled water. Cool the solution in the flask to room 
temperature, make up to the mark with distilled water at room temperature 
and mix. Reserve as solution No. 1. At the same time the sample is being 
run a ‘‘ blank ” should be carried along. The solution on the blank in another 
100 ml.-graduated flask should be reserved as solution No. 2. 

Pipette off 25 ml. of solution No. 1 into a 100-ml. Nessler tube, add 2 ml. 
of the K,Fe(CN)., solution, make up to the mark with distilled water and shake 
well. Into another 100-ml. Nessler tube, pipette 25 ml. of solution No. 2, 
add 2 ml. of K,Fe(CN)., solution, make up to the mark with distilled water, 
mix and add the standard zinc solution a few drops at a time until the tur- 
bidities match. Shake well between each addition of the standard. Before 
the final comparison is made both solutions No. 1 and No. 2 should stand 
about 5 minutes to allow the maximum turbidity to develop. 


% Tt might be expedient at this stage to pass H.S through the solution to ascertain 
if all the tin has been precipitated. If a precipitate forms, filter and wash with “dilute 
HCl for dilution.” ; 

87 When CaCO; is added to the hot solution violent frothing takes place. Unless 
extreme care is taken in adding the CaCOs, the determination may be spoiled. 
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Comparison is best made by setting the tubes over a sheet of fine print 
and looking down the tubes. 


DETERMINATION OF ZINC COATING ON GALVANIZED SHEETS 
AND WIRE (A.8.T.M. METHODS) 


GALVANIZED SHEETS 


Spot Test Method 

Sampling.—Section 5. 

(a) All specimens shall be exactly 214 in. square (57.2 mm. square). The 
weight of coating in g. on a piece 214 in. square (5.06 sq. in.) (3277 sq. mm.) 
is numerically equal to the weight of coating in ounces per square foot of sheet. 

(6) Three specimens for the triple spot test shall be taken from each test 
sheet, one from the center and the other two from diagonally opposite corners 
but at least 4 in. (100 mm.) from the end and 2 in. (50 mm.) from the side of 
the sheet. 

(c) The specimen for the minimum spot test shall be either that one of 
the three specimens of the triple spot test bearing the lightest coating or, a 
single specimen taken from any part of the sheet at least 4 in. (100 mm.) 
from the end and 2 in. (50 mm.) from the side of the sheet. 

(d) The specimens shall be clean; if necessary, they shall be washed with 
solvent naphtha or other suitable solvent, then with alcohol, and dried thor- 
oughly. 

Reagents Required.—Section 6. 

Antimony Chloride Solution.—Dissolve 20 g. of antimony trioxide or 32 g. 
of SbCl; in 1000 ml. of HCl (sp.gr. 1.19). 

Hydrochloric Acid.—Concentrated HCl (sp.gr. 1.19). 

Procedure.—Section 7. 

(a) Triple Spot Test.—The three 214 in. square specimens, obtained in 
accordance with Section 5 (a), (b) and (d), shall be weighed together, except 
as specified in Paragraph (6), to the nearest 0.01 g. After weighing, each speci- 
men shall be immersed singly in a solution, made by adding 5 ml. of antimony 
chloride solution to 100 ml. of HCl (sp.gr. 1.19), and allowed to remain therein 
until the evolution of hydrogen has ceased or until only a few bubbles are being 
evolved. This requires only about 15 to 30 seconds, except in the case of 
sherardized coatings which require a somewhat longer time. The same solu- 
tion may be repeatedly used, without further additions of antimony chloride 
solution, until the time required for stripping becomes inconveniently long. 
The temperature of the stripping solution shall at no time exceed 100° F. 
(38° C.). After stripping, the specimens shall be washed and scrubbed under 
running water, dried first with a towel and then by heating to about 212° .F 
(100° C.), and cooled. The specimens shall then be again weighed together 
to the nearest 0.01 g. The loss of weight in g. divided by the number of 
specimens represents the weight of coating in g., which is numerically-equal 
to the weight of coating in ounces per square foot of sheet. Results shall be 
reported to two decimal places. 

(b) Minimum Spot Test.—If it is desired to select for the minimum spot 
test that one of the three specimens of the triple spot test bearing the lightest 
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coating, the procedure shail be the same as described in Paragraph (a), except 
that each of the three specimens shall be weighed individually instead of 
collectively. If the individual specimen obtained in accordance with Section 5 
(c) is selected for this test the procedure shall be the same as described in 
Section 7 (a). 


GALVANIZED WIRE 


Stripping Test 

Sampling.—Section 11. 

For determining the weight of coating on zinc-coated (galvanized) wire, 
the use of a test specimen of a specific length is not necessary ; since the density 
of the steel (0.283 lb. per cu. in.) is known, it is only required to determine 
the diameter of the stripped wire and the ratio of the weight of zine to the 
weight of the stripped wire. The specimen of galvanized wire may be of any 
length over 12 in. but preferably about 24 in. 

Procedure.—Section 13. 

(a) The test specimen shall be cleaned with solvent naphtha or other 
suitable solvent, then with alcohol, and dried thoroughly, and then weighed 
to the nearest 0.01 g. If the vessel to be used for the stripping bath is of small 
size, the specimen shall be loosely coiled to facilitate complete immersion. 

(b) The specimen shall then be stripped of the zine coating by complete 
immersion in any convenient volume of solution made by adding 5 ml. of 
antimony chloride solution to each 100 ml. of concentrated HCl. The same 
solution may be repeatedly used, and without further additions of antimony 
chloride solution, until the time required for stripping becomes inconveniently 
long. The temperature of the stripping solution shall at no time exceed 
100° F. (38° C.). 

(c) The number of specimens immersed at any one time shall not exceed 
three per 100 ml. of solution. For single determinations a convenient volume 
of solution is 100 ml. in a glass cylinder 2 in. in diameter and 6in. indepth. As 
soon as the violent chemical action on the wire has ceased, the wire shall be 
removed from the acid, washed thoroughly and wiped dry. The diameter of 
the wire shall then be determined to the nearest 0.001 in. by taking the average 
of two measurements at right angles to each other. The stripped sample shall 
then be weighed to the nearest 0.01 g. 

Calculation.—Section 14. 

The original weight minus the weight of the stripped specimen, divided by 
the weight of the stripped specimen, gives the ratio of zine to iron for the 
specimen under test. The weight of coating in ounces per square foot of 
stripped wire surface is determined by multiplying the constant 163 by the 
diameter in inches of the stripped wire by the above ratio. This calculation 
may be expressed by the following formula: 

Ounces of zine per square foot of stripped wire surface = 163dr, 
where 
d=the diameter in inches of stripped wire; 
and 
original weight —stripped weight 
ee eae Ten ee 
stripped weight 


c 
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TENTATIVE METHOD OF TEST FOR QUANTITATIVE SPECTRO- 
CHEMICAL ANALYSIS OF ZINC FOR LEAD, IRON AND 
CADMIUM ® 


A.S.T.M. Designation: E 26-35 T 


Reproduced with the permission of the American Society for Testing Materials. 

Scope.—1. This method ”° may be applied to any grade of zine providing the 
lead, iron and cadmium content are less than 0.1%. An are spectrum is used, 
employing graphite electrodes, one of which is treated with a solution of the 
sample to be analyzed. Quantitative estimations are made by the comparison 
of the spectrum of the sample being analyzed with the spectra of standard 
samples of known composition. 

Preparation of Sample Solution.—2. A 20-g. portion of a representative 
sample of the zine to be analyzed shall be weighed, placed in a 250-ml. beaker 
and dissolved in hydrochloric acid (Note 1). If the volume of the solution is 
greater than 35 ml., it shall be evaporated to approximately 35 ml., cooled, 
transferred to a 50-ml. graduate, distilled water added to bring the volume to 
40 ml. and the solution transferred to a small glass-stoppered bottle. This 
procedure shall be repeated, thus making available duplicate sample solutions. 

Preparation of Electrode.—3. A 0.1 ml. of one of the sample solutions shall 
be introduced into a recessed graphite electrode (Note 2). Directly after the 
introduction of the solution, the electrode shall be dried in an oven at 200° F. 
(93° C.) for about 30 min. 

Preliminary Estimation.—4. (a) The electrode containing the sample 
solution shall be made the lower and positive member of a pair of electrodes 
between which an electric are shall be created by applying a potential of 80 to 
100 v. with a direct current of 10 amp. The spectrum of the arc shall be 
recorded (Note 3) by means of a spectrograph from the moment the arc is 
struck until the arc has burned for 2 min. The plate thus obtained shall be 
referred to as the preliminary plate. 

(6) The preliminary plate shall be compared with a standard plate (Note 4) 
on which are recorded the spectra of the standard solutions (Note 5). By visual 
comparison of the blackness of the spectral lines (Note 6) of lead, iron and 
cadmium in the spectrum of the sample with the corresponding lines in the 
standard spectra, the approximate impurity content of the sample shall be 
ascertained. 

Final Estimation.—5. (a) The final estimation of the impurity content 
shall be made on the basis of plates on each of which are photographed two 
spectral exposures of the sample and three standard spectral exposures. Be- 
ginning with one impurity, for example, lead, three standards of various lead 
contents, a high, a medium and a low content, respectively, shall be selected. 

88 Under the standardization procedure of the Society, this method is under the 
jurisdiction of the A. S. T. M. Committee E-2 on Spectrographic Analysis. 

69 This is a Tentative Standard and under the Regulations of the Society is subject 
to annual revision. Suggestions for revision should be addressed to the Headquarters 
of the Society, 260 S. Broad St., Philadelphia, Pa. Issued, 1985. Accepted for pub- 
lication as tentative by Committee E-10 on Standards, October 7, 1935. 

7'The procedure is based upon the technique of spectrographic analysis as described 
by C. C. Nitchie, “Quantitative Analysis with the Spectrograph,” Industrial and Engi- 
neering Chemistry, Analytical Edition, Vou. 1, 1 (1929). 
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The medium standards shall be that which is nearest to the lead content of the 
sample as estimated from the preliminary plate (Section 4). Six recessed 
electrodes (Note 2) shall be treated (Section 3) with 0.1-ml. portions each of 
the standard solutions, preparing two electrodes for each of the three standards. 
Four electrodes shall be treated with 0.1 ml. each of the sample solutions, 
preparing two electrodes from the one sample solution and two from the 
duplicate sample solution. The electrodes shall be dried in an oven at 200°F. 
(93° C.) for about 30 min. 

(b) Two spectral plates 7 shall be prepared each having five 2-min. ex- 
posures (Section 4 (a)) in the following order: 


First spectral exposure.................-......-Low standard 
Second spectral exposure... ...............i62 ses Sample 

Third spectral exposure........................Medium standard 
Fourth spectraliexpostnesns, asa subrmidcninnaas Sample 

Fifth spectral exposure........................-High standard 


The plate shall be adjusted for each exposure so that the spectral exposures 
are in juxtaposition, for ease of comparison with one another. 

(c) From the finished plates, the lead content shall be estimated on the 
basis of a visual comparison of the difference in blackness between the lead 
lines in the spectrum of the sample and in the adjacent standard spectra. Two 
observers should independently evaluate the plates and the average of the 
estimations shall be considered as the lead content (Note 7) of the sample. 

(d) If the iron and cadmium contents of the sample are within the limits 
set by the high and low standards used for the lead determination, the iron and 
cadmium may be determined with the same plates from which the lead was 
determined. If, however, this cannot be done, it will be necessary to repeat 
the spectrography ” carried out for the lead determination using standards 
suitable for the iron and cadmium contents. 


TESTING FOR COMPLIANCE WITH SPECIFICATIONS 


6. Frequently, the object of the spectrographic inspection is merely to 
determine whether the lead, iron and cadmium contents are less than certain 
amounts, as in the case of specification requirements on the composition. For 
this purpose the analytical procedure described in Sections 2 to 5 may be 
considerably simplified. 

Procedure.—7. (a) Standard Solution.—One standard solution containing 
the maximum impurity contents allowed by the specifications shall be pre- 
pared to a concentration of 0.5 g. of metal per milliliter of hydrochloric acid 
solution. 

(6) Sample Solutions —Duplicate solutions of the sample shall be prepared 
as described in Section 2. 


The ten exposures may be recorded on one plate rather than two plates of five 
exposures each. 

2 Tt is not the intent of this method to limit to three the number of standards whose 
spectra are recorded on one plate. If it is necessary to use more than three standards 
for the analysis of one sample, the spectra of more than three may be photographed 
on one plate. The essential requirements are that the standard spectra be alternated 
with spectra of the sample and that at least two sample spectra be recorded from each 
sample solution. “ 
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(c) Preparation of Electrodes—According to the method described in Sec- 
tion 3, the following electrodes shall be prepared: Four electrodes treated with 
the standard solution, two electrodes treated with the one sample solution and 
two electrodes treated with the duplicate sample solution. 

(d) Preparation of Spectra.—Two spectral plates ™ shall be prepared each 
having four 2-min. exposures (Section 4 (a)) in the following order: 


Hirst spectral: exposure). si, es enites eis ice ee cele ar Standard solution 
Second spectral exposure... ........ 0.000. e ea aee Sample solution 
Mnindispectralvexposurely. pnt seh ae a i date Vals Sample solution 
Fourth spectral exposure.......................Standard solution 


(ec) By visual comparison of the blackness of the lead, iron and cadmium 
lines (Note 6) of the standard spectra with the corresponding lines of the spectra 
of the samples, a determination may be made as to whether the composition 
of the sample is within the limits set by the specifications (Note 8). 


EXPLANATORY NOTES 


Nore 1: Acid and Distilled Water.—The acid and distilled water shall be free from 
lead, iron and cadmium. The c.p. grade of acid may contain sufficient iron to introduce 
a significant error in the iron determination. In this event an iron-free acid of sufficient 
strength may be obtained by distilling the concentrated ¢.p. grade of hydrochloric 
acid, the distillate being absorbed in distilled water. 

Nore 2: Hlectrodes—The electrodes shall be prepared from high-purity graphite 
rods, 7s-in. diameter being recommended (found by test to be free from iron, lead and 
cadmium). The electrodes which are to contain the sample shall be cut into 2-in. 
lengths and recessed at one end by drilling an axial hole about 0.15 in. in diameter 
and 0.25 in. in depth. Prior to use the electrodes shall be burned in a 10-amp. are 
for about 2 min., by which treatment any impurities with which the electrodes may 
have been contaminated in the handling are volatilized. 

Note 3: Spectrography.—The spectrograph shall have quartz optics or a diffraction 
grating of sufficient resolving power and dispersion to separate clearly the lines of the 
constituents to be determined from the lines of other elements present in the spectrum 
of the sample. In illuminating the slit of the spectrograph with the light from the arc, 
a quartz condensing lens (or lenses) shall be used in such a manner that the images of 
the electrode tips are sharply defined, one above, the other below, the open portion of 
the slit, in order to exclude the intense continuous spectrum of the hot carbon electrodes 
from the spectrograph. Adjustment of the distance between the electrodes shall be 
made, from time to time, in order to compensate for the burning away oi the electrode 
tips. The same portion of the slit shall be used throughout, preferably the central 
portion. A moderately slow, fine-grained photographic plate is best suited for this 
method. Eastman 33 plate is an example of this type of plate. The following devel- 
oper formula is suggested : 


Stock Solution A: Stock Solution B: 
NVateIewr eet. > =.>...+-L000 ml. Watcher nunucwerenue aie 1000 ml. 
EI VENOGMINONE fe. . i< 0. ee 42 g. Anhydrous sodium carbonate... 150 g. 
Anhydrous sodium sulfite.... 85g. 
Potassium bromide......... 3 g. 
(CAGAG AGI 6 G)o are eee 2) g. 


For use take 100 ml. of Solution A, 80 ml. of Solution B and 420 ml. of water. De- 
velee 473 min. at 70° F. (21° C.). After development, the plate shall be washed, fixed 
and dried. 

Norn 4: Standard Plate—A standard plate, on which are recorded the spectra of 
a series of standard solutions, shall be kept on hand for the purpose of the preliminary 
estimation (Section 4). 


73 The eight exposures may be recorded on one plate rather than on two plates of 
four exposures each. 
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Nore 5: Standard Solutions —Standard solutions shall be prepared as hydrochloric 
acid solutions of pure zine with added lead, iron and cadmium in known ratio to the 
zinc. A uniform concentration of 0.50 g. of metal per milliliter shall be maintained. 
The standard solutions shall be prepared as follows : 

Solution A (Zine Stock Solution).—Pure zine stock solution shall be prepared by dis- 
solving in hydrochloric acid 100 g. of pure zinc, free from iron, lead and cadmium; the 
volume shall be adjusted to 200 ml. 

Solution B (0.1 % Lead, 0.1% Iron, 0.1% Cadmium).—99.7 g. of pure zine, 0.1 g. 
c.p. lead, 0.1 g. ¢.p. iron and 0.1 g. ¢.p. cadmium shall be dissolved in hydrochloric acid. 
The volume shall be adjusted to 200 ml. This is the starting or high standard solution 
corresponding to a zine containing 0.1% each of lead, iron and cadmium. From this 
solution the next lower standard shall be made by dilution with pure zinc stock solution 
as follows: 

Solution C (0.05% Lead, 0.05% Iron, 0.05% Cadmium).—To 10 ml. of Solution B 
shall be added 10 ml. of Solution A. This makes 20 ml. of a standard solution corre- 
sponding to a zine containing 0.05% each of lead, iron and cadmium. 

Solution D (0.026% Lead, 0.026% Iron, 0.025% Cadmium).—To 10 ml. of Solution 
C shall be added 10 ml. of Solution A. This makes 20 ml. of a standard solution corre- 
sponding to a zine containing 0.025% each of lead, iron and cadmium. 

Lower Standards.—The lower standards, 0.013, 0.0063, 0.0031, 0.0016, 0.0008, 0.0004, 
0.0002, 0.0001, 0.00005%, shall be made similarly by the process of successive dilutions 
outlined for Solutions C and D. The larger volume of Solution B, which remains, 
may be stored in a sealed bottle for the replenishment of the supply of lower standards 
as required. 

The limits of detection and quantitative estimation are approximately 0.0002% 
for lead, 0.0001% for iron and 0.00005% for cadmium. These limits are those experi- 
enced by one laboratory using a large Littrow type spectrograph. They are not in- 
variable, however, and different laboratories will experience different values, depending 
upon experimental details. 

Nore 6: Spectral Lines.—The line used in grading the plate shall not be too dense 
or black since a very dense line does not show much change in appearance with change 
in concentration of the corresponding constituent element. The following table lists 
suitable lines for the estimation of lead, iron and cadmium in high-purity zine together 
with an indicating of the approximate range of concentration in which the line is useful : 


Wave LENGTHS IN 
INTERNATIONAL RANGE OF CONCENTRATION 
ANGSTROMS OF in Wuicu Line 1s USEFUL, 


ELEMENTS TO BE DETERMINED SurraBLe LINES Prer CENT 
2873.32 

Bead 2S sete 8 TAAL ieee ON ee ae 2663.17 0.1 to 0.01 
2833.07 0.1 to 0.0002 
2845.59 
2727.54 0.1 to 0.05 

Tronhsevce stores Chee ea eee 2714.42 | 
2625.68 
3021.08 0.05 to 0.0001 
3020.50 

} 2980.62 0.1 +0 0.05 

(GAGA Gr eee coke ee tre ee ee 3261.05 0.05 to 0.001 

2288.03 0.002 to 0.00005 


Norse 7 : Precision—Experience has shown that the precision of determinations by 
this method is +10 per cent of the amount of element being estimated. 

Nore 8: Reliability of Test—Experiment has shown that this method of testing 
is capable of consistently detecting an off-grade composition if the concentration on 
ae a cadmium is 20% or more higher than the corresponding concentration if 

e standard. 
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Zr, at.wt. 91.22; sp.gr. 6.4; m.p. about 1700° C.; oxides, ZrO», ZrO; and ZrO; in 
hydrated form) 
Hf, at.wt. 178.6; sp.gr. probably between 12.1 and 13.3; m.p. about 2200° C.; oxides, only 
HfO, yet known with certainty 


Since it has been recently shown that almost all zirconium compounds con- 
tain hafnium to the extent of 1 to 5% of the zirconium present, it must be 
borne in mind that, analytically speaking, what we term zirconium is really 
to be regarded as a mixture of zirconium and hafnium. As the percentage of 
hafnium is not determinable in practical analytical work, the results of analyses 
are simply reported as zirconium. It is evident that the only safe weighing 
form is zirconium dioxide, since analyses are commonly reported in percentages 
of ZrO2, and any calculation involving a gravimetric factor is certain to be 
more or less inaccurate owing to the unknown value of the average atomic 
weight of the so-called zirconium in any particular case. Some of the funda- 
mental data for zirconium have been corrected for hafnium content, but we 
must still regard the majority of these figures with less confidence in their 
exactness than in the case of most of the other elements. 

The main ores of zirconium are baddeleyite, essentially zirconium dioxide; 
and zircon, essentially zirconium orthosilicate. While zircon is the most widely 
distributed ore, the most important commercially is now the Brazilian bad- 
deleyite, which, mixed with a little zircon, comes under the trade name of 
zirkite, and contains around 75% of ZrO». Aside from the valuation of ores, 
the determination of zirconium is at times called for in furnace-lining material, 
high temperature laboratory ware, enamels, steel and other commercial 
products. 


DETECTION 


The material to be tested is brought into solution by one of the methods 
given in the section on the Preparation of the Sample. In the regular course 
of qualitative analysis the zirconium will be found in the main precipitate 
formed either by ammonium hydroxide alone or by the combined action of 
ammonium hydroxide and ammonium sulfide. This precipitate can be dis- 


1 Paul -H. M.-P. Brinton, Consulting Chemist, Visiting Professor, University of 
Southern California, Los Angeles, Calif. 
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solved in sulfuric acid,” the acidity then adjusted so that 10% of the solution, 
by volume, is concentrated sulfuric acid, 10 ml. of 3% hydrogen peroxide 
and 1 ml. more of concentrated sulfuric acid added, and then a large excess of 
NazHPO, or (NH4)2HPOs solution, to which has also been added 1/10 of its 
volume of concentrated sulfuric acid. A white precipitate proves the presence 
of zirconium, since no other elements (titanium having been peroxidized) have 
phosphates which are insoluble in such an acid concentration.? This is the 
simplest and surest method of detecting zirconium. In the regular course of 
analysis thorium and the rare earths would probably have been precipitated 
from the acid solution of the ammonium hydroxide precipitate by an excess of 
oxalic acid (see “‘ Detection’ in chapter on thorium). The filtrate would 
contain almost all of the zirconium,‘ along with titanium, beryllium and the 
more common elements of the group. The oxalic acid in this filtrate can be 
destroyed by evaporation with sulfuric acid, and then zirconium, titanium and 
aluminum precipitated by boiling the weakly acid solution (containing 8 or 10 
drops more sulfuric acid than is needed to redissolve the first faint precipitate 
formed by gradually adding dilute ammonia) with sodium thiosulfate. This 
precipitate may be brought into solution by fusing with potassium pyrosulfate, 
and taking up with sulfuric acid. The phosphate test as just outlined may 
then be applied. 

Turmeric paper on drying after having been moistened with a slightly acid 
(HCl or H2SOx4) solution containing zirconium shows a reddish-brown color, 
similar to that due to boric acid. Titanium gives a like reaction in the tetra- 
valent condition, but if the acidified solution is reduced by adding a piece of 
zinc, and then promptly tested (before titanium is reoxidized), the test is 
specific for zirconium. 

From aluminum zirconium may be differentiated by the solubility of 
zirconium basic carbonate in excess of a strong, cold solution of ammonium 
carbonate (on boiling the hydroxide separates out again); and by the insolu- 
bility of zirconium oxyiodate, produced by an alkali iodate in a slightly acid 
solution. (Thorium and tetravalent cerium also give the iodate test.) 


2 In presence of considerable phosphate much or all of the zirconium will be insoluble 
here, so any residue should be fused with sodium peroxide as described under Prepara- 
tion and Solution of Sample. In the same way zirconium should be looked for in the 
insoluble residue left after the original decomposition of the sample, for it may be there 
either as phosphate, or as an hydrolysis product even in the absence of phosphoric acid. 

3 Biltz and Mechlenburg, Z. angew. Chem., 25, 2110, 1912; Lundell and Knowles, 
J. Am. Chem. Soc., 41, 1801, 1919. 

4Oxalic acid produces a precipitation of zirconium oxalate in dilute mineral acid 
solution, but the precipitate is soluble in excess of oxalic acid. (It is also soluble in 
ammonium oxalate; and is not reprecipitated by addition of hydrochloric acid, thus 
differing from thorium.) 
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ESTIMATION 


The readiness with which zirconium compounds undergo hydrolysis renders 
watchfulness necessary in cases where zirconium may be present. Thus small 
amounts of zirconium may be present in the insoluble residue or “ silica ”’ of an 
ordinary mineral analysis. It will remain after hydrofluoric acid treatment of 
the insoluble residue, and unless specifically determined it will be counted as 
aluminum. Also any zirconium in solution will be precipitated by ammonium 
hydroxide, and unless separated will be counted as aluminum if the latter is 
taken ‘“‘ by difference ” from the analysis of the group precipitate. 


PREPARATION AND SOLUTION OF THE SAMPLE 


Acid treatment will not decompose ordinary zirconium ores. The following 
fluxes are most commonly used. 

Sodium peroxide is used in a nickel crucible which has been lined by fusing 
some sodium carbonate,° and causing it to cool in an even layer on the sides 
and bottom. This prevents in large measure the attack of the crucible by the 
peroxide, and avoids the subsequent introduction of large amounts of nickel 
into the solution. Several grams of sodium peroxide are melted in the crucible, 
after lining with sodium carbonate, and allowed to solidify on the bottom. This 
prevents particles of the ore from being caught in the carbonate lining and 
remaining unfused. The sample of finely ground ore (0.5 g.) is mixed with 8-10 
g. of sodium peroxide in the crucible thus prepared, and fused at low red heat 
over a small flame, by gently swirling the crucible, held in tongs. Five—ten 
minutes should suffice. When cool the crucible is placed in a large platinum 
dish, or porcelain casserole, and covered with warm water, keeping the vessel 
covered with a watch glass until danger of loss from effervescence is over, the 
solution is boiled until the carbonate lining has dissolved, and the crucible is 
then removed. The solution is next made decidedly acid with hydrochloric 
acid, and boiled until carbon dioxide is expelled. This should give a clear 
solution containing the zirconium and all the other constituents of the ore. 
If a very small amount of undecomposed ore is found here, it should be filtered 
off, ignited, fused with a little potassium pyrosulfate, dissolved in 5% sulfuric 
acid, filtered if necessary, and added to the main solution. 

Tt has been recommended that fusion of zirconium ores with KOH which 
has first been melted down in the crucible and heated gradually to a temperature 
of 900° C., is preferable to fusion with sodium peroxide in a nickel crucible, 
sodium carbonate lined. 

The sodium peroxide-charcoal aethied of Muehlberg ® has been studied by 
Schumb and co-workers,’ and it can well be used for the decomposition of 
zirconium ores. In a 50-ml. nickel crucible are placed about 25 g. of an inti- 
mate mixture (made by gently rolling the two constituents in a large dry bottle) 


ii ie sre communication from J. A. Holladay, Electro Metallurgical Co., Niagara 
alls, N. Y. 
s'W. F. Muehlberg, J. Ind. Eng. Chem., 17, 690 (1925). 
7G. G. Marvin with W. C. Schumb, ’J. Am. Chem. Soc., 52, 574 (1930); S. G. 
Simpson with W. C. Schumb, ibid., 53, 921 (1931). 
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of 15 parts of fine sodium peroxide with 1 part of 100-mesh pure sugar carbon. 
1 g. of the finely ground sample is placed upon this mixture, covered with more 
fusion mixture and intimately mixed at the surface with a spatula. A liberal 
layer of the fusion mixture is used as a cover, and the crucible is immersed in 
cold, running water to a level slightly above that of the contents of the crucible. 
The ignition is started by means of the glowing tip of a cotton twine, and the 
crucible is immediately covered. After fusion is complete and the crucible is 
cold, the shrunken cake is placed in a 1-liter beaker and covered with 300 ml. 
of cold water. The crucible and cover are well rinsed off into the beaker. 
After heating nearly to boiling until the melt has disintegrated, the solution is 
diluted to about 900 ml. with hot water, and the heating is continued until the 
supernatant liquid is clear enough to filter. After filtration the residue is well 
washed with hot water, and the filtrate is discarded. (If the presence of much 
phosphate, or of even small amounts of tantalum or columbium is suspected, 
the residue is treated with hydrochloric acid and, without filtering, an excess 
of ammonia is added. The residue is filtered, ignited, and the fusion and 
leaching are repeated as above.) The residue is dissolved in hydrochloric acid, 
and any undissolved material is filtered off. This is essentially carbon, but 
it may contain a very small amount of undecomposed ore. If this is suspected 
the residue can be separately fused with sodium peroxide-carbon mixture, 
leached with water, dissolved in hydrochloric acid, and added to the main 
solution. To the hydrochloric acid solution 25 ml. of 18 N sulfuric acid are 
added, and evaporation is carried to heavy fumes. After cooling the mixture is 
diluted with water, and any silica is filtered off. The filtrate is made ammonia- 
cal, the resulting precipitate is filtered, washed a few times with hot water, and 
dissolved in 15 ml. of 12 N hydrochloric acid. If the original ore contained 
only a low percentage of tantalum or columbium this solution is now ready for 
the determination of zirconium. If moderate or high percentages of tantalum 
or columbium were present the following modification should be adopted. 
The residue from the first peroxide-carbon fusion is treated with hydrochloric 
acid and, without filtering, excess of ammonium hydroxide is added. After 
filtration and partial washing with hot water, the residue is ignited and fused 
in a platinum crucible with about 20 times its weight of potassium carbonate. 
The fusion product is leached with hot water, filtered, washed with 2% potas- 
sium carbonate solution, and finally with hot water. If the percentage of 
columbium, and especially of tantalum, is quite high, the fusion with potassium 
carbonate and the leaching should be repeated. The residue is finally ignited, 
and fused in the original platinum crucible with potassium pyrosulfate. The 
fused mass is extracted with 200 ml. of hot water containing 10 ml. of 18 N 
sulfuric acid. After precipitation by ammonium hydroxide, filtration, and 
washing with hot water, the precipitate is dissolved in 15 ml. of 12 N hydro- 
chlorie acid, and the solution is now ready for the determination of zirconium. 
_ Potassium hydrogen fluoride is applied by Smith and James * in the follow- 
ing manner: The finely ground ore is fused with 12 to 15 times its weight of 
potassium hydrogen fluoride. The latter may be prepared from potassium 
carbonate or fluoride by treating with a slight excess of hydrofluoric acid, 
and evaporating over a small flame until a clear fused mass is obtained. When 
cool the melt may be broken up and preserved for use. The mixture of ore 


8 Smith and James, J. Am. Chem. Soc., 42, 1764 (1920). 
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and fluoride, in a platinum dish, is carefully heated over a small flame. When 
the mixture has softened it is stirred with a platinum rod, and the size of the 
flame is gradually increased, finally heating over a Meker burner until the 
mass just fuses to a clear liquid. The cooled melt is treated with 50 ml. of 
1:1 sulfuric acid, gently heated until nearly all water is expelled, and then 
more strongly until abundant fumes are evolved. The cold residue is boiled 
with water. This solution contains all the zirconium. If it is to be used for 
the selenite method of Smith and James, the zirconium is precipitated (along 
with many other bases) by ammonium hydroxide, filtered, washed free from 
sulfates—since sulfates are undesirable for the selenious acid precipitation— 
and dissolved in hydrochloric acid. 

Borax is strongly recommended by Lundell and Knowles !° for the decom- 
position of all ores of zirconium. ‘This flux is particularly suited to the de- 
composition of samples in which zirconium only is to be determined, and by 
precipitation with cupferron, since boric acid does not interfere with this 
reagent. If other elements of the sample are to be determined, the boric acid 
must be removed by volatilization as methyl borate, so in such cases it is 
better to employ the sodium peroxide fusion. In using the borax method 
Lundell and Knowles recommend the following procedure: 4 g. of the flux 
are melted in a platinum crucible and allowed to cool. About 0.3 g. of the 
finely ground ore is placed on top of the fused borax, the crucible is covered, 
and heated over a Meker burner until thorough fusion has taken place, which 
does not ordinarily require more than half an hour. During the operation it 
is well to stir the melt occasionally with a short platinum rod or stiff wire, 
which is allowed to remain in the crucible, and which may be conveniently 
handled with the crucible tongs. When the decomposition of the ore is com- 
plete, the platinum rod is removed, and it is put into the beaker to be used 
for the solution of the melt. As the melt cools, the crucible is gently twirled 
in order to run the fusion up on the sides in a thin layer. The cooled melt is 
dissolved in 150 ml. of 1 : 5 hydrochloric acid in a 250-ml. beaker, by filling 
the crucible with acid, inverting in such a manner that one edge of the crucible 
rests on the crucible cover, which has been placed on the bottom of the beaker 
—thus allowing free circulation of the solvent—and then gently warming on 
the steam bath. The solution is transferred to a platinum dish or porcelain 
casserole, 20 ml. of 1 : 1 sulfuric acid are added, and the mixture is evaporated 
until heavy fumes escape.!! The cooled solution is next diluted to about 
100 ml., the impure silica is filtered off and washed with hot water. This 
solution is allowed to stand warm over night. If the ore contained interfering 
amounts of phosphorus, it will be thrown down as zirconium phosphate by 
this digestion. If a precipitate appears, it is filtered and washed with 5% 
ammonium nitrate solution. This precipitate will contain zirconium, and 


* Experiments in the writer’s (Brinton’ s) laboratory by Dr. Tohru Kameda indicate 
that there is no loss of zirconium by volatilization if the process is carried out as here 
described. Continuing the heating for 5 minutes after clear fusion has been attained 
may cause a loss of as much as 2 mg. of ZrOp. 

10 Lundell and Knowles, J. Am. Chem. Soc, 42, 1439 (1920). 

11 During the evaporation boric acid will separate and form a crystal skin over the 
surface, thus retarding evaporation. Occasional stirring during this period will hasten 
the evaporation. As the sulfuric acid becomes more concentrated by evaporation, the 
boric acid eventually dissolves again. 
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there is still apt to be a little zirconium in the impure silica first filtered off. 
Also there may be some phosphoric acid in the filtrate; so to this filtrate 5 g. 
of ammonium chloride, and then ammonium hydroxide in slight excess are 
added, and after boiling for several minutes, the precipitated hydroxides are 
filtered and washed with 2% ammonium nitrate solution. This filtrate is 
discarded. The precipitate and paper are digested in 100 ml. of hot 5% 
sulfuric acid solution, and the filter shreds and any insoluble residue are 
filtered and well washed with hot water. This solution, containing most of 
the zirconium of the sample, is temporarily set aside. The last residue filtered, 
the impure silica, and any zirconium phosphate obtained by the over-night 
digestion are all ignited in the original platinum crucible. The ignition residue 
is moistened with water, 1 ml. of 1 : 1 sulfuric acid, and 5 ml. of hydrofluoric 
acid are added, and the mixture is heated until all sulfuric acid has been 
expelled. The residue in the crucible is fused with a little sodium carbonate, 
digested in water, and filtered, washing with hot water. The filtrate is dis- 
carded. The insoluble residue is again ignited in the platinum crucible, 
fused with potassium pyrosulfate; and, after cooling, the melt is dissolved 
in hot 5% sulfuric acid. This solution is added to the main solution, thus 
giving one solution in which is contained all the zirconium originally present 
in the sample. 


SEPARATIONS 


From Members of the Copper and Tin Groups.—The members of these 
groups are precipitated free from zirconium by hydrogen sulfide in slightly 
acid solution. 

From Iron, Nickel, Cobalt, Manganese, and Zinc.—The iron, in acid 
solution, is reduced by hydrogen sulfide gas, tartaric acid equal to 5 times 
the approximate weight of the oxides present is added, the solution is made 
ammoniacal, and then hydrogen sulfide is passed into the solution until the 
sulfide precipitate has coagulated. The precipitate is filtered on close-grained 
paper, care being taken to keep the funnel well filled, so that oxidation of the 
sulfides and consequent “running through”’ is avoided. The sulfides are 
promptly washed, using the same precaution, with water containing a little 
ammonium chloride and ammonium sulfide. If the cupferron precipitation of 
zirconium is to be used, the tartrate need not be destroyed, and it is sufficient 
to acidify to a total acidity of 10% of concentrated sulfuric acid (by volume), 
and to boil out the hydrogen sulfide. If for further work it should be necessary 
to remove the tartrate, the solution is acidified with 10 ml. of concentrated 
sulfuric acid, evaporated to a volume of about 50 ml., 10 ml. of concentrated 
nitric acid added, and the solution evaporated to fumes of sulfur trioxide. 
After cooling, 10 ml. of concentrated nitric acid are again added, and the 
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mixture once more evaporated to fumes. At times a third addition of nitric 
acid and evaporation may be necessary to completely destroy the tartaric acid. 

From Titanium.—Zirconium may be separated from titanium by precipi- 
tating the zirconium with Na2sHPO, or (NH4):HPO, in a 10% (by volume) 
sulfuric acid solution, in presence of hydrogen peroxide. See Gravimetric 
Determination as phosphate. 

Powell and Schoeller * recommend the separation of zirconium from ti- 
tanium by precipitation of the latter by tannin from a neutralized oxalate solu- 
tion which is half saturated with ammonium chloride. 

From Thorium and Rare Earth Elements.—These elements may be pre- 
cipitated with an excess of oxalic acid, leaving the zirconium in the filtrate. 
(See “‘ Detection ” in chapter on Thorium.) For complete separation the 
rare earth oxalates should be boiled with concentrated sulfuric acid until 
decomposed, diluted, nearly neutralized with ammonia, and again precipitated 
with an excess of oxalic acid. The combined filtrates contain all the zirconium. 
(A method adapted to the determination of small amounts of rare earth oxides 
in the cupferron precipitate is given later.) 

From Aluminum, Chromium, and Uranium.—Zirconium is quantitatively 
separated from these three elements by precipitation with cupferron in 10% 
(by volume) sulfuric acid solution. The uranium must be in the hexavalent 
condition or it will contaminate the zirconium precipitate. (Nitric acid should 
not be used to oxidize uranium, as it decomposes cupferron. Uranium will 
practically always be in the hexavalent condition without special oxidation. 
If in doubt, the 10% sulfuric acid solution may be boiled with a little hydrogen 
peroxide.) 

From Molybdenum.—By precipitation of molybdenum sulfide in acid 
solution. (See chapter on Molybdenum.) 

From Tungsten.—By precipitation of tungsten in acid solution by cin- 
chonine hydrochloride. (See chapter on Tungsten.) 

From Vanadium.—By fusion of the mixed oxides with sodium peroxide or 
sodium carbonate, and leaching out the soluble sodium vanadate with water. 


GRAVIMETRIC DETERMINATION OF ZIRCONIUM 


By Precipitation with Cupferron.—Precipitation of zirconium, etc., with 
cupferron in a cold 10% H.SOxz solution containing alkali salts (sodium and 
potassium), filtering and washing and igniting to ZrO», causes high results. 
It is essential that the alkali salts be first removed by precipitation with am- 
monia and filtration and the precipitate dissolved in i0% sulfuric acid. 


2 A. R. Powell and W. R. Schoeller, Analyst, 55, 605, 1930; ibid., 57, 550, 1932. 
The procedure is given in detail in Chemical Abstracts, 25, 51 (1931). 
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The solution, which has a volume of 300-400 ml., and contains 10% (by 
volume) of concentrated sulfuric acid (any tartaric acid present does not inter- 
fere), is cooled to about 10° C., and then an excess of cupferron solution (6 g. 
dissolved in 100 ml. of cold water and filtered) is added. The formation of a 
fine white precipitate (nitrosophenylhydroxylamine) which redissolves shows 
that an excess of the reagent has been added. The zirconium precipitate is 
white and curdy, but any titanium present is also quantitatively precipitated, 
and it will impart a yellow color to the precipitate. A brownish color indicates 
that the previous separation from iron has been faulty. The precipitate is 
filtered and washed with cold 1 : 10 hydrochloric acid solution. The precipitate 
and paper are carefully ignited in a weighed platinum crucible, very slowly until 
the rush of gases from decomposition of the organic matter has ceased; and 
then to constant weight over a blast or over a large Meker burner. The 
weight thus found represents all the zirconium and titanium dioxides, and 
some rare earth oxides, if these elements have not previously been completely 
removed. 

To correct for titanium and rare earths the ignited oxides are fused with 
potassium pyrosulfate, dissolved in 1 : 10 sulfuric acid, and diluted to exactly 
100 ml. in a graduated flask. By means of a dry 50-ml. pipette exactly one-half 
of the solution is taken for the determination of titanium, and the pipette and 
the 100-ml. flask are completely rinsed into another vessel, thus giving the 
other half for the determination of rare earths. 

Small amounts of titanium are determined by the colorimetric method; 
while for larger amounts the zinc reductor—permanganate titration method 
—is used. For details of these see chapter on Titanium. 

Rare earths may be determined according to Hillebrand’s method ™ as 
follows: ‘‘ Precipitate the hydroxides with an excess of potassium hydroxide, 
decant the liquid, wash by decantation with water once or twice and then 
slightly on the filter. Wash the precipitate from the paper into a small plati- 
num dish, treat with hydrofluoric acid, and evaporate nearly to dryness. 
Take up in 5 ml. of 5% (by volume) hydrofluoric acid. If no precipitate is 
visible, rare earths are absent. If a precipitate is present, collect it on a small 
filter held by a perforated platinum or rubber cone and wash it with from 5 to 
10 ml. of the same acid. Wash the crude rare earth fluorides into a small 
platinum dish, burn the paper in platinum, add the ash to the fluorides and 
evaporate to dryness with a little sulfuric acid. Dissolve the sulfates in dilute 
hydrochloric acid, precipitate the rare earths by ammonia, filter, redissolve in 
hydrochloric acid, evaporate the solution to dryness, and treat the residue 
with 5 ml. of boiling hot 5% oxalic acid. Filter after fifteen minutes, collect 
the oxalates on a small filter, wash with not more than 20 ml. of cold 5% oxalic 
acid, ignite and weigh as rare earth oxides which are to be deducted from the 
weight of the cupferron precipitate.” 

While the recovery of the rare earths by this method is not absolutely com- 
plete, the error is negligible for the amounts ordinarily found. 

The sum of the weights of rare earth oxides and titanium dioxide found are 
subtracted from the weight of the ignited cupferron precipitate to obtain the 
true weight of ZrO». > 


18 W. F. Hillebrand, The Analysis of Silicate and Carbonate Rocks, U. 8. Geol. 
Survey Bulletin 700, p. 176; Lundell and Knowles, loc. cit., p. 1446. 
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By Precipitation with Selenious Acid.1‘—To the nearly neutral solution, 
which should be free from phosphate, sulfate, columbium and tantalum, and 
which should have a volume not much greater than 100 ml., 20 ml. of 12 N 
hydrochloric acid and 20 ml. of alcohol are added. The solution is heated 
nearly to boiling, diluted to 500 ml., again heated to boiling, and 20 ml. of 
10% selenious acid solution are added. After standing hot until the superna- 
tant liquid is sufficiently clear for filtration (preferably not over 2 hours), 
the precipitate is filtered and washed a few times with hot water. The paper 
is punctured and the precipitate is washed into the original beaker with as 
little hot water as possible. The paper is set aside for further treatment. 15 
ml. of 12 N hydrochloric acid are added to the contents of the beaker and the 
mixture is heated until the precipitate is dissolved. (A slight turbidity may be 
neglected.) Twenty ml. of 3% hydrogen peroxide are added, the solution is 
warmed, diluted to 500 ml., heated to boiling and again precipitated with 20 ml. 
of 10% selenious acid solution. After filtration, and washing with hot water, 
the paper is again punctured, and the precipitate is rinsed into the original 
beaker. 

(A) In a small beaker the two papers are digested with 40 ml. of hot 10% 
oxalic acid solution. The pulp is filtered and washed, and the filtrate and 
washings are added to the zirconium precipitate. The mixture is diluted to 
200 ml., heated to boiling, and 12 ml. of 6 N hydrochloric acid are added. After 
allowing to stand at room temperature for at least 10 hours, the precipitate is 
filtered and washed with a solution containing 40 ml. of 6 N hydrochloric acid 
and 25 g. of oxalic acid per liter. To the filtrate 30 ml. of 18 N sulfuric acid 
are added, and evaporation on the water-bath is started. (If the oxalate 
precipitate is large it is flushed off into a 400 ml. beaker, 5 ml. of 18 N sulfuric 
acid are added, and the mixture is evaporated on the water-bath until oxalate 
has been destroyed, as shown by the cessation of gas bubbles. The solution 
is diluted with water, made ammoniacal, and the precipitate is filtered, and 
dissolved in 12 ml. of 6 N hydrochloric acid. After diluting to 160 ml., and 
heating to boiling, 40 ml. of 10% oxalic acid solution are added. After standing 
for at least 10 hours the solution is filtered into the main solution. The solution 
is now evaporated on the water-bath until oxalate is destroyed, the sides of the 
beaker and the watch glass are rinsed down, and any precipitated selenium is 
filtered off. If a small amount of red selenium runs through the paper it may 
be neglected. The solution is made ammoniacal, and the precipitate is filtered 
and washed a few times with hot water. The paper is punctured, and the pre- 
cipitate is flushed off with as little hot water as possible. Fifteen ml. of hot 
12 N hydrochloric acid are poured over the paper into the zirconium hydroxide 
suspension, and the mixture is heated until the precipitate is entirely dissolved. 

(B) Twenty ml. of 3% hydrogen peroxide are added, and the solution is 
warmed, diluted to 500 ml., and heated to boiling. Twenty ml. of 10% 
selenious acid solution are added, and the precipitate is filtered after the super- 
natant liquid is clear. After ignition over the Bunsen flame, and finally for 
5 minutes over the Méker burner the ZrO» is weighed. . 

In the known absence of thorium the above method may be shortened by 
omitting the oxalate precipitation involved in the above directions from (A) 


“4 The method of Smith and James, J. Am. Chem. Soc., 42, 1764 (1920), modified 
by Simpson and Schumb, ibid., 53, 921 (1931). 
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to (B). In this case, the zirconium selenite precipitate obtained at (A) is 
dissolved by adding 20 ml. of 12 N hydrochloric acid, and heating to boiling. 
The method is continued from the point (B). The two filter papers from which 
the first two precipitates were washed are ignited, and the weight of their igni- 
tion products are added to the final weight of ZrO». 

By Precipitation with Ammonium Phosphate.—This method is suitable 
for separations, and for the determination of small amounts of zirconium such 
as are encountered in rock analysis. In view of the probability that almost 
all minerals of zirconium contain appreciable amounts of celtium hafnium, 
which gives practically all the reactions of zirconium, but which has a very 
much higher atomic weight, an uncertainty as to the factor ZrO2/ZrP.O; exists, 
so the pyrophosphate can hardly be recommended as a weighing form for large 
amounts of zirconium. The following details are recommended for observance 
in using this method.!® 

A. Volume of Solution—From 25 ml. for small amounts (i. e. 0.0005g. 
ZrO2z) to 200 ml. for amounts ranging around 0.1 g ZrO>. 

B. Acidity—Twenty per cent sulfuric acid by weight. 

C. Hydrogen Peroxide.—Sufficient to keep titanium peroxidized; 10 ml. 
will do no harm. 

D. Precipitant.—Secondary ammonium phosphate in excess. From 10 to 
100 times the theoretical requirement, as expressed by the ratio Zr : P2Os, 
should be used here. The large excess is desirable when small amounts of 
zirconium are determined. 

E. Precipitation Conditions.—(1) Temperature: Cold or tepid, preferably 
40-50° C. (2) Time: Two hours for amounts of ZrOe in excess of 0.005 g. 
Six hours, or longer, for smaller amounts. 

F. Filtration Warm solution, decant as far as possible to avoid clogging 
the filter. 

G. Washing.—This should be done with cold 5% ammonium nitrate, since 
the phosphate is appreciably soluble in pure water. 

H. Ignition.—Ignite very carefully in a partially covered platinum crucible 
over a low flame until carbon is destroyed, then blast or heat over a Méker 
burner for 15 minutes, 

By Precipitation with Phenylarsonic Acid.‘“—This precipitation method 
serves to separate zirconium from most other elements. The zirconium and 
other bases should be in about 10% (by volume) hydrochloric acid solution, 
though solutions containing up to about 50% of their volume of concentrated 
hydrochloric acid are said to exert no inappreciable solvent action on zirconium 
phenylarsonate. An excess of a 10% solution of phenylarsonic acid ” is added 
and the mixture is heated to boiling, being well stirred in the meantime, filtered, 
and washed with 1% hydrochloric acid solution. A single precipitation is 
sufficient to separate zirconium from the majority of elements, even from the 
rare-earths. From iron the separation is incomplete after one precipitation, 


% Lundell and Knowles, J. Am. Chem. Soe., 41, 1806 (1919); Hillebrand, op. cit., 
p. 173; Nicolardot and Reglade, Compt. rend., 168, 349 (1919). 

6 Rice, Fogg and James, J. Am. Chem. Soc., 48, 895 (1926). See also P. Klinger, 
Tech. Mit. Krupp, 3, 1 (1935). 

17 The reagent may be conveniently prepared by the method of Palmer and Adams, 
J. Am. Chem. Soe., 44, 1361 (1922). 
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but if the amount of iron originally present does not greatly exceed that of the 
zirconium, the iron may be removed by digesting the first precipitate and 
paper with 1:1 hydrochloric acid until well disintegrated, diluting then to 
about 500 ml. and adding 15 ml. more of the phenylarsonic acid reagent. If 
the amount of iron originally present is very large the first precipitate and 
paper should be warmed with 15 ml. of 1 : 1 sulfuric acid until the precipitate 
has dissolved, after which 50 ml. of concentrated hydrochloric acid are added, 
the solution diluted to about 500 ml., boiled and treated with 30 ml. of the 
phenylarsonic acid solution. This precipitate is free from iron. In the pres- 
ence of thorium or uranium reprecipitation from sulfuric acid solution, as in 
the case of large amounts of iron, is necessary. The separation from titanium 
is complete in one precipitation, if carried out in about 500 ml. of 10% hydro- 
chlorie acid solution to which has been added 35 ml. of 83% hydrogen peroxide, 
using in this case a liberal excess (about 35 ml.) of phenylarsonic acid. 

Simple ignition of the zirconium phenylarsonate gives results which are a 
little high, due to retention of arsenic, but if the ignition is finished over the 
blast in a current of hydrogen the results are correct. 


RECOMMENDED METHOD FOR THE DETERMINATION OF 
ZIRCONIUM IN COMMERCIAL ZIRCONIUM ORES 


The following combination gives a method essentially as recommended by 
the U.S. Bureau of Standards. Details will be found in the respective sections 
of this chapter. 

Decomposition by fusion of 0.3 g. sample with borax, following the pro- 
cedure under ‘ Preparation and Solution of the Sample” until the sulfuric 
acid solution containing all the zirconium originally present in the sample 
is obtained. 

Separation from members of the copper and tin groups by precipitation 
with hydrogen sulfide in an approximately 1% sulfuric acid solution; and then, 
without intervening filtration, separation from iron, manganese, etc., by treat- 
ment with tartaric acid, ammonia, and hydrogen sulfide, as detailed under 
“Separations,” finally obtaining the zirconium in 10% (by volume) sulfuric 
acid solution. (Removal of tartaric acid is not necessary.) 

Precipitation with cupferron, with subsequent corrections for any titanium 
and rare earths present, just as outlined in the ‘“‘ Gravimetric Determination.” 


DETERMINATION AS ZIRCONIUM OXIDE 


With pure salts the zirconium may be precipitated completely as the hy- 
droxide by the addition of ammonia, settling and finally igniting and weighing 
as the oxide, ZrO». 
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The Separation of Zirconium from Hafnium.—No single precipitation 
method suitable for the separation of zirconium from hafnium has yet been 
found, and all processes involve tedious fractionation. Current patent litera- 
ture is rich in proposed methods, but the most reliable is the fractional crystalli- 
zation of the double potassium or ammonium fluorides.!® Fractional precipita- 
tion of the phosphates ! leads as quickly to the separation, but the gelatinous 
precipitates are somewhat inconvenient to handle. Prandtl 2° suggests the 
fractional precipitation of the ferrocyanides. 

A rough estimate of the percentage of HfO. in a mixture of the dioxides 
of zirconium and hafnium may be obtained from a determination of the density. 
The density of HfO» is 9.67 and that of ZrO» is 5.73. From the observed 
density, D, of the mixture the percentage of HfO>» is calculated as follows: 


D—5.73 


7 HiOs=—s 9, — 


x 100. 


Chemically the percentage of HfO» in a mixture with ZrO» can be estimated 
by conversion to bromides, or to the anhydrous sulfates, and from the dif- 
ferences in weight between the compounds the percentages of each constituent 
can be calculated by conventional methods for indirect analysis.7! 

Zirconium in Plain Carbon and Alloy Steels——See Vol. II under Steel 
Analysis. 


18 yon Hevesy and Jantzen, Chem. News, 127, 353 (1923). 

19 von Hevesy and Kimura, J. Am. Chem. Soc., 47, 2542 (1925); de Boer and van 
Arkel, Z. anorg. allgem. Chem., 148, 86 (1925). 

20 W. Prandtl, Z. anorg. allgem. Chem., 208, 420 (1932). 

*1G. von Hevesy, Das Element Hafnium (book) (1927), page 34. 


QUALITATIVE TESTS OF SUBSTANCES 


BLOWPIPE AND FLAME TESTS OF SOLIDS 
BLOWPIPE TESTS ON CHARCOAL 


Heat a small portion of the material on charcoal in the reducing flame, using 
a blowpipe. Scoop out a round hole in the charcoal, place a little of the sub- 
stance in the cavity, and direct the inner flame of the blowpipe against it at an 
angle of thirty degrees. 


Resuitr or TEstr INFERENCE 
Melts and runs into the charcoal Alkalies, K, Na, ete. 
An alkaline residue on charcoal Ca, Sr, Ba, Mg 


A residue which, when moistened with a drop of 
Co(NO;); and heated in O. F., produces a color 


which is blue Aluminum, silicon 
Produces a color which is green Zine, tin, antimony 
Produces a color which is red Barium 
Produces a color which is pink or rose-red Manganese 
Deflagrates Nitrates, chlorates 
Leaves an incrustation which is white near the flame | Antimony 
White, garlic odor Arsenic 
Dark red Silver 
Red to orange Cadmium 
Lemon yellow (hot), light yellow (cold) Lead 
Orange yellow (hot), light yellow (cold) Bismuth 
Yellow (hot), white (cold) Zine or tin, latter nonvolatile 


Blowpipe Tests.—Substance fused with Na.CO; on charcoal. Place a 
small amount of the substance on charcoal with a little sodium carbonate, and 
fuse, using reducing flame. 


Resvutt or TEst INFERENCE 
Metallic globules, without incrustation 
Yellow flakes ’ Gold 
Red flakes Copper 
White globule, moderately soft = Silver 
Metallic globules, with incrustation . 
White, moderately soft beads _ Lead or tin (volatilized lead 
leaves yellow coat) 
White, brittle beads Bismuth or antimony (yel- 
lowish) 
Yellow in O. F. Chromium 
Green in O. F. Manganese 


A substance (in R. F.) which, when moistened and 
placed on a silver coin, leaves a brown or black stain | Sulfur compounds 
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TEs? INFERENCE 


Dark gray magnetic powder which, when moistened on a 
filter paper with a drop of dilute HCl and HNOs, and 
gently dried over a flame, leaves a stain which is faint 


pink, turning blue Cobalt 
Green stain, turning yellow Nickel 
A stain turned blue by KyFe(CN), Tron 


In place of using charcoal the above tests may be made with a splinter of 
wood covered with a coating of fused NazCO;. The test is made by dipping the 
heated splinter into a mixture of the powdered substance with fused sodium 
carbonate and plunging for a moment in the reducing flame. Examine the 
material on the splinter, scrape off on a piece of glazed paper and examine. 

Blowpipe Test.—Substance moistened with cobalt nitrate solution and 
ignited. 


Cotor or RESIDUE OR INCRUSTATION INFERENCE 
Brick red BaO 
Pink MgO 
Gray SrO, CaO 
Yellowish green ZnO 
Dark muddy green Sb,0; 
Bluish green SnO 
Blue Al,Os, SiO. 


FLAME TEST 


Flame Test. Moisten a platinum wire in concentrated HCl, dip into the 
powdered substance and insert into a Bunsen flame. If sodium is prominent, 
examine through a blue glass. (Test the cobalt glass to see if it is effective in 
cutting out the yellow sodium light by examining a sodium flame through it.) 


Fiame Cotor Cotor THROUGH BLUE GLASS ELEMENT 
Carmine red Purple Lithium 

Dull red Olive green Calcium 

Crimson Purple Strontium 

Golden yellow Absorbed Sodium 

Greenish yellow Bluish green Barium, molybdenum 
Green Cu, —PO,, —B2Os, 

Blue Cu, Bi, Pb, Cd, Zn, Sb, As 
Violet Violet red Potassium 


The platinum wire should be cleaned before making the test. This can be 
accomplished by dipping it into concentrated HCl and holding it in the Bunsen, 
or, better, a flame of a blast lamp, until the flame is no longer colored. Re- 
peatedly dipping into the HCl may be necessary. 

Examine the flame through a spectroscope, if available, and compare the 
spectra with a spectra chart. Mere traces of the alkali and alkaline earth 
metals can be detected in this way by their characteristic spectral lines. 
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Solvents,in order of preference—H.O, dil. HCI, cone. 


Na,CO;, KHSO,, NaOH or KOH. 
RM Bl hacia Bl 
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Analysis—— Neutral or slightly acid solutions of the salts of —— 
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Solution. 
Crv" becomes Cr’’’, Fe’”” becomes Fe” and Mn¥"™ becomes Mn”. 
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Add hydrochloric acid. ’ 
ah aN a a 


Solution. —_—____—_. 
Pass hydrogen sulfide gas into the warm solution. 


Boil to expel H,S, add HNO; and boil to oxidize ferrosum; and add 
ammonium chloride and ammonium hydroxide. 


Solution. 


MnCl,.2NH,Cl, (NH,),ZnO., and MgCl;.NH,Cl are 
formed; also soluble double compounds of Co and Ni 
with ammonium hydroxide. 


Add hydrogen sulfide to the strongly ammoniacal 


solutions. 
(4) Zinc Group. 
Solution. Precipitate. 
N a 
Add NH,OH and (NH,),CO;. | 5 5 a 5 
(5) Calcium Oey tien aie 
Group. 2 S cme Lae 
= 
Solution. Precipitate. Digest with cold 
Add NasHPO, a in dilute HCl. 
toaportion,and) # y 
if a precipitate 8 2) 8 Sol. Res 
is obtained, usé| + « . IS 9 
(NH,),.HPO, fo] is n a 
with the other > 2 
portion and: fil-| p;..1.. i, 


(3) Iron 
Group. 
Precipitate. 
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(2) Tin and Copper Group. 
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Precipitate. 
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Digest in hot 
dilute HNO;. 
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Add dilute hydrochloric acid. 
Precipitation of Tin Group. 
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Dissolve in HCl with the 
aid of KCIO3;. 


. & 
_ 
2 


. e i 


HCI, dil. HNO;, conc. HNO;, aq. reg. Refractory Substances—H,SO,+HF, fusions with 


Precipitate- 


(1) Silver 
Group. 


Add hot 
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A clear bead is formed by fusing the flux on a loop of platinum w 


Behavior of Substances fused with Microcosmic Salt and Borax Beads 


ire. Dip the bead in the finely powdered substance 


lo be examined, and heat again—first in the oxidizing flame ; second in the reducing or inner flame. Metallic salts 
are mostly changed to oxides, In the Table—h. signifies hot; c., cold; sups., supersaturated with oxide; s. s., 
strongly saturated; h. c., hot and cold. 


With Microcosmic Salt, Sodium Ammonium i] F : 
Galower ane Hydrogen Phosphate. With Sodium Tetraborate (Borax). 
poet In outer or oxidizing Flame. | In inner or reducing Flame. | Tn outer or oxidizing Flame. | In inner or reducing Flame. 
| 
Si (swims undissolved). | Si (swims undissolved). | h. @.: Si, Al, Sn (sups. Si, Al, Sn (s. s. opaque). 
Al, Mg, Ca, Sr, Ba, Sn |Al, Mg, Ca, Sr, Ba (sups. || opaque). Alkaline earths and earths. 
Colorless. (s. S., opaque). | not clear). Al, Mg, Sr, Ca, Ba, Ag h. ¢.: Min, Ce. 
Ti, Zn, Cd, Pb, Bi, Sb |Ce, Mn, Sn. | (not sat.). 1iie& Crit 
i Ste Sas | ee Cd, Pb, Bi, Sb. Ti, Mo. 
Boe a h. (8. 8.): Fe, U, Ce. jh: Fe, Ti. ih, not sat: Fe, U. h.: Ti. Mo - 
Brownish. ¢.: Ni. . j¢.: Ni. | Pes sups.: Pb, Bi, Sb. nie : 2 
= es es Ps 
a 2 ies Cle ih. Fe, © 
Red. h. (s. $.): Fe, Ni, Cr, Ce. ln: Mi, Ti with Fe. h ; ee ? c.: Cu (sups. opaque). 
Violet = en van = 
: h. ¢.: Min. : 
or h. ¢.: Mn. Geel. Re her a Ce Tic 
Amethyst. : | h.: Ni with Co. 
h. ¢.: Co. ia ceaGo: N.C Co: : 
Bue: \¢.: Cu. le: W. \e.; Cu. REESE 
\h.: Cu, Mo; Fe with Co or |c¢.: Cr. le: Cr. Cr. 
Green. ie Cur h.: U, Mo. h.; Cu, Fe with Co. sups.: Ee. 
je: Cr. 
Gray and | i 


Opaque. | 


ee 


‘Ag, Pb, Sb, Cd, Bi, Zn, Ni. 


The same as with micro- 
cosmic salt. 
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Tue Sotvsite HS 
Arsenic, As‘, As***" Antimony, Sb***, Sb**"** 
(ous) KsAsO3 (ic) KH2AsO« (ous) SbCls (ic) KSbOs 
Hydrogen Arsenic trisul- Arsenic trisul- Antimony trisul- | Antimony penta- 
sulfide, fide, As»Ss, fide++S, and fide, Sb.8s, Ss de, 295, 
HS yellow ppt. Sol. | AsoS;, yellow. orange ppt. Sol. | orange ppt. Sol. 
in alkalies, The ppt. forms | in alkalies, in alkalies, 
(NH,)2Sx, slowly by heat | (NHa)2Sx, (NH,)Sx, 
(NH,).8S. Insol. (NH,).S, HCl (NH,).8, HCl 
in cone. HCl (conc.). 0.17 mg. | (conc.) 
Ammonium Antimonious Ammonium 
hydroxide, hydroxide, metantimonate, 
NH.OH Sb(OH);, white | NH.SbOs. 
ppt. Sol. in Very slightly 
excess sol. in excess 
Copper sul- | Copper arsenite, | Copper arsenate,}| Antimony oxy- | Copper antimo- 
fate, CuSO, | CuHAsOs, yel- | Cus(AsO,)o, chloride, white, | nate, brown ppt. 
lowish green greenish blue SbOCI, caused 
ppt. Sol. in ppt. Sol. in by dilution. 
NH,OH, NaOH, | NH.OH and in | Insol. alk 
HNO; HNO; Sol. HCl, CS, 
Mercuric Mercuric arse- Antimony oxy- 
chloride, nite, Hgs(AsOs)2, chloride, caused 
HgCl, white ppt. Sol. by dilution. 
in acids Sol. in cone. 
HCl 
Silver ni- Silver arsenite, | Silver arsenate, | Silver chloride | Silver antimo- 


trate, AgNO; 


Ag;AsOs, yel- 


AgsAsOu, red- 


and antimony 


nate, AgSbOs, 


low ppt. Sol. in | dish brown ppt. | trioxide, white ppt. Sol. 
HNO;, NH.OG, | Sol. in HNO; AgCl+Sb:Os, in NH,OH 
HC.H302 and NH,OH white ppts. 

Miscellany Magnesia mix- | Magnesia mix- | KOH ppts. Sb. sol. in hot 
ture. No ppt. | ture ppts. Sb(OH)3. cone. H,SO, 
Arsenic sol. in MgNH,AsO,, Na,CO; ppts. and in aq. reg. 
HNO, Ch, white crys. ppt. | Sb(OH); 

H,0, aq. reg., Sol. in acetic 
hot alkalies acid. 

AsH; flame de- 

posits arsenic. SbH; in flame 
Marsh test Sol. in NaOCl. | Marsh test deposits anti- 
(Zn+HCl, Sol. in (NH,).S. | (Zn+HCl) mony. Insol. 
etc.) Residue insol. in in NaOCl 


HCI (cone.) | 


t See Van Nostrand’s Chemical Annual for solubility of salts. 


SuBGROUP 


REACTIONS 


Tin, Sn™ 


(ous) SnCle 
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PLATINUM, Pt" 


(ic) SnCla 


PtCls 
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Goxp, Au" 


AuCls 


Stannous sulfide, 
SnS, dark brown. 
Sol. in alkalies. 
Difficultly sol. in 

(N Ha) Sx. Sol. in 
HCl (cone.). 100 ml. 
H,0 diss. 0.002 mg. 


Stannic sulfide, 
SnS., yellow ppt. 
Sol. in alkalies, 
(NH,)2Sx, (NH«) oS 
and alkali carbon- 
ates. HCl (conc.). 


Platinic sulfide, 

PtS., dark brown 
ppt. Difficultly 
sol. in alkali sul- 


fides. Sol. in aqua 
regia. Insol. in 
HCl (conc.) 


Gold sulfide, Au,Ss, 
black ppt. Sol. in 
alkali sulfides, aqua 
regia. Insol. in HCl 
(conc.) 


Stannous hydroxide, 
Sn(OH),. Insol. in 

excess. Darkens on 
standing. JInsol. in 

H,O. Sol. in dilute 

acids, alk. 


Cuprous chloride, 
2 CuCl, white ppt. 
Sol. in acids. Re- 
duction by SnCl. 


Stannic hydroxide, 
Sn(OH),. Slightly 
sol. in excess 


Ammonium chloro- 


platinate, 
(NHa)2PtCle, yel- 
low ppt. Sol. in 
large excess. 
679° mg. 


Fulminating gold, 
Au,O3. 2 NHs, yel- 
low ppt., insol. in 
eXCess 


Mercurous chloride, 
HgCl, white ppt. 
Tnsol. in cold HCl 
(cone.). Reduction 


by SnCl, 


Silver chloride and 
silver, AgCl-+ Ag. 
Reduction by SnCl, 


KOH ppts. Sn(OH)., 


NaC 3 ppts. 
Sn(OH)>:. Insol. in 
excess 


Metallic Sn de- 
posited by Zn in 
Marsh test 


Silver chloride, Silver chloride and | Silver chloride and 

AgCl platinum oxide, gold oxide, 
AgCl+PtO, AgCl-+ AuwOs, 
brown ppt. brown ppt. 

KOH ppts. Sn(OH)>. SnCl; solution ppts. 


NaCoO; ppts. 
Sn(OH)». Insol. 


in excess 


Stannic salts re- 
duced by H, gen- 
erated by Sn- 


KOH ppts. KoPtCl,. 
NayCOs; gives no 
ppt. Ptsol.inaq.r., 
fused alk. 


‘Zn ppts. Pt, black, 
from its salts. 
Also see Electro- 


| motive Series, p. 1141 


“Purple of Cas- 
sius,’’ red ppt. Au 
sol. in KCN, aq. reg. 


Zn ppts. Au from 
its salts 
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SOLUBILITY TABLE 
Since no salt is absol itely insoluble, the term ‘insoluble’ is only relative. 


For 
solubility of the salts formed, see Van Nostrand’s Chemical Annual, edited by Professor 


John C. Olsen. 
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ABBREVIATIONS.—W 
in water, readily soluble in acids; 


uble in water and acids. 
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TABLES AND USEFUL DATA 


I.—MELTING-POINTS OF THE CHEMICAL ELEMENTS * 
Reproduced from Circular No. 35 (2d edition) of U. 8. Bureau of Standards 


Element 
Helium 
Hydrogen 
Neon 
Fluorine 
Oxygen 
Nitrogen 
Argon 
Krypton 
Xenon 
Chlorine 
Mercury 
Bromine 
Caesium 
Gallium 
Rubidium 
Phosphorus 
Potassium. 
Sodium 
Iodine 


Sulfur 


Indium 
Lithium 
Selenium 


Thallium 
CapMIUM 
LEAD 

ZINC 
Tellurium 
ANTIMONY 
Cerium 
Magnesium 
ALUMINUM 
Radium 
Calcium 
Lanthanum 
Strontium 


Bunsen, open 


Meker 


C. 
<—272.2 
—259 


— 248.67 


— 223 
—218 


Sr 112.8 
Sr 119.2 
Sir 106.8 


F. 

< —456 
—434 
—414.4 
—369 
— 360 
—344 
—308 


Element 
Neodymium 
Arsenic 
Barium 


Praseodymium 


Germanium 
SILVER 
GoLp 
COPPER 
Manganese 
Samarium 
Beryllium 
(glucinum) 
Scandium 
Silicon 
NICKEL 
Cobalt 
Yttrium 
Chromium 
Iron 
PALLADIUM 
Zirconium 
Columbium 
(Ni iobium) 
Thorium 
Vanadium 
PLATINUM 
Ytterbium 
Titanium 
Uranium 
Rhodium 
Boron 
Tridium 
Ruthenium 
Molybdenum 
Osmium 
Tantalum 
TUNGSTEN 


Carbon 


for p.=1 at. 


p. 


Cc. F. 
840 1544 
814 1497 
850 1562 
940 1724 
958 1756 
960.5 1761 

1063.0 1945.5 

1083.0 1981.5 
1260 2300 

1300-1400 2370-2550 
1350 2462 
1200 2192 
1420 2588 
1452 2646 
1480 2696 
1490 2714 
1615 2768 
1535 2795 
1555 2831 
1700 3090 
1950 3542 
1845 3353 
1710 3110 
2755 3191 
1490 2714 
1800 3272 
<1850 <3362 
1955 3551 
2300 4172 
2350 4262 
2450 4442 
2620+10 4748 
2700 4900 
ae 5160 
6066 


Saliey 


saeae >6300 
for 


II—OTHER TEMPERATURE STANDARDS 


Petrol blow/leimp, vy iicete eae eae 
Oxyhydrogen with H,+O................... 
Oxyacetylene 


Thermit 


Temperatures of Flames } 
Cent. 


Deg. of Accuracy 


Within 100° C.f 


Within 100° C. 


Within 150° C. 
Within 500° C. 


* Chemical and Metallurgical Engineering, Vol. XIII, No. 5, May, 1915. 
K. Burgess and H. Le Chatelier. 
t Pyrometer tests of the open Bunsen flame gave temperatures ranging from 1000° 


+ Measurement of High Temperatures, G. 


to 1100° C. 
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Ill.—OTHER TEMPERATURE STANDARDS 
Approximate Temperatures by Colors 


Cent. Fahr. 
aTsurVAGhOleMeMmee me elses Nel ateicle a le scale sce 525 977 
ID} Mb ROS ee os See cake BE bc Lae SOEs aoe eee 700 1292 
(Serve red ree tere rer sal oiercioyertie e Wicreveresel aad «i.e ole 900 1652 
DOL AM ee eet cates a st ei Riess a 3. RES 1100 2012 
AERIS) Bliake ice: dose Gn SiS Res Re coe oat ee a 1300 2372 
LD EWAN ate SOV Ie eas ase ho co ORI GPa Er 1500 2732 


Variation with Pressure 
Substance Phenomenon C. F. (pressure in mm. of Hg) 


Oxygen. =. boiling. 2... — 183.0 —297.4 | C.°=—183.0+0.01258 (p-760) 
—0.0000079 (p-760) 
Carbon dioxide. .| Sublimation 


diquidl ss... — 78.5 —109.3 | C.°=—78.5+0.017 (p-760) 
Sodium sulfate, | Transforma- 
Na,SO.,+10H,0} tion into an- 
hydrous salt 32.384 90.291 


Water.........| Boiling...... 100 212 C. °= —100+0.03670 (p-760) 
—0.00002046 (p-760) 

Naphthalene....| Boiling...... 240.2 460.7 | C. °=217.96-++0.058 (p-760) 

Benzophenone ..| Boiling...... 305.9 582.6 C. °=305.9-++-0.063 (p-760) 

Sulbury eee. = 5 Boiling. 3.2... 444.6 832.3 C. °=444.6+0.0908 (p-760) 
— 0.000047 (p-760) 

AgyCua a2. an. Eutectic 

Freezing. ..| 779 1434 
Sodium chloride .| Freezing.....| 801 1472 


IV.—ELECTROMOTIVE ARRANGEMENT OF THE ELEMENTS* 


Each metallic element is positive to the element placed after it. The order, how- 
ever, depends upon certain factors, temperature, electrolyte, etc. For example, Zn 
precipitates Cu from CuSO,, Fe from FeSO., but Cu and Fe precipitate Zn from KCN 
solution. Pt liberates H from H,O containing KCN. 


Negative 
Metals Elements 
Pt 11. Mn 23. As Si 
2. Na 12. Zn 24. Cu 
3. K 13. Cr 25. Hg B 
4. Rb yer 14. Cd 2 26. Ag N 
5. Cs 15. Fe 27. Pd Se 
6. Ca 16. Co 28. Pt P 
7. Sr 17. Ni 29. Au Ss 
8. Ba 18. Sn 30. Ir I 
9. Mg 19. Pb 31. Rh Br 
10. Al 20. H 32. Os Cl 
21. Sb O 
22. Bi F 


* J. W. Mellor. 
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V.—HYDROCHLORIC ACID 


By W. C. Frrauson 


Begrtt | so. or. | bertet| Puget | Bugust | spor. | Bata | Pade 
1.00 | 1.0069 1.38 | 1.40 14.25 | 1.1090 21.80 21.68 
2.00 | 1.0140 2.80 2.82 |) 14.50 | 1.1111 22.22 | 22.09 
3.00 | 1.0211 1.22 4.25 || 14.75 | 1.1132 | 22) 64022550 
4.00 | 1.0284 5.68 5.69 15.00 | 1.1154 | 23.08 22.92 
5.00 | 1.0357 7.14 7.15 15.25 | 1.1176 23.52 23.33 
5.25 | 1.0375 7.50 7.52 15.50. | 1.1197 | 23.945 235775 
5.50 | 1.0394 7.88 189 15.750) D219 24.38 | 24.16 
5.75 | 1.0413 8.26 8.26 |} 16.0 | 1.1240 | 24.80 | 24.57 
6.00 | 1.0432 8.64 8.64 16.1 1.1248 | 24.96 24.73 
6.25 | 1.0450 9.00 9.02 16.2 1.1256 | 25.12 24.90 
6.50 | 1.0469 9.38 9.40 16.3 1.1265 | 25.30 25 .06 
6.75 | 1.0488 9.76 9.78 16.4 1.1274 | 25.48 | 25.23 
7.00 | 1.0507 10.14 10.17 16.5 1.1283 | 25.66 | 25.39 
7.25 | 1.0526 10.52 10.55 16.6 1.1292 | 25.84 | 25.56 
7.50 | 1.0545 | 10.90 10.94 16.7 | 1.1301 | 26.02 | 25.72 
7.75 | 1.0564 11.28 11.32 16.8 1.1310 26.20 25.89 
8.00 | 1.0584 11.68 11.71 16.9 1.1319 | 26.38 | 26.05 
8.25 | 1.0603 | 12.06 | 12.09 17.0 1.1328 | 26.56 | 26.22 
8.50 | 1.0623 12.46 12.48 Ip 1.1336 26.72 26.39 
8.75 | 1.0642 | 12.84 12.87 17.2 | 1.13845 | 26.90 |) 26.56 
9.00 ; 1.0662 13.24 13.26 17.3 1.1354 | 27.08] 26.738 
9.25 | 1.0681 13.62 13.65 17.4 1.1363 | 27.26 | 26.90 
9.50 | 1.0701 14.02 14.04 17.5 1.1372 27.44 | 27,07 
9°75 | 1.0721 14.42 14.43 17.6 1.1381 27 .62 27.24 
10.00 | 1.0741 14.82 | 14.83 || 17.7 | 1.1890 | 27.80 | 27-41 
10.25 | 1.0761 15.22 | 15.22 17.8) ) 151899") 27; 98h 2755s 
10.50 | 1.0781 15.62 | 15.62 17.9 | 1.1408 | 28. 16g 27a 
10.75 | 1.0801 16.02 16.01 18.0 1.1417 28.34 | 27.92 
11.00 | 1.0821 16.42 16.41 18.1 | 1.1426 | 28.52 | 28.09 
11.25 | 1.0841 16.82 16.81 18.2 1.1435 | 28.70 28.26 
11.50 | 1.0861 Lea E vilriaeal 18.3 | 1.1444 | 28.88 | 28.44 
11.75 | 1.0881 17.62 17.61 18.4 1.1453 | 29.06 | 28.61 
12.00 | 1.0902 | 18.04] 18.01 18.5, | 1.1462'| 29.24 | 28.78 
12.25 | 1.0922 18.44 18.41 18.6 1.1471 29.42 | 28.95 
12.50 | 1.0943 | 18.86 | 18.82 18.7 9) 151480 | 29.605) 329na3 
12.75 | 1.0964 19.28 19.22 18.8 1.1489 29.78 | 29.30 
US500) |) 10985) ) V19N 705 19.63 18.9 1.1498 , 29.96 | 29.48 
13.25 | 1.1006 | 20.12] 20.04 19.0. | 1.1508 | 30.16 | 29.65 
13.50 | 1.1027 | 20.54 | 20.45 Or 1.1517 | 30.34; 29.83 
13.75 | 1.1048 | 20.96 | 20.86 19.2 | 1.1526 | 30.52 | 30.00 
14.00 | 1.1069 21.38 21.27 19.3 1.1535 30.70 30.18 
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V.—HYDROCHLORIC ACID (Continued) 


Degrees Sp. Gr. Degrees | Per Cent Degrees Sp. Gr. Degrees Re ee 


Baumé. Twaddell. HCl. Baumé. Twaddell. 

19.4 1.1544 | 30.88 30235 2229 1.1836 36.72 36.16 
19.5 1.1554 31.08 30.53 22.6 1.1846 36.92 36.35 
19.6 1.1563 31.26 30.71 22.0 1.1856 oel2 36.54 
19.7 L572 31.44 30.90 22.8 1.1866 Ol soe a0.ds 
19.8 1.1581 31.62 31.08 22.9 1.1875 Sih Ral!) 36.93 
19.9 1.1590 31.80 31.27 2500) 1.1885 37.70 37.14 
20.0 1.1600 32.00 31.45 23.1 1.1895 37.90 37.36 
20.1 1.1609 32.18 31.64 23,2 1.1904 38.08 37.58 
20.2 1.1619 32.38 31.82 23.3 1.1914 38.28 37.80 
20.3 1.1628 32.56 32.01 23.4 1.1924 38.48 38.03 
20.4 1.1637 32.74 32.19 23:.5 1.1934 38.68 38.26 
20.5 1.1647 32.94 32.38 2310 1.1944 38.88 38.49 
20.6 1.1656 pole 32.56 Pini 1.1953 39.06 38.72 
20.7 1.1666 33.32 32.75 23.8 1.1963 39.26 38.95 
20.8 1.1675 33.50 322995 23.9 1.1973 39.46 39.18 
20.9 1.1684 33.68 Soule 24.0 1.1983 39.66 39.41 
21.0 1.1694 33.85 33.3h 24.1 1.1993 39.86 39.64 
PAN sat 1.1703 34.06 33.50 24.2 1.2003 40.06 39.86 
21.2 beVz1s 34.26 33.69 24.3 1.2013 40 .26 40.09 
21.3 11722 34.44 33.88 24.4 *! 1.2023 40.46 40.32 
21.4 1.1732 34.64 34.07 24.5 1.2033 40.66 40.55 
PAIS 1.1741 34.82 34.26 24.6 1.2043 40.86 40.78 
21.6 Ia lizgsolt 35.02 34.45 24.7 1.2053 41.06 41.01 
DAWES 1.1760 BonL0 34.64 24.8 1.2063 41.26 41.24 
21.8 1.1770 35.40 34.83 24.9 1.2073 41.46 41.48 
21.9 1.1779 35.58 35.02 25.0 1.2083 41.66 41.72 
22.0 1.1789 SOR 30.0 2b PASE 1.2093 41.86 41.99 
22.1 1.1798 | 35.96 35.40 25,2 1.2103 42.06 42.30 
22).2, 1.1808 36.16 30.59 25.3 1.2114 42.28 42.64 
22.3 1.1817 36.34 35.78 25.4 1.2124 42.48 43.01 
22.4 1.1827 36.54 SOLO Nl Se 2Oeo 1.2134 42.68 43.40 


Sp. Gr. determinations were made at 60° F., compared with water at 60° F. 

From the Specific Gravities, the corresponding degrees Baumé were calcu- 
latea by the foliowing formula: Baumé = 145 — 145/Sp. Gr. 

Atomic weights from F. W. Clarke’s table of 1901. O= 16. 


ALLOWANCE FOR TEMPERATURE: 


10—15° Bé. — 1/40° Bé. or .0002 Sp. Gr. for 1° F. 
tose) —  1/30° Bé.or 10003)" “oR: 
92=25> Be. — 1/28° Bé, or 00085“ © 1° FR. 


AurHoriry — W, C. FrrGuSON. 
This table has been approved and adopted as a Standard by the Manu- 
facturing Chemists’ Association of the United States. 
W. H. Bowrr, Jas. L. Morean, 
Henry Howarp, ArTHuR WrMan, 
A. G. RosEeNnGARTEN, 
New York, May 14, 1903. Executive Committee. 
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VI.—HYDROCHLORIC ACID 


LuNGE AND MarcHLEWSsKI 


Specific 1 Liter | Specific 1 Liter || Specific 1 Liter 
Gravity | Per Cent con- Gravity Pe Cent con- Gravity Po ee con- 
BE tains 15° HCl tains 15° tains 

“4° by Weight.| Grams “4° by Weight.| Grams 4°. by Werght, Grams 
in Vacuo. HCl. in Vacuo. HCl. in Vacuo. HCl. 
1 .000 0.16 1.6 1.075 15 .16 163 1.145 28 .61 328 
1 .005 LS 12 1.080 16 .15 174 1.150 29 .57 340 
1.010 2.14: 22 1.085 17 .18 186 iWnllsy 29 .95 345 
1.015 3 .12 32 1.090 18.11 197 be 30 .55 353 
1.020 4.13 42 1.095 19 .06 209 1.160 31 .52 366 
1.025 5d 53 1.100 20 .O1 220 1.163 32 .10 373 
1.030 6.15 64 1.105 20 .97 232 1.165 32 49 379 
1.035 “LAS 74 1.110 21 .92 243 1s e740) 33 .46 392 
1 .040 8 .16 85 traits: 22 .86 255 sWaalyal 33 .65 394 
1 .045 9 .16 96 1.120 23 .82 267 Vet ke) 34 42 404 
1.050 10:17 107 W125 24 .78 278 1.180 35 .389 418 
1.055 11.18 118 1.180 a gey 291 1.185 36 .31 430 
1 .060 12 19 129 1.185 26 .70 303 1.190 ot 220 443 
1 .065 13 .19 141 1.140 27 .66 315 J imp lh 55 38 .16 456 
1.070 14.17 152 1.1425) 28.14 322 1 .200 39 11 469 


COMPOSITION OF CONSTANT BOILING HYDROCHLORIC ACID* 


Pressure mm. Per Cent Grams constant Per eons Grams of acid 
of of boiling distillate [Barometer mm. weighed in air for 
Mercury 18 (Gi for 1 mol. HCl. HCl. 1 liter of N acid 
770 20 .218 180 .390 770 20 .197 180 .407 
760 20 .242 180 .170 760 20 .221 180 .193 
750 20 .266 179 .960 750 20 .245 179 .979 
740 20 .290 179 .745 740 20 .269 179 .766 


730 20 314 179 .530 730 20 .293 179 .555 


Temperature of constant boiling hydrochloric acid is 108.54° at 763 mm. Specific 
gravity 1 .09620*. 

* Hulett and Bonner, J. Am. Chem. Soe., 31, 390 (1909). 

t Data of Foulk and ’ Hollingsworth, J. Am. Chem. Soc. 45, 1220 (1923). 
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VII—NITRIC ACID 


By W. C. Fereuson 
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Sp. Gr. Sp. Gr. 
Degrees 60° Degrees | Per Cent Degrees 60° Degrees | Per Cent 
Baumé 6ooF | Twaddell.| HNO. Baumé. goo’ |Twaddell.) HNOs. 
10.00 | 1.0741 14.82 12.86 225) | PUTS 34.36 28.02 
10.25 | 1.0761 15.22 13.18 21.50 | 1.1741 34.82 28.36 
10.50 | 1.0781 15.62 13.49 21.75 | 1.1765 35.30 28.72 
10.75 | 1.0801 16.02 13.81 22.00 | 1.1789 35.78 29.07 
11.00 | 1.0821 16.42 14.13 22.25 | 1.1813 36.26 29.43 
11.25 | 1.0841 16.82 14.44 22.50 | 1.1837 36.74 29.78 
11.50 | 1.0861 U7 522 14.76 22.75 | 1.1861 37.22 30.14 
11.75 | 1.0881 17.62 15.07 23.00 | 1.1885 37.70 30.49 
12.00 | 1.0902 18.04 15.41 23.25 | 1.1910 38.20 30.86 
1220 1.0922 18.44 Weed 23.50 | 1.1934 38.68 ol 221 
12.50 | 1.0943 18.86 16.05 23.75 | 1.1959 39.18 31.58 
12.75 | 1.0964 19.28 16.39 24.00 | 1.1983 39.66 31.94 
13.00 | 1.0985 19.70 16.72 24.25 | 1.2008 40.16 32.31 
13.25 | 1.1006 20.12 17.05 24.50 | 1.2033 40.66 32.68 
13.50 | 1.1027 20.54 17.38 24.75 | 1.2058 41.16 33.05 
13.75 | 1.1048 20.96 (RA) 25.00 | 1.20838 41.66 33.42 
14.00 | 1.1069 PR BEYs) 18.04 25.25 | 1.2109 42.18 33.80 
14.25 | 1.1090 21.80 18.37 25.50 | 1.2134 42.68 34.17 
14.50 | 1.1111 22.22 18.70 25.75 | 1.2160 43.20 34.56 
14.75 | 1.1132 22.64 19.02 26.00 | 1.2185 43.70 34.94 
15.00 | 1.1154 23.08 19.36 260).25 |) 1.2211 44.22 35.33 
15.25 | 1.1176 23.52 19.70 26.50 | 1.2236 44.72 35.70 
15.750) 11197 23.94 20.02 26.75. | 1.2262 45 .24 36.09 
Pree ie. Loto 24.38 20.36 27.00 | 1.2288 45.76 36.48 
16.60 | 1.1240 24.80 20.69 Die25 lols 46.28 36.87 
16°25 ||) 1.1262 25.24 7A Ve(O83 27.50 ; 1.2340 46.80 37.26 
16.50 | 1.1284 25.68 21.36 2alO Ne le ZOOL 47.34 37.67 
16.75 | 1.1306 26.12 21.70 28.00 | 1.23893 47.86 38.06 
17.00 | 1.1328 26.56 22.04 28.25 | 1.2420 48.40 38.46 
17.25 | 1.1350 27.00 22.38 28.50 | 1.2446 48 .92 38.85 
V7-50 (121373 27.46 22.74 28.75 | 1.2473 49.46 39.25 
17375 | 1.1895 27.90 23.08 29.00 | 1.2500 50.00 39.66 
18.00.| 1.1417 28.34 23.42 29825 || 1.2527, 50.54 40.06 
18.25 | 1.1440 28.80 23.77 29.50 | 1.2554 51.08 40.47 
18.50 | 1.1462 29.24 24.11 29.75 | 1.2582 51.64 40.89 
18.75 | 1.1485 29.70 24.47 30.00 | 1.2609 62.18 41.30 
19.00 | 1.1508 30.16 24.82 30125.) 22637 52.74 41.72 
925 | 1.1531 30.62 25.18 30.50 | 1.2664 53.28 42.14 
19.50 | 1.1554 31.08 2553 || UoOeror |) le 2002 53.84 42.58 
AGioa| el7 vel, 31.54 25.88 31.00 | 1.2719 54.38 43.00 
20.00 | 1.16C0 32.00 26.24 31.25 | 1.2747 54.94 43.44 
20.25 | 1.1624 32.48 | 26.61 31.50 | 1.2775 55.50 43.89 
20.50 | 1.1647 32.94 26.96 31.75 | 1.2804 56.08 44 34 
20575) 1.1671 33.42 21.38 32.00 | 1.2832 56.64 44.78 
21.00 | 1.1694 33.88 27.67 32.25 | 1.2861 57.22 45.24 
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VII—NITRIC ACID (Continued) 


Degrees aes Degrees | Per Cent | Degrees | sp Degrees | Per Cent 
Baumé. | ¢05F. |Twaddell.| HNO,. || Baumé.  g55F- |Twaddell.| HNO. 
32.50 | 1.2889 57.78 45.68 || 40.75 | 1.3909 78.18 63.48 
32.75 |-1.2918 58.36 | 46.14 41.00 | 1.3942 . 78.84 64.20 
33.00 | 1.2946 58.92 46.58 40-25 | 128976 \2 0b 64.93 
BOK 20. le Zo7O 59.50 47.04 |} 41.50 | 1.4010 80.20 65.67 
338.50 | 1.38004 60.08 47.49 41.75 | 1.4044 86.88 66.42 
33.70 | 1.30384 60.68 47.95 42.00 | 1.4078 81.56 67.18 
34.00 | 1.3063 61.26 48.42 42,25 | 1.4112 82.24 67.95 
34.25 | 1.30938 61.86 48.90 42.50 | 1.4146 82.92 68.73 
34.50 | 1.3122 62.44 49.35 42.75 | 1.4181 83.62 69.52 
34,75 || de oho2 63.04 49.83 43.00 | 1.4216 84.32 70.33 
30.004 ale aise 63.64 50.32 AS) 2 inl 4Zoll 85.02 TL 
Boe) tweed 64.24 50.81 43.50 | 1.4286 Sede 71.98 
SOOO We Bade 64.84 51.30 AS 75 | 14321 86.42 72.82 
Do MMeonTS 65.46 51.80 | 44.00 | 1.4856 87°12 Cond 
36.00 | 1.38038 66.06 52.30 44.25 | 1.4392 87.84 74.53 
36.25 | 1.3334 66.68 52.81 44.50 | 1.4428 88.56 75.40 
36.50 | 1.3364 67.28 Pp IeP) 44.75 | 1.4464 89.28 76.28 
36.75 | 1.3395 67.90 53.84 45.00 | 1.4500 90.00 eal 
37.00 | 1.3426 68.52 54.36 A®.25 || 14536 90.72 78.07 
Se Pag hee aye 69.14 54.89 45.50 | 1.4573 91.46 79.03 
37.50 | 1.3488 69.76 55.43 45.75 | 1.4610 92.20 80.04 
of 10) deod20 70.40 55.97 46.00 | 1.4646 92.92 81.08 
38.00 | 1.3551 71.02 56.52 46.25 | 1.4684 93.68 82.18 
38.25 | 1.3583 71.66 57.08 46.50 | 1.4721 94.42 83.33 
38.50 | 1.3615 72.30 57.65 46.75 | 1.4758 95.16 84.48 
Boro eles OAT 72.94 58.23 47.00 | 1.4796 95.92 85.70 
39.00 | 1.3679 73.58 58.82 47.25 | 1.4834 96.68 86.98 
39.25 | 1.3712 74.24 59.438 47.50 | 1.4872 97.44 88.32 
39.50 | 1.3744 74.88 60 .06 A7.75 | 1.4910 98.20 89.76 
DORON deeocials 75.54 60.71 48.00 | 1.4948 98.96 91.35 
40.00 | 1.3810 76.20 61.38 || 48.25 | 1.4987 99.74 93.13 
40.25 | 1.3843 76.86 62.07 48.50 | 1.5026 | 100.52 95.11 
al 


| 


3876 | 77.52 | 62.77 


Specific Gravity determinations were made at 60° F., compared with water at 60° T. 
From the Specific Grayities, the corresponding degrees Baumé were calculated by the 
following formula: 145 
Baumé = 145 — Sp. Gn 
Baumé Hydrometers for use with this table Tae be graduated by the above formula, 
which formula should always be printed on the scale. 
Atomic weights from F, W. Clarke’s table of 1901. O= 16. 


ALLOWANCE FOR TEMPERATURE: 


At 10° — 20° Bé. —1/30° Bé. or -.00029 Sp. Gr, = 1° F. 
20° — 30° Bé. —1/23° Bé. or .00044 “ = = 1° B. 
30° — 40° Bé. — 1/20° Bé. or .00060 * = 1° F, 
40° — 48.5° Bé.—1/17° Bé. or .00084“ “ = 1° F, 


AUTHORITY — W. C, FERGUSON. 
This table has been approved and adopted as a Standard by the Manufacturing Chemists” 
Association of the United States. 
W.H. BOWER, JAS. MORGAN, 


HENRY HOWARD, ARTHUR WYMAN, 
New York, May 14, 1903. A. G. ROSEN GARTEN, Executive "Committee 
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TABLES AND USEFUL DATA 
VIII—NITRIC ACID 
LuncE AnD Rey 
Specific | roo parts by weight| 1 liter con- Specific | 100 parts by weight| 1 liter con- 
“aot contain tains grams ett contain tains grams 
i) i) | 

in heebo KO, ako, N,0; HNO, in vacuo K, uio, N,0; | HNO, 
1.000 0.08 0.10 1 1 1.195 | 27.10 | 31.62 | 324 | 378 
1.005 0.85 1.00 8 10 1.200 | 27.74 | 32.36 | 333 | 388 
1.010 1.62 1.90 16 19 1.205 | 28.36 | 33.09 | 342 | 399 
1.015 2.39 2.80 24 28 1.210 | 28.99 | 33.82 | 351 | 409 
1.020 Belz Ste A0) 33 38 1.215 | 29.61 | 34.55 | 360 | 420 
1.025 3.94 4.60 40 47 1.220 | 30.24 | 35.28 | 369 | 430 
1.030 4.71 5.50 49 57 1.225 | 30.88 | 36.03 | 378 | 441 

1.035 5.47 6.38 57 66 1,230) |-31..53>| 36.78.) 387 |.452 
1.040 6.22 7.26 64 75 Ves > 1ES2 len on 098), 390) | 463 
1.045 6.97 8.13 73 85 1.240 | 32.82 | 38.29 | 407 | 475 
1.050 Vera! 8.99 81 94 || 1.245 | 33.47 | 39.05 | 417 | 486 
1.055 8.43 9.84 89 | 104 |} 1.250 | 84.13 | 39.82 | 427 | 498 
1.060 9.15 | 10.68 97 | 113 || 1.255 | 34.78 | 40.58 | 437 | 509 
1.065 eS fel eel zoe) OD 2 123 1.260 | 35.44 | 41.34 | 447 | 52) 

POLO R LOD Niel2 30.) 113). 132 1.265 | 36.09 | 42.10 | 457 | 533 

OTS ed 27 WS 15: |). 24. 141 1.270 | 36.75 | 42.87 | 467 | 544 
1.080 | 11.96 | 13.95 | 129 | 151 || 1.275 | 37.41 | 48.64 | 477 | 556 
1.085 | 12.64 | 14.74 | 137 | 160 1.280 | 38.07 | 44.41 | 487 | 568 
1.090 | 18.31 | 15.53 | 145 | 169 1.285 | 38.73 | 45.18 | 498 | 581 

1209571713599") 16.32 | 153) 179 1.290 | 39.39 ; 45.95 | 508 |; 593 
1.100 | 14.67 | 17.11 | 161 | 188 1.295 | 40.05 | 46.72 | 519 | 605 
1.105 | 15.34 | 17.89 | 170 | 198 1.300 | 40.71 | 47.49 | 529 | 617 
1.110 | 16.00 | 18.67 | 177 | 207 1.305 | 41.37 | 48.26 | 540 | 630 
1.115 | 16.67 | 19.45 | 186 | 217 1.310 | 42.06 | 49.07 | 551 | 648 
1.120 | 17.34 | 20.23 | 195 | 227 || 1.315 | 42.76 | 49.89 | 562 | 656 
eo toe OO: y 21.00 1 2021-236 1.320 | 43.47 | 50.71 | 573 | 669 
1.130 | 18.66 | 21.77 | 211 | 246 || 1.325 | 44.17 | 51.53 | 585 | 683 
ietsou| 19232) 22.54 \-219 | 256 1.330 | 44.89 | 52.37 | 597 | 697 
1.140 | 19.98 | 23.31 | 228 | 266 1.3325) 45.26 | 52.80 | 603 | 704 
1.145 | 20.64 | 24.08 | 237 | 276 1.335 | 45.62 | 53.22 | 609 | 710 
1.150 | 21.29 | 24.84 | 245 | 286 1.340 | 46.35 | 54.07 | 621 | 725 
1.155 | 21.94 |} 25.60 | 254 | 296 1.345 47.08 | 54.93 | 633 | 739 
1.160 | 22.60 | 26.36 | 262 | 306 1.350 | 47.82 | 55.79 | 645 | 753 
Meooecamzo N21 2 1 271 1 3l6 1.355 | 48.57 | 56.66 | 658 | 768 — 
1.170 |" 23.90 | 27.88 | 279 | 326-|} 1.360 | 49.35 | 57.57 | 671 | 783 
1.175 | 24.54 | 28.63 | 288 |. 336 || 1.365 | 50.13 | 58.48 | 684 | 798 
1.180 | 25.18 | 29.38 | 297 | 347 ||_1.370 | 50.91 | 59.39 | 698 | 814 
1.185 | 25.83 | 30.13 | 306 | 357 1.375 | 51.69 | 60.30 | 711 | 829 
1.190 | 26.47 | 30.88 | 315 | 367 1.380 | 52.52 | 61.27 | 725 | 846 
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TABLES AND USEFUL DATA 


VIII.—NITRIC ACID (Continued) 


Specific 
Gravity 


in 


ee a 


15° 
4° 
vacuo 


x liter con- 


roo parts by weight| 1 liter con- Specific | 100 parts by weight 
contaia tains grams Gravity contain tains grams 
ae aes ee 150 
Y, | Y, ° 

0, | HNO, | %20 | HNOs|/i4 vacuo wo, | H&o, | ¥20s | HNO, 
53.08 | 61.92 | 735 | 857 1.495 | 78.52 | 91.60 | 1174} 1369 
53.35 | 62.24 | 739 | 862 1.500 | 80.65 | 94.09 | 1210) 1411 
54.20) 1 63.23" 4d: [2879 1.501 | 81.09 | 94.60 | 1217) 1420 
55.07 | 64.25 | 768 | 896 1.502 | 81.50 | 95.08 | 1224) 1428 
55.97 | 65.30 | 783 | 914 1.503 |): 81.91) 95.55) 2st at4as6 
56.92 | 66.40 | 800 | 933 1.504 | 82.29 | 96.00 | 1238] 1444 
57.86 | 67.50 | 816 | 952 1.505 | 82.63 | 96.39 | 1244) 1451 
58.83 | 68.63 | 832 | 971 1.506 | 82.94 | 96.76 | 1249} 1457 
59.83 | 69.80 | 849 | 991 1.507 | 83.26 | 97.13 | 1255} 1464 
60.84 | 70.98 | 867 | 1011]| 1.508 | 83.58 | 97.50} 1260) 1470 
61.86 | 72.17 | 885 | 1032/| 1.509 | 83.87 | 97.84 | 1265) 1476 
62.91 | 73.39 | 903 | 1053]| 1.510 | 84.09 | 98.10 | 1270) 1481 
64.01 | 74.68 | 921 | 1075)]| 1.511 | 84.28 | 98.32 | 1274! 1486 
65.13 | 75.98 | 941 | 1098]} 1.512 | 84.46 | 98.53 | 1277} 1490 
66.24 | 77.28 | 961 | 1121|} 1.513 | 84.63 | 98.73 | 1280) 1494 
67.38 | 78.60 | 981 | 1144); 1.514 | 84.78 | 98.90 | 1283] 1497 
68.56 | 79.98 | 1001} 1168]| 1.515 | 84.92 | 99.07 | 1287) 1501 
69.79 | 81.42 | 1023} 1193]) 1.516 | 85.04 | 99.21 | 1289) 1504 
71.06 | 82.90 | 1045) 1219)| 1.517 | 85.15 | 99.34 | 1292) 1507 
72.39 | 84.45 | 1068} 1246]| 1.518 | 85.26 | 99.46 | 1294! 1510 
73.76 | 86.05 | 1092} 1274|| 1.519 | 85.35 | 99.57 | 1296) 1512 
75.18 | 87.70 | 1116} 1302)| 1.520 | 85.44 | 99.67 | 1299) 1515 
76.80 | 89.60 | 1144) 13835 


a ae ere ae ee 


ee en a ee 


a a 
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IX.—PHOSPHORIC ACID AT, 17.5° 


« Per : Per : Per 
Gy, Gent. | PHP... || Gravity. ce "HPO... || Gravity.| CeBt- | PHPo,.” 
1.809 | 68.0 93.67 1.462 | 46.0 63.37 || 1.208 | 24.0 33.06 
1.800 | 67.5 92.99 1.455 | 45.5 62.68 || 1.203 | 238.5 32.37 
1.792 | 67.0 92.30 1.448 | 45.0 61.99 || 1.198 |} 23.0 31.68 
1.783 | 66.5 91.61 1.441 | 44.5 61.30 L9G: (822-5 80.99 
1.775 | 66.0 90.92 || 1.435 | 44.0 60.61 1.188 | 22.0 30.31 
1.766 | 65.5 90.23 1.428 | 43.5 59.92 Pe ESS Peet bp 29.62 
te foo 60.0 89.54 1.422 | 43.0 59.23 P1738.) 21-0 28.93 
Ve v5o0) 4 (6475 88.85 || 1.415 | 42.5 58.55 || 1.174 | 20.5 28.24 
1.741 | 64.0 88.16 || 1.409 | 42.0 57.86 || 1.169 | 20.0 27255 
1.033 1 63°25 87.48 || 1.402 | 41.5 DHT Mek LOL hed 26.86 
1°725.) 63.0 86.79 1.396 | 41.0 56.48 || 1.159 | 19.0 26.17 
ethan 62,5 86.10 1.389 | 40.5 55.79 eho yhoo: 25.48 
1.709 | 62.0 85.41 1.383 | 40.0 55-20 a 150 12 £320 24.80 
1.701 | 61.5 84.72 LeSiG ooo 54.41 Je UES BE youl 24.11 
1.693 | 61.0 84.03 1.371 | 39.0 Tae, £2140 (L740 23.42 
1.685 | 60.5 83.34 1.365 | 38.5 53.04 Jats vow || ANG 33 22.00 
1.677 | 60.0 82.65 1.359 | 38.0 52.35 1.130 | 16.0 22.04 
1.669 | 59.5 81.97 || 1.354 | 37.5 61.66 Wik 26. | StS FANS 15 
1.661 | 59.0 81.28 || 1.348 | 37.0 50.97 L122 | 1550 20.66 
1.653 | 58.5 80.59 £.342 |} 36.5 50.28 || 1.118 } 14.5 19.97 
1.645 | 58.0 79.90 1.336 | 36:0 49.59 |} 1.113 | 14.0 19.28 
1.637 | 57.5 9.21 1 3830)%) 3555 48.90 POOF | PUSS 18.60 
1.629 | 57.0 78.52 °|| 1.325 | 35.0 48.21 1.104 | 13.0 17.91 
1621 056..5 77.83 || 1.319 | 34.5 Ae |e OOM hela 17.22 
1.613 | 56.0 77.14 1.314 |. 34.0 46.84 || 1.096 | 12.0 16.53 
TEGOS GiFoD 5 76.45 1.308 | 33.5 46.15 AO9L Jodha 15.84 
1.597 | 55.0 C577 1.303 | 33.0 45.46 || 1.087 | 11.0 15.15 
1.589 | 54.5 75.08 1.298 | 32.5 44.77 1.083 | 10.5 14.46 
1.581 | 54.0 74.39 1.292 | 32.0 44.08 || 1.079 | 10.0 neve 
Pore We53.5 73.70 1.287 | 31.5 43.39 || 1.074 9.5 13.09 
1.566 | 53.0 73.01 1.281 | 31.0 42.70 1.070 9.0 12.40 
D559)) 52.5 Wen Oomle27Oal OURS 42.01 1.066 8.5 Taba 
12551 | 52.0 71.63 1.271 | 30.0 41.33 || 1.062 8.0 11.02 
1.543 | 51.5 70.94 || 1.265 | 29.5 40.64 || 1.058 TOS) 10.33 
1.536 | 51.0 70.26 || 1.260 | 29.0 39.95 || 1.053 7.0 9.64 
1.528 | 50.5 G9E57 1), 1-205), 28.5 39.26 || 1.049 6.5 8.95 
1.521 | 50.0 68.88 || 1.249 | 28.0 38.57 || 1.045 6.0 8.26 
1.513 | 49.5 68.19 1.244 | 27.5 37.88 || 1.041 3.0 7.57 
1.505 ; 49.0 67.50 || 1.239 | 27.0 37.19 1.037 5.0 6.89 
1.498 | 48.5 66.81 || 1.233-| 26-5 36.50 1.033 4.5 6.20 
1.491 , 48.0 66.12 || 1.228 | 26.0 35.82 || 1.029 4.0 5.51 
1.484 | 47.5 65.43 1223 2d 35.43 | 13025 3.0 4,82 
1.476 | 47.0 64.75 1.218 |}, 25.0 34.44 1.021 3.0 4.13 
1.469 | 46.5 64.06 Te2i3. lace 5). S38iico 1.017 2.0) 3.44 


: 
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X.—SULFURIC ACID 
By W. C. FERGUSON AND H. P. TauBor 


Specific Linictet 0.Vv. ‘ 


Degrees| Gravity Degrees Per Weight of | per cent 
Baume. am p, |Twaddell.| wed | ‘ips ee 0. V.* | , cubic Foot. | 
rants. at 
0 1.0000 0.0 0.00 (RINE 0.00 0.00 | 
1 | 1.0069 114 1 02 62.80 1.09 0.68 | 
2 1.0140 2.8 2.08 §3 . 24 PPS 1.41 
3 1.0211 Ae Sale 63.69 3.00 2AAz 
4 | 1.0284 Baz 4.21 64.14 4.52 2.90 
5 1.0357 Tait 5.28 $4.50 5.67 3.66 
6 1.0432 8.6 6.37 65.06 6.84 4.45 
7 1.0507 10.1 Bikes 65.53 7.99 5.24 
8 1.0584 sles 7 8.55 66.01 9.17 6.06 
9 1.0662 hore 9.66 66.50 10.37 6.89 
10 1.0741 14.8 LORE 66.99 11.56 7.74 
11 | 1.0821 16.4 | 11.89 67.49 12.76 8.61 
1 1.0902 18.0 13.01 68.00 13.96 9.49 
13 1.0985 19.7 14.13 68.51 15.16 10.39 
14 | 1.1069 21 Ata 105.28 69.04 16.36 11.30 
105) 1.1154 Deal 16.38 69.57 17.58 12.23 
16 | 1.1240 24.8 | 17.53 70.10 18.81 13.49 
alg 1.1328 26.6 18.71 70.65 20.08 14.18 
18 ee Re lve 28.3 19.89 TRL BAL 21.34 15.20 
19 1.1508 S02 21.07 71.78 22.61 16.23 
20 1.1600 32.0 22.25 T2no0 23.87 L720 
21 1.1694 33.9 23.43 72.94 25.14 18.34 
92 | 1.1789 35.8 | 24.61 73.53 26.41 19.42 
23 1.1885 hails 25.81 74.13 27.69 20inao 
24 1.1983 39.7 27.03 74.74 29.00 


Sp. Gr. determinations were made at 60° F., compared with water at 60° P. 

From the Sp. Grs., the corresponding degrees Baumé were calculated by 
the following formula: Baumé = 145—145/Sp. Gr. 

Baumé Hydrometers for use with this table must be eradinned by tha 
abeve formula, which formula should always be printed on the scale. 

* 66° Baumé = Sp. Gr. 1.8354 = Oil of Vitriol (O. V.). 
1 cu. ft. water at 60° F. weighs 62.37 lbs. av. 
Atomic weights from F. W. Clarke’s table of 1901. O = 16. 
H,SO, = 100 per cent. 
% HeSO. % O. V. %60° 


O. V. = 93.19 = 100.00 = 119.98 
60° =77.67 = 83.35 = 100.00 
50° =62.18 = 66.72 = 80.06 
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X.—SULFURIC ACID (Continued) 


* Freezing 
Degrees; (Melting) | APPROXIMATE BOILING POINTS 
Baume. Point. 
ns 50° B, 295° F. 
60° “ce 386° “ce 
0 32.0 61°“ 4002 “ 
1 B12 62° 415° « 
2 30.5 63° “ 432° « 
3 29.8 64° “ 451° & 
4 28.9 65° “ 485° © 
Oo 6 oO 6 
5 | 28.1 66 538 
6 | 27.2 : 
7 | 26.3 FIXED POINTS 
S| 25.1 “i i 3 <a 
9 24.0 Specific | Per Cent Specific Per Cent 
| Gravity. H,S0,. Gravity. H,S0,. 
10 22.8 
1 “ee 1.0000 00] - I n2el || 62,34 
le 8 1.0048 71 | 1.5440 | 63.79 
13 JOG 1.0347 | 5.14] 1.5748 | 66.51 
4 1656 1.0649 | 9.48 | 1.6272 | 71.00 
ie. 14.7 1.0992 14.22 1.6679 | 74.46 
| 16 12.6 1.1353 19.04 1.7044 77.54 
17 10.2 1.1736 | 23.94 || 1.7258 | 79.40 
18 77 1 2LOS a 428255 1.7472 | 81.32 
19 Ag 1.2513 | 383.49 1.7700 83.47 
: 1.2951 38.64 || 1.7959 | 86.36 
20 + 1.6 1.3441 44.15 1.8117 |. 88.53 
21 — 1.8 1.3947 | 49.52 || 1.8194 89.75 
22 — 6.0 1.4307 53.17 1.8275 | 91.32 
23 —11 : 1.4667 | 56.68 1.8354 | 93.19 
24 —16 1.4822 | 58.14 


Acids stronger than 66° Bé. should have their percentage compositions 
determined by chemical analysis. 
* Calculated from Pickering’s results, J. Chem. Soc. 57, 363 (1890). 


AutHoritins — W. C. Fercuson; H. P. Tausor. 


This table has been approved and adopted as a standard by the Manu- 
facturing Chemists’ Association of the United States. 
W. H. Bownr, 
Henry Howarp, 
= Jas. L. Morgan, 
ArtTHuR Wyman, 
A. G. RosEnGARTEN, 


New York, June 23, 1904. Executive Committee 
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Specific 7 . 
Gravit Per Weight of Pounds O. V. 
Baume. a id Twaddel. HSO:. ; ibs. ee POW 1 Cubic Foot. 
25 1 .2083 41.7 28 .28 15 .386 30 .34 22 .87 
26 1.2185 43 .7 29 .53 76 .00 31 .69 24 .08 
27 1 .2288 45.8 30 .79 76 .64 33 .04 25 32 
28 1 .2393 47 .9 32 .05 (7 30 34 .389 26 .58 
29 1 .2500 50 .0 33 .39 77 .96 35 .76 27 88 
30 1 .2609 52.2 34 .63 78 .64 37 .16 29 .22 
31 1.2719 54.4 35 .93 79 .33 38 .55 30 .58 
32 1 .2832 56 .6 37 .26 80 .08 39 .98 32 .00 
33 1 .2946 58 .9 38 .58 80 .74 41 .40 33 .42 
34 1 .8063 61 .3 39 .92 81 .47 42 .83 34 .90 
35 1.8182 63 .6 41 .27 82 .22 44 .28 36 .41 
36 1.3303 66 1 42 .63 82 .97 45 .74 37 .95 
37 1 8426 68 .5 43 .99 83 .74 47 .20 39 .53 
38 1 3551 71.0 45 .35 84 .52 48 .66 41 13 
39 1.3679 73 6 46 .72 85 .32 50 .13 42.77 
40 1.3810 76 .2 48 .10 86 .13 51.61 44 45 
41 1.3942 78 .8 49 .A7 86 .96 53 .08 46 .16 
42 1.4078 81 .6 50 .87 87 .80 54 .58 AT .92 
43 1.4216 84 .3 52 .26 88 .67 56 .07 49 .72 
44 1 4356 87 1 53 .66 89 .54 57 .58 51 .56 
45 1.4500 90 .0 55 .07 90 .44 59 .09 53 .44 
46 1 .4646 92 .9 56 48 91 .35 60 .60 55 .36 
47 1 4796 95 .9 57 .90 92 .28 62 .13 57 233 
48 1.4948 99 .0 59 .382 93 .23 63 .65 59 .34 
49 1.5104 102 1 60 .75 94 .20 65 .18 61 .40 
50 1.52638 105 .3 62 .18 95 .20 66 .72 63 .52 
51 1.5426 108 .5 63 .66 96 .21 68 .31 65 .72 
52 1.5591 111.8 65 13 97 .24 69 .89 67 .96 
53 1.5761 iLM5) 7 66 .63 98 .30 700510) 70 .28 
54 1 5934 118.7 68 .13 99 .38 Toe: 72 .66 
55 1.6111 122 .2 69 .65 100 .48 74.74 75 10 
56 1 .6292 125.8 (aly 101 .61 76 .37 77 .60 
57 1.6477 129.5 PALES 102 .77 78 07 80 .23 
58 1 .6667 133 .3 74 36 103 .95 79.79 82 .95 
59 1 .6860 Teme 75 .99 105 .16 81 .54 85 .75 
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DATA 


X.—SULFURIC ACID (Continued) 


Degrees 
Baumé. 


25 
26 
27 
28 
29 


30 
31 
32 
33 
34 


35 
36 
37 
38 
39 


40 
41 
42 
43 
44 


45 
46 
47 
48 
49 


50 
51 
52 
53 
54 


55 
56 
57 
58 
59 


* Freezing 
(Melting) 
Point. 
oF: 


—23 
— 30 
—39 
—49 
—61 


ha: 
— 82 
— 96 
—97 
—91 


—81 
—70 
—60 
—53 
—47 


—A4l 
—35 
ol 
—27 
—23 


—20 
ee 
le) 
—18 
— 22 


—27 
—33 
—39 
—49 
—59 


Below 40 


| 
cos . 


ALLOWANCE FOR TEMPERATURE 


At 10° Bé, .029° Bé.or .00023Sp.Gr. = 1° F, 
it3 20° “ce .036° “ce .00034 “ée = y “cc 
ee 80?) eS -.0352 «000389 oe eee tion a 
6c 40° 6c 031° se .00041 “ce a 133 “ce 
“e 502 “a .028° “ce .00045 “ée —= a ied “ce 
“ce 60° 6e .026° “e .00053 “ce — te it 
6c 63° a3 026° ce .00057 “ce = i lied “e 
66g 0 .0235¢ «¢  ,00054 es ae ones 

por cont | <tgRaE, | percent | Panis, 

Baume. I cane Foot. Baumé. |, Cubic Foot. 
61.93 53.34 77.36 66.63 
63.69 55.39 79.56 69.19 
65.50 57.50 81.81 71.83 
67.28 59.66 84.05 74.53 
69.09 61.86 86.30 Ch PK 
70.90 64.12 88.56 80.10 
42.12 66.43 90.83 82.98 
74.55 68.79 93.12 85.93 
76.37 71.20 95.40 88.94 
18.22 73.68 97.70 92.03 
80.06 16221: 100.00 95.20 
81.96 78.85 102.38 98.50 
83.86 81.54 104.74 101.85 
85.79 84.33 107.15 105.383 
87.72 87.17 109.57 108.89 
89.67 90.10 112.01 55 
91.63 93.11 114.46 116.30 
93.67 96.26 117.00 120.24 
95.74 99.52 119.59 124.31 
97.84 102.89 122321 128.52 
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X.—SULFURIC ACID (Continued) 


Specific Weight of Pounds O. V. 
s Bp i Degree! Per C : - Per C “ 
perees | Gravy, | Denese | Rest | ais | 
60° 
60 1.7059 141.2 77 .67 106.40 83.35 88.68 
ol 26 2a) 145.2 79.43 107.66 85.23 91.76 
62 1.7470 149.4 81.30 108 .96 87.24 95 .06 
63 1.7683 153.7 83.34 110.29 89.43 98 .63 
64 1.7901 158.0 85.66 111.65 91.92 102.63 
644 1.7957 159.1 86.33 112.00 92.64 103.75 
643 1.8012 160.2 87 .04 112.34 93 .40 104.938 
642 1.8068 161.4 87.81 112.69 94.23 106.19 
65 1.8125 162.5 88.65 113.05 95.13 107.54 
65% 1.8182 163 .6 89.55 113.40 96.10 108 .97 
653 1.8239 164.8 90.60 113.76 97.22 110.60 
652 1.8297 165.9 91.80 114.12 98.51 112.42 
66 1.8354 167.1 93.19 114.47 100.00 114.47 
= 
Freezing Pounds | Pounds | 
Baume | felting | ooBaumé, |B BeWme in| 50° aume, | BL awnein 
60 +12.6 100.00 106.40 124.91 132.91 
61 27.3 102.27 110.10 127.74 137.52 
62 39.1 104 .67 114.05 180.75 142.47 
63 46.1 107.30 118.34 134.03 147.82 
64 46.4 110.29 123.14 137.76 153.81 
645 43.6 111.15 124.49 138.84 155.50 
643 41.1 112.06 125.89 1389.98 157225 
643 37.9 113.05 127.40 141.22 159.14 
65 33.1 114.14 129.03 142.57 Moa 7 
654 | 24.6 115.30 130.75 144.02 163.32 
654 13.4 116.65 132.70 145.71 165.76 
652 — 1 118.19 134.88 147.63 168.48 
66 —29 119.98 137 .34 149.87 L71356 
XI.—SULFURIC ACID TABLE 
94-100% H2SO. 
By H. B. Bisnor 
Bé. Sp. Gr. at 60° F. recon Wt. 1 Cu. Ft. Allowance for Temperature. 

66 1.8354 93.19 114.47 At 94% .00054 sp.gr.=1° I 
66.12 1.8381 94.00 114.64 "96° 0053) elon 
66.23 1.8407 95.00 114.80 “* -97.5: 00052 Ra Gee eels. 
66.31 1.8427 96.00 114.938 ‘100 .00052° = =toor 
66.36 1.8437 97.00 114.99 
66.36 1.84389 97.50 114.99 
66.36 1.8437 98 .00 114.99 
66.30 1.8424 ‘99 .00 114.91 
66.16 1.8391 100.00 114.70 


TABLES AND USEFUL DATA USS: 
FUMING SULFURIC ACID EQUIVALENTS 

Total Equivalent | er Cent | Per Cent Total Equivalent | Per Cent | Per Cent 

SOs 2804 A2SO4 Free SO3 SO3 H2S04 S04 Free SO3 
81.63 100.00 100 0 90.82 A125 50 50 
81.82 100.23 99 1 91.00 111.48 49 51 
82.00 100.45 98 2 91.18 111.70 48 } 52 
82.18 100.67 97 3 91.37 111.93 47 i 53 
82.37 100.90 96 4 91.55 112.15 46 54 
82.55 101.13 95 5 91.73 112.37 45 55 
82.73 101.35 94 6 G1.92 112.60 44 56 
82.92 101.58 93 7 92.10 112.82 43 57 
83.10 101.80 92 8 92.29 113.05 42 58 
83.29 102.03 91 9 92.47 113.28 41 59 
83 .47 102.25 90 10 92.65 113.50 40 60 
83.65 102.47 89 11 92.84 113.73 39 61 
83.84 102.70 88 12 93 .02 113.95 38 62 
84.02 102.92 87 13 93 .20 114.17 37 63 
84.20 103.15 86 14 93.39 114.40 36 64 
84.39 103.38 85 15 93.57 114.62 35 65 
84.57 103.60 84 16 93.76 114.85 34 66 
84.75 103.82 83 17 93 .94 115.08 33 67 
84.94 104.05 82 18 94.12 115.30 32 68 
85.12 104.27 81 19 94.31 115.53 31 69 
85.31 104.50 80 20 94.49 Tease 745) 30 70 
8E .49 104.73 79 21 94.67 115.97 29 71 
85.67 104.95 78 22 94.86 116.20 28 72 
85.86 105.18 THE 23 95.04 116.42 27 73 
86.04 105.40 76 24 95 .22 116.65 26 74 
86.22 105.62 75 25 95.41 116.88 25 15 
86.41 105.85 74 26 95.59 117.10 24 76 
86.59 106.07 73 27 95.78 17.33 23 if 
86.78 106.30 72 28 95.96 117.55 22 78 
86.96 106.53 71 29 96.14 VE Ade 21 79 
87.14 106.75 70 30 96.33 118.00 20 80 
87.33 106.98 69 31 96.51 118.22 19 81 
87.51 107.20 68 32 96.69 118.45 18 82 
87.69 107.42 67 33 96.88 118.68 17 83 
87.88 107.65 66 34 97 .06 118.90 16 84 
88.06 107.87 65 35 97.25 119.13 15 85 
88.24 108.10 64 36 97.43 119.35 14 86 
88.43 108 .33 63 37 97.61 119.57 13 87 
88.61 108.55 62 38 97.80 119.80 12 88 
88.80 108.78 61 39 97.98 120.03 11 89 
88.98 109.00 60 40 98.16 120.25 10 90 
89.16 109.22 59 41 98.35 120.48 9 91 
89.35 109.45 58 42 98 .53 120.70 8 92 
89.53 109.67 57 43 98.71 120.92 G 93 
89.71 109.90 56 44 ~ 98.90 121.15 6 94 
89.90 110.13 55 45 99.08 121.37 5 95 
90.08 110.35 54 46 99.27 121.60 4 96 
90.27 110.58 53 47 99.45 121.83 3 97 
90.45 110.80 52 48 99.63 122.05 2 98 
90.63 111.02 51 49 99.82 122.28 1 99 
100.00 122.50 0) 100 


Compiled from the table by H. B. Bishop, Van Nostrand’s Chemical Annual, 1913. 
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XII—ACETIC ACID AT 15° 


OUDEMANS 

| a a a hake 

Specific Bx |} Specific 5 B | Specific Ee Specific ag 
Gravity. = 3 | Gravity. rs oy Gravity. . 3 Gravity. oS 
ada aie ar | | aid 

0.9992 0 1.0363 26 1.0623 51 VORAT* eG 
1.0007 1 1.0375 Patt 1.06381 52 1.0748 TE 
1.0022 2 1.0388 28 1.0638 53 1.0748 78 
1.0037 3 1.0400 29 1.0646 54 1.0748 79 
1.0052 4 1.0412 30 1.0653 55 1.0748 80 
1.0067 55 1.0424 31 1.0660 56 1.0747 81 
1.0083 6 1.0436 32 1.0666 Sy 1.0746 82 
1.0098 Ff 1.0447 33 1.0673 58 1.0744 83 
1.0113 | 8 1.0459 34 1.0679 59 1.0742 84 
1 200 27a 9 1.0470 35 1.0685 60 1.0739 85 
1.0142 10 1.0481 36 1.0691 61 1.07386 86 
POLST ae 1.0492 37 1.0697 62 1.0731 87 
a (7AM eee es 1.0502 38 1.0702 63 1.0726 88 
1.0185 13 1.0513 39 1.0707 64 1.0720 89 
1.0200 14 1.0523 40 1.0712 65 1.0713 90 
1.0214 15 1.0533 41 1.0717 66 1.0705 91 
1.0228 16 1.0543 42 1.0721 67 1.0696 92 
1.0242 aly 1.0552 43 1.0725 68 1.0686 93 
1.0256 18 1.0562 44 1.0729 69 1.0674 94 
1.0270 19 1.0571 45 1.0733 70 1.0660 95 
1.0284 20 1.0580 46 1.0737 71 1.0644 96 
1.0298 21 | 1.0589 47 || 1.0740 72 1.0625 97 
1.0311 22 || 1.0598 48 1.0742 73 1.0604 98 
1.0324 23 1.0607 49 1.0744 74 1.0580 99 
120337) 24 1.0615 50 1.0746 75 1.0553 106 

1.0350 25 
XIIL—MELTING POINTS OF ACETIC ACID 
Ruporer, Ber. 3, 390. (1870). 

100 gr. | 100 parts |Melting (solidi- 100 gr. 100 parts - 
meet wick PY in centered | fying) point ene ae cn? | (solidifying) 
"gr. water. water. 2 gr. water. water. point °C. 

0.0 0.0 1é6ec2 8.0 7.407 6.25° 
0.5 0.497 15.65 9.0 8.257 533 
1.0 0.990 14.8 10.0 9.090 4.3 
1.5 1.477 14.0 11.0 9.910 3.6 
2.0 1.961 lhe) 12.0 10.774 Dak. 
3.0 2.912 11.95 15.0 13.043 —0.2 
4.0 3.846 10.5 18.0 15.524 —2.6 
5.0 4.761 9.4 21.0 Ls355 —5.1 
6.0 5.660 8.2 24.0 19.354 —7.4 
7.0 6.542 7.1 | 


Boiling point 100% acid 117.8°. 
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XIV.—AQUA AMMONIA 
Accorpine To W. C. FrerGuson 


1157 


Degrees ed Per Cent|| Degrees Ep On Per Cent|| Degrees 
Baumé. | §> F WH;. Baumé. | 650 F. NH;,. Baumé. 
10.00 |1.0000 | .00 || 16.50 | .9556 | 11.18 |] 23.00 
10.25 | .9982 .40 || 16.75 | .9540 | 11.64 |} 23.25 
10.50 | .9964 .80 17.00 | .9524 | 12.10 |; 23.50 
10.75 | .9947 nhs Pal 7.25 9508 | 12.56 || 23.75 
11.00 | .9929 1.62 |} 17.50 9492 | 138.02 || 24.00 
11.25 | .9912 QH04S 7. 75 9475 | 13.49 || 24.25 
11.50 | .9894 2.46 || 18.00-| .9459 | 138.96 || 24.50 
11.75 | .9876 2.88 || 18.25 | .9444 | 14.43 || 24.75 
12.00 | .9859 3.30 || 18.50 | .9428 | 14.90 || 25.00 
12.25 | .9842 oes US 7h O42 aelovos|| 25.25 
12.50 | .9825 4.16 || 19.00 | .9396 | 15.84 || 25.50 
12.75 | .9807 4.59 || 19.25 | .9380 | 16.32 |} 25.75 
13.00 | .9790 5.02 || 19.50 | .9365 | 16.80 || 26.00 
13-250. 9773 5.45 19.75! .9349 | 17.28 || 26.25 
TS OO 9756 52887|' 20.00 | -9333 | 17.76°|| 26.50 
13.75 | .9739 6.31 || 20.25 | .9318 | 18.24 || 26.75 
14.00 | .9722 6.74 || 20.50 | .9302 | 18.72 || 27.00 
14.25 | .9705 7.17 || 20.75 | .9287 | 19.20 || 27.25 
14.50 | .9689 7.61 || 21.00 | .9272 | 19.68 || 27.50 
14.75 | .9672 S2054)| 21.25) 29256 | 20:16) 27.75 
15.00 | .9655 8.49 || 21.50 | .9241 | 20.64 || 28.00 
15.25 | .9639 8.93 || 21.75 | .9226 | 21.12 || 28.25 
15.50 | .9622 9.38 || 22.00 | .9211 | 21.60 || 28.50 
15.75 | .9605 9¥33" || 22.25 9195 | 22.08 || 28.75 
16.00 | .9589 | 10.28 || 22.50 9180 | 22.56 |; 29.00 
L622 5h 39543 10.73 || 22.75 9165 | 23.04 


ALLOWANCE FOR TEMPERATURE 


The coefficient of expansion for ammonia solutions, varying with the 
temperature, correction must be applied according to the following table: 


Gr. 
Per Cent 


NH. 


23.52 
24.01 


Corrections to be Added for Each Corrections to be Subtracted for Bach Degree 
Degree Below 60°F. Above 60°F. 

peace 40°F. 50°F. 70°F. 80° F. go? F. 100° F, 
14° Bé| .015° Bé!_ .017° Bé); .020°-Bé .022° Bé | .024° Bé) .026° Bé 
16° AO PR! NETO Se ie S026 Oeky Osu tee O32 “ 
18° BOZO 20s Ih OBI“ OBR SOB CSD E YO 
20° ROS Mee OSG. i Oan lo SOB LOLO Fle O42 Sis 
22° FOS9 Mm O42. Fo). O43 ot 045 “ S047... 
26° FO SammenlecOn i ote. Obyau <° 2059)5 

1 
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XV.—SODIUM HYDROXIDE SOLUTION AT 15° 


LuNGE 
| I Liter contains 
Specific Degrees | Degrees Per Cent | Per Cent vias 
Gravity. | Baume. | Twaddell. Na.O. NaOH. 
. NaC. | NaOH 

1.007 LEO | 1.4 0.47 | 0.61 + 6 
1.014 2.0 2es 0-935} 1.20 9 ney 
1.022 aie 4.4 Wee i159 2.00 16 21 
1.029 4.1 5.8 2.10 2.70 22 28 
1.036 Heb wie) 2.60 8.305 at 35 
1.045 6.2 9.0 SOs 4.00 oe 42 
1.052 te 10.4 3.60 4.64 38 49 
1.060 8.2 12.0 4.10 5.29 43 56 
1.067 9.1 13.4 4.55 5.87 49 63 
1075 10.1 15.0 5.08 6.55 55 70 
1.083 1 ea 16.6 5.67 inow 61 79 
1.091 145 18.2 6.20 8.00 68 87 
1.100 13°52 20.0 Oia 8.68 74 95 
1.108 14.1 21.6 7.30 9.42 81 104 
1.116 ied PEEP 7.80 10.06 87 112 
1.125 16.1 25.0 8.50 10.97 96 123 
1.134 Le 26.8 9.18 11.84 104 134 
1.142 18.0 28.4 9.80 12.64 112 144 
A152 19.1 30.4 10.50 13%55 121 156 
1.162 20.2 32.4 11.14 14.37 129 167 
Nea lyAl 21.2 34.2 11.738 15213 137 177 
1.180 220 36.0 Wage 15.91 146 188 
1.190 Des iaAl 38.0 13.00 16.77 155 200 
1.200 24.2 40.0 13.70 17.67 164 242 
1.210 2ou2 42.0 14.40 18.58 174 225 
1.220 26.1 44.0 15.18 19.58 185 239 
1231 Qie2 46.2 15.96 20.59 196 253 
1.241 28.2 48.2 16.76 21.42 208 266 
1252 29.2 50.4 Ligoo 22.64 220 283 
1.263 30.2 52.6 18.35 23.67 232 299 
1.274 ole2 54.8 19.23 24.81 245 316 
1.285 8222 57.0 20.00 25.80 257 332 
1.297 33.2 59.4 20.80 26.83 270 348 
1.308 34.1 61.6 21 55 27.80 282 364 
1.320 Bone 64.0 22.00 28.83 295 381 
tese2 36.1 66.4 23.20 29 .93 309 399 
1.345 afar) 69.0 24.20 oleae 326 420 


ee ee ee 
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XV.—SODIUM HYDROXIDE SOLUTION AT 15° (Continued) 


Specific 


Gravity. 


307 


Sie Lipitor ee ee 
cs 
oo 
io 2) 


Degrees 
Baumé. 


is 
tx 
NWN NNNNNNNNNE 


1 Liter contains 


Degrees Per Cent Per Cent pees 
Twaddell. a,O. aOH eit 
Na,O. | NaOH, 
71.4 25.17 32.47 342 441 
74.0 26.12 33.69 359 462 
76.6 27.10 34.96 375 483 
79.4 28.10 36.25 392 506 
82.0 29.05 37.47 410 528 
84.8 30.08 58.80 428 553 
87.6 31.00 39.99 446 575 
90.6 32.10 41.41 466 602 
93.6 33.20 42.83 487 629 
96.6 34.40 44.38 510 658 
99.6 35.70 46.15 535 691 
102.8 36.90 47.60 559 Ta! 
106.0 38.00 49.02 581 750 
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XVL—VAPOR TENSION OF WATER IN MILLIMETERS OF MERCURY 
= 22 =O 362:G: 


AccorpiInG To ReGNAuLtT, Brocu, AND WEIBE 


3 6 


iz} 
B 
Bl ae 
5 
Bl ao 
5B 
B 
Bi. 
B| _ 


84 
.136 
4.448 
713 
-064 
-438) 
-837 
5.261 
-112 
.192 
702 
243 
.818 
2 .427| 9. ; 
-940}10 .006/10 .072)10 .139}10 . 206/10 .274 
12/10 .479)10 548/10 .617 10 .757|10 .828)10 .899 
13 11.187|11.260)11.333|/11.407/11 .481/11 .556)11.631)11.706 
é y F 12 .247/12..326]12 .406)12. 486 
15)12.728)12.810/12 892/12 .974)13 .057/13.141/13 .225)13.309 
16/13 .565)13.651)13. 738/13 .825)13.913)14.001)14.090)14.179 
17)14.450)14.541)14.632)14.724/14.817/14.910/15 .003/15 .097/15.192 
18)15.383)15.479|/15.575)15.672/15.770/15. 868/15 .967/16 .066/16.166 
19)16 367/16 .469)16.571|/16.673)/16.776)16.880/16.984/17.088 
20/17 .406/17 .513)17.620)17.728/17 .837|17 .947|18 .057/18.167 
21/18 .503)18.616)18.729)18.844/18 .959|19 .074/19.190|19.307 19.542 
22/19 .661/19. 780/19 .900/20 .021 20 .142)20 . 264/20 . 386/20 . 510/20 .634)20 . 758 
23/20 .883]/21 .010)21 137/21 . 264/21 .393)21 .522/21 .652/21 .782|21 .913)22.045 
24/22 .178/22.311|22 .446)22 .581/22.716)22.853|22.990| 23. 128 
25 23 .546)/23 .686)23 .828)23 .970/24 .113|/24.257|24.401/24.547 
26/24 987/25 .135/25 . 284/25 . 434/25. 584/25. 736/25 .888)26 .041/26. 
27/26. 505)26. 661|26 .818)26.976|27 .134|27 .294|27 .454)27 .615|27.777|27 .939 
28/28 .103)/28. 267/28 .432)28 . 599/28 .766|28 . 933/29 .102|29.271 
29/29 .785)29 .958)30 . 132/30 .307/30 .482/30 .659/30 . 836/31 .015 
30/31 .555/31 737/31 .919)32 . 103/32 .288)32 .473|32 .660/32.847 
31/33 .416)/33 . 607/33 . 799]33 . 992/34 .187|34 .382|34 .578)/34 .775)é 
32/35 .372)35 .573/35. 775/35 . 978/36 . 182/36 .387|36 . 593/36 .800 : 
33/37 .427/37 .638/37 .851/38 .064/38 . 278/38 493/38. 710/38 . 927/39 . 146/39 . 365 
34/39 .586)/39..807/40 .030/40 . 254140 479/40 . 705/40 .933)/41 . 161/41. : 
35/41 . 583/42 .085)/42 319/42 .554|42.791|43 .028)/43 . 266143 .506|43. 747/43 .989 


: ; : |) mim, 
.872 3.815} 3.787| 3.760} 3.732! 3.705 
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XVII.—USEFUL DATA OF THE MORE IMPORTANT INORGANIC 


COMPOUNDS * 
Molecular Normal Potpility iene 
Substance Formula or Atomic | Coefficient 100 G. 
Weight 1 ml. =g. OWater cator 
Acetic, AGIA Sane ains.: -.< HC,H;02 60.03 .06003 
anhydrides... a2... (CH3CO).O 102.07 .051035 
AMamMInvUM ese a6. « Al 26.97 .008990 
ChlGnide™ Sa ce8 ede, AleCle 266.68 .04445 69.871°° Pe 
ehlorvd@ rer b ws ' AleCl,-12H2O 482.87 .08048 40 Rs 
(ooals (a ERE Oe 203 101.94 -01699 insol. 
phosphate.¢ eat... AIPO, 121.99 .04066 
Subiste nk Shia ele Aly(SOx)s 342.12 .05706 Border Re 
Sullate@a sales sac: Als(SOx)3-18H2O 666.40 11107 87 ie 
IAMIBOIQ si Shes bss: NH; 17.03 COLOR) 9 LR aan M. 
Ammonium nen estal 18.04 NO ee ee ee ee M. 
CHlOMGEs ic sn at NH,Cl 53.50 .05350 29,4 M. 
hydroxide......... NH.OH SOOO AOBDODN Wee te seine « M. 
nitrate........-..| NHiNO; 80.05 .08005 118” M. 
oxalate (NH,)2C204- HO 142.09 .0710518 
SULA TER eta) ls (NH4)2SO4 132.14 .06607 71° M. 
Antimonye.24..25..).. Sb 121.76 .06088 
chloride (tri)...... SbCl; 228.13 | .11456§ 
chloride (penta)....| SbCl; 299.05 | .14953§ 
oxide: (thas)... ; Sb.O3 291.52 .07288§ 
oxide (penta)...... Sb.0; 323.52 -O8088§ 
ATSENIC jis inic le «ys 4 As 74.93 .03746 
ORGGm gate. ak 6 sich AsO; 229.86 .038327 | 150 
OMA hry hee erees as 8205 229.86 .05748§ 
Arsenious oxide...... AseO3 197.36 .03299 1.7189 
Arsenious oxide...... As.O3 197.36 | .04948§ lees 
Bamumianwcdacie is: a 137.36 .06868 
carbonate. <i... BaCOs; 197.36 .09868 .002220° M. 
chioride)..........| BaCl, 208.27 10414 30.9°° 
Chlonder .5..6 hss! BaCl,-2H2O 244.31 .12216 BAN? 
hydroxide... 1.2... Ba(OH). 171.38 | .08569 
hy droxidew. +. ....,..2. Ba(OH),:-8H20 315.50 15775 5.15° 
OxBlgtere tid cohie ss: BaC.,0,4:H,0 243.37 12168 
OMICS aes ee es BaO 153.36 .07668 Hees 
Smigbesede cr e035 225.5. < BaSO, 233.42 11671 000172°° 
ithe fens ce Oe BaSO3 217.43 .10872 
peroxide..........| BaOs 169.36 | .08469§ insol 
Boriewacidap ys ee... H;BOs3 61.85 .06185 
1 84 CO} CLES (ois, Li eee Br 79.92 .07992 4.17°° 
Cadmium carbonate CdCO3 172.41 .08620 insol 
chloride . CdCl, 183.32 .09166 14020° 
CHiOR Mem rays fo CdCl: 23H2O 228.36 11418 1682°° 
Sulbideeertpy. 5.5.5 42: CdS 144.47 | .07223 insol. 
alert tec ec et Ca 40.08 .02004 
acetate...........| Ca(C2H2O2)2 158.13 | .07907 
bicarbonate Ca(HCOs)2 _/ 162.09 .08105 
carbonate........ CaCO; 100.075 | .05004 .0013 M. 
chloridene wk: . 2. CaCle 110.99 .05550 59.50° 
Chiovides Seni). |. CaCl, -6H2O 219.09 .10954 VV4ee 
AMONAC\ eo ss CaF, 78.08 | .03904 
hydroxide........ Ca(OH), 74.09 | .037045 nly 
oxalate...........| CaC.0,-H,O 146.10 | .07305 


* Compiled and arranged by R. M. Meiklejohn. 


} Precipitation reagents. 
M. Methyl orange. 


t Acids and bases. 
P. Phenolphthalein. 


§ Oxidizing and reducing agents. 
Temp. C. 
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XVIL—USEFUL 


TABLES AND USEFUL DATA 


COMPOUNDS (Continued) 


DATA OF THE MORE IMPORTANT INORGANIC 


Molecular Normal Solubility ate 
Substance Formula or Atomic | Coefficient in 100 G, Sanor 
Weight 1 ml. =g. Water a 
Calcium oxide.......| CaO 56.08 | .02804 21 3o 
sulfates. cece ee CaSO.4 136.13 | .06807 mle ey 
SULGGE: ¢. wie ee CaS 72.14 | .03607 1610 
Carbone. aes C 12.00 | .00300 insol. 
dioxide COz 44,00 | .02200+ | 179.67 ml.° 
dioxide COz 44.00 | .04400t | 179.67 ml.) P. 
Chlorine? cone eect Cl 35.46 -03546 150 ml.° 
Chromic anhydride. CrOs 100.01 .03334§ | 163.40° 
OXIGER! oon eee Cr.03 152.02 | .02534§ insol, 
Citrie acid... ... H3C.H;O7 192.06 | .06402 133. { 
Cobalt . | Co 58.94 | .02947 | 
Copper Cu 63.57 | .03178 | 
OXLG Gry ox ck aeons CuO 79.57 | .07957 ) 
SUM ate sais eee CuSO, 159.63 | .15963 20% 
SUMAte ne erm tee ee CuS0O,4-5H:2O 249.71 .24971 31.61° 
Bulfdes nce eee Sus 95.63 | .04781 .000033 
Cyanogen ........... CN 26.02 | .02602 
Ferric oxide......... Fe.03 159.68 -O7984§ 
phosphate........ FePO,-4H20 222.92 | .07431 
Ferrous oxide........ FeO 71.84 | .07184§ insol. 
Sulfate: seas ke. FeSO, 151.90 .151908 
sultaternmeeutanccnre FeSO.-7H,O0 278.01 | .27801§ 32.8°° 
ammonium sulfate. .| FeSO.(NH,)o- 392.54 .39215 18°° 
O4-6H2O 
Formic acid: | .=....- HCOOH 46.02 | .04602 
Hydrobromie acid....| HBr 80.92 | .08092 221.2°° 
Hydrochloric acid....| HCl 36.47 .03647 82.510° 
Hydrocyanic acid. ...| HCN 27.02 | .02702 
Hydrofluoric acid... .| HF 20.01 | .02001 264 
Hydrofluosilicie acid ..| H.Sil's 144.32 | .02405¢ 
Hydroiodic acid...... HI 127.94 | .12794 
Hydrogen peroxide ...} H.Oz 34.02 .01701 
Hydrogen sulfide.....| HS 34.08 | .01704 437 ml.°° 
Todine’ fs. nea I 126.92 | .12692 .018211° 
tron. Ss, ee ae Fe 55.84 | .05584 
ead Sp ee eine tae Pb 207.22 | .10361 
carbonate......... PbCO3 267.22 .13361 .00198 M. 
chromate... .| PbCrO, 323.23 16161 .0000218° 
OXIdG2 ena repr PbO 223:22)° | AVT6L 
peroxide..........| PbO. 239.22 | .11961 
sulfate .c. <class PbSO. 303.28 | .15164 
sulfides: bia ee ear PbS 239.28 | .11964 0001 
sulfite . . PbSO; 287.28 | .14864} 
Magnesium... . Mg 24.32 .01216 
carbonate. ........ MgCo; 84.32 .04216 .0106 
chlomde.5 saree gCl, 95.23 | .04762 52.20 M. 
Chloride eee n MgCl. -6H:0 203.33 | .10167 167 M. 
ONIGG Ata ceeme ee MgO 40.32 | .02016 .00062 M: 
sulfate: gman em es MgSO, 120.38 | .06019 26.9°° M. 
sulfates: cee pees MgS0O,-7H:0 246.49 | .12324 76.9° M. 
Malic acid....... H.C.H.0; 134.05 | .06703 
Manganese.......... Mn 54.93 | .02746 
chloride seuer MnCl, 125.85 | .06292 62.161° 
peroxide..........]| MnO, 86.93 | .04346 insol. 


tT Eons reagents. 


. Methyl orange. 


t Acids and bases. 


§ Oxidizing and reducing agents. 
P. Phenolphthalein. A 


‘emp. C. 


Se a a 


i 
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XVII.—USEFUL DATA OF THE MORE IMPORTANT INORGANIC 


COMPOUNDS (Continued) 


Molecular Normal Solubility Tacie 
Substance Formula or Atomic | Coefficient in 100 G. z 
Weight 1 ml. =¢. Water cator 
Manganese sulfate. ...| MnSO, 150.99 .075495 53.2% 
Mercurie chloride. ...| HgCl, Zilo2e | seleole De(oee 
Mercurous chloride...| HgCl 236.07 | .23607§ 
Nierecunyass <a iete.se% Hg 200.6 .2006 
Nickel enone taetiel nant Ni 58.69 | .02934 
Nitrieacide S284. bs HNOs3 63.02 | .06302t 
INGEELCTACIh ess sha gsce ss HNO; 63.02 | .021006§ 
Nitrogen trioxide N20; 76.02 .019005$§ 
pentoxide. ........ N205 108.02 | .05401t 
CMGORIGC cece ic a se N20; 108.02 -018038§ 
Nitrous acids) os. .. HNO: 47.02 | .04702 
INItRO gene sos aaeee- +: N 14.01 .01401 
Oxalicwscidi? 5.5. .s HC.0, 90.03 | .04501 
Oxalicyacida ther <i 3 H,C,04:2H2O 126.06 .06303 4,g0° 
Phosphoric acid...... HPO, 98.06 .09806t v. sol. M. 
Phosphoric acid...... H3PO, 98.04 .04902t v. sol. 0 1 
Phosphoric acid...... H;PO. 98.04 .03266 v. sol. 
Phosphorous acid 
(OrGnO) were ona HgPOs 82.04 .02735 
pentoxide......... P.O; 142.04 | .02367 
Potassiumic. = = <--6 2 1K 39.10 | .03910 
bicarbonate.......| KHCOs; 100.11 .10011 22..40° M. 
Ipigartraten oo cce<. ; IKKHC,H.06 188.14 | .18814 eoioe 12 
bromate KBrO; 167.02 | .16702 
bi-iodate KH(IO;)2 389.95 | .388995t 
bi-iodate.......... KAH(IOs)2 389.97 | .03249§ 
bromide KBr 119.02 | .11902 53.48°° 
carbonate. ...-.-.. ICO; 138.20 | .06910 89.40° M. 
carbonate......... IX;CO3 138.20 .06910f 
chlorate. ]5 2.0.5.2) KCIOs; 122.56 .020427§ Siac 
chloride. sven: . 0. KCl 74.56 .07456 28.5% 
chromate.........| KeCrO, 194.21 | .06474§ 61.5°° 
CYAMIGe 2 <5 2 == IKKCN 65.11 .06511 4 v. sol. 
dichromate........ K.Cr.O7 294.22 | .073557 
dichromate........ K.Cr,O7 294.22 -14710f 4,99° 12 
dichromate........ 2Cr2O7 294.22 | .04908§ 499° 
ferrocyanide....... K,4Fe(CN). 368.31 -36832§ 
ferrocyanide....... Ky4Fe(CN).«:-3H20 422.33 | .42237§ 27.82° 
fOride rer. 4. KF 58.10 .05810 
hydroxide......... KOH 56.11 .05611 1LO7° 
iodate KIO; 214.03 | .03567 4,740° 
iodide . KI 166.03 | .16603 126.1°° 
manganate........ KeMnO, _| 197.13 .049283 § 
nitrate...........| KNO; 101.11 .033703 13.32 
OURO (eles Bett th ee KKNO, 85.11 .08511 —|8002-5° 
oxalate K2C.04-H20~ 184.22 .09211 
OWiOLss one K,O 94.20 .04710 v. sol. 
perchlorate........ KCIO, 138.56 | .01732§ 
permanganate.....| KMnO, 158.03 | .031606 283° 
SUbGderietey seca as) 110.26 | .05513 sol. 
thiocyanate ...| KCNS 97.17 | .09717 V7.2" 
tartrate... .6 0.) K.CsH,O¢ 226.22 | .11311 sol. 
DilVerere tuts ane 3 | AL 107.88 | .10788 


}{ Precipitation reagents. 
M. 


Methyl] orange. 


t Acids and bases. 
P. Phenolphthalein. 


§ Oxidizing and reducing agents. 
Temp. C. 
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XVIIL—USEFUL DATA OF THE MORE IMPORTANT INORGANIC 
COMPOUNDS (Continued) 
i Molecular | Normal Solubility Todi 
Substance Formula or Atomic | Coefficient in 100 G. : 
Weight inl Water cator 
Silver bromide....... AgBr 187.80 .18780 
Chlonideseeseeseee AgCl 148.34 | .14334 
nitrate AgNO; 169.89 -16989 12287 
DOGIUM.. 11 ere tee Na 23.00 .02300 
bromide Tec eNa BE 102.91 10291 79.5°° 
bicarbonate...,...| NaHCOxz 84.00 | .08400 6.90°° M. 
carbonate......... NayCOs 105.99 .05300 (Gib M. 
chlorate NaClO3 106.45 OLT7A4S§ 
chloride. ..5. 2a5 50 NaCl 58.45 .05845 Blo Ave 
CY ATIC -he success eee NaCN 49.01 | .04901 sol. 
hydroxide...3.72. NaOH 40.00 | .04000 133.318° 
1OGICE, . 5. aN 149.938 | .14993+ | 158.7°° 
nitrate. . NaNO; 85.01 .02834 12.9% 
MIGVING cas eee es NaNO, 69.01 .06901 83.320° 
oxalate ..| NaeC204 133.99 | .06700 3.2215.5° 
OXIGE| AR Lee pea niches Na,O 61.99 | .03100 decomp 
phosphate (mono) ..}| NaH»,PO. 120.064} .12006 v. sol. M. 
phosphate (disod) . .| NasHPO, 142.031 14203)" %| (eee oo 
phosphate (disod) . .} Naz,HPO,-12H.0 358.211] .35821 6.3°° Por 
M. 
phosphate (trisod)..} NagPO, 164:021)| “164025 3) 1ey 
phosphate........ Na;PO,4-12H20 380.20 | .38020§ R. 
SulfGer? eee ee NaS 78.05 | .03903 15.410° 
Sulfite ye vce coe alleNaaS Os 126.05 | .063803 
thiosulfate... .....| NasS,O3-5H2O 248.19 | .24819 74,7°° 
thiosulfate. .......| NasS:O3-5H.O 248.19 .24819§ 
Stannic oxide........ SnO, 150.70 .15070 
Stannous chloride. ...| SnCl, 189.61 .09481 83.9°° 
chloridemmesscn ea SnCl,-2H,O 225.65 |. 1112825 4 118i7e2 
Oxdeh asreee ee SnO 134.70 | .06735 insol 
Sulfur dioxide.......] SOs 64.06 | .03203 7979 ml.°° 
trioxide Wirincns ae SO; 80.06 .04008 
Sulfuriciacid... =. ses H.SO, 98.08 | .04904 
Sulfurous acid. ......} H.SO; 82.076} .04104¢ 
Tartaric acid........| HeCsH.O¢ 150.05 .075038 ibaa? 
Tithe Raa eae eee Sn 118.70 | .05935 
Titanium chloride. ...| TiCl; 154.27 .15427§ 
LINCO cre) Oh ree eo tee Zn. 65.388 | .038769 
carbonate......... ZnCO3 125.38 | .06269 .001#° 
chlonidem wae. che ZnCl, 136.29 .068145 | 209°° 
OXIGR Meee eae ZnO 81.38 | .04069 O01 
BUllAGe eee aie ZnSO. 161.44 | .080715 43.02°° 
SUlpabe man eee eens ZnSO,4-7H2O 287.55 143775. | 115:20° 
Suliide ie. neae: ns 97.44 | .04872 .00069 


} Precipitation reagents. 


M. Methy]1 orange. 


t Acids and bases. 


P. Phenolphthalein. 


§ Oxidizing and reducing agents. 
a C. 


emp. 
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XVIII.—COMPARISON OF CENTIGRADE AND FAHRENHEIT SCALE 


{ 

"C10 =) | +0 +100 + 20 -s00|+-s00 + 500} +606] +700 | +800] +900 } °C. 
AY F F in F iy ee 

0 |—148)4+ 32 1652 | O 
5 {—157\-+- 23 1661] 5 
0 |—166/+ 14 1670.4 10 
15}—175}+ 5 1679 | 15 
20 |—184;— 4 1688 | 20 
25 |—193)— 138 1697 | 25 
30 |—202)— 22 1706 | 30 
35 |—211]/— 31 1715 | 35 
40 |—220|— 40 1724 | 40 
45 |—229|— 49 1733 | 45 
50 |—238]— 58 1742 | 50 
55 |—247|— 67 1751 | 55 
60 |—256)— 76 1760 | 60 
65 }—265|— 85 1769 | 65 
70 |—274|— 94 1778 | 70 
75 |—283}] —103 1787 | 75 
80 |—292] —112 1796 , 80 
85 |—301| —121 1805 | 85 
90 |—310} —1380 1814 | 90 
95 |—3819| —139 1823 | 95 
100 |—328| —148)+4212) 392 752| 932) 1112] 1292} 1472) 1652] 1832 100 

| 
Gs 200] —100]+100|+200 +300 #400500 +00 +700] 4-80) +200 +1000} ° C. 


C° 1100 1200 1300 1400 1500 1600 1700 1800 1900 2000 
Fe 2012 «42192 2372 2552 2732 2912 3092 3272 3452 3632 


Degrees C.X1.8+32= Degrees I’. Degrees F.—32 +1.8= Degrees C. 
Absolute zero, —273° C. = —459° F. 


CoMPARISON OF CENTIGRADE AND FAHRENHEIT SCALE FoR Every 1° C. rrom 


0° ro 100° C. 
| 

Gi ee | 10 | Boe 3091402 50) G0 | 70-80-1902". 6 

Peer) F. | UF | OF. F. F. F. F. 
Ques2merbO 68. | 86. | 104 | 122 | 140 | 158 |.176,/| 194 | 0 
1 | 33.8 | 51.8 | 69.8 | 87.8 | 105.8) 123.8 | 141.8 | 159.8 | 177.8 | 195.8] 1 
2 | 35.6 | 53.6 | 71.6-| 89.6 | 107.6] 125.6 | 143.6 | 161.6 | 179.6 | 197.6 | 2 
3 | 37.4 | 55.4 | 73.4 | 91.4 | 109.4] 127.4 | 145.4 | 163.4 | 181.4 | 199.4 | 3 
4 | 39.2 | 57.2 | 75.2 | 93.2 | 11¥.2| 129.2 | 147.2 | 165.2 | 183.2 | 201.2 | 4 
Peg) rT | 95 | «118 181 | 149 | 167 =| 185 | 203 | 5 
6 | 42.8 ] 60.8 | 78.8 | 96.8 | 114.8] 132.8 | 150.8 | 168.8 | 186.8 | 204.8 | 6 
7 | 44.6 | 62.6 | 80.6 | 98.6 | 116.6] 134.6 | 152.6 | 170.6 | 188.6 | 206.6 | 7 
8 | 46.4 | 64.4 | 82.4 [100.4 | 118.4] 136.4 | 154.4 | 172.4 | 190.4 | 208.4 | 8 
9 | 48.2 | 66.2 | 84.2 |102.2 | 120.2] 138.2 | 156.2 | 174.2 | 192.2 | 210.2 | 9 
eo nieeo | 939 | 49 | 50 | 69 | 79 | 89 | 99 IC 


100° C. =212° F. 


ra) 
1166 TABLES AND USEFUL DATA 
XIx.—A TABLE OF CONSTANTS 
Tue UNITED Gas 
All Volumes of Gases and Vapors are Given at 60° F. and 30’ Pressure 
i II Til IV Vv VI VIL VIII 13.4 x XI | XI 
Heat of Combustion 
~ 5 . 4) a a 
| 2e ¢ (|e = ee British 
2 | Bo Zo anes a aS) 
Name or Gas Symponor | = [SS 2 Sarees 3 3 A i deed 
or VAPOR ForRMULA 4 [HSS 3 x a Le Seyi ess 
a/5e7| 63 \beslges| 22-1 eo | ae 
8/555! SS |6Sslals| 22 | B83 | Ss 
To | we | feo -Se| =| Se ‘Se | gee | Per Per 
Ss |e a aw al iS) = Oo Cu. Ft.| Pound 
Carbon to CO.... 6 12 18202} ...... .06350| 29,000) 276.2| 4,350 
Carbon to COs... C 12 | 0.8292) ...... 06350 96,960 | 923.5 | 14,544 
Carbonic oxide . . co QR OOF TN eee e 07407 67,960 | 328.5] 4,368 
Hydrogen....... H 1 | 00802) ... 20: .00530 68,360 | 326.2 | 61,523 
Methane........ £ m + (CH 16} :0:5529:|) 22.5. .04234 | 211,930 | 1009.0 | 23,888 
Seah CoH 30 | 1.0868] . >... .07940 | 370,440 | 1764.4 | 22,226 
z Pate P=] 3H 44 | 1.5206} — 13° -11645 | 529,210 | 2521.0 | 21,651 
; 2 {CiHio 58 | 2.0045 33° -15350 | 687,190 | 3274.0 | 21,326 
‘| ne a | CoH 72 | 2.4883 | +100° -19055 | 847,110 | 4035.6 | 21,177 
5 és a \CoHis 86 | 2.9721 | +156° -22760 | 999,200 | 4759.8 | 20,914 
Ba & {CoH 28 10.0676) 1... .07410 | 383,350 | 1588.0 | 21,480 
op) Oo CsHe 42) PASIAN ce 11115 |. 492,740 | 2347.2 | 21,120 
Butylene........ ., 9 | CaHs 56 | 1.9858 | + 23° -14820 | 650,620 | 3099.2 | 20,913 
Amylene........ 3.8 4 \CsHw | 70 | 2.4191 | +102° "18525 | 807,630 | 3847.2 | 20,767 
Acetylene... .... S Sal (CoH2 | 26 | 0.8984] ...... "06880 | 310,050 | 1476.7 | 21,465 
Allylene......... a SF C3Ha AQ: \128823i| hae... .10585 | 467,550 | 2227.1 | 21, 040 
Crotonylene. .... CsHe 54 | 1.8661] + 64° 14290 |) Sie. tl eae eatin 
Benzene......... aS B al CcHs 78 | 2.6953 | +177° -20640 | 799,350 | 3807.5 | 18,447 
Toluene...... 6.4 Spey C;Hs 92 | 3.1792 | +230° .24345 | 955,680 | 4552.0 | 18,699 
Xylonesecn aie: £87 \CHio {106 | 3.6630 | +287° “28050: Se eee | Reena | Repel 
Mesitylene...... =" O |CoHi2 {120 | 4.1468 | +326° -31755 |1,282,310 | 6108.0 | 19,235 
Naphthalene... .. C1oHs 128 | 4.4230 | +424.4° .33870'| <a10. eel eee ete 
Hydrogen sul..... HS By Sa i Palio) i neg .09012 | 140,900} 672.2} 7,549 
Ammonia........ NH; LZ. 0.58885)... 04509 90,560] 432.8) 9,598 
Hydroey. acid... HCN 27 |.0:9848} ...... 07159 | 158,620} 757.0} 10,575 
Cyanogen....... CoN 521 1.8000} oon... 13779 | 259,620 | 1238.2 | 8,986 
Carbon bi-sul..... C82 76 | 2.6298 | +114.8° 20139 | 265,130 | 1264.6] 6,279 
Methyl aleoho!... CHsO 32 | 1.1121 | +131.2° 08516 | 182,236} 872.9 | 10,250 
Ethyl alcohol... . CeHO 46 | 1.5894 | +172.9° 12172] 340,530 | 1622.0 | 13,825 
Carbone acid.... CO2 AA V1B195)|| “ese 8 5 11637 |. Ope Seen 
Wat ft H20 18 | 0.6217 | +212° O4761 | atone ol eee nets 
Suite ‘dioxide... . SO. 64 | 2.2128) 172. : 16945 | ic oReR SUPE eter. 
Oxygen seein 10) TON SOS 2 cere se 08463: |» UR | eet se i 
Nitrogen. ...05..54 N TAOS ROU sore um 07429 | 3. San call een class 
Aire site Nagi nice al ee calm ei mps Pee OOOOs|Verceras O7 B58 ||) ize eared ieee 


AUTHORITIES AND METH 
In Column IX the figures given in Hempel’s “Gas Analysis,” p. 375, were selected for the fundamental weight of 
oxygen, nitrogen, hydrogen, carbonic oxide and air. 
The formula used for the conversion to English units is—grams per liter at 0° C. and 760 mm.X. 05922= pounds per 
cu. ft. at 60° F. and 30’ pressure. The derivation of the factor employed is 


28.316 X 0022046 30.00 492 


22 = 
sports 29.92520 
The weights of the compound gases are calculated from these data by Avogadro’s law. 
wt. 1 cu. ft. gas 


Column IV is calculated by the formula: sp.gr.= arp , and the figures thus obtained agree with the theoretica, 
mol. wt. 


28.94 


1 cu. ft. air 


formula: sp.gr.= 


TABLES AND USEFUL DATA 1167 


‘(OR CERTAIN GASES AND VAPORS 


MPROVEMENT COMPANY 
The Temperature of Products of Combustion is Reduced to 18° C.=64.4° F. 


XiIL | x1 xv xu XVII | XVUI | XIX XxX | XxI | XXII XXIII | XXIV | XXV XXVI 
Cu. Ft. per Cu. Ft. of Pounds per Pound of Heat of Formation 
Combustible Combustible at Const. Pres. 
Req. for Products Req. for Calories NAME OF 
Combus- o Combus- Products of Combustion per B.t.u. Gas oR 
tiun Combustion tion Molec- VAPOR 
alar 
are Wt. 
~ | Oxy- . Oxy- In Per Pez 
Air Sa CO» | H20 Air meh COz | H:O | Grams | cy. Ft. | Pound 
4:785.).1.0) .. .. }CO—2.0] 5.771} 1.838-++] ...... .... |CO—2,335.,- Carbon to CO 
AU Wie el ie? Olio (a (ener Be aOR OOOO tc. -cia flex ciawi-/ accu OW nie ams uae snare Carbon to CO2 
ZOU NOt) Le Meas Tl 8 want ee A Ong | hee +138.4 Carbonic oxide 
PBO3:| O20) {ic WAL Os), a. sae’. 34.624 | 8.000 | ...... SIQOO) ome ae eter peechs toler haces Seed aca vens Hydrogen 
DOVOd) cola cesOl I aut. 17.312 | 4.000. | 2.750 | 2.250] .......... +103.1 |+-2435.6 | Methane 
6.748 | 3.5 | 2:0] 8.0 | ...... 16.156 | 3.738 | 2.9388 | 1.800] .......... +-136.0 |+-1713.6 | Ethane 
3.925) 5.0 | 3.0] 4.0] ...... 15.787 | 3.686 | 3.000 | 1.636] .......... +167.2 |+-1436.3 | Propane 
LLOSNNG:5. 14.0) 4'52001) ond. 15.520 | 3.586 | 3.084 | 1.552] .......... +202.2 |+1317.3 | Butane 
280} 8:0 | 15:0) 6.0] ....... 15.886 | 3.555 | 3.055 | 1.500] .......... +227.9 |+1196.2 | Pentane 
5.458:1 9.5 | 6.0) 7.0) ...... 15.295 | 3.534 | 3.069 i he a ae +290.9 |+1278.4 | Hexane 
$355} 8.0.152.0.)*20 } 0.062. 14.836 | 3.428 | 3.142 EB Gil kere sao. ak — 12.9|— 174.2} Ethylene 
L SSSA. bp | SOs eSs0 0h Secs 14.836 | 3.428 | 3.142 | 1.286] .......... + 15.3 |+ 138.1 | Propylene 
8.710] 6.0 | 4.0] 4.0] ...... 14.836 | 3.428 | 3.142 1 oes 44 Nye lee ae ee + 50.7 |+ 342.61 Butylene 
5.988 °7.5 | 5.0 [5:0 |... 14.836 | 3.428 | 3.142 LCG Deweaersieae soy +113.7 |+ 614.1] Amylene 
963i}, 2:5o} 210 |) HO os. y. 13.313 | 3.076 | 3.384 | 0.692] .......... —227.5 |—3300.7 | Acetylene 
9.140} 4.0 | 3.0 | 2.0] ...... 13.850 | 3.200 | 3.300 | 0.900) .......... —188.8 |—1784.2 | Allylene 
6.318 | 5.5 | 4.0 | 3.0 14.105 | 3.259 | 3.259 BE Le EMO cei dU dech alantccd Mes che’ ace Crotonylene 
5.888 | 7.5 | 6.0 | 3.0] ...... 13.313 | 3.076 | 3.384 | 0.692) .......... — 47.3 |— 229.3] Benzene 
OGD OOM a0 4.05) ee... 13.547 | 3.130 | 3.848 | 0.782) .......... + 16.7|— 68.8] Toluene 
0.243 110.5 | 8.0} 5.0] ...... PSO GAL NGso he Wi OeA lee gy cess pases Nl) weedice Pieces Xylene 
7.420 |12.0 | 9.0 | 6.0] ...... 13.850 | 3.200 | 3.300 | 0.900] .......... + 23/+ 7.3] Mesitylene 
1.420 }12.0 |10.0 | 4.0] ...... MURA ES OOO sca dia| OOS! | uns teowrtete sr fairies lf we ajsiaie onlll reveis.ccer Naphthalene 
UTS; Lb V he: 1.0 |SQ.—1.0} 6.111] 1.412 |...... 0.529 | SO.—1.883 + 22.6|)+ 250.9] Hydrogen sui. 
SHOt oe Lo.) N—0.5) 6:111) 1412 | ...... 1.588 | N—0.823 + 56.7 |+1259.0 | Ammonia 
).981} 1.25] 1.0 | 0.5 N—0.5| 6.410} 1.481 1.630 | 0.333 | N—0.518 —131.1 |—1832.0 | Hyarocy. acid 
0.570) 2.0 | 2.0] .. N—1.0] 5.328 | 1.230 1.692 itl Es N—0.538 —313.2 |—2273.9 | Cyanogen 
1.355} 3.0 | 1.0 | .. |SO2—2.0} 5.466] 1.268 | 0.579 | .... | SO.—1.684 —124.0 |— 616.0] Carbon bi-sul. 
PEL AS Ne sO ig es ZO) 4|) shimmers POP LL OOOR [ML rop i) Lek 2on |i clsrrerceeva ans +246.4 |-+2894.0} Methyl alc. 
4009 | 8.0.) 2-0.) 3.07} ...... 9.033 | 2.087 1.913 SRY CW et erctarte on -+278.5 |-+2288.0] Ethyl alcohol 
Lieto vial Get Af, Als mn ee cae cote: | Re ROr yd Gee che MG On MaRS er cremate eae +463.1 |+3979.1 | Carbonic acid 
eee Ber iclliccts pcos ees Sel cub RO Eee EEE en nate Wsteees Capabhasaeas +827.1 |+6870.4 | Water 
Segnenss E52. ch A) (eine teem eee «| ARC WR Ao ...... | +887.3 |+-1999.1 | Sulfur dioxide 
coon net. cleat ore eit] Meteie ceks gl eeneaeaal Wikies irae ail (Pn are] PSrrsPReOn ars TE Oxvgen 
NUTR MET UR LO fos Sere fess ccs in cies te |! cyayetheeevemvan [roca wneraden tll Laie lesererea fe vetouw stare Nitrogen 
1) ST GR a IS Nie Iie se eM | aoe | ee le 
1 


DS OF CALCULATION 
Columns V and VI are taken chiefly from Lunge’s ‘‘Coal Tar and Ammonia.” 
Solumn VII is from Ganot’s “Physics,” edition 1896, page 445. 


Columns X and XXIII are from Julius Thomsen’s.“‘ Thermochemical Investigations,” and his results are translated into English 
nits in columns XI-XII and XXIV-XXV. 


Coiumns XIII and XVIII are calculated on the assumption that 


air=20.9 % oxygen+79.1 % nitrogen by Volume. 
air=23.13% oxygen +76.87% nitrogen by Weight. 
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XX.—RELATION OF BAUME DEGREES TO SPECIFIC GRAVITY AND 
THE WEIGHT OF ONE UNITED STATES GALLON AT 60° F.—LIQUIDS 
LIGHTER THAN WATER 


2 Ba 2 fg ages Sag 
3) oe 316 3 30 30 2 a0 30 
a| a & a ra) & a a) & 
10) 1.0000 | 8.33 || 31 | 0.8695 | 7.24 || 52 | 0.7692 | 6.41 
11} 0.9929 | 8.27 || 32 | 0.8641 | 7.20 || 53 | 0.7650 | 6.37 
12} 0.9859 | 8.21 || 33 | 0.8588 | 7.15 || 54 | 0.7608 | 6.34 
13) 0.9790 | 8.16 || 34 | 0.8536 | 7.11 |] 55 | 0.7567 | 6.30 
14) 0.9722 | 8.10 || 35 | 0.8484 | 7.07 |] 56 | 0.7526 | 6.27 
15] 0.9655 | 8.04 || 36 | 0.8433 | 7.03 || 57 | 0.7486 | 6.24 
16] 0.9589 | 7.99 || 37 | 0.8383 | 6.98 || 58 | 0.7446 '} 6.20 
17| 0.9523 | 7.93 || 38 | 0.8333 |.6.94 || 59 | 0.7407 | 6.17 
18) 0.9459 | 7.88 || 39 | 0.8284 | 6.90 || 60 | 0.7368 | 6.14 
19) 0.9395 | 7.83 || 40 | 0.8235 | 6.86 |] 61 | 0.7329 |:6.11 
20) 0.9333 | 7.78 || 41 | 0.8187 | 6.82 62 | 0.7290 | 6.07 
21) 0.9271 | 7.72 || 42 | 0.8139 | 6.78 || 63 | 0.7253 | 6.04 
22) 0.9210 | 7.67 || 43 | 0.8092 | 6.74 || 64 | 0.7216 | 6.01 
23) 0.9150 | 7.62 || 44 | 0.8045 | 6.70 || 65 | 0.7179 | 5.98 
24) 0.9090 | 7.57 || 45 | 0.8000 | 6.66 || 66 | 0.7142 | 5.95 
25} 0.9032 | 7.53 || 46 |} 0.7954 | 6.63 || 67 | 0.7106 | 5.92 
26) 0.8974 | 7.48 || 47 | 0.7909 | 6.59 68 | 0.7070 | 5.89 
27| 0.8917 | 7.43 || 48 | 0.7865 | 6.55 69 | 0.7085 | 5.86 
28] 0.8860 | 7.38 || 49 | 0.7821 | 6.52 || 70 | 0.7000 | 5.83 
29| 0.8805 | 7.34 || 50 | 0.7777 | 6.48 || 71 | 0.6965 | 5.80 
30} 0.8750 | 7.29 || 51 | 0.77384 | 6.44 72 | 0.6930 | 5.78 


a 


x 
ee) 


> g 
es) Coll =| 
ge | 33 
PIS) 30 
a) & 
6896 | 5.75 
6863 | 5.52 
6829 | 5.69 
6796 | 5.66 
6763 | 5.63 
6730 | 5.60 
6698 | 5.58 
6666 | 5.55 
6635 | 5.52 
6604 | 5.50 
6573 | 5.48 
6542 | 5.45 
.6511 | 5.42 
.6481 | 5.40 
.6451 | 5.38 
.6422 | 5.36 
6392 | 5.33 
6363 | 5.30 
oe 


Fy eljerie te 


XXa.— RELATION OF BAUME DEGREES TO SPECIFIC GRAVITY— 


LIQUIDS HEAVIER THAN WATER 


PBaumé Specific Baumé Specific Baumé Specific 

Degrees. Gravity. Degrees. Gravity. Degrees. ' Gravity. 
0.0 1.0000 6.0 1.0432 ZANOMa eS LOSSae 
0.1 1.0007 7.0 1.0507 25.0 1.2083 
0.2 1.0014 8.0 1.0584 26.0 1.2185 
0.3 1 0021 9.0 1.0662 27.0 1.2288 
0.4 1.0028 10.0 1.0741 28.0 1.2393 
0.5 1.0035 11.0 1.0821 29.0 1.2500 
0.6 1.0042 12.0 1.0902 30.0 1.2609 
0.7 1.0049 13.0 1.0985 31.0 1.2719 
0.8 1.0055 14.0 1.1069 32.0 132832 
0.9 1.0062 15.0 1.1154 33.0 1.2946 
U0) 1.0069 16.0 1.1240 34.0 1.9063 
eo 1.0105 17.0 1.1328 35.0 1.3282 
2.0 1.0140 18.0 1.1417 36.0 1.3303 
2.9 1.0175 19.0 1.1508 37.0 1.3426 
3.0 1O2ut 20.0 1.1600 38.0 1.3551 
3.5 1.0247 21.0 1.1694 39.0 1.3679 
4.0 1.0284 22.0 1.1789 40.0 1.3810 
5.0 1.0857 23.0 1.1885 41.0 1.3942 


Baumé 


42.0 
43.0 
44.0 
45.0 
46.0 


Degrees. 


Specific 
Gravity. 


Pe 
iw) 
(or) 
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XXI.—COMPARISON OF METRIC AND CUSTOMARY UNITS (U.S.) 


LENGTH 
1 millimeter, mm. =0.03937 inch. 1 inch =25.4001 millimeters. 
1 centimeter, cm. =0.39371 inch. 1 inch = 2.54001 centimeters. 
1 meter, m. =3.28083 feet. 1 foot = 0.304801 meter. 
1 meter = 1.09361 yards. 1 yard= 0.914402 meter. 
1 kilometer =0.62137 (U.S.) mile. 1 mile = 1.60935 kilometers. 
AREAS 
1 square millimeter, sq. mm.= 0.00155 sq. in. 1 sq. in. =645.16 sq. mm. 
1 square centimeter, sq.cm. = 0.1550 sq. in. 1sq.in. = 6.452 sq. cm. 
1 square meter, sq. m. = 10.764 sq. ft. 1 sq.ft. = 0.0929 sq. m. 
1 square meter = 1.196 sq. yd. 1sq.yd.= 0.8361 sq. m. 
1 square kilometer = 0.3861 sq. mi. 1sq.mi.= 2.5900 sq. km. 
1 hectare = 2.471 acres. lacre = 0.4047 hectare 
VoLUMES 
1 cubic millimeter, cu. mm.= 0.000061 in. 1 cu. in. = 16,387.2 cu. mm. 
1 milliliter, ml. = 0.06103 cu. in. 1 cu. in. = 16.3872 ml. 
1 cubic meter = 35.314 cu. ft. 1 cu. ft. = 0.02832 cu. m. 
=61,028 cu. ins. = 28.32 liters. 
1 cubic meter = 1.3079 cu. yd. 1 cu. yd.= 0.7645 cu. m. 
CAPACITIES 
1 milliliter, ml. =0.03381 (U. 8.) liquid ounce. 1 ounce =29.574 ml. 
1 milliliter = 0.2705 (U. 8.) apothecaries’ 
dram. 1dram = 3.6967 ml. 
1 milliliter =0.8115 (U. S.) apothecaries’ 
; scruple. 1 scruple= 1.2322 ml. 
1 liter = 1.05668 (U. S.) liquid quarts. 1 quart = 0.94636 liter. 
1 liter =().26417 (U. 8.) gallon. 1 gallon = 3.78548 liters. 
1 liter =().11851 (U. S.) peck. l peck = 8.80982 liters. 
1 hectoliter =2.83774 (U. 8S.) bushels. 1 bushel = 0.35239 hectoliter. 
Massus 
1 gram = 15.4324 grains. 1 grain = 0.06480 gram. 
lgram = 0.03527 avoirdupois ounce. 1 ounce (av.) =28.3495 grams. 
1 gram = 0.03215 troy ounce. i ounce (troy) =31.10348 grams. 
1 kilogram= 2.20462 pounds (av.). 1 pound (av.) = 0.45359 kilogram. 
1 kilogram= 2.67923 pounds (troy). 1 pound (troy) = 0.37324 kilogram. 


Table of Equivalents, U. 8. Bureau of Standards. For British Imperial Weights 
and Measures see Van Nostrand’s Chemical Annual. 


AvoirpupPois WEIGHT 


The system of weights in ordinary use by which common or heavy articles are 
weighed. em, 2 
16 drams =1 ounce 
16 ounces =1 pound 453.59 grams. 
25 pounds =1 quarter 11.34 kilograms. 
4 quarters=1 hundred weight= 45.359 kilograms. 
1 avoirdupois pound contains 7000 grains. 
1 avoirdupois ounce contains 437.5 grains. 


28.35 grams. 
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APOTHECARIES’ WEIGHT 
The system of weights employed in weighing medicines. 


1 grain = 0.0648 gram. 
20 grains =1scruple = 1.296 grams. 
3 scruples =1 drachm= 3.888 grams. 


8 drachms=1 ounce 31.103 grams. 

12 ounces =1 pound =373.236 grams. 
1 apothecaries’ (or troy) pound contains 5760 grains. 
1 apothecaries’ (or troy) ounce contains 480 grains. 


Frum MeraAsurE 


.06161 milliliter. 
3.696 milliliters. 
8 fluid drachms 29.573 milliliters. 
16 fluid ounces =1 pint 473.179 milliliters. 
8 pints =1 gallon = 3.785 liters. 
1 gallon contains 231 cubic inches. 


1 minim 


60 minims 1 fluid drachm 


= 
a=") 
2 
Q 
ie} 
=I 
=) 
9 
fa") 
ee 


The minim, fluid drachm, fluid ounce and pint are the fluid measures em- 
ployed by apothecaries. 


OTHER Data 


1 cubic foot of water weighs 62.37 pounds. 

1 gallon (U.S.) of water weighs 8.33 pounds (the British gallon is 20% more 
than the U. 8.). 

1 liter of water weighs approximately 2.2 pounds. 


Areas of Plane Figures 


Area of any triangle = 14 base multiplied by the altitude. 

Rectangle.—Area = base multiplied by altitude, i.e., multiply the length of one 
side by the length of a perpendicular side. 

Parallelogram.—Area = multiply the length of one side by the vertical distance 
to the parallel side. 

Trapezoid.—Area = multiply half the sum of the parallel sides by the perpen- 
dicular distance between the two. 

Circle.—Area =0.7854d?, or mr? or 144Cr, or 4 Cd. 
a =3.1416, r=radius, C =circumference, d =diameter. 


Volumes of Solids 


Regular Prism.—Area = Ygnrah, or Bh. 
n=number of sides, r= perpendicular from center of base to sides of the 
base, h=height of prism, B =area of base. 
Lateral area =2z77rh. 
Right Circular Cylinder.—Volume=77r7h also Bh. Lateral area =2z77rh. 
Regular Pyramid.—Volume= }¥ altitude multiplied by area of base. 
Right Circular Cone.—Volume=4rrh. Lateral area =zrs. 
r=radius of base, s=slant height or Vr?-+-h?. 
Sphere.— Volume = 4/87r°, or 4.18973. Area =4rr? or 3.1416d?. 
Barrel or Cask.—Approximate gallons=.0034n?h where n=mean diameter of 
barrel. A=height, both measurements in inches. 


L 
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XXII.—TABLE OF CONSTANTS—GASES * 
Mol. Wt. Wt. per Wt. per 
0=16, Liter in Cu. Ft. Sp.Gr 
Name Formula 1930 Gms. at in Lbs., ie ae 

Atomic 0° C.—760 32° B., 5 

Weights mm. Hg 29.92 Hg 
IN CETICNAICLE fee cctecatns 6 ats C.H,O2 60.0312 | 2.678523} .167211 2.072367 
INGELOMON ey Fs, tole bstie sa 4 C3;H,O 58.0468 | 2.589987] .161684 | 2.003867 
Acetylene: 4.28 thea wk oe C.H2 26.0156 1.160788 | .072464 .898099 
INTE Re bo ii 2c GAA eee — — 1.292495 | .080686 1.000000 
Aldehyder 4. 2 .04845.....:%%4|| CoHiO 44.0312 1.964628 | .122645 1.520028 
Alcohol, amyl............ C;H,,0H | 88.0936 3.930650 | .245377 | 3.041135 
Aléohol, ethyl.) 2 -2......4.: C,H;,OH 46.0468 | 2.054558 | .128259 1.589607 
Alcohol, methyl.......... CH;0H 32.0312 1.429199 | .089220 1.105768 
PNocsc roi (ley & aan Oe a NH; 17.0314 .759917 | .047439 587946 
PROVES, Se or ee ae CeHsNH2} 93.0626 4.152351 | .259217 | 3.212664 
AT OMPRAR rrr as et tuis a etc GAT 39.9400 1.782078 | .111249 1.378789 
Arsine (Hydrogen arsenide)| AsH; 77.9534 | 3.478199} .2171382 | 2.691074 
IBGNTZ ONE eye ties Buckie a4 C.He 78.0468 | 3.482364 | .217392 2.694296 
Boron chloride........... BCI; 117.1910 | 5.228944 | .3826425 | 4.045621 
Boron fluoride... 5... -. BF3 67.8200 | 3.026051 | .188906 | 2.341249 
IBEOIMME Nid cela tie so... ct Brz 159.8320 7.181531 | .445197 | 5.517649 
IBuganereura se ees si. CyHi0 58.0780 | 2.591381 | .161771 2.004945 
Carbon bisulfide......... C82 76.1300 | 3.396391 | .212025 | 2.627779 
Carbon dioxide.......... COz 44.0000 1.963235 | .122558 1.518950 
Carbon monoxide........ CO 28.0000 1.249324 | .077991 .966599 
Carbon tetrachloride...... CCl, 153.8280 | 6.863648 | .428474 | 5.310388 
Carbonyl chloride. .......| COC 98.9140 | 4.413441] .275516 | 3.414669 
Carbonyl sulfide......... COS 60.0600 | 2.679821 | .167292 | 2.073371 
@yanorenan sere ss ss C.Ne 52.0160 | 2.320903 | .144886 1.795677 
(CHIOTIM Grete Neches earsic e's Ch, 70.9140 | 3.164102] .197524 | 2.448058 
Chlorine dioxide......... ClO» 67.4570 | 3.009856 | .187895 | 2.328719 
Chlorine monoxide.......| ClO 86.9140 | 3.878012] .242091 3.000409 
Chlorosulfonic acid. ...... SO;HCl 116.5248 5.199213 | .824569 | 4.022619 
1aicnne(g: OC Sees oe CoH, 30.0468 1.840663 | .083693 1.037268 
Ethyl chloride........... C.H;Cl 64.4960 | 2.877749 | .179648 | 2.226508 
Ethyl fluoride........... C.H;F 48.0390 | 2.143446] .1383808 1.658379 
Mnwlene sie Sse oie. eos CH, 28.0312 1.250718 | .078078 .967677 
PHIMOMMCN Ee ious cs se es F, 38.0000 1.695528 | .105846 1.311826 
Fluosulfonic acid......... SO;HF 100.0678 | 4.464926] .278730 | 3.454503 
IS ithiton ss ee er He 4.0020 .178562 | .011147 .137905 
Hydrobromic acid........ HBr 80.9288 | 3.610738] .225406 | 2.793620 
Hydrochloric acid........ HCl 36.4648 1.627016 | .101569 1.258818 
Hydrocyanic acid........| HCN 27.0158 | 1.205416 | .075250 .932628 
Hydrofluoric acid........ HE 20.0078 .892729 | .055730 .690702 


* Calculated by T. C. Cummings, General Chemical Co. 


Norr.—International Critical Tables, 22.412 liters= molecular weight in gms. 


/ 
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XXII.—TABLE OF CONSTANTS—GASES (Continued) 


Mol. Wt. 


Wt. per 


0=16, - Liter in 
Name Formula 1930 Gums. at 
Atomic 0° C.—76C 
Weights mm. Hg 
Hydrofluosilicie acid...... HLSik 144.0756 | 6.428497 
Hy driedica cid? teeme =r HI 127.9398 | 5.708547 
Hydrogen: 26.2 eeee = oe Hp 2.0156 -089930 
Hydrogen selenide........ H,Se 81.2156 | 3.623762 
Hydrogen sulfide......... HS 34.0756 | 1.520410 
Hydrogen telluride... .... H:Te 129.5156 | 5.778854 
Todine a4. 4.0. aera ates 2 253.8640 | 11.327149 
Krypton: ©) omer ae ta 82.9000 | 3.698906 
Methane: 2.1.13 beret CH, 16.0312 715288 
Methyl chloride.......... CH;Cl 50.4804 | 2.252390 
Methyl fluoride.......... CH;F 34.0234 1.518088 
Mercury. orator oe Hg 200.6100 | 8.951013 
INGOn ae Sh.) e eee chee Ne 20.1830 .900546 
Nitrogen eee ery nie Ne 28.0160 | 1.250045 
Nitrogen (Atmospheric). . . — — 1.256821 
Nitrogen dioxide......... NOs 46.0080 | 2.052828 
Nitrogen pentoxide....... N,O; 108.0160 | 4.819567 
Nitrogen tetroxide....... N2O« 92.0160 | 4.105656 
Nitrogen trioxide......... N20; 76.0160 3.391761 
Nitrosyl chloride......... NOCI 65.4650 | 2.920984 
Nitrous oxide. es sak ee N.O 44.0160 | 1.963956 
Nitric oxides ein nia NO 30.0080 858369 
Nitricracid ies... eel eNO: 63.0158 | 2.811704 
Oxy penis da eens 3 ee Oz 32.0000 | 1.427806 
OZOneR Ee te ee ens See O3 48.0000 | 2.141716 
Pentane. Bacomenlale 72.0936 | 3.216739 
Phosphine (Hydrogen 
phosph oo Siero id glak 34.0434 | 1.518985 
Phosphorus . bso. ten ie 124.0800 | 5.536313 
Propane. 1... sen het. eerie Osklg 44.0624 | 1.966022 
Propyleng.<2. 0 wseaenee C3H. 42.0468 | 1.876076 
Silicon fluoride. .......... Sik, 104.0600 | 4.643055 
Stibine (Hardregen. 3 anti- 
monide) . ...| SbH; 124.7800 | 5.568158 
Sulfuric cc ected ee D 64.1200 | 2.860961 
SuliUT Ie as Urea etre 8 256.4800 | 11.448862 
Sulfur dioxide...........| SOs 64.0600 | 2.858286 
SUlhUr cri OXidew ssn ee SO; 80.0600 | 3.572197 
Wistert nyc 2. Maier cn4. oe HO 18.0156 .803840 
INENONE, Wee eee Xe 130.2000 | 5.809386 


ae fos 


401309 


3856365 
.005614 
226219 
094914 
860754 
707115 
.230910 
044653 
140609 
.094769 
558781 
.056218 
.078036 
.078459 
128151 
300869 
.256302 
.211736 
182347 
122603 
083585 
175525 
089133 


.133700 


.200810 


094825 


345613 


122732 
117117 
289850 


847601 
.178600 
714401 
178433 
223000 
.050181 
.362660 


Sp.Gr., 
Air =1 


4,973713 


4.416689 

.069578 
2.806396 
1.176338 
4.471085 
8.763788 
2.861835 

553417 
1.742669 
1.174541 
6.925377 

.696750 

967157 

972399 
1.588268 
3.728887 
3.176536 
2.624198 
2.259958 
1.519508 
1.035929 
2.175408 
1.104690 
1.657041 
2.488784. 


| 1.175235 


4.283432 
1.521107 
1.451516 
3.592321 


4.308071 
2.213519 
8.854089 
2.211449 
2.763800 

.621929 
4.494708 


ee 


| 
| 
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USEFUL MEMORANDA 
GAS CALCULATIONS 


Conversion Formulae for Gas Volumes.—Conversion from existing to stand- 
ard conditions, 
V'X273 X(P—w) | 


= (273+) x760 
Gas at standard volume to new conditions of temperature and pressure 
Ve= V X(273-+t) X760 - ; 


273 X(P—w) 


VY =standard volume, V’=volume under other conditions of temperature and 
pressure (other than 0° C. and 760 mm. Hg pressure). 
t=temperature of the gas, P = barometric pressure in mm. He-+static pressure 
of the gas. w=water vapor pressure at temperature and pressure that 
the gas is measured or to which it is to be converted. 
Pitot Formu'‘ae for Measuring the Velocity of a Gas in a Flue.— 


A. Simple formula for fair approximations V = 42 Vh. 


V%h(1+.00217#) 
BM 

V =velocity in feet per second. h=gauge reading in terms of water, i.e., the 
total differential in terms of vertical reading. In a gauge inclined 1 : 10, 
with ether in place of water, 10” differential = 10 X.72+10=.72. Inthe 
formula B ¥% the reading is taken as the deflection due to velocity pres- 
sure is half the total deflection (proven by repeated tests, suction is 
produced by the gas flow on the straight petot arm). Allowance is 
made for this in formula A. ¢t=temperature of the gas measured. B= 
barometric pressure-+ plus static pressure of the gas in terms of inches of 
mercury (air standard 29.92’). M-=specific gravity of the gas com- 
pared with the hydrogen molecule H,=2.016. 

To obtain the specific gravity of a gas, multiply the molecular weight of each 
constituent by its per cent ratio in the mixture, divide by 100 and finally divide 
the sum of these results by 2.016. 

Examples.—The sp.gr. of a gas having the composition 87% nitrogen, 5% 
oxygen, and 8% sulfur dioxide we would find 


28.02(N2) X87+100 = 24.38 
32.00(O2) X 5+100= 1.6 


64.06(SO2) X 8+100= 5.12 total=31.1 sp.gr. = aga 15.42. 


The sp.gr. of air containing 78% nitrogen, 21% oxygen, 1% argon would be 


28.02 X.78 = 21.86, 
32.00 X.21= 6.72, 
39.88 X.1 = 0.4 total =28.98 sp.gr. = 14.38. 


Consult table XXII. 
The gram molecular weight of any gas occupies 22.4 liters. 


B. More exact formula V =1290 
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DEFINITIONS 
Heat 


Calorie is 1/100 of the heat required to raise the temperature of one gram of 

water from 0° C. to 100° C. 
One kilogram calorie = 1000 gram calories or 3.968 B.t.u. 

Latent heat of evaporation is the quantity of heat required to convert 1 gram of a 
liquid into vapor without change of temperature. 

Latent heat of fusion is the quantity of heat required to change a gram of the 
substance from a solid to a liquid state without changing temperature. 

Specific Heat—The British thermal unit (B.t.u.) =1/180 part of the heat re- 
quired to raise the temperature of one pound of water from 32° F. to 
PNA the 

Specific heat of a body is the quantity of heat required to raise the temperature 
of a unit weight of that body 1° C. 


PHOTOMETRY 


Luxz.—This is the practical unit of illumination and is the light received from a 
source of 1 meter distance. 

Foot-candle.—This is the illumination received by a standard candle at one foot 
distance. The candle loses in burning 120 grams per hour. 


1 foot-candle = 10.76 lux. 


Candle-power.—The comparison of the illumination of a light with one standard 
candle. A simple method for determination is to place the light and the 
burning candle 60 inches apart (2 meters and 100 inches distance also 
taken). A screen with a spot of oil is so placed between the lights as to 
receive a uniform illumination on each side, which is readily seen by 
the spot. The square of the distance from the screen to the light tested 
divided by the square of the distance from the screen to the standard 
candle=the candle-power of the light. When gas is tested the flame 
is so regulated that it burns 5 cubic feet of gas an hour. The standard 
candle burns 120 grams per hour as stated above. 


Units 1n ELEcTRICITY 


Ampere is the unit of current flow. An ampere will deposit from a silver nitrate 
solution 1.118 milligrams of silver (.001118 g.) per second. 

Coulomb is the unit of quantity. One coulomb will deposit .001118 g. Ag (time 
factor not considered as in case of ampere). 96,494 coulombs will 
deposit the gram equivalent of an element from a solution of its salt, i.e., 


of ferric 


; 55.84 
107.88 grams of silver, a grams of cupric copper Cu™™, : 


iron Fet*+, 63.57 of cuprous copper Cut, 8 gram of ferrous iron 


Fe**, etc. One gram equivalent of an element carries 96,500 (round 
numbers) coulombs. 
Electromotive force—E.M.F.—is the force causing electricity to move. 
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OTHER TERMS 


Erg.—This is the unit of work and is that work done by a force of 1 dyne when 
it acts through a distance of 1 cm. 

Dyne=the force which acting on one gram for one second produces a velocity 
of one centimeter per second. 

Joule.—This is the practical unit of electrical energy and is produced when a 
steady current of one coulomb per second, i.e., one ampere, passes 
through a resistance of one ohm for one second. 

Ohm.—This is the resistance that is offered at 0° C. by a column of mercury 
106.3 centimeters long, being 1 square millimeter in cross section and 
weighing 14.4521 grams. 

Volt-—This is the electromotive force which produces one ampere of current 
through a conductor having a resistance of one ohm. 

If any two of the factors are known the third can be found by the 
formula J=H/R; I=ampere current, #=electromotive force (volts) 
and & =ohms resistance. 

Watt—One watt is produced when one ampere of current flows under a pressure 
of one volt (E.M.F.). 

One watt=.00134 horse power, =44.25 foot pounds, per minute, 
= 14.33 gram calories per minute, =.057 B.t.u. per minute. 

Watt-hour and kilowatt-hour are the units of energy used in commercial elec- 
trical work. 

Watt-hour =3600 joules, =2655.4 ft. lbs., =859975 gram calories, 
=3.412 B.t.u.=.001341 h.p. hr. 


One kilowatt =1000 watts. 


Foot-pound is the unit of work done in raising a weight of one pound through a 
distance of one foot. Work=weight multiplied by height, or force 
multiplied by distance. 

Horse power =550 foot pounds. 

Specific gravity of a substance is the ratio of the weight of a given volume of that 
substance compared with the weight of an equal volume of water. 

a. Solid heavier than water. Weight of solid in the air divided by the 
difference between this weight and its weight in water=sp.gr. of 
solid. 

b. Solid lighter than water. The weight of the solid in the air divided by 
this weight+-the loss of weight of a sinker due to the buoyancy of 
the solid =sp.gr. 

c. Solid soluble in water. Determine gravity in a liquid in which it is 
insoluble whose specific gravity is known, multiply the gravity in 
terms of the liquid by the gravity of the liquid=sp.gr. in terms of 
water. i 

d. Liquids. Compare with water by weighing in a specific gravity bottle; 
the bottle being filled with water is weighed, the bottle, drained and 
dried, is filled with the liquid and again weighed; the weights are 
compared on subtracting the weight of the empty bottle. 

e. ‘The loss of weight of an insoluble substance immersed in the liquid is 
divided by the loss of weight of the substance immersed in water 
=sp.gr. 

f. The specific gravity is determined by the hydrometer. See chapter on 
Acids, Volume II. 
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TABLES AND USEFUL DATA 


INTER-CONVERSION TABLE 


To Convert From 


Lbs. per Sq. In... . 


Tons per Sq. In... . 

Kg. per Sq. Cm... . 

Metric Tons per 
Sq: Cima sees 


Multiply by 


Lbs. per Sq. In. 


Tons per Sq. In. 


Kg. per Sq. Cm. 


M. Tons per 
Sq. Cm. 


1.00000 
2240 .00 
14.2233 


14223 .0 
14.6970 


.000446 
1.00000 
.006350 


6 .34969 
.006558 


.070307 
157 .488 
1.00000 


1000 .00 
1.03329 


047031 
157488 
.001000 


1.00000 
.001033 


Atmospheres 


.068041 
152 .412 
.967768 


967 .768 
1.00000 


Atmospheres. ..... 


1 gram = 15.43 grams 
1 gram = .0468 grams 
1m. = 3,28 ft. 


The above tables were obtained by courtesy of E. I. DuPont de Nemours and Com: 
pany through the kindness of Dr. E. C. Lathrop. 
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LOGARITHMS 


log 12 = 1.0792 


colog 12 = 8.9208-10 


0000 0043 0086 0128 0170 
0414 0453 0492 0531 0569 
0792 0828 0864 0899 0934 
1139 1173 1206 1239 1271 
1461 1492 1523 1553 1584 


1761 1790 1818 
2041 2068 2095 
2304 2330 2355 
2553 2577 2601 
2788 2810 2833 


$010 3032 3054 
3222 3243 3263 
$424 3444 3464 
8617 3636 3655 
$802 3820 3838 


$979 3997 4014 4031 
4150 4166 4183 4200 
4314 4330 4346 4362 
4472 4487 4502 4518 
4624 4639 4654 4669 


4711 4786 4800 
4914 4928 4942 
5051 5065 5079 
5185 5198 5211 
5315 5828 5340 


6042 6053 6064 
6149 6160 6170 
6253 6263 6274 
6355 6365 6375 
6454 6464 6474 


6532 6542 6551 6561 6571 
6628 6637 6646 6656 6665 
6721 6730 6739 6749 6758 
6812 6821 6830 6839 6848 
6902 6911 6920 6928 6937 


6990 6998 7007 7016 7024 
7076 7084 7093 7101 7110 
7160 7168 7177 7185 7193 
7243 7251 1259 7267 7275 
7324 7332 7340 7348 7356 


8 9 


0212 0253 0294 0334 0374 
0607 0645 0682 0719 0755 


} 0969 1004 1038 1072 1106 


1303 1335 1367 1399 1430 
1614 1644 1673 1703 1732 


1903 1931 1959 
2175 2201 2227 
2430 2455 2480 
2672 2695 2718 
2900 2923 2945 


3118 3139 3160 3181 
3324 3345 3365 3385 
3522 3541 3560 3579 
8711 3729 3747 3766 
3892 3909 3927 


fH 4065 4082 4099 4133 
4232 4249 4265 4298 
4393 4409 4425 4456 
4548 4564 4579 4594 4609 


4698 4713 4728 4742 4757 


4843 4857 4871 
4983 4997 5011 
5119 5132 5145 
5250 5263 5276 
5378 5391 5403 


5514 5527 
5635 5647 
5752 5763 5786 
5866 5877 5899 
5977 5988 5999 6010 


5551 
5670 


6075 6085 6096 6107 6117 
6180 6191 6201 6212 6222 
6284 6294 6304 6314 6325 
6385 6395 6405 6415 6425 
6484 6493 6503 6513 6522 


6580 6590 6599 6609 6618 
6675 6684 6693 6702 6712 
6767 6776 6785 6794 6803 
6857 6866 6875 6884 6893 
6946 6955 6964 6972 6981 


1033 7042 7050 7059 7067 
7118 7126 7135 7143 7152 
7202 '7210 7218 7226 7235 
7284-7292 7300 7308 7316 
7364 7372 7380 7388 7396 


log 144 = 2.1584 
colog 144 = 7.8416-10 
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PROPORTIONAL PARTS. 
145 6] 78 9 | 


29 33 37 


log 7 = 0.4971 
colog 7 = 9.5029-10 Ef 


Comrurep BY H. G. Saaw, Px.D. 


A convenient chart mounted on cardboard may be obtained of the above loga- 
rithms and the following antilogarithms from L. E. Knott Apparatus Co., 79-83 Am- 
herst Street, Cambridge, Mass. 
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log 60 = 1.7782 
colog 60 = 8.2218-10 


7404 7412 7419 7427 7435 
1482 7490 7497 7505 7513 
71559 7566 7574 7582 7589 
1634 7642 7649 7657 7664 
71709 7716 %723 7731 7738 


7782 7789 7796 7803 
7853 7860 7868 7875 
7924 7931 7938 7945 
7993 8000 8007 8014 
8062 8069 8075. 8082 


9031 9036 9042 9047 
9085 9090 9096 9101 
9138 9143 9149 9154 
9191 9196 9201 9206 
9243 9248 9253 9258 


9294 9299 9304 9309 
9345 9350 9355 9360 
9395 9400 9405 9410 
9445 9450 9455 9460 
9494 9499 9504 9509 


9542 9547 9552 9557 
9590 9595 9600 9605 
9638 9643 9647 9652 
9685 9689 9694 9699 
9731 9736 9741 9745 


9777 9782 9786 9791 9795 
9823 9827 9832 9836 9841 
9868 9872 9877 9881 9886 
9912 9917 9921 9926 9930 
9956 9961 9965 9969 9974 


LOGARITHMS 


log .55 = 9.7404-10 
colog .55 = 0.2596 


1443 7451 7459 7466 
7520 7528 7536 7543 
7597 7604 7612 7619 
7672 7679 7686 7694 
7745 7752 7760 7767 


8176 8182 
8241 8248 
8306 8312 
8370 8376 
8432 8439 


8494 »8500 
8555 8561 
8615 8621 
8675 8681 
8733 8739 


9063 9069 9074 9079 
9117 9122 9128 9133 
9170 9175 9180 9186 
9222 9227 9232 9238 
9274 9279 9284 9289 | 


9325 9330 9335 
9375 9380 9385 
9425 9430 9435 
9474 9479 9484 
9523 9528 9533 


9566 9571 9576 9581 9586 


} 9614 9619 9624 9628 9633 


9661 9666 9671 9675 9680 
9708 9713 9717 9722 9727 
9754 9759 9763 9768 9773 


9800 9805 9809 9814 9818 
9845 9850 9854 9859 9863 
9890 9894 9899 9903 9908 | 
9934 9939 9943 9948 9952 
9978 9983 9987 9991 9996 


log g= 1.5073 
colog g=8.4927-10 __ 


ANTILOGARITHMS 


1000 1002 1005 1007 
1023 1026 1028 1030 
1047 1050 1052 1054 
1072 1074 1076 1079 
1096 1099 1102 1104 


1125 1127 1130 
1151 1153 1156 
1178 1180 1183 
1205 1208 1211 
1283 1286 1239 


1122 
1148 
1175 
1202 
1230 


1259 1262 1265 1268 
1288 1291 1294 1297 
1318 1321 1324 1327 
1849 1352 1855 1358 
1380 1384 1387 13890 1393 


1418 1416 1419 1422 1426 
1445 1449 1452 1455 1459 
1479 1483 1486 1489 1493 
1514 1517 1621 1524 1528 
1549 1552 1556 1560 1563 


1585 1589 1592 1596 1600 
1622 1626 1629 1633 1637 
1660 1663 1667 1671 1675 
1698 1702 1706 1710 1714 
1738 1742 1746 1750 1754 


1778 1782 1786 1791 1795 
1820 1824 1828 1832 1837 
1862 1866 1871 1875 1879 
1905 1910 1914 1919 1923 
1950 1954 1959 1963 1968 


1995 2000 2004 2009 2014 
2042 2046 2051 2056 2061 
2089 2094 2099 2104 2109 
2138 2143 2148 2153 2158 
2188 2193 2198 2203 2208 


2289 2244 9249 2954 2250 


2291 2296 2301 2307 2312 
2344 2350 2355 2360 2366 
2399 2404 2410 2415 2421 
2455 2460 2466 2472 2477 


2612 2518 2523 2529 2535 
2570 2576 2682 2588 2594 
2680 2636 2642 2649 2655 
2692 2698 2704 2710 2716 
2754 2761 2767 2773 2780 


2818 2825 2831 2888 2844 
2884 2891 2897 2904 2911 
2951 2958 2965 2972 2979 
3020 3027 3084 3041 3048 
8090 $097 3105 3112 3119 


yj 1799 


3 9 


1014 1016 1019 
1038 1040 1042 
1062 1064 1067 
1086 1089 1091 
1112 1114 1117 


1140 1148 
1167 1169 
1194 1197 
1222 1225 
1250 1253 


1138 
1164 
1191 
1219 
1247 


1279 1282 
1309 1312 
1334 1337 1340 1343 
1865 1368 1371 1374- 
1396 1400 1403 1406 


1274 1276 
1303 1306 


1489 
1472 


1429 1432 1435 
1462 1466 1469 
1496 1500 1503 1507 
1681 1535 1538 1542 
1567 1570 1574 1578 


1607 1611 1614 
1641 1644 1648 1652 
1679 1683 1687 1690 
1718 1722 1726 1730 
1758 1762 1766 1770 1774 


1603 


1803 1807 1811 1816 
1845 1849 1854 1858 
1888 1892 1897 1901 
1932 1936 1941 1945 
1986 1991 


1841 
1884 
1928 
1972 1977 1982 


2018 2023 2028 2032 2087 
2065 2070 2075 2080 2084 
2113 2118 2123 2128 2133 
2163 2168 2173 2178 2183 
2213 2218 2223 2228 2234 


2265 2270 2275 2280 2286 
2317 2323 2328 2333 2339 
2371 2377 2382 2388 2393 
2427 2432 24388 2443 2449 


2483 2489 2495 2500 2506 § 


2541 2547 2553 2559 2564 
2600 2606 2612 2618 2624 
2661 2667 2673 2679 2685 
2723 2729 2735 2742 2748 
2786 2793 2799 2805 2812 


2851 2858 2864 2871 2877 
2917 2924 2931 2938 2944 
2985 2992 2999 3006 3013 
8055 38062 3069 3076 3083 
$126 3133 3141 3148 3155 
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PROPORTIONAL PARTS. 
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ANTILOGARITHMS 


8162 3170 3177 3184 3192 
8236 3243 3251 3258 3266 
$311 3319 3327 3334 3342 
3388 3396 3404 3412 3420 
3467 3475 3483 3491 3499 


3556 3565 3573 3581 
3639 3648 3656 3664 
3724 3733 3741 3750 
3811 3819 3828 3837 
3899 3908 3917 3926 


4009 4018 
4102 4111 
4198 4207 
4295 4305 
4395 4406 


4498 4508 
4603 4613 
4710 4721 
4819 4831 
4932 4943 


5047 5058 
5164 5176 
5284 5297 
5408 5420 
5554 5546 


5623 5636 5649 5662 5675 


j 5754 5768 5781 5794 5808 


5888 5902 5916 5929 5943 
6026 6039 6053 6067 6081 
6166 6180 6194 6209 6223 


6310 6324 6339 6353 6368 
6457 6471 6486 6501 6516 
6607 6622 6637 6653 6668 
6761 6776 6792 6808 6823 
6918 6934 6950 6966 6982. 


7079 7096 7112 7129 7145 
7244 7261 7278 7295 7311 
7413 7480 7447 7464 7482 
7586 7603 7621 ‘7638 7656 
71762 7780 7798 7816 7834 


79483 7962 7980 7998 8017 
8128 8147 8166 8185 8204 
8318 8337 8356 8375 8395 
8511 8531 8551 8570 8590 
8710 8730 8750 8770 8790 


8913 8933 8954 8974 8995 
9120 9141 9162 9183 9204 
9333 9354 9376 9397 9419 
9550 9572 9594 9616 9638 
9772 9795 9817 9840 9863 


Se eo LL PROPORTIONAL PARTS] 
| 45 6/78 9) 


3199 3206 3214 3221 
3273 3281 3289 3296 
8350 3357 3365 3373 
3428 3436 3443 3451 
3508 3516 3524 3532 


$589 3597 3606 3614 3622 


1° 3673 3681 3690 3698 3707 


3758 3767 3776 3784 3793 
3846 3855 3864 3873 3882 
3936 3945 3954 3963 3972 


4027 4036 4046 4055 4064 
4121 4130 4140 4150 4159 
4217 4227 4236 4246 4256 
4315 4325 4335 4345 4355 
4416 4426 4436 4446 4457 


4519 4529 4539 4550 4560 
4624 4634 4645 4656 4667 
4732 4742 4753 4764 4775 
4842 4853 4864 4875 4887 
4955 4966 4977 4989 5000 


5070 5082 5098 5105 5117 
5188 5200 5212 5224 5236 
5309 5321 5333 5346 5358 


5483 5445 5458 5470 5483 


5559 5572 5585 5598 5610 


5702 5715 5728 5741 
5834 5848 5861 5875 
5970 5984 5998 6012 
6109 6124 6138 6152 
6252 6266 6281 6295 


6397 6412 6427 6442 
6546 6561 6577 6592 
6699 6714 6780 6745 
6855 6871 6887 6902 
7015 7031°7047 7063 


i 7161 7178 7194 7211 7228 


7328 7345 1362 7379 7396 
7499 7516 7534 7551 7568 
(674 7691 1709 7727 7745 
71852 7870 7889 7907 7925 


8035 8054 8072 8091 8110 
8222 8241 8260 8279 8299 
8414 8433 8453 8472 8492 
8610 8630 8650 8670 8690 
8810 8831 8851 8872 8892 


9016 9036 9057 9078 9099 
9226 9247 9268 9290 9311 
9441 9462 9484 9506 9528 
9661 9683 9705 9727 9750 
9886 9908 9931 9954 9977 


10 11 18 


10 12 18 


11:12 14 
11 12 14 
1113 14 
11:13 15 


12 18 15 
12 13 15 
12 14 16 
12 14 16 
13 14 16 


18 15 17 
13 15 17 
14 16 17 
14 16 18 
14 16 18 


15 17 19 
16 17 19 
15 17 20 
16 18 20 
16 18 20 
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COMMON MINERALS 
Specific 
Gravity 

INPRO e355 cuNEE S bon Rees tet eser ol GAO 2.60 
Andalusite...... AbSiOs..... . Silicate of aluminum eee eo LOO e20) 
Anplesiteteie. ccc. bSOuirs fe teed HOOHONSU ALC Se om ae Seimei es es» 6.12- 6.39 
PARE DPACUGO Mba hei et bi clsisyeoriuasnReN A Bites Jeti 6| Cae) (Se Deeeieete eae Cece ree ee 1.32— 1.70 
SNARE COLONY «en Gin ROT oe Ge Pico (oe en Eltncs cack Retort oe Cc an nn 6.71 
Apatites fens ssa 3Ca3P203, CaF. . ... Phosphate of lime................- 3.17— 3.23 
Aragonite....... CA COEr se me enatecats Carbonate of limes. 22 5 s..0/ii &- 2.94 
Argentite PASO es Sa silver GivluotslOS) 2 cea a ee es a 7.20— 7.36 
AYSEDICl: Petts bias 2 DME 0 or a 'y oS OS Spe Od ne 5.73 
Arsenolite....... PASO sme hc. atl Wikive AUSENICS 24. oe. us cacte ss. = 3.70— 3.72 
PNES CDMS CY Se oF oe ec ky pot een Oe 1.0 — 1.80 
Atacamite...... Se ea EP Ohlonide- Of COPPer 6.0.0. .000 so se Sore 
Azaritel/Sai. 3). cs Cu;(OH)2(COs)2...Blue carbonate of copper......... 3.77— 3.83 
IBarite es aaee ci IBS ISTO) Gi renga oes Barium sulfate.) rem este cece os 4.3 — 4.6 
Baxitees teeta ss Al,O3-2H,O.......Hydrate oxide of aluminum....... 2.55 
Beryl tena s as > BesAlSicOis. . Silicate of perv eee 4 Ae eos 2.63— 2.80 
[BORIS 5 U, yn Gg aS eee Magnesia-iron mica............... 2.70— 3.10 
Bismtith ya 3.4: . SEINE ets eae oo, cia te se heteets ashe eG 9.80 
Bismrthimite, 2 sbieos.. . 0023... Salfideof bismuth... 2... a::..:--.. 6.46150 
Bituminous Coal................. DONC ORISA Hn. cnc acnereede ae. 5 1.14 1.40 
Bornitewaes. 2; ug HeSg ek caus «os Sulfide of copper and iron......... 4.90- 5.40 
Cadmium....... LOUREIRO enh toa ese agen wiemnls o-gicus vielen eke eon 8.60 
Calamine IZ SIO gi teceis syns DiLCat sone Gran ai meas Soiree co 3.40- 3.50 
Caleite tints... AO Orerctte case os os @arhonateror lime, «i.e saeiaree « 2.7 
@agsitenitem= O00 oa... ees roxio olmtinis asi Ake ce nea: 6.8 — 7.10 
Cerargyrite..... JINR! aa ommsihvet? tc. ce a..Gknceatiee a, = 5.55 
@enmresitemr ry ae hOOOg: 2.) on! Carbonate‘of lead. 3.00.00 024.0: 6.46— 6.57 
Whaleacite we: i. OUR ws eee ee @opperiglance’.. 2. 2n eke. -.- 5.5 — 5.8 
Chalcopyrite....CuFeS........... Copper pyrite s joie acecnsie act soe « 41-43 
Chromite... :.... pe Bee sees ce GQUIKOMMLG MOM eds oc eteaes eh en a: 4.32— 4.57 
Seat nen OL Meme in Wie SE Aoi bas ees gcse dee wide cee 6.50 
Chrysolite...... (highs) Si, BS ak Silicate of magnesia and iron....... 3.27— 3.37 
€innabar’.%..... BUGIS) <a) gear Cana ce teat DUlMderofamercury. 4. 2206-5. -2% 8.0 — 8.2 
COBRA E con ol sts b aceeggs 6 Abo CRO 8.6 
Cobaltite....... SONS Sian. cs aie Sulf-arsenide of cobalt............ 6.0 — 6.30 
@Woppers Pies 4. EL doce Cec RE OER LOE oo 8.8 — 8.90 
Corundum...... ISIS OR eet ae semen Oxide‘of aluminum ys s one 3.95-— 4.10 
Grvyolite a0... Na;All’s .. Fluoride of aluminum and sodium. . . 3.00 
Cupritetaee..... AIO e Me Serco CEI IRedscopperOres.. 2 avigan) setemec. a 5.85— 6.15 
Cyanite Al,SiO; PoAlunamume silicates cccure acts = - 3.56— 3.67 
Ort ct mer Oped. ss fica 2)0 ERTS Wack wi nue doe saa he wee wo 3.50 
Dolomite....... aoe eae Carbonate of lime and magnesia. . 2.80— 2.90 
TOWERS. «co oer CRUUAETS ian ee One 4.45 
Epidote HC(AiPO) SiO Silicate of iron alumina and lime. ... 3.25- 3.5 
Fluorite........ ee eee BSE MOMS PATE sys. 2\e veapeieuatens roars, 0 < 3.2 
SO1do yn RIAN) Aiea le ee ea Oxide of zine, manganese and iron... 5.07— 5.22 
Galenderse.s..:. 12) Ch) eee a bee Sulfiderofdead say | alice ate kes ices 7.43 
CORTES oo ea) e682 a A oo eT 3.15-— 4.3 
ROL Dente Sia sa AMI o «chet oh ft eA On ROM eAEAC Ber oT een OE ene ee ee 15.6 +19.3 
Graphitess. “2. . Ge G's i bL DIS AE POS a EL ba Oe ce 2.09- 2.23 

DAOSUURIM a ie. oes CaSO.+2H,0 Sulfa tekofdliame sc. c/-pateeesden eee kine 2.3 
Hematite GAO CIS Nel nea, Redioxidelofiron, - chassis et. 4.9 -— 5.3 

CONE: sie: TEISO) - nob cis he en CURE IRON ete EAI So 0.916 
llodyrite 5 .:... INGR Seer 8 SURO Lodide:of silvers 2). 20.2 suelo +. 5.6 — 5.7 

1AtG FUSE A aeduo eee MMMM Seco seet eee SG re teh oe gia! ove pccte: abe 22.42 
Tronveca ols oi cide, Orne RD Ie ds angie ic th ee aoa eae 7.86 
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COMMON MINERALS—Continued 

Oestity 
Kaolinite... ....2H,O-Al,03-2SiO. .Silicate of alumina................ 2.6 
Leadh: aitese 12) NM eS teri OM ee IIEIE Ue oS Sook 11.37 
Limonite....... 2¥Fe,0;-3H.0..... Brown oxide of iron. .....1 722 7ee4. 3.6 — 4.0 
Magnesite...... Mia OQ rama iinr Carbonate of magnesia............ 3.0 — 3.12 
Magnetite...... FeO, Fe.O3.......Magnetic oxide of iron........4..9. 5.16— 5.18 
Malachite... ....Cus(OH).CO;.....Green carbonate of copper......... 3.9 — 4.0 
Manganese...... Thijna iguanas. ells se Dey Ih SRI AG ane. 50 2 Sk 7.39 
Manganite...... Mn,0;3-H2O...... Hydrated manganese oxide......... 42-44 
Monazites 2 ysis as Tes 90 Ae ee eee can een net 4.8 — 5.1 
Marcasite....... Be Sap seeorvae seas Wihite: iron’ pyrite.-2 ..4 occ ene 4.85— 4.90 
Merctry 2) oe. sce Fp oratave seine) URES Git eeias dia aas ee aa Oe rr 13.6 
Millerite. 20.2 NaS... Dna 5.o 5 ee NICKEL Sulfide. sc ne eee yee 5.38 — 5.6 
Mimetite. ......3PBsAs,OgPbCh... Lead arsenate .< .2. .:..5.\.u es ae eri GON neo 
Muscovites. ..... EKA (SiOd)s.. 5 Potash micat-. aro.) -..eeeeeeee 2.76— 3.0 
Najphitha: 5)... sc. tec Se citerctels arte ane etn Ear ee oc 0.60- 0.756 
Niccolite,....... NiAs Jace Nickel arsenide: . .2 ivieoce eee 7.33— 7.67 
Nickel athjeis aicte Ne ee peter ein. hanes oaRhaiarm Rene iataby e225. 0.4 « 8.9 
Opalt-s* 2. eae SiOs-nNHBO s. 5 ed Ue Sa eee 1.9 — 2.3 
Orpiment....... AsoS3...........-.+ Yellow sulfide of arsenic.....-..... 3.4;=53i5 
Orthoclase......KAISi;05........ Potash feldspar =....%.. 25. = eee 2.46— 2.6 
Ozocerite vies: cae Tee eee Mineraliwaxe Ao) 2 ce 0.85— 0.90 
Palladium 25.4 Ph ios, fhs Bio, bddeteahtro nes secaitscar dhe to pte ASA eae bara 11.3148 
Platina go... SAE ie says, agen Sheed Sy Re SE 14.0 -19.0 
Proustite . . 25.25: Ag3AS83.). -. 2c Light ned silver ore... 2: ese eee 5.57— 5.64 
Pyrargyrite.....Ag;SbS;......... Dark redisilver ore)... see 5.77— 5.86 
Pynite eee Bees oe eS 3a hee eee Tron ‘sulfides, i -..033 8: ost a 4.95-— 5.10 
Pyrolusite....... Iida O Pee eG 2 6 Dioxide of manganese............. 4.82 
Pyromorphite .. .8Pb3;P2.0sPbClh....Lead phosphate................... 6.5 - 7.1 
Pymhotites) ...Beiom seo eae. Magnetic pyrite.................. 4.08— 4,64 
Quartyn he swe BION. 5 aces cies cih aaa Sy ERPS Seen eee ee 2.65- 2.66 
Realarn wees. AsS... .. Red sulfide of arsenic.............. 3.55 
Rhodochrosite...MnCO3......... Carbonate of manganese........... 3.45— 3.6 
Rhodonites se. eMinSiOg ence es Silicate of manganese.............. 3.40— 3.68 
Rutile eon eei ok WiOpsec Sees ne Dioxidejof: titanium 5. 1.3. 4.2 
Serpentine. .....HsMg;SinOg...... Silicate of magnesia............... 2.50- 2.65 
Sideritessee ee. 6 ReCOs moet Carbonate: of iron). .%.5. 4. so eee 3.8 — 3.9 
Bile ie 3 ctetaatave: ust NG sew sive ove: cadena aa he ames Tear acl Nese coer see a a LOR Se 
Smaltite........ CoAss Arsenide.of?cobalt.,. 5.41.5 eee 6.4 — 6.6 
Smithsonite:)...2mCO3. 15 age wn Carbonate,of zine). 7.4... 4582 eee 4.30— 4.45 
Sphalerite....... Zns... . Sulfide of zines =..4.5..-.00 eee 3.9 — 4. 
Spinel. ne a wee Me AGO, ie Aluminate of magnesia,........... 3.5 —4.1 
Stephanite...... INSESD Os. ni tae ee Brittleysilvers <0)". 2. 3.08 6.2 — 6.3 
Stibnite........Sb2Ss. Sulfide of antimony |. ..74 ae 4.5 — 4.6 
Sulfur Sesser No eM N era EE PO ee REMIT Ie 2.08 
Sylvanite.......(Au, Ag)Te.. ..2. Telluride of gold and silver......... 7.9 — 8.3 
Talet 22.4... bb Me .SuOm.. cs - Silicate of marnesia ..../.- von eee 2.7 — 2.8 
Tephroite....... Mn.SiO,.........Siticate of manganese.............. 4.0 -— 4.1 
Tetrahedrite.....4Cu2S, SboS;..... Gray coppers. fonds oot ae ee ~. 4.4 - 51 
Ti EASE Sipelios Bib cocci <!olein hin eG Ss ROR Sn OE On 7.29 
fo) ov AR Oe AO Rte es AR eA Yo ORLA Fluo-silicate of alumina............ 3.4 — 3.6 
Tourmaline sect tee eee ee = Silicate of alumina, iron and magnesia 2.98— 3.20 
Willemite....... Zn2SiO.. . JiSilicatevof izine’..s..ac asa. «ee 3.9 — 4.18 
Wolframite...... (Fe, Mn)WO,.....Tungstate of iron and manganese.... 7.2 — 7.5 
Wulfenite....... PbMoO,. . .»Molybdateiof lead... ... . <. 20 Sager On@aemmenel 
Zine. . TRL ts Pane ORE CREE aR OE See, eos «- 7.15 
Zimcites =e. oen LOY rose ey sree Zine Oxide :.., s.).4 sinners sds eR oO 
ALCON ee ewe hie ONioty sacoa Silicate of zirconium, =». 04. 40 seeee 4.70 
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HEAT OF COMBUSTION 
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Lefax 
Heat of Combustion of Various Materials 
Heat Produced 
Material Burned to Authority 
Calories | B.T.U. 
per Gm. | per Lb. 
Alcohol, ethyl... .....<'. CO2+H:,0 liquid | 7,183} 12,931} Favre & Silberman 
Alcohol, ethyl........... CO2+H.0 liquid | 6,850} 12,530} Andrews 
Alcohol} methyl 2.5... .'.-. 5,322 | 9,579] Anonymous 
Alecoholstamiyles* tit. c. CO,+H:;0 liquid | 8,933 | 16,079 | Anonymous 
PAIN GATT OTAY tes eee ess gy ss es Sh204 961] 1,730} Dulong 
Asmlipltqmees sk costs 9,532 | 17,159} Slossen & Colburn 
Benzol, CeHe gas......... CO2+H,0 liquid | 10,070} 18,126} Berthelot 
Benzol, CeHe gas......... CO.+H:0 liquid | 9,650] 17,370} Anonymous 
Benzol, CeHe liquid... ... CO2+H.0 liquid | 10,030} 18,054) Stohman 
Cane sugar..:.....:.-... 3,961} 7,130] Berthelot 
Carbon, bisulfide.........} COz 3,401] 6,122} Favre & Silberman 
Carbon, crystallized...... CO 2,405 | 4,329] Berthelot 
Carbon, crystallized...... COz 7,859 | 14,146] Berthelot 
Carbon, amorphous...... CO 2,489 | 4,480] Berthelot 
Carbon, amorphous...... COz 8,137 | 14,647] Berthelot 
Carbon, amorphous...... COz 8,080 | 14,544] Berthelot 
Carbon, vapor. /.......: COz 11,328 | 20,890} Berthelot 
Carbon, vapor diamond. ..| CO: 11,134 | 20,041] Berthelot 
Carbonic, oxide CO...... CO2 5,640 | 10,152 | Thomsen 
Cellulosed Peete s.. 1.2. CO2+H:;0 liquid | 4,208} 7,574] Berthelot 
Charcodkeee, ave. os yaks» CO 2,473 | 4,451] Favre & Silberman 
Ghancoalipaaats sane stk: CO 2,442 | 4,396] Berthelot 
Citancodl see ese. 5 CO: 8,080 | 14,544] Favre & Silberman 
Gharcodlireren stk. 3.5 CO2 8,137 | 14,647) Berthelot 
Charcoal, beech.......... COz 7,140 | 12,852 | Schwackhéfer 
Charcoal sotties. . cs..).% CO 7,071 | 12,723 | Schwackhofer 
Charcoal, sugar>......... COz 8,040 | 14,472] Favre & Silberman 
Coal, anthracite......... 7,800 | 14,040] Various 
Coal, bituminous........ 8,500 | 15,3800 | Average of various 
Comlcokes see tia)... : 7,000 | 12,600} Average of various 
Coal, lignite: 7... 2... 6,900 | 12,420} Average of various 
GyanO@en.aker ou cs. coc. CuO 5,195] 9,851} Dulong 
Cokep masa el. ws. - CO2 8,047 | 14,485] Favre & Silberman 
Coke, petroleum......... COz 8,017 | 14,480 | Mohler 
(Competes nti o ees Sale ss CuO. 590} 1,062} Thomsen 
Dynamite. (5%. 620... ... 1,290) 2,322) Roux & Sarran 
Gas, acetylene C2H».....-}| COe+H.0 liquid | 12,142 | 21,855] Berthelot 
Gas, acetylene C.H2...... CO2+H.0 liquid | 11,527 | 20,749} Thomsen 
(Gasmcomleme itn 2.88 ic: 4 4,440| 7,990} Anonymous 
Gaswicgaliaemer notte. ahs 7,370 | 12,266 | Anonymous 
Gas, ethylene CoH,....... CO2+H.0 liquid | 11,858 | 21,344] Favre & Silberman 
Gas, ethylene CoHy...... CO.+H.,0 liquid | 12,072 | 21,730} Berthelot 
Gas, ethylene CoHy...... CO2.+H:,0 gas 11,293 | 20,827 | Berthelot : 
Gas, methane CHy....... _CO.+H.0 liquid | 138,063 | 23,513] Favre & Silberman 
Gas, methane CHy....... _CO.+H.0 liquid | 13,344 | 24,019] Berthelot 
Gas, methane CHy....... CO,+H.0 gas 12,066 | 21,719 | Berthelot 
Gas, petroleum.......... 10,800 | 19,440 | Anonymous 
Gas, producer........... : 773 | 1,391) Anonymous 
Gas, producer.......:... 1,370 | 2,466} Anonymous 
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Heat Produced 


Material Burned to 

Calories | B.T.U. 

per Gm. | per Lb. 

Gas, naphthalene........ CO2+H,0 liquid |. 9,793 | 17,637 
Gas, naphthalene........ CO2+H,0 liquid | 9,690 | 17,442 
Gas, naphthalene........ CO2.+H,20 gas 9,354 | 16,837 
Gass Water erent e er chose 2,350 | 4,230 
Gas waters oe tree cieore ae 3,032 | 5,458 
Glycerine eee eee CO.+H.,0 liquid | 4,816] 7,769 
Graphite.-apee CO; 7,901 | 14,222 
Gunpowder: Hemmer ose 750 | 1,350 
Hydrogen; siawm.ety-mGr H.0 liquid 34,462 | 62,032 
Hy drogensetiaiseee ee H:0 liquid 34,180 | 61,524 
Hy drogent.ereureie eee H..0 liquid 34,500 | 62,100 
Hy drogenk,.. aie ences H,0 gas 28,800 | 51,840 
Hy drogen?.2\.ccmeiin. ee H.0 gas 29,150 | 52,470 
nono kA eee ie Fe:04 1,702} 3,064 
Tron... 5 Heese) ase Fe.0s 1,582] 2,848 
Magnesium............- MgO 6,077 | 10,939 
Niekel. 7). seen ioe NiO 1,006} 1,811 
Oil, cottonseed... ....... 9,500 | 17,100 
Oil castor sivas ee 8,848 | 15,926 
Oil, coal, heavy::../-.1... 8,900 | 16,020 
Oil: olive: pee ete ee 9,862 | 17,751 
Oil Tinseediwaiees seh cee 9,430 | 16,974 
Oil. apes: see Se ee 9,489 | 17,080 
Oils echist teen cera ee 9,000 | 1,620 
Oil Sperm sense nets cnet 10,000 | 18,000 
Parathis. .. cere nt OF CO2+H.0 liquid | 11,140 | 20,050 
Paraithin. <): Mean dapeec.t bes CO2+H.,0 liquid | 10,340 | 18,612 
Peat aWe tains hawt sa eke gts ee 5,940 | 10,692 
Petroleum, crude........ 11,094 | 19,969 
Petroleum, refined....... 11,045 | 19,881 
Phosphorus wari ee P205 4,509) 8,116 
Phosphorisse nee P2O5 4,394 7,909 
Pitch) <cRh pep eae aero ae 8,400 | 15,120 
Silicon valde ve sive Bee SiO» 7,407 | 13,333 
Stearic acid’. sch faces CO2+H.0 liquid | 9,374 | 16,873 
DAN CI Gis fie Minera he dae CO2z+H.0 liquid | 4,228] 7,610 
Sulfur rhombies tem. SO2 2,221} 3,998 
Sulfur, rhombic.......... SO2 2,166] 3,899 
Sulfur, monoclinic........ SO2 2,241} 4,034 
‘Tallow sheesh eee tee 9,500 | 17,100 
ARHIOG Se cor etc ede AER PUA SnO2 1,233} 2,219 
EDIE. cease ON ae SnOz2 1,144] 2,059 
‘Purpentinem 47 satene oe 10,852 | 19,533 
Wood, beech, 12.9% H.O. 4,168] 7,502 
Wood, birch, 11.8% H,0.. 4,207 | 7,572 
Wood, oak, 13.3% H.0... 3,990 | 7,182 
Wood, pine, 12.2% H.O... 4,422 | 7,960 
ZING RAR cee aR eee ee ZnO 1,301] 2,342 
WAITAC Sacks hig ee RE ZnO 1,298 | 2,386 


Authority 


Anonymous 
Berthelot 
Berthelot 
Anonymous 
Anonymous 
Stohman 
Berthelot 
Various 
Favre & Silberman 
Thomsen 
Berthelot 
Thomsen 
Berthelot 
Dulong 
Anonymous 
Anonymous 
Dulong 
Anonymous 
Anonymous 
St. C. Deville 
Dulong 
Anonymous 
Stohman 
Anonymous 
Gibson 
Stohman 
Stohman 
Bainbridge 
Mohler 
Mohler 
Andrews 
Abria 
Anonymous 
Berthelot 
Stohman 
Berthelot 
Favre & Silberman 
Berthelot 
Thomsen 
Stohman 
Dulong 
Andrews 
Favre & Silberman 
Gottlieb 
Gottlieb 
Gottlieb 
Gottlieb 
Andrews 
Dulong 
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THE CALCULATION OF THE HEAT OF COMBUSTION OF 
MIXED FUELS 


The heating value of a mixed fuel is calculated from its constituents as 
found from ultimate analysis and any one of several formulas may be used 
for the determination. Dulong’s formula is probably the most used and is 
given below along with Mahler’s which has the same basic form. Practically 
every formula used is similar to the two given below. 


B.T.U. per lb. of Fuel = 14650C +62100(H — 40) Dulong 
B.T.U. per lb. of Fuel = 14650C +62100H —5400(0+N) Mahler 
where C = Parts carbon in fuel 


O= Parts oxygen in fuel 
H =Parts hydrogen in fuel 
N = Parts nitrogen in fuel 


Example.—It is desired to find how many British Thermal Units will be 
developed by a pound of coal the ultimate analysis of which is: 


Carbon =.7216 
Oxygen =.0785 
Hydrogen = .0496 
Nitrogen =.0166 


B.T.U. = (14650 X.7216) +62100( .0496 ae = 13,043.02 Dulong 


B.T.U. = (14650 X .7216) + (62100 X .0496) —5400(.0785-+-.0166) = 13,138.06 
Mahler 
The calorific value of the above coal as determined by tests of U. 8. Geo- 
logical Survey was 12,958 B.T.U. 
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HEATS OF FUSION OF CHEMICAL ELEMENTS AND INORGANIC 
COMPOUNDS 


PHYSIKALISCH-CHEMISCHE TABELLEN, 1912 


LANDOLT-BOERNSTEIN 


Heat of Fusion 


Meltine in Kg. Calories 
Substance nt or Authority and Date 
Does: 1-kilo- 1-gram- 
gram atom 
Bismuth: emer cen 266.8 12.64 2.63 Person, 1849 
Bismuth oeeeeees ache a 12.4 2.58 Mazzotto, 1891 
Bromine....... LM erat CAE —7.32 | 16.18 1.293 | Regnault, 1849 
Cacdimiuiniayeseae veer 320.7 13.7 1.54 Person, 1848 
Ohlone. sox, cece — 103.5 22.96 0.184 | Hstreicher & Staniewski, 
1910 

Copper. heen 43.0 2.74 J. W. Richards, 1903 
Galltum 22 ce eee eae 13 19.1 1.33 Berthelot, 1878 
Iron, cast—white.......... 32-34 Gruner, 1874 
Tron, cast—gray........... 23 Gruner, 1874 

Cad erie See orn te ne, Nee 325, 5.86 1.21 Rudberg, 1830 
en dite sioner ame 326.2 5.37 1.11 Person, 1849 
Pend tet). eaeeter atop se oe. 5.37 1.11 Mazzotto, 1891 
ter Re heed aku tan = Sarge hse as ih 322.4 5.32 ipl Spring, 1886 
Mea rathk ate se ee. wae Hed 6.45 1.34 Robertson, 1903 
Weer cuity: nro tere cas 2.84 0.57 Person, 1848 
Mereuryacc) oes. eee —38.7 2.75 0.55 Pollitzer, 1911 
INFGRCUT YA cd coterie —38.7 2.85 0.57 Koref, 1911 
Palladiimyheeas see ere hoe 1500 36.3 3.86 Violle, 1878 
IPHOSpPhOrUus saeecwie ee ener 27.35 4.74 0.147 | Pettersson, 1881 
Phosphorush ante pee 29.73 4,74 0.147 | Pettersson, 1881 
Phosphoruswete sees sete 40.05 4.97 0.154 | Pettersson, 1881 
Phosphoriiseriasee cee e 44.2 5.034 0.156 | Preson, 1848 
PIAtin Mae eere oe een ater 1779 27.2 5.3 Violle, 1877 
Pobassiuma ws oe hens ce eeeee, 58 LET 0.61 Joannis, 1887 
POUASSIUT = eee eee ree 13.61 0.532 | Bernini, 1906 
Silver. ewer eee cee * 999 21.1 2.28 Person, 1848 
Sodiimey ache eee ees 96.5 31.7 0.73 Joannis, 1887 
NSIOXE MINTO NN; Hee Minta isto estroge ae 17.75 0.408 | Bernini, 1906 
SUT U Sweuey eae oa oe peas US) 9.37 0.300 | Person, 1848 
Sulfurimonoteec aya 119 10.4 0.33 Wiegand, 1908 
HM OPM MRW Ons aOe ren Sipe Beso stools 4.6 290 7.2 1.47 Robertson, 1903 
Tin, ordinary, white........ 228 13.3 1.6 Rudberg, 1830 
Tin, ordinary, white........|: 232.7 14.25 1.70 Person, 1849 
Tin, ordinary, white........| 227.3 14.65 1.74 Spring, 1886 
Tin, ordinary, white........ | 13.06 1.62 Mazzotto, 1891 
Tin, ordinary, white........ 14.05 1.67 Robertson, 1903 

INCU AEE Ee eos” Peete 415.3 28.1* 1.84 Person, 1849 
UALAN Ge We She then oes, Sole cr cee herb 28.0 1.8 Mazzotto, 1891 


* Not reliable? 
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Inorganic Compounds 


Heat of Fusion 
Melting | in Kg. Calories 
Substance Point |-...__,, _...| Authority and Date 
Deg. C. | 1-kilo- | 1-gram- 
gram mol. 


Aluminum bromide, AlBr; 10.47 | 2.79 | Kablukow, 1908 
Ammonia, NH; —75 108.1 1.84 | Massol, 1902 
Antimony tribromide, SbBr; 94.6 9.76 | 3.51 | Tolloezko, 1901 
Antimony trichloride, SbCl; 2 13.29 | 3.01 | Tolloezko, 1901 
Arsenic tribromide, AsBr; 31.0 8.93 | 2.81 | Tolloezko, 1901 
Barium chloride, BaCl, 958.9 27.8 5.8 Plato, 1907 
Caesium hydroxide, CsOH 272.3 10.7 1.61 | v. Hevesy, 1910 
Caleium chloride, CaCl, 773.9 54.6 6.06 | Plato, 1907 
Calcium chloride, CaCl:.6H.O 28.5 40.7 8.9 Person, 1849 
Calcium nitrate, Ca(NO;)2.4H.O 42.4 33.49 | 7.94 | Pickering, 1891 
Carbon dioxide (5.10 atm.) —56.29 | 43.8 1.93 | Kuenen & Robson, 1902 
Hydrogen peroxide, H,O: 2.70 | 9.18 | de Forerand, 1900 


Norrs. For aluminum and iodine the only value available is the heat necessary 
to bring 1 kg. of the substance from 0° C. to the molten condition. It is, for aluminum, 
239.4 kg. calories per kg. and for iodine 11.7 kg. calories per kg. 

The value given by Smith is 334,21+0.08 joules. He assumes the mean calorie 
to equal 4.1832 joules. 


Heats of Fusion—Chemical Elements, Inorganic Compounds 


Heat of Fusion 


Substance 1-kilo- | 1-gram- Authority and Date 
gram mol. - 
- Tee 75.99 1.369 Pettersson, 1881 
q a 76.03 1375 Pettersson, 1881 
"eg 75.94 1.3868 Pettersson, 1881 
5 76.60 1.380 Pettersson, 1881 
mf HOTA 1.400 Pettersson, 1881 
 « 78.26 1.411 Zakrzewski, 1892 
me 79.25 1.428 Person, 1848 
Vas 79.06 1.424 Regnault, 1844 
g 79.25 1.428 Regnault, 1844 
ne 80.025 1.442 Bunsen, 1870 
Ee 79.24 1.428 Desains, 1843 
«(See Note 2) 79.896 + 1.440 A. W. Smith, 1903 
0.02 
f¢ 79.61 1.485 Bogoijiawlenski, 1905 
ra 79.2 1.427 Leduc, 1906 


me 79.67 1.436 W. A. Roth, 1908 
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Heats of Fusion—Chemical Elements, Inorganic Compounds (Continued) 


Heat of Fusion 


Substance 1-kilo- | 1-gram- 
gram mol. 
Iodine chloride, ICl 14.15 2.30 
ICla 16.42 2.66 
ie Ue ICI B 14.0 PRONE 
Lead bromide, PbBr2 12.34 4.53 
oe be 9.9 3.65 
Lead chloride, PbCl, 20.90 5.81 
18.5 Hallo 
Lead iodide, PbI: 11.50 5.30 
Lithium nitrate, LiNO; 88.5 6.10 
Mercuric iodide, Hg! 9.79 4.44 
Nitric acid, HNO; 9.54 0.601 
Nitric oxide, N20; 76.67 8.28 
NO, 32.2-37.2| 2.96-3.42 
Phosphoric Aa hypo. H4P2O6 61.23 8.30 
“ortho. H;PO.4 25.71 2.521 
Phosphorous acid, hypo. H,POz 35.00 2.31 
“ortho. H3PO; 37.44 3.072 
Potassium chloride, KCl 86.0 6.41 
dichromate, K.Cr.O; 29.8 8.77 
fluoride, KF 108.0 6.27 
hydroxide, KOH 28.6 1.61 
nitrate, KNO; 47.37 4.79 
nitrate, KNO; 20.0 Cary 
Rubidium hydroxide, RbOH 15.8 1.62 
Silver bromide, AgBr 12.6 PPSVE 
chloride, AgCl 21.3 3.05 
chloride, AgCl 30.7 4.40 
nitrate, AgNO; 17.6 2.99 
nitrate, AgNO; 15.2 2.58 
Sodium chlorate, NaClO; 49.6 5.25 
chlorate, NaClO; 48.4 5.15 
chloride, NaCl 12315 Wade 
chromate, NagCrO.-10H20 36.0 12.3 
chromate, NasCrO.-10H,O 39.2 13.4 
fluoride, Nal" 186.1 7.82 
hydroxide, NaOH 40.0 1.60 
nitrate, NaNO; 62.97 5.355 
nitrate, NaNO; 45.3 3.69 
phosphate, NaxsHPO,. 12H20} 66.8 23.9 
sulfate, NasSO.. 10H,O 51.2 16.5 
thiosulfate, NasS.O3. 5H.O 37.6 9.3 
Strontium chloride, SrCl, 25.6 4.06 
Sulfuric acid, H.SO, 8.77 0.860 
S04 24.031 2.358 
H.SO, 22.82 2.239 
H.SO, 25.98 2.559 
H.SO,.. HO 31072 3.68 
H.SO,.. H;O 38.97 4,52 
H.S0O.. H:O 39.92 4.63 
H.SO,.. HO 34.91 |, 4.05 
H.SO,.. HO 36.08 4.18 
H.SO,. HO 38.38 4.45 
Thallium bromide, TIBr 12.7 3.61 
chloride, TICl 16.6 3.98 


Authority and Date 


Berthelot, 1880 
Stortenbeker, 1892 
Stortenbeker, 1892 
Ehrhardt, 1885 

Goodwin & Kalmus, 1909 
Ehrhardt, 1885 

Goodwin &Kalmus, 1909 
Ehrhardt, 1885 

Goodwin & Kalmus, 1909 
Guinchant, 1907 
Berthelot, 1877 
Berthelot, 1874 

Ramsay, 1890 

Joly, 1886 

Thomsen, 1905 
Thomsen, 1905 
Thomsen, 1905 

Plato, 1906 

Goodwin & Kalmus, 1909 
Plato, 1907 

v. Hevesy, 1910 

Person, 1848 

Goodwin & Kalmus, 1909 
v. Hevesy, 1910 

Goodwin & Kalmus, 1909 
Goodwin & Kalmus, 1909 
Robertson, 1903 
Guinchant, 1907 
Goodwin & Kalmus, 1909 
Goodwin & Kalmus, 1909 
Foote & Levy, 1907 
Plato, 1906 

Berthelot, 1878 
Berthelot, 1878 

Plato, 1907 

v. Hevesy, 1910 

Person, 1848 

Goodwin & Kalmus, 1909 
Person, 1849 

Cohen, 1894 

v. Trentinaglia, 1876 
Plato, 1906 

Berthelot, 1874 
Pickering, 1891 

Knietsch, 1909 

Bronsted, 1910 
Berthelot, 1874 

Luginin & Dupont, 1911 
Pickering, 1891 

Hammerl 

Hammerl 

Bronsted, 1910 
Goodwin & Kalmus, 1909 
Goodwin & Kalmus, 1909 
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BRIEF SUMMARY OF SOME IMPORTANT CHEMICAL LAWS AND 
HYPOTHESES 


1. Avogadro’s Hypothesis.._Equal volumes of all gases at the same pressure 
and temperature contain an equal number of molecules. 

2. Boyle’s (or Mariotte’s) Law.—The volume of a gas at a constant tem- 
perature is inversely proportional to the pressure. 

3. Common Ion Effect—Repression of Ionization.—lonization is repressed 
by adding to the solution a salt which has a common ion with that of the solute. 

4, Complex Ions.—These consist of a group of elements, possessing char- 
acteristics distinct from the elements of which they are composed. Example 
K,Fe(CN). ionized = Ky and Fe(CN).5. KC1O; ionized =K and C103. 

5. Conservation of Mass, Law of.—The total weight of matter resulting 
from a combination or decomposition is always equal to the sum of the weights 
of the substances taking part in the reaction. In all chemical transformations 
except certain radioactive ones mass remains constant. 

6. Constant Proportion, Law of.—The elements combine with one another 
in absolutely fixed relative proportions by weight. 

7. Dalton’s Atomic Theory.—All matter consists of an aggregate of minute 
particles, or atoms, which are chemically indivisible. 

8. Dalton-Henry’s Law.—The pressure exerted by a mixture of gases 
occupying a given volume is equal to the sum of the separate pressures which 
the different gases would exert if they alone occupied the given volume. Every 
gas behaves with respect to its own particular properties just as if it alone was 
present. 

9. Dulong-Petit’s Law.—All elements in the solid state have the same 
atomic heat. That is, elements taken in proportion to their atomic weights 
require equal quantities of heat in order to be raised to the same temperature. 

10. Electrolytic Dissociation Theory of Arrhenius.—All substances which 
form solutions capable of conducting an electric current, the electrolytes, exist 
in solution, in part at least, as dissociated ions, atoms or atomic groups, carrying 
a definite charge of electricity. Each positive ion (cation) involves the presence 
of a negative ion (anion) carrying an equivalent amount of electricity. 

When two oppositely charged poles are placed in such a solution, the 
positively charged anode attracts the negative particles in the solution and 
repels the positive, while the negatively charged cathode attracts the positively 
charged particles and repels those negatively charged, a flow of electricity 
thus being produced. 

11. Electromotive or Potential Series——Metals placed in solution tend to 
pass from a free element to the ionic condition, the more positive elements will 
displace the less positive from their ionic condition. See list of elements 
given in order of activity, in the table in the latter part of this volume. 

12. Faraday’s Law.—In equal periods of time a current of definite strength 
separates the ions from the solutions of electrolytes in quantities by weight, 
which stand in the same ratio to one another as their equivalent weights, 1.e., 
their atomic weight divided by their valence. 

The strength of an electric current can be measured by determining the 
weight of silver deposited at the cathode in a given time from a solution of 
silver, or by measuring the volume of hydrogen or oxygen produced from water 
by the action of the current. 

13. Gay-Lussac’s Law (Charle’s Law).—At constant pressure, volumes of 
all gases increase on warming in the same proportion for every one degree. 
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The coefficient of expansion is 1/273 (0.003665). That is to say, for 1° C. 
increase in temperature the gas expands 1/278 of its volume. A volume of 
273 ml. of gas at 0° C. would become 274 ml. at 1° C. 

14. Hess’s Law of Constant Heat Summation.—The evolution of heat 
which accompanies a chemical process is always the same whether the process 
takes place in one step or whether it passes through a number of intermediate 
processes. 

15. Lavoisier-Leplace’s Law.—Every compound has a certain heat of 
formation which is equal to its heat of decomposition. 

16. Mass Action, Law of (Guldberg-Waage’s Law).—The speed of reaction 
between two substances in solution is directly proportional, at any moment, 
to the molar concentrations of these reacting substances in solution, and to a 
constant, which is characteristic of the chemical nature of the reacting com- 
ponents, and of the temperature. 

17. Multiple Proportion, Law of.—If two elements combine in more than 
one proportion, the masses of the one which combine with a given mass of 
the other bear a simple rational relation to one another, i.e., are always a 
whole multiple of the lowest. 

Example: N.O, N2O2, N203, N2Ou4, N2Os: the five oxides of nitrogen. 

18. Neuman-Kopp’s Law.—Molecular heat corresponds to the sum of 
atomic heats of the elements which constitute the molecule. 

19. Osmotic Pressure.—A substance in solution produces the osmotic 
pressure, at a given temperature, which it would exert, if it were contained as a 
gas, at the same temperature, in the volume occupied by the pure solvent of 
the solution. 

20. Periodic Law of Mendeleeff.—The properties of the elements are 
periodic functions of their atomic weights. 

21. Reversible Reaction.—Compounds in solution resulting from a chemical 
reaction in turn react forming the original compounds present. This re- 
versibility is prevented by removal from solution of one of the resulting com- 
pounds, by formation of an insoluble compound, which precipitates from 
solution, or a soluble complex or non-ionized substance, or by the formation 
of a gas which escapes. (See “ Common Ion Effect.’’) 

22. Law of Electrostatic Force. Coulomb’s Law.— 


F=force acting between two charged bodies. 
gq, and g2=quantities of electricity. 
C=specific inductive capacity or dielectric constant of the medium. 
23. Law of Joule.— 
h=rc?t X .2387 X 1077 calories 
h=amount of heat evolved in a given time. 
r=resistance to the passage of the current. 
e=strength of the curretn. 
t=time in seconds 
24. Ohm’s Law.— 
E 
: R 
C=strength of current. 
E=electromotive force. 


ra 


R=resistance. 
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REAGENTS AND STANDARD SOLUTIONS! 


This chapter consists of four sections, arranged as follows: 

I. Common desk reagents: solutions, such as those of acids, bases, common 
organic solvents, special salts. A 10% solution means 10 ml. of a liquid or 
- 10 g. of a solid diluted to 100 ml. (Approximate.) 

Il. Stock solutions of metallic or non-metallic ions for color matching, 
blank testing, etc. In this class belong solutions of arsenic, antimony, etc., 
for use in the Gutzeit tests, etc. 

Ill. Primary standard substances, standard solutions and indicator solu- 
tions for precipitation and oxidation-reduction volumetric analysis. (Acids 
and alkalies and their indicators are treated in the chapter on this subject in 
Vol. IT.) 

IV. Organic reagents. Primarily the better known organic precipitants 
are given. A few color reagents are included. 


I. COMMON DESK REAGENTS 


Reagent Per Vol. Vol. Res. Approx. | G. per 
Name Cent R. H2O sp.gr. N ml. 

muceieraciceelaciali... .a.....-....| LOO of a 1.06 7, 1.06 
ENG EUKCC ETHOS | MEN one 80 We a 1.07 15 0.84 
Acetic acid, dilute. ...0....6..5.+. 28 1 2 1.04 5 0.28 
Hydrochloric acid, conc.......... 40 = ES 1.20 13 0.48 
Hydrochloric acid, dil........:... 16 1 1.5 1.08 5) 0.19 
DNitmeacid, CONC! Socci.d- oe... -- 96 a Se 1.50 23 1.43 
Nitricractd comm’ lj). .......... 70 oF aE 142 ) 16 1.00 
INT aie PAG OL, 6005 Gee a nae ee 23 1 2 1.14 5 0.31 
Sulfuric acid, comes. ...«.......... 95 ae ; 1.84 36 alee 
SUL (ero BC Ws ar 14 1 6 1.09 5 0.25 
Ammonium hydroxide, conc....... 28 Mt, de 0.90 115) 0.26 
Ammonium hydroxide, dil........ 9 it 2 0.96 5 0.08 
Sodium hydroxide }...5..-0..5... 40 ar , 1.44 14 0.58 
Sodium hydroxide, dil............ 14 1 2 1.07 5) 0.20 


R=cone. reagent. Res.=resulting. N=normality. G. per ml.=grams of 100% 
reagent per ml. 


Acetic Acid, Glacial—C.P. 99.5% pure. Assay by titration and not by 
specific gravity because the 98% and the 80% solution have the same specific 
gravity, 1.067. The melting point determination gives results as good as those 
by titration. It is made after the manner of the “‘ titer test ”’ for acids, the tube 
being half filled, chilled to 10 to 11° C. and further chilled by placing the out- 
side bottle in ice-water; the temperature of the super-cooled acid rises to its 
melting point, where it remains stationary for some time. The melting points 
of the acids of various strengths are as follows: 100%, 16.75°; 99.5%, 15.65°; 
99%, 14.8° C. ip 

Alcohol, Ethanol, 95%.—To free the alcohol from aldehyde before preparing 
alcoholic potash, treat 1 liter of the alcohol with 1.5 g. silver nitrate dissolved in 
_ 3 ml, of water and shake thoroughly; dissolve 3 g. of KOH in 15 ml. of warm 


1 Revised and expanded by the Editor (N. H. F.). 
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alcohol, cool add to the alcoholic silver nitrate and shake thoroughly, best in a 
tall bottle. Let the silver oxide settle, siphon off the clear liquid and distill, 
with freshly ignited and quenched (under water) pumice added to prevent 
bumping. Alcohol for the free acid determination is prepared by placing 10 
10 to 15 g. of dry sodium carbonate in the re bottle, taking care to filter 
the solution before use. 

Amy] Alcohol, C.P. 

Alkaline Tartrate Solution.—See Tartrate Solution. 

Ammonium Acetate.—70% solution. Use the salt, or cautiously add 
1000 ml. of ammonium hydroxide to 1200 ml. of glacial acetic acid. 

Ammonium Carbonate.—250 g. of powdered salt per liter of solution, con- 
taining 100 ml. of concentrated ammonium hydroxide. The solution contains 
approximately 22% of (NH4)2CO; NHiCO.N Ho. 

Ammonium Chloride.—10% solution. 100 g. NH4Cl per liter. 

Ammonium Molybdate.—100 g. of pure molybdic acid are thoroughly mixed 
with 400 ml. of cold distilled water and 80 ml. of concentrated ammonia (sp.gr. 
0.90) are added. When solution is complete, pour the ammonium molybdate 
slowly and with constant stirring into a mixture of 400 ml. of concentrated 
nitric acid (sp.gr. 1.42) and 500 ml. of distilled water. This order of procedure 
should be followed, since a difficultly soluble oxide of molybdenum is formed 
if the nitric acid is poured into the ammonium molybdate, and filtration will be 
necessary. Fifty mg. (0.05 g.) of microcosmie salt dissolved in a little water, 
are added to clarify the reagent; the precipitate is agitated, then allowed to 
settle for 24 hours and the clear solution is decanted through a filter into a 
large reagent bottle. Sixty ml. of the reagent should be used for every 0.1 g. 
of P.O; present in the solution to be analyzed. 

Ammonium Nitrate.—20% solution. 200 g. of NH4NOs per liter. 

Ammonium Oxalate.—4% solution. 40 g. of (NH»2)2C.O4:2H20 per liter. 

Ammonium Phosphate.—10% solution. 100 g. of (NH4)2HPOs, per liter. 
Sodium ammonium hydrogen phosphate, microcosmic salt, may be used in- 
stead, but diammonium phosphate is preferable. 

Ammonium Sulfate-——25% solution. 250 g. of (NH,4)2SOz per liter. 

Ammonium Sulfide (Colorless).—Saturate 750 ml. of concentrated am- 
monia with hydrogen sulfide gas and add 500 ml. of concentrated ammonia and 
1000 ml. of water 

Ammonium Polysulfide (Yellow).—To a solution of ammonium sulfide 
made according to the preceding direction, add 75 g. of flowers of sulfur and 
shake thoroughly. 

Barium Chloride.—A 10% solution. 100 g. of BaCl.-2H,O per liter. 

Barium Chloride.—For sulfate determinations; 5% solution of the an- 
hydrous salt or a 6% solution of the crystals. 

Barium Hydroxide.—5% solution. 50 g. of Ba(OH)»:8H20 per liter. 

Bromine.—Pure liquid bromine. An approximate N/3 solution is made 
by dissolving 26.6 g. of bromine in 1 liter of carbon tetrachloride. 

Bromine-Potassium Bromide Solution.—320 g. of potassium bromide are 
dissolved in water barely sufficient to cause solution and mixed with 200 ml. 
of bromine, the latter being poured into the saturated bromide solution. 
After mixing well the solution is diluted to 2000 ml. Used for sulfur deter- 
minations, 
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Calcium Chloride—10% solution. 100 g. of CaCl.-6H2O per liter. 

Acid Calcium Chloride Solution.—Saturate a mixture of 90 parts of water 
and 10 parts concentrated HCl (sp.gr. 1.20) with calcium chloride. 

Calcium Hydroxide (Lime water).—A saturated solution of Ca(OH)». 
Keep tightly stoppered; decant or filter before use. 

Cinchonine Solution.—Dissolve 125 g. of the alkaloid in dilute HCl (1 
part of acid to 1 of water) and diluting to 1 liter with HCl of the same strength. 

Cinchonine Wash Solution.—30 ml. of the cinchonine solution and 30 ml. 
of concentrated HCl diluted to 1 liter. 

Cinchonine Potassium Iodide Solution.—10 g. of cinchonine are dissolved 
by treating with the least amount of nitric acid that is necessary to form a 
viscous mass and taking up with about 100 ml. of water. The acid is added a 
drop at a time and an excess must be avoided. Twenty grams of potassium 
iodide are dissolved separately and the cinchonine solution is added. The 
resulting mixture is diluted with water to 1000 ml. After allowing the reagent 
to stand 48 hrs., any precipitate that forms is filtered off and the clear product 
is ready for use. The reagent preserved in a glass-stoppered bottle keeps 
indefinitely. It should be filtered free of suspended matter before use. 

Citric Acid.—One part of acid in 3 parts of water. One hundred ml. of 
nitric acid should be added to each liter to prevent growth of moulds. 

Citrate of Ammonia.—25 g. of the salt per 50 ml. of water. 

Cuprous Chloride, Acid, for Gas Analysis.—The following simple method 
is effective: Cover the bottom of a two-liter bottle with a layer of copper 
oxide or ‘scale’ 3g” deep; place in the bottle a number of pieces of rather 
stout copper wire reaching from the top to the bottom, and sufficient to make a 
bundle an inch in diameter; fill the bottle with HCl of sp.gr, 1.10 (approx.). 
The bottle is shaken occasionally, and when the solution is colorless, or nearly 
so, it is poured into half-liter reagent bottles, containing copper wire, ready for 
use. The space left in the stock bottle should be filled immediately with 
hydrochloric acid (sp.gr. 1.10). 

By adding copper wire, oxide or acid when necessary, a constant supply of 
this reagent may be kept on hand. 

The absorption capacity of the reagent per ml. is 15 ml. of CO according to 
Winkler; and 4 ml. according to Hempel. 

Care should be taken that the copper wire does not become entirely dis- 
solved and that it extend from the top to the bottom of the bottle; further, 
the stopper should be greased thoroughly in order to exclude air more com- 
pletely and thus avoid oxidation of the cuprous salt (indicated by brown color) 
and weakening of the absorbing power. 

Cuprous Chloride, Ammoniacal, for Gas Analysis.—The acid cuprous chlo- 
ride is treated with ammonia until a faint odor of the latter is perceptible; 
copper wire should be kept in the solution just as with the acid reagent. The 
alkaline solution has the advantage that it can be used when traces of hydrogen 


. chloride might be harmful to subsequent determinations, as, for example, in 


the determination of hydrogen by absorption with palladium. It has the 
further advantage of not soiling mercury as does the acid reagent. 

Absorption Capacity.—1 ml. absorbs 1 ml. of CO. 

Cuprous chloride is at best a poor reagent for the absorption of carbon 
monoxide; to obtain the greatest accuracy where the reagent has been much 
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used, the gas should be passed into a fresh pipette for final absorption, and the 
operation continued until two successive readings agree. The compound 
formed by the absorption-possibly Cu2zCOCl2—is very unstable, as carbon 
monoxide may be freed from the solution by boiling or placing it in vacuo. 
Even if the reagent is shaken with air the gas is given off as is shown by increase 
in volume and subsequent diminution when the gas is shaken with fresh reagent. 

Devarda’s Alloy.—Forty-five parts of aluminum, 50 parts of copper and 5 
parts of zinc. The aluminum is placed in a Hessian crucible in a furnace until 
the aluminum begins to melt, copper is now added in small portions until 
liquified and zine is then plunged into the molten mixture. The liquid is 
heated for a few moments, covered and then stirred with an iron rod, allowed 
to cool slowly with the cover on and the crystallized mass is pulverized. 

Ferric Chloride.—10% solution. 100 g. of FeCl;-6H.O per liter. 

Ferric Nitrate.—One part of the salt in 6 parts of water. It is well to add a 
little nitric acid to prevent hydrolysis. 

Hydrochloric Acid, Arsenic-free—The commercial acid is treated with 
potassium chlorate to oxidize the arsenic to its higher form and the acid dis- 
tilled. The distilling apparatus may be arranged so that constant distillation 
takes place, acid from a large container dropping slowly into a retort containing 
potassium chorate; fresh hydrochloric acid is supplied as fast as the acid distills. 
See Fig. 13, page 104. 

Hydrogen Peroxide.—30% solution. If this is not available sodium per- 
oxide added to sulfuric acid will serve for many of its applications. 

Lead Acetate Test Paper (H,S Removal).—Large sheets of qualitative 
filter paper are soaked in a dilute solution of lead acetate and dried. The paper 
is cut into strips 7X5 cm. 

Lead Acetate Cotton Preparation.—A roll of absorbent cotton is opened 
and saturated with a 10% solution of lead acetate, and the surplus drained off. 
The material is dried on a line in a warm place away from hydrogen sulfide, 
rather than in an oven. The dry material is stored in a stoppered bottle until 
needed. 

Magnesium Ammonium Chloride. Magnesia Mixture.—For precipitation 
of ammonium magnesium phosphate, 110 g. of magnesium chloride (MgCl.-- 
6H.O) are dissolved in a small amount of water. To this are added 280 g. 
of ammonium chloride and 700 ml. of ammonia (sp.gr. 0.90); the solution is 
now diluted to 2000 ml. with distilled water. The solution is allowed to stand 
for several hours and then filtered into a large bottle with glass stopper. Ten 
ml, of this solution should be used for every 0.1 g. of P.O; present in the sample 
analyzed. For quantitative use the reagent should be prepared frequently in 
small lots, or if prepared in large lots should be stored in a resistant vessel. 
For qualitative use the solution must be filtered if any sediment of silica appears. 

Magnesia Wash Solution.—Dissolve 100 g. of NH,NO; in water, add 335 
ml. of concentrated NH,OH and dilute to 1000 ml. 

Manganous Sulfate Solution.— Dissolve 48 g. of manganous sulfate in 100 
ml. of water. 

Mercuric Chloride.—Saturated solution of HgCl. (60-80 g. per liter). 
The solubility rises rapidly with temperature rise). 

Mercuric Chloride.—5% solution. 50 g. of HgCl. per liter. 
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Mercuric Chloride or Bromide Paper, Sensitized.—20 20 in. Swedish 
Filter Paper No. 0 is cut into four equal squares. For use in the large Gutzeit 
apparatus the paper is dipped into a 3.25% solution of mercuric chloride 
(mercuric bromide may be used in place of the chloride) or if it is to be used in 
the small Gutzeit apparatus, it is dipped into a 0.35% mercuric solution. 
(The weaker the solution the longer and less intense will be the stain.) The 


- paper should be of uniform thickness, otherwise there will be an irregularity 
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in length of stain for the same amount of arsenic. See Chapter on Arsenic. 

Nessler’s Solution.—Dissolve 50 g. of potassium iodide in the smallest 
possible quantity of cold water. Add a saturated solution of mercuric chloride 
until a faint show of excess is indicated. Add 400 ml. of 50% KOH solution. 
After the solution has clarified by settling, make up to 1 liter with water, allow 
to settle and decant; solution used for determining NH; in water. 

Palladous Chloride.—Five grams of palladium wire are dissolved in a 
mixture of 30 ml. of HCl and 2 ml. of HNO;; the solution is evaporated just to 
dryness on a water bath, treated with 5 ml. of HCl and 25 ml. of water, and 
warmed until solution is complete. Upon dilution to 750 ml. the solution 
contains about 1% of palladous chloride and will absorb about two-thirds of 
its volume of hydrogen. 

Paraffin.— Dissolve in carbon tetrachloride and use solution for covering 
reagent labels. 

Peroxide Solution.—Dissolve 4 g. of sodium peroxide in 125 ml. of dilute 
sulfuric acid (1 vol. acid to 3 of water) and dilute to 500 ml. Used in titanium 
colorimetric determinations. 

Potassium Ferricyanide.—The salt should be free of ferrocyanide, since the 
latter produces a blue color with ferrous salts. A crystal the size of a pinhead 
is dissolved in 50 ml. of water. The solution is made up fresh for each set of 
spot tests. 

Potassium Fluoride Solution.—Dissolve 100 g. of potassium fluoride in 


‘about 1200 ml. of hot CO.-free water; neutralize with hydrofluoric acid or 


potassium hydroxide as the reagent may require, using 5 ml. of phenolphthalein 
as indicator. Dilute sulfuric acid may be used in place of hydrofluoric acid in 
the final acid adjustment to get a neutral product. One ml. of the solution 
in 10 ml. of CO.-free water should appear a faint pink. The concentrated 
mixture is filtered if necessary and then diluted to 2000 ml. with CO,.-free 
water. The sp.gr., will now be approximately 1.32 or about 35° Baumé. 
One ml. contains 0.5 g. of potassium fluoride. 

Potassium Hydroxide.—(a) For carbon dioxide determinations, 500 g. of 
the commercial hydroxide are dissolved in 1 liter of water. Absorption capac- 
ity: 1 ml. absorbs 40 ml. of COs. 

(6) For the preparation of potassium pyrogallate for special work, 120 g. 
of the commercial hydroxide are dissolved in 120 ml. of water. 

Potassium Iodide Solution.— Dissolve 250 g. of potassium iodide, free from 
iodate, in distilled water and dilute to 1000 ml. 

Potassium Permanganate.—For oxidation purposes. A 2% solution fil- 
tered free of the dioxide is required. 

Potassium Pyrogallate.—Except for use with the Orsat or Hempel appa- 
ratus, this solution should be prepared only when wanted. The most con- 
venient method is to weigh out 5 g. of the solid acid on paper, pour it into a 
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funnel inserted in the reagent bottle, and pour upon it 100 ml. of potassium 
hydroxide containing 120 g. of KOH. The acid dissolves at once, and the 
solution is ready for use. Attention is called to the fact that the use of potas- 
sium hydroxide purified by alcohol has given erroneous results. Absorption 
capacity. 1 ml. absorbs 2 ml. of oxygen. 

Schiff’s Fuchsin Bisulfite Reagent.—See Index. 

Sodium Bismuthate.—Prepare as follows: Heat 20 parts of sodium hy- 
droxide to redness in an iron or nickel crucible, and add in small quantities at 
a time, 10 parts of basic bismuth nitrate, previously dried in an oven. Then 
add 2 parts of sodium peroxide and pour the brownish yellow fused mass on an 
iron plate to cool; when cold, break it up in a mortar, extract with water, and 
collect on an asbestos filter. The residue after being washed four or five times 
by decantation is dried in a water oven, then broken up and sieved to give a 
finely powdered product. 

Sodium Carbonate.—10% solution. 100 g. of NasCOs per liter. 

Sodium Hydroxide.—Standard solutions—See Acidimetry and Alkalimetry, 
Vol. II. Also Alkalimetric Determination of Phosphorus. 

Sodium Hydroxide Solution, Alcoholic——Dissolve pure sodium hydroxide 
in 95% alcohol in proportion 22 g. NaOH per liter. Let stand in a stoppered 
bottle. Decant the clear liquid into another bottle and keep well stoppered. 
This solution should be colorless or only slightly yellow when used; it will 
remain colorless longer if the alcohol is previously treated with NaOH (about 
80 g. to 1000 ml., kept at about 50° C. for 15 days and then distilled. 

Sodium Sulfide-——10% solution, made from colorless crystals. Sodium 
sulfide may be made by saturating a concentrated solution of sodium hydroxide 
with hydrogen sulfide, then adding an equal volume of the sodium hydroxide. 
The solution is diluted to the required volume, allowed to stand several days, 
and filtered. 

Sodium Metabisulfite.——Solid salt, NaoS.Os. 

Sulfuric Acid.—See Acidimetry and Alkalimetry Vol. II. 

Stannous Chloride Solution.—60 g. of the crystallized salt are dissolved in 
600 ml. of concentrated HCl and made up to one liter. The solution should be 
kept well stoppered. 

Starch Solution.—5 g. of potato or arrowroot starch are rubbed up to a paste 
with cold water, and the paste is poured into 2 liters of boiling distilled water. 
(Soluble starch preparations are convenient to use.) 

Preservatiwes.—Various substances may be used: (a) 2 mg. of mercuric 
iodide added to the hot solution; (6) A few ml. of 5% NaOH added to the hot 
solution; (c) 10 ml. of 1% solution of salicylic acid per liter of starch solution; 
(d) A few drops of chloroform per liter of the starch solution; (e) A few ml. of 
10% ZnCl. solution per liter of starch. (f) Sodium chloride and acetic acid.— 
The starch solution is prepared by adding 500 ml. of a saturated solution of 
sodium chloride (filtered), 100 ml. of 80% acetic acid and 3 g. of starch, mixing 
the substances in the cold, then boiling about 2 minutes. A solution thus 
prepared keeps indefinitely. 

Tartrate Solution, Alkaline—25 g. of C.P. sodium potassium tartrate, 
NaKC,H.0¢°4H:20, is dissolved in 50 ml. of water. A little ammonia is 
added and then sodium sulfide solution, After settling for some time the 
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reagent is filtered. The filtrate is acidified with hydrochloric acid, boiled free 
of H.S, again made ammoniacal and diluted to 100 ml. 

Thymol Solution 1%.—The thymol is dissolved in a little glacial acetic acid 
containing 10% ethyl alcohol, and this solution is added to concentrated 
sulfuric acid. Addition of the thymol directly to the acid would produce a 
colored solution. The reagent should be kept protected from strong light, 
otherwise it will become colored. 

Zinc, Amalgamated.—Mercuric chloride in sufficient quantity to make 
1-2% of mercury in the amalgam is dissolved in a suitable volume of water, 
and the zine (shot, or feathered 20 mesh) is poured into the mercury solution. 
In a few minutes the amalgam is washed well by decantation with distilled 
water. If the amalgam is to be used immediately it should be kept under 
distilled water; otherwise the powder should be dried and bottled. (Per 1 kg. 
of zine use 13.5-27 g. mercuric chloride dissolved in 1 liter of water.) 


Il. STOCK SOLUTIONS OF METALLIC OR NON-METALLIC IONS 


In this section are given directions for preparation of solutions for color 
matching tests, etc. The solutions should be prepared accurately from mate- 
rials of known purity using good quantitative technique. 

Ammonium Chloride.—Dissolve 3.82 g. of ammonium chloride in 1 liter 
of distilled water. Dilute 10 ml. of this solution to 1 liter with ammonia-free 
water. 1 ml.=0.00001 g. of nitrogen. Used in water analysis. 

Arsenic Standard Solution—One gram of resublimed arsenious oxide, 
As»O3, is dissolved in 25 ml. of 20% sodium hydroxide solution (arsenic free) 
and neutralized with dilute sulfuric acid. Dilute with fresh distilled water to 
which 10 ml. of conc. H2,SO, have been added, to a volume of 1000 ml. Ten 
ml. of this solution is again diluted to 1 liter with the distilled water plus 1% 
sulfuric acid. One ml. of the final solution contains 0.001 mg. of As2Q3. 
Used in arsenic determinations by Gutzeit and Marsh methods. 

Standard Antimony Solution.—A stock solution is made up by weighing 
out 0.553 g. of KSbOC.H.0, which is dissolved in distilled water and diluted 


to 2000 ml. which represents 0.0001 g. Sb per ml. 


From the above stock solution take 100 ml. and make up to 1000 ml.; 
this solution now contains 0.00001 g. Sb per ml., and it is used for making 
standard stains and for color comparison purposes. 

Bismuth Standard Solution.—One gram of metallic bismuth is dissolved in 
the least amount of (1 : 1) nitric acid that is necessary to keep it in solution 
and diluted to 1000 ml. in a calibrated flask. One hundred ml. of this solution 
is diluted to 1000 ml. One ml. of this diluted solution contains 0.0001 g. 
of bismuth. 

Copper Standard Solution.—One g. of purest electrolytic copper is dis- 
solved in 20 ml. of dilute nitric acid, sp.gr. 1.2 and the solution is made up 
to 1000 ml. 

Standard Iron Solutions.—(1) A ferric solution, the iron content of which 
has been determined, is diluted and divided so as to obtain 0.0004 g. of Fe. 
This is made up to 2 liters with water containing 200 ml. of iron-free C.P. 
H.SO., One hundred ml. of this solution, together with 10 ml. of N ammo- 
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nium thiocyanate solution, is used as a standard. One hundred ml. contain 
0.00002 g. of Fe. 

Normal ammonium thiocyanate contains 76.1 g. NHiCNS per liter. 

(2) 8.6322 g. of ferric ammonium alum are dissolved in dilute hydrochloric 
acid and made up to 1 liter. The iron is determined in 100 ml. portions by 
the bichromate method. One ml. will contain about 0.001 g. of iron. 

Standard Lead Solution.—A convenient solution is made by dissolving 
0.1831 g. of lead acetate, Pb(C2H3;02)2:3H.O, in 100 ml. of water and adding 
a few drops of acetic acid if necessary to clear up the cloudiness (basic salt) 
and diluting to 1000 ml. When 10 ml. of this solution are diluted to 1000 ml. 
each ml. of the resulting solution contains 0.000001 g. Pb. 

Harcourt has suggested a permanent standard made by mixing ferric, 
copper and cobalt salts. For example, 12 g. of FeCl; together with 8 g. of 
CuCl; and 4 g. of Co(NOs3)2 are dissolved in water, 400 ml. of hydrochloric 
acid added and the solution diluted to 4000 ml. 150 ml. of this solution to- 
gether with 115 ml. of hydrochloric acid (1 : 2) diluted to 2000 ml. will give 
a shade comparable to that produced by the standard lead solution above, 
when treated with the sulfide reagent. The exact value per ml. may be ob- 
tained by comparison with a lead standard. 

Potassium Nitrate Standard.—Recrystallize the purest obtainable material 
and dry first at 100° and then at 210°C. to constant weight. Chlorides, 
sulfates, carbonates, Ca, Mg, and Na are tested for and if present are deter- 
mined and corrections applied. 

Used as a standard in the Devarda method for determining nitrate. 


III. PRIMARY STANDARDS; STANDARD SOLUTIONS: INDI- 
CATORS: PRECIPITATION AND OXIDATION- 
REDUCTION REACTIONS 


In this section are found data on some of the most frequently used standard 
substances, standard solutions and indicators for precipitation and oaidation- 
reduction reactions. The standards, standard solutions and indicators for the 
field of Acidimetry and Alkalimetry are given in the chapter on this subject 
in Vol. II. 

Volumetric reagents should be standardized at 20° C. if possible. The 
temperature at the time of standardizations. should be noted in order to be 
able to correct for temperature variations during the use of the solution. 
A rise in temperature expands the solution and makes the concentration of the 
dissolved substance lower per ml., whereas a fall in temperature has the oppo- 
site effect. 

PRIMARY STANDARD SUBSTANCES 


If pure substances or substances of known purity are available the solution 
may be made up to any desired exact normality by weighing the standard 
substance and diluting it to the calculated volume. In many cases it is not 
advisable to use the foregoing “‘ direct method,” but to make up a solution 
of approximately known normality and then to standardize the solution by 
using it to titrate measured samples of a solution or better weighed samples 
of a primary standard substance. When the data are found it is desirable to 
note on the vessel the date of preparation, molar concentration, normality, 
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temperature of preparation, etc. Instead of expressing the concentration in 
terms of normality (5 N, N, 0.1 N, etc.) many prefer to use a factor which 
will convert the ml. of solution used into the equivalent of solution of some 
exact normality, as for example 0.5000 N, 0.1000 N, etc. 

Illustration. Suppose 52.50 ml. of a solution were equivalent to 55.00 ml. 
of normal solution; the factor is: 


55.00 

52.50 
multiplied by the factor 1.048 give the number of ml. of exactly 1.000 N solu- 
tion used. 

In general the factor equals the ratio of the number of ml. used to the 
number of ml. of a theoretically correct solution. 

The expression of the concentration of a solution on the normality basis 
makes the calculations simple and of similar pattern for all types of volumetric 
processes. To find the weight of some desired substance: 


=1.048. Any volume of the solution used in a titration would if 


VXNXm.e.=wt. of substance desired, 


where V=nl. of standard solution used in a titration, 
N=Normality of the standard solution used in the titration, 
m.e.=The milliequivalent (1/1000th of the Eq. wt.) of the substance 
sought. 


Primary Standards.—It is possible to set up a consistent set of solutions 
for all branches of volumetric analysis with the aid of very few pure sub- 
stances. Two or three appropriate substances from the list: Arsenious oxide; 
potassium bi-iodate (KH(1Os;)2); potassium acid phthalate; potassium bicar- 
bonate; potassium dichromate; potassium bromate; potassium iodate; silver; 


sodium carbonate (from the bicarbonate) ; constant boiling hydrochloric acid; 
sodium oxalate. For work of good quality the standards should be pure to 


better than 99.9%. Arsenious oxide, sodium oxalate, potassium acid phthalate 
benzoic acid and certain other substances may be obtained from the National 
Bureau of Standards at moderate cost. It is fairly easy to purify many of 
the substances by 1 to 3 recrystallizations of materials of the quality sold for 
analytical reagent use. 


A. PRECIPITATION REACTIONS 


Ammonium Molybdate.—4.75 g. of the salt are dissolved and made up to 
lliter. One ml. is equivalent to approximately 1% of Pb if a half gram sample 
is weighed for analysis. Used in lead determinations. 

Ammonium Thiocyanate.—See Potassium Thiocyanate. 

Eosin, Indicator Solution.—Dissolve 0.5 g. of the sodium derivative, 
CoH.BriO;Nae, in 100 ml. of water. Suitable indicator for the titration of 
bromide, iodide or thiocyanate with silver nitrate. 

Ferric Indicator.—Saturated solution of ferric ammonium alum. If the 
alum is not available, FeSO, may be oxidized with nitric acid and evaporated 
with sulfuric acid to expel nitrous fumes. A 10% solution is desired. Five 


mi. of either reagent is used per titration. Used in titrating silver by the 


Volhard method. 
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Fluorescein, Indicator.—A 0.2% solution of sodium fluoresceinate (Uranin) 
in water, or 0.2% solution of fluorescein in alcohol is used. Used in the 
titration of chloride, bromide or iodide with silver. 

Dichlor(R)fluorescein Indicator.—A 0.1% solution of the sodium salt in 
water or of the acid in 60-70% alcohol is used. This indicator is well adapted 
for the determination of chloride in water supplies; fluorescein is not satis- 
factory for use in water analysis. 

Potassium Chloride.—Primary standard for silver solutions. The reagent 
salt may be further purified, if necessary, by precipitating the potassium 
chloride from a nearly saturated solution by leading hydrogen chloride gas 
-into the solution through an inverted funnel. The precipitated potassium 
chloride is collected on a sintered glass or other suitable filter medium, washed 
sparingly with cold saturated KCl solution (from purified material), dried and 
heated to fusion in a platinum vessel. The material is powdered and bottled 
while still hot. 

Potassium Ferrocyanide, Standard Solution for Zinc Determination.— 
21.12 g. of the crystallized salt (trihydrate) per liter. One ml. of the solution 
is equivalent to about 1% of Zn in a 0.5 g. sample. 

Standardization. Low’s Method.—Weigh carefully 0.2 g. of pure azine, 
place in an 8-oz. flask and add 10 ml. of cone. HCl (sp.gr. 1.2). When the 
zine has dissolved, dilute with 25 ml. of water, add a few drops of litmus 
solution and make slightly alkaline with ammonia. Again acidify with HCl 
adding 3 ml. in excess. Dilute to about 250 ml. with hot water and titrate 
with the ferrocyanide solution using a 15% uranium nitrate solution as an 
outside indicator, making the tests by the usual spot-plate technique. A brown 
tinge obtained by adding a drop of the solution titrated to a drop of uranium 
nitrate on a white tile is the end-point desired. It is advisable to divide the 
solution and to reserve a portion which is added near the end-point, in order 
to avoid overstepping the end-point. (See Chapter on Zine for use of internal 
indicators.) 

Potassium Ferrocyanide for Zinc Determinations.—42.24 g. of the pure 
crystallized reagent are dissolved and made up to 1 liter. One ml. =approxi- 
mately 0.010 g. Zn. The solution should be allowed to stand about 4 weeks 
before using. 

Standardization. New Jersey Zinc Co. Method—Weigh into tall 400-ml. 
beakers several portions of pure zinc of about 0.35 g. each. Cover with water 
and add 10 ml. of HCl, sp.gr. 1.2, to dissolve. Now add 13 ml. of ammonia, 
sp.gr. 0.90, then make acid with HCl and add 3 ml. in excess. Add 0.03 or 
0.04 mg. of ferrous iron in the form of ferrous sulfate solution and dilute to 
about 200 ml. with distilled water. Heat to boiling and titrate as follows: 
About 14 of the solution is reserved in a small beaker and the ferrocyanide is 
added to the main solution with vigorous stirring. The solution takes on a 
blue color which changes to a creamy white when an excess of ferrocyanide 
is added. Now add a few ml. more and pour in the reserved portion of the 
zine solution, excepting about 5-10 ml. ‘Add ferrocyanide until the end-point 
is reached and add about 4% ml. more. The last of the reserved zine solution 
is then poured into the beaker, washing out the small beaker with a portion 
of the main solution, and the ferrocyanide is added drop by drop until the 
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blue color fades sharply to a pea-green with one drop of ferrocyanide. This is 
the end-point. Repeat until concordant values are obtained for the normality. 

Potassium or Ammonium Thiocyanate, 0.1 N Solution—About 8 g. of 
ammonium or 10 g. of potassium thiocyanate are dissolved in water and diluted 
to 1 liter. The normality of the solution is determined by titrating aliquot 
portions of standard silver nitrate, or by titrating the solutions of separate 
weighed portions of pure silver. 

Silver Nitrate Standard Solution, 0.1 N.—This solution contains 10.788 g. 
of Ag or 16.989 g. of AgNOs; per liter. The silver nitrate dried at 120° C. 
or pure silver may be used; the required weight of the latter may be dissolved 
in nitric acid and made to 1 liter. If pure materials are not available a solution 
may be prepared of approximately 0.1 N concentration and standardized 
against pure NaCl. 

Silver, Preparation of Pure Metal.—The volumetric methods used for the 
determination of silver in materials rich in silver require silver of high purity. 
The electrolytic method described below is preferred by many laboratories 
which are suitably equipped. 

By Knorr’s method, a solution of silver nitrate from which excess of nitric 
acid has been removed by evaporation is freed of metallic impurities by pre- 
cipitating about 1/10th of the silver with sodium carbonate, boiling and filter- 
ing. The silver in the filtrate is precipitated by adding sodium carbonate, 
and the precipitate is decomposed without addition of reducing agent by 
melting in a crucible. Excess sodium carbonate carried down by the precipi- 
tate serves to cover the melt; the sodium carbonate that adheres to the metal 
is removed by hydrochloric acid. The metal is smelted under charcoal. 
Weighed portions are used for the standardization. 

Sodium Chloride.—Analytical reagent grade material may be purified, if 
qualitative tests indicate this to be necessary, in the same manner as described 


' for potassium chloride. The pure material is dried and 5.845 g. are made up 


to 1 liter for 0.1 N solution. 


B. Oxipwine AND Repucinec AGENTS; OxipaTION-RxEDUCTION INDICATORS 


In this section there are listed alphabetically the most frequently used 
standard substances, standard solutions and indicators, together with certain 
standardization procedures and literature references to leading articles or 
review papers. 

Arsenious Oxide, Primary Standard.—Obtainable from the National Bu- 
reau of Standards. The reagent grade article may be further purified, if 
qualitative tests prove this to be necessary, by dissolving the oxide in hot HCl, 
filtering the hot saturated solution, cooling, decanting, washing the oxide free 
of acid, drying and finally subliming. For methods of testing the purity of 
commercial arsenious oxide see I. M. Kolthoff, Vol. Analysis, II, p. 362 (trans- 
lation by N. H. Furman, publ..by John Wiley & Sons, Inc., New York, 1929). 

Standard Arsenite. Tenth Normal Arsenious Acid.—As,.O; is equivalent 
to 2 I., ie. to 4 H; hence 14 of the gram molecular weight of the oxide is the 


82 . i 
ms =49.455 g. For 1 liter of 0.1 N solution 4.9455 g. 


equivalent weight. 


is taken. 
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(a) Solution for Titrating,lodine-—Dissolve 4.946 g. of pure arsenious oxide 
in a warm solution of 10 g. of pure NaOH in 30-40 ml. of water. Dilute the 
solution to about 250 ml. and saturate it with carbon dioxide. Remove the 
tube, washing it thoroughly and letting the washings flow into the flask. 
Make the solution uniform after diluting to 1 liter. A solution prepared care- 
fully in this manner is stable and does not need to be standardized. 

Alternate Procedure.—The weighed quantity of arsenious oxide is dissolved 
by adding 2-3 g. of sodium hydroxide in a little water; the excess of alkali is 
neutralized with dilute sulfuric acid until a few drops of phenolphthalein indi- 
cator are just decolorized. Then 500 ml. of a solution of sodium bicarbonate 
(about 25 g.) are added; if the color returns add a few drops of sulfuric acid 
to destroy it. The solution is made up to the final volume. 

If necessary, the reagent is standardized against an iodine solution or 
against weighed quantities of pure iodine. 

(b) A convenient solution for standardizing various oxidizing agents (potas- 
sium permanganate, ceric sulfate, potassium bromate, potassium iodate, 
iodine) is made by dissolving 4.946 g. of the pure arsenious oxide in a solution 
of 2-3 g. of sodium hydroxide in 30-40 ml. of water. The solution is then 
made slightly acid with dilute sulfuric or hydrochloric acid and diluted to 
1 liter. 

Ceric Sulfate, Standard Solution.—The solution must contain enough sul- 
furic acid to prevent hydrolysis. For 0.1 N solutions prepared from the 
sulfate, the double sulfates, the oxide or from hexanitrato ammonium cerate 
the concentration of the acid should be 0.5-1 N. The following procedures 
give 1 liter of 0.1 N solution: (a) Dissolve 0.1 mole =33.23 g. anhydrous ceric 
sulfate in 0.5-1 N sulfuric acid and make up to 1 liter with the acid. (6) Dis- 
solve 63.25 g. of Ce(SO.)o°2(NH,.).SO4:2H2O in 0.5-1 N sulfurie acid and 
dilute to 1 liter with the acid. (c) Dissolve 17.21 g. of pure CeOz or an equiva- 
lent amount of impure oxide in enough sulfuric acid to make the final acid 
concentration 1N or slightly under. Pure ceric oxide must be heated with 
hot concentrated sulfuric acid in excess to convert it into the sulfate; the latter 
dissolves upon dilution of the solution. Crude oxide is transposed to the 
sulfate by heating at 120° C. with 1:1 sulfuric acid. (d) Dissolve 54.83 g. 
of (NH4)2Ce(NOs)¢ in 0.5-1 N H.SO. and make up to 1 liter with the acid. 
If applications are anticipated that nitrate would interfere with, the nitrate 
may be expelled by evaporating and heating to fumes of sulfur trioxide before 
diluting to the final volume.? 

If the solution prepared in any of the foregoing ways deposits insoluble 
matter, the latter should be removed by filtration. Hexanitrato ammonium 
cerate gives promise of being obtainable 99.9% pure or better; the other sub- 
stances are not readily obtainable in a state of purity at present. 

Standardization Against Arsenious Oxide. Glew’s Procedure.2—To the solu- 
tion of the arsenious oxide in sodium hydroxide is added enough sulfurie acid 
to make 20 ml. of 5 N after neutralizing the alkali. Add 0.15 ml. of 0.01 M 
osmium tetroxide (0.2555 g. OsO, in 100 ml. of 0.1 N sulfuric acid) and 3 drops 
of 0.01 M o-phenanthroline ferrous sulfate indicator, and dilute to 100 ml. 

2G. F. Smith, V. R. Sullivan and G. Frank, Ind. Eng. Chem., Anal. Hd., 8, 449 


(1936). 
3K. Gleu, Z. anal. Chem., 95, 305 (1933). 


ch 
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‘Titrate with ceric sulfate to a sharp change from red to pale blue. Free HCl 
is not harmful up to 0.1 N concentration. The end-point is sharper in sulfuric 
acid solution. 

If osmium tetroxide is not available use 5 ml. of 0.005 M iodine mono- 
chloride catalyst, and have 20 ml. of conc. HCl present per 100 ml. of the 
arsenic solution. Use chloroform or carbon tetrachloride as indicating layer 
(5 ml.) and titrate to the disappearance of the iodine color from the layer of 
solvent. Alternatively, the solution may be titrated using o-phenanthroline 
ferrous sulfate indicator and ICI catalyst, heating to 50° C. toward the end 
of the titration. The color should not return within 1 minute at this tem- 
perature if the end-point has been reached. 

Sodium oxalate may be used as a primary standard, and the conditions of 
titration are as described at the end of the last paragraph (ICI catalyst; tem- 
perature 50° C.). 

Other good standard substances are pure electrolytic iron, the reduced 
solution of a sample of standard iron ore, the solution of pure dried potassium 
ferrocyanide, etc. In these latter instances diphenylamine, o-phenanthroline 
ferrous sulfate, erio green, etc., may be used as indicators. 

The applications of standard ceric sulfate are very numerous and include 
the direct or indirect determination of the following: Sb, As, Pb, Ca, Cr, Fe, 
Fe(CN) GRMN K, Cu, Mo, Na, NO;, Elioss HNs, H2TeOs, AM S203, Ti 
U, V, Sn, I-, and many organic acids, hydroquinones, and other substances.°® 
One of the best applications of the reagent is in the titration of ferrous iron 
in the presence of HCl, SnCl, and Hg»Cl. after reduction by stannous chloride. 
The indicators erio green, erio glaucine and o-phenanthroline ferrous sulfate 
are especially suitable for this titration. 

Diphenylamine Indicator Solution.—Melt 1 g. of diphenylamine (m.p. 
52.9° C.), add 100 ml. of conc. H2SO, and shake the mixture for 15-30 seconds.§ 
One to 3 drops (0.05 ml.) of this solution serve for the titration of ferrous 
solution with potassium dichromate (0.1 N) or the reverse. The solution 
titrated should contain 5 ml. of conc. H.SO, or 10 ml. cone. HCl per 150-200 
ml., and 15 ml. of a mixture of 150 ml. conc. H.SO,z and 150 ml. cone. H3POu,, 
sp.gr. 1.7 per liter. Knop7” gave 0.05 ml. as the correction to be subtracted 
from the volume of the 0.1 N dichromate. This was not confirmed by Bren- 
necke who found no correction.® 

The correction depends upon the conditions of reaction; the amounts of 
correction for very dilute solutions have been determined and tabulated.® 
The uncertainty of the correction may be avoided by using oxidized indicator 


4 Willard and Young, J. Am. Chem. Soc., 55, 3260 (1933). 

5 For details see N. H. pec Chapter Ws Neuere massanalytische Methoden, 
Vol. XX XIII, Margosches Series, F. Enke, Stuttgart, 1937. Translated by Oesper, 
D. Van Nostrand Co., New York. GF. Smith, Ceric Sulfate. Publication of G. F. 
Smith Chemical Co., Columbus, O, Philena Young,, J. Chem. Hd., 11, 466 (1934). 

6 Improved method of preparation due to H. M. State, Ind. Eng. Chem., Anal. 
Ed., 8, 259 (1936). 

a Knop, J. Am. Chem. Soc., 46, 263 (1924). 

8 Op. cit. Neuere massanalytische Methoden, 

8 Tables of corrections are given in Neuere massanalytische Methoden, Chap. VI. 
E. Brennecke. This book is available in English translation by Oesper, D. Van 
Nostrand Co., New York. 
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solution? A 0.1% solution of the indicator is prepared by dissolving 0.1 g. 
in 10 ml. of cone. H._SO, and adding 90 ml. of glacial acetic acid. The equiva- 
lent of 100 ml. of 0.01 M indicator is oxidized with 25 ml. of 0.1 N K.Cr;0; 
after dilution to 300 ml. After the oxidizing agent has been slowly added, 
8 ml. of 0.1 N ferrous sulfate are added. The resulting green solution is 
allowed to stand 3-4 days and the solution is siphoned away from the green 
precipitate which is the oxidized indicator. Centrifuging is effective for re- 
covery of the product. The green precipitate is shaken with 100 ml. of water. 
Then 0.5 ml, of this suspension is equivalent in coloring power to 0.3 ml. of 
0.01 M indicator. Such indicator solution gives a reliable blank or correction 
in titrations of chromium and vanadium with 0.025 N FeSO,, 0.03 ml. of 
reagent per 0.1 ml. of indicator. 

Diphenylamine Sulfonic Acid, Indicator Solution.—For use with 0.1 N 
solutions prepare the indicator stock solution by treating 0.32 g. of barium 
diphenylamine sulfonate in 100 ml. of water with 1 ml. of cone. H.SO.. The 
barium sulfate is removed by decanting the solution. In titrating ferrous 
solution there should be present 5 ml. of H;PO,, sp.gr. 1.70 and 5 ml. of cone. 
HCl or H2SO, per 150-200 ml. and 0.3 ml. of the indicator. 

Oxidized diphenylamine sulfonic acid may be prepared for use in titrations 
with very dilute solutions. See references under Diphenylamine. The di- 
phenylamine sulfonic acid indicator has the advantages that tungsten and 
mercuric ion do not interfere with its use; the color change is brilliant and 
sharp. 

Diphenylbenzidine. The indicator solution is prepared like that of di- 
phenylamine, and its uses are similar; the solution is not as stable as that of 
diphenylamine. ; 

Erioglaucine A (or Alphazurine, Schultz No. 506) and Eriogreen B. 

The use of these indicators in titrations with potassium permanganate was 
proposed by Knop,” and with ceric sulfate by Furman and Wallace.” Hither 
substance is dissolved in water to give a 0.1% solution of indicator (0.1 g. per 
100 ml.). If from 0.5 to 1 ml. of the indicator is used the correction amounts 
to about 0.02 ml. of 0.1 N ceric sulfate or potassium permanganate. The 
indicators are especially useful in the titration of ferrocyanide with either 
reagent, or in the titration of ferrous solutions with ceric sulfate. Other indi- 
cators of the triphenylmethane series are satisfactory. 

Fehling’s Solution. For Determination of Sugar.—(a) Copper sulfate 
solution. Dissolve 34.639 g. of CuSO,-5H.O in water and dilute to 500 ml. 
(b) Alkaline tartrate solution. Dissolve 173 g. of Rochelle salts and 125 g. of 
KOH in water and dilute to 500 ml. (The Assoc. Off. Agr. Chem. Methods 
gives 50 g. KOH instead of 125 g.) Equal volumes of solutions (a) and (6) 
are mixed immediately before the solution is used. 

Ferrous Sulfate, Standard. Reagent for Nitric Acid Determinations. 

A. Reagent to Be Used in Titration of Nitric Acid in Sulfuric Acid, Oleum, 
etc.—176.5 g. of FeSO4-7H:O are dissolved in 400 ml. of water and 500 ml. 

10 Willard and Young, Ind. Eng. Chem., Anal. Ed., 5, 154 (1933). 

1 Kolthoff and Sarver, J. Am. Chem. Soc., 52, 4179 (1930); 53, 2902, 2906 (1981). 

2 J. Knop, Z. anal. Chem., 77, 111 (1929); Knop and Kubelkova, ibid., 77, 125 
(1929); also 85, 401 (1931); Furman and Wallace, J. Am. Chem. Soe., 52, 2347 (1930). 


13 For a review see E. Brenneke, Neuere massanalytische Methoden, Chap. VI, 
transl. by Oesper, D. Van Nostrand Co., New York. : 
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of 60% H2SOx (1 vol. of 66° Bé acid per 1 vol. of H2O) are added with constant 
stirring and the solution, cooled if necessary, is made up to 1000 ml. One 
ml. is equivalent to approximately 0.02 g. HNOs, the exact value being deter- 
mined by standardization. 

B. Reagent for Titration of Nitric in Phosphoric or Arsenic Acid.—Ferrous 
sulfate is made by dissolving 264.7 g. FeSO4-7H2O in 500 ml. of water; 50 ml. 
of 66° Bé: H2SO0.4 (93.2%) are added and the solution is made up to 1000 ml. 
The exact concentration is determined by titrating a known amount of nitric 
acid in phosphoric or arsenic acid, warming to 40 or 50° C. 

Ferrous Ammonium Sulfate-—The 0.1 N solution contains 39.213 g. of 
(NH,)2SO4- FeSO4-6H20 per liter. Dissolve 39.5 g. of the salt in water and 
add enough sulfuric acid to prevent hydrolysis (as much as 10 ml. per liter 
may be present). Relatively permanent solutions may be prepared by storing 
them under hydrogen, nitrogen, or carbon dioxide. Standardize by titration 
with standard dichromate, permanganate or ceric sulfate solution. 

Iodine Solution. Standard 0.1 N.—Dissolve 20-25 g. KI in the minimum 
volume of water and add 12.7 g. of iodine (resublimed; theoretical amount 
12.692 g.) and dilute to 1000 ml. after all of the iodine has been dissolved in 
the small volume of KI solution. Preserve in a dark bottle or covered bottle, 
to shield the solution from the action of light. 

Standardization.—Aliquot portions are titrated with standard thiosulfate 
or with standard arsenite. Alternatively, separate weighed portions of 
primary standard arsenious oxide may be dissolved and titrated. ; 

For the determination of tin in tin plate an iodine solution is adjusted so 
that 1 ml. equals 0.0579 g. of tm. Then if a sample with a total surface of 
8 sq. in. is taken, 1 ml. of the iodine solution is equivalent to 0.1 pound of tin 
per base box. Starch is used as the indicator. 

Nitric Acid Standard-Ferrous Sulfate Method for Nitrates——Standardiza- 
tion of the acid. 11.6 g. of standard potassium nitrate, equivalent to about 
9.6 g. of NaNO; are dissolved and made to volume in a 100-ml. weighing bottle 
and 10 ml. are placed in the Devarda flask, reduced and the ammonia distilled 
and its value in terms of H.SO., KNO3 and NaNO; is stated on the bottle. 
Temperature must be noted, for the solution expands or contracts 0.029 ml. 
per degree centigrade above or below the temperature at the time of stand- 
ardization. 

o-Phenanthroline-Ferrous Sulfate Indicator.1A—A 0.025 molar ferrous sul- 
fate solution is treated with enough o-phenanthroline monohydrate to make 
the solution 0.075 M in o-phenanthroline (Mol. wt.-Ci2HsN2-H.0=198.2). 
With 0.1 N solutions the indicator correction is negligible. The indicator is 
especially suited for titrations with ceric sulfate; it may also be used in per- 
manganate titrations, or for titration.ofbichromate with ferrous sulfate; in 
the reverse titration the change is sluggish at the end-point. 

Potassium Bromate.—This substance is readily obtained pure by recrystal- 
lization and drying at 150°C. For an 0.1 N solution the theoretical weight, 
2.7835 g. (1/60th mol. wt.) is dissolved and made up to 1 liter. The solution 
is stable if prepared from a pure specimen; its best uses are in the determination 


14 Walden, Hammett and Chapman, J. Am. Chem. Soc., 53, 3908 (1931); 55, 2649 
(1933); also 56, 57 (1934). Willard and Young, ibid., 55, 3260 (1933). 
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of arsenic, antimony and organic substances, the latter by bromination. See 
Chapters on Antimony and Arsenic. 

Potassium Dichromate-—Many manufacturers supply reagent grade po- 
tassium dichromate of sufficient purity to be used as a primary standard.!® 
The material is fused at the lowest possible temperature, then broken up and 
dried finally at 100-110° C. For a tenth normal solution 1/60th of the gram. 
molecular weight, or 4.903 g., is dissolved in water and made up to one liter. 
The solution is very stable if care is taken to exclude reducing substances. 

If it is necessary to standardize the potassium dichromate solution the 
following methods may be recommended: 

(1) Against Pure Iron.—About 0.25 g. of pure iron (electrolytic or pre- 
pared from iron carbonyl) is dissolved in an Erlenmeyer flask provided with 
a Bunsen valve. The air is displaced from the flask before adding the iron 
by treating 2 g. of sodium bicarbonate with 20 ml. of 5 N sulfuric acid. The 
metal is dropped in and a rubber stopper with the valve is inserted. When the 
reaction has ceased, the ferrous solution is titrated with potassium bichromate, 
after the addition of 0.3 ml. of 0.01 M diphenylamine sodium sulfate as indi- 
cator, and 10 ml. of phosphoric acid specific gravity 1.37 (1 volume of cone. 
phosphoric acid, sp.gr. 1.70-++one volume of water). The titration must be 
slow near the end-point which is a change to purplish or blue-violet. 

Other indicators may be used as, for example, one drop of 1% diphenyl- 
amine solution, etc. Alternatively, the external or spot-plate method may be 
used in which case no phosphoric acid is added to the iron solution, and the 
indicator is 1% potassium ferricyanide placed in drops on a white tile (spot- 
plate) provided with depressions. The end-point is, of course, found when a 
small drop taken from the solution fails to produce a blue color with a drop 
of the ferricyanide. 

Since it is difficult to exclude air perfectly from the iron solution, one may 
reduce the iron after it has been dissolved by adding stannous chloride in 
slight excess to the hot solution, followed by 10 ml. of saturated mercuric 
chloride solution after the iron solution has been cooled and diluted to 150 ml. 
If the solution contains mercuric salt, sodium diphenylamine sulfonate indi- 
cator or the spot-plate method should be used. 

(2) Against Standard Iron Ore.—A standard iron ore secured from the 
U. 8. Bureau of Standards, Washington, D. C., may be used as a primary 
standard. The advantage of such procedure is that the standard contains the 
same substances in approximately the same percentages as many typical ores. 
For accurate work a chamber burette should be used; the graduations from 
75-90 ml. are in tenths and from 90 to 100 ml. in twentieths of a ml. A titra- 
tion of 90 to 100 ml. of N/5 solution would require 0.9 to 1.1 g. of iron or half 
of this amount for N/10 solution. If the ore contains 69% of iron a sample of 


100 ; ; : 
1 XG — 1.45 (approx.) g. would be suitable for N/5 solution. The solution, 


reduction and titration of the sample are performed as described in the chapter 
on Iron. 


The iron value of the solution per ml. He 
‘ate % Fe aa Sample 


15 Willard and Young, Ind. Eng. Chem., Anal. Ed. 7, 57 (1935). 


cl 


divided by ml. dichromate used in the titration. 
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Potassium Iodate.—The analytical reagent grade material may often be 
relied on to be 99.8 pure or better. The substance is readily purified by 
recrystallization from water and drying at 180° C. It is one of the most useful 
standard substances since thiosulfate may be standardized against it; also it 
will serve in the field of acidimetry. In the latter case weighed samples or 
aliquot portions of a standard solution of the iodate are treated with excess of 
KI solution and neutral sodium thiosulfate and methyl red indicator is added 
and the solution is titrated with the acid to be standardized. One ml. of N 
acid =0.035669 g. KIO;. Each ml. of N/10 (M/60) potassium iodate solution 
is equivalent to 1 ml. of 0.1 N acid. The standardization of thiosulfate is 
described under sodium thiosulfate. 

A standard solution of potassium iodate may be used to determine a very 
great variety of inorganic or organic substances. It is especially useful for 
sulfur in steel, arsenic, antimony, copper (indirect through cuprous thiocya- 
nate), hydrazine, etc. The titrations are made under “ iodine monochloride 
conditions ” in 4-6 M HCI solution. Ten ml. of 0.005 M ICI is used as a 
catalyst, and a layer of CHCl; (10 ml. as indicator). Disappearance of the 
iodine color from the chloroform layer marks the end-point; the titrations are 
made in a glass stoppered bottle.16 

The iodine monochloride is prepared by dissolving 0.279 g. KI and 0.178 g. 
KIO; in 250 ml. of water and adding 250 ml. of conc. HCl. The solution is 
adjusted by adding dilute KI or KIO; to equivalence as indicated by chloro- 
form or potentiometrically. The solution is 0.005 M in ICl. 

Potassium Permanganate.—Convenient strengths to use for standard solu- 
tions are N/5, N/10, or N/20. - 

Since commercial potassium permanganate is seldom or never pure and 
since the substance reacts with organic matter or other reducing agents that 
may be present in distilled water, it is necessary to prepare the solution em- 
pirically and to standardize it. 

Preparation—One mole of potassium permanganate is equivalent to 5H. 
Therefore 1/5th of the molecular weight or 31.60 g. is needed for 1 liter of 
normal solution, or 3.160 g. would be needed for one liter of N/10 solution. 
It is advisable to use more than the theoretical amount, namely 3.25 g. 

This quantity of the salt is dissolved in one liter of hot water. After 
standing twelve hours or longer, the solution is either siphonized through 
glass,!” or filtered through asbestos in order to free it from manganese dioxide 
which catalyzes the decomposition of the reagent. The solution should be 
shielded from the action of light by using a dark bottle’ or a suitable covering 
for the bottle. 

(a) Standardization Against Sodium Oxalate—This process has been 
investigated at the National Bureau of Standards,!8 and it is recommended 
that the McBride procedure 1° be replaced by the following recommended 
procedure. | 


16 G. S. Jamieson, Volumetric Iodate Methods, Chem. Catalog Co., 1926. 

17 Tf the siphoning process is used, the solution is allowed to stand in a tall cylinder 
until the MnO, has settled. The solution is siphoned off without disturbing the sedi- 
ment. 

18 Fowler and Bright, J. Research Natl. Bur. Standards, 15, 493 (1935). 

‘19 McBride, J. Am. Chem. Soc., 34, 393 (1912). 
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Procedure.—Transfer 0.3 g. of sodium oxalate (dried at 105° C.) to a 600-ml. 
beaker. Add 250 ml. of diluted sulfuric acid (5:95) previously boiled for 
10 to 15 minutes and then cooled to 27+8° C. Stir until the oxalate has dis- 
solved. Add 39 to 40 ml. of 0.1 N potassium permanganate at a rate of 25 
to 35 ml. per minute while stirring slowly. Let stand until the pink color 
disappears (about 45 seconds). Heat to 55 to 60° C. and complete the titra- 
tion by adding permanganate until a faint pink color persists for 30 seconds. 
Add the last 0.5 to 1 ml. dropwise with particular care to allow each drop to 
become decolorized before the next is introduced. 

Determine the excess of permanganate required to impart a pink color to 
the solution. This can be done by matching the color by adding permanganate 
to the same volume of the boiled and cooled diluted sulfurie acid at 55° to 
60° C. This correction usually amounts to 0.03 to 0.05 ml. 

In potentiometric titrations the correction is negligible if the end-point is 
approached slowly. 


Kquation: 2K MnO.+5Na2C.04+ 8H2SO,4 = K,SO.+2MnSO4 
NasC.0, H2C20,4 


+8H201-10C On 


The equivalent weight of sodium oxalate is, therefore, one-half of its molec- 
134 j ; oars 
ular weight or “- 67. The weight of sodium oxalate used divided by ml. of 


permanganate required, equals weight of sodium oxalate equivalent to 1 ml. 
of the permanganate, and this quantity divided by 0.067 gives the normality 
of the solution. Illustration: 0.2060 g. of sodium oxalate require 30.69 ml. 


0.2060 0.006712 
30,69. 0.006712; then 0.007 01002 normal. 


(b) Standardization Against Iron or Iron Compounds.-—If pure iron or pure 
ferric oxide or a standard iron ore of suitable composition is available, a solu- 
tion containing a suitable quantity of iron (about 0.2 g.) is prepared, iron is 
reduced to the ferrous state and titrated with potassium permanganate. (See 
Procedure for Standardization of Potassium Bichromate against Iron.) If 
the solution contains hydrochloric acid, a suitable quantity of Zimmermann- 
Reinhardt mixture must be added before the titration. (See Chapter on 
Tron.) 

(c) Standardization Against Arsenious Oxide-——Portions of a standard 
arsenite solution measured from the burette or a pipette (see section on stand- 
ard arsenite solution) may be titrated with permanganate, or weighed samples 
of .2 g. each of arsenious oxide may be dissolved in alkali and acidified. 

(1) Lang’s Procedure.*—Add enough acid to make the solution 0.5-2N 
in hydrochloric acid or at least 0.5 N in sulfuric acid. Add 1 g. of sodium 
chloride and 1 drop of about 1/400 N iodide or iodate solution and titrate with 
potassium permanganate. If the solution contains no chloride it should be 
warmed to 40-50° and titrated after adding one drop of the catalyst. 

(2) Gleu’s Procedure»—The Solution prepared as described under (1) 
should be acidified with 20-30 ml. of 5 N sulfuric acid and two drops of 0.01 M 


20 R. Lang, Z. anorg. allgem. Chem., 152, 197 (1926). 
1 Gleu, Z. anal, Chem., 95, 305 (1933). 


permanganate. 


cl 
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osmium tetroxide solution added as a catalyst. The titration with potassium 
permanganate is then made. 

Sodium Thiosulfate. Used in Copper Determinations.—7.5 ¢. of the salt, 
Na.S203-5H20, are dissolved and made up to 2 liters with water. The solu- 
tion is standardized against a copper solution containing 1 g. of pure copper 
per liter, or 0.001 g. Cu per ml. The amount of copper used in the titration 
should be approximately equal to that in the ore, and all other conditions 
should be the same. For high grade ores and crude copper the standard solu- 
tion should be ten times as strong as that above described. The copper 
solution is made slightly ammoniacal then acidified with acetic acid. Pure 
sodium or potassium iodate is added and the iodine liberated is titrated with 
the thiosulfate solution. See Chapter on Copper. 

Sodium Thiosulfate, Standard 0.1 N Solution for General Analysis.— 
Sodium thiosulfate reacts with iodine as follows: 


T,.+ Na.S.0;=2NalI+ NaeS4Oc. 
One gram molecule of the thiosulfate is equivalent to 1 gram atom of iodine. 


: : : 248.15 
For 1 liter of 0.1 N sodium thiosulfate 0.1 mole, or mt? = 24.815 Or 


Na».S203-5H:2O is required; generally an excess—25 g. of the reagent salt—is 
used; if 5 or 10 liters is prepared, 125 or 250 g. would be weighed out. The 
material is dissolved in hot distilled water that has just been boiled to remove 
CO>. For each liter, 0.1 g. of Na2CO; should be added to the water. When 
prepared in this way the solution requires little or no aging (to allow CO: to 
be used up and sulfur to settle); otherwise the solution has to stand a week 
or 10 days. 

Standardization.—Ilodine sublimed from a mixture of lime and KI and then 
resublimed may be used for standardization. Pure potassium iodate or pure 
potassium dichromate may be weighed and allowed to liberate an equivalent 
amount of iodine from KI. If the resublimed iodine is used, the procedure is 
as follows: Dissolve 2-3 g. of pure KI in 14 ml. of water in a weighing bottle, 
stopper, let come to room temperature and weigh. Add 0.5 g. of the iodine, 
allow temperature to come to that of the room and reweigh, the increase due 
‘to iodine dissolved being noted. Open the bottle under 200 ml. of water con- 
taining 1 g. of KI and titrate. Divide wt. of iodine by ml. of thiosulfate to 
get wt. of iodine per ml. and divide the latter by the milliequivalent of iodine, 
0.12692 to find the normality of the thiosulfate solution. 

Dichromate and Other Standard Substances.—For 0.1 N solutions weigh 
4.9035 g. KeCr.O0; or 3.5669 g. KIO; per liter, or proportionately smaller quan- 
tities for 4% or 4 liter. Measure an appropriate volume of either 0.1 N solu- 
tion into water containing 2-3 g. KI and 10 ml. dilute HCl per 200 ml. The 
acid solution should be freed of dissolved air (previous boiling, or treatment 
with CO,). The iodine liberated is titrated with the thiosulfate solution. 
A glass-stoppered Erlenmeyer flask is convenient for storing the mixture for 
the period of 5-10 minutes that is necessary to complete the liberation of 
iodine. Pure potassium bromate may be used instead of the dichromate or 


} the iodate. A previously standardized permanganate solution may be used 


4 
as 


ae aS ee 


to standardize the thiosulfate, but the process is less direct than the ones 
involving the weighing of pure standard substances, Ceric sulfate may only 
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be used in the reverse titration: A measured volume of the thiosulfate is diluted 
to 10 times its volume, 2 to 3 g. of KI and some starch indicator are added. 
and the mixture is titrated with the standard ceric solution. 

Starch Solution.—See Section 1 of this Chapter. 

Stannous Chloride Solution.—The reagent is prepared by dissolving 2 g. 
of stannous chloride crystals in hot conc. HCl and making up to 1 liter. The 
solution should be kept in a dark bottle provided with burette and attachments 
for excluding air. (See Fig. 58, p. 485.) The solution is protected from the 
oxygen of the air by passing the latter through alkaline pyrogallol when solu- 
tion is transferred to the burette. It is advisable to restandardize every ten or 
fifteen days. One ml. of the solution is equivalent to about 0.001 g. of iron. 


IV ORGANIC REAGENTS 


In this section are given data on the better known organic precipitants for 
inorganic ions, together with a few color test reagents.” 

In the following partial list of the elements there is given for each element 
a selection of reagents or color tests. The reagents are then considered in 
alphabetical order. 


SELEcTED List OF REAGENTS FOR THE DETECTION OR THE DETERMINATION OF 
CERTAIN ELEMENTS 


Element Reagents Element Reagents 
ALUMIMUOA se sce Aluminon Magnesium....... p-Nitrobenzeneazo- 
Oxine resorcinol 
Antimony........ Phenylthiohydantoic Oxine 
acid Mercury? =25 oe ne Diphenylearbazide 
Beryllium 32 a2. a Oxine Dithizone 
Quinalizarin Molybdenum. .. . .@-Benzoinoxime 
Bismuth... ......Cupferron Nickel." eee a-Benzildioxime 
Dimercaptothiodiazol Dimethylglyoxime 
Dithizone Rubeanie acid 
Cupferron Salicylaldoxime 
Cadmium........Diphenylearbazide Nitratel. -- cee Diphenylamine sul- 
Phenyltrimethyl- fonic acid 
ammonium iodide Nitron 
Oxine Palladiimiy.n aye p-Dimethylamino 
Calecium.........Picrolonic acid benzylidene rhodanin 
Chromium. ......s-Diphenylearbazide Dimethylglyoxime 
Cobalt auc Nitroso beta naphthol a-Nitroso $8-Naphthol 
Rubeanic acid Potassium........ Dipicrylamine 
Copper..........a-Benzoinoxime Rhenium) |e Nitron 
Cupferron Silvers. cheno p-Dimethylamino 
p-Dimethylamino- benzylidenerhodanin 
benzylidenerhodanin Sulfur (Sulfate) . .. Benzidine 
Dithizone [Chorvumt enw Cupferron 
Rubeanic acid Tins 3.0.) ve Cuplemon 
Salicylaldoxime Titanium... .....Cupferron 
Fluoride. ........Triphenyltinchloride Tungsten. pec. ne Cinchonine 
Troneeee rs ee ae CUplerron Vanadium: 2. 25. Cupferron 
Lead............Dithizone LANG renee Oxine 
Dimercaptothiodiazol Dithizone 
Picrolonic acid Zirconium........ Phenylarsonic acid 
Salicylaldoxime 


A new impetus to work in this field was given by F. Feigl’s systematic discussion 
of the organic functional groupings that tend to make reagents more specific; Feigl’s 
views are summarized in his book, “Qualitative Analyse mit Hilfe von Tiipfelreak- 


ch 
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Reagents.—Aluminon.—Ammonium salt of aurin tricarboxylic acid: 
CooxH2309N3, Mol. Wt. 473.42. A 0.1% solution of the substance in water is 
used as reagent. The lake is formed in faintly acid solution (acetic acid 
acetate buffer) then ammonia and ammonium carbonate are added. Iron and 
phosphate should be absent. Beryllium gives a lake similar to the red one 
formed by aluminum. See the Chapter on Aluminum.?? 

Benzidine.—Benzidine hydrochloride is added to the neutral or slightly 
acid solution of the sulfate; the precipitate is filtered, washed with water and 
the moist precipitate is suspended in water and the sulfuric acid liberated by 
hydrolysis at 50° is titrated with sodium hydroxide. For details see Chapter 
on Sulfur; also Chapter on Water Analysis (Vol. II). 

a-Benzoin Oxime.—Dissolve 2 g. of the reagent in 100 ml. of alcohol. In 
ammoniacal tartrate solution the reagent separates copper from Co, Ni, Fe, 
Al, Pb; the precipitate Cu(C14Hi102N) contains 22.01% Cu if dried at 110° C. 
In acid solution the reagent precipitates only Mo¥!, W, Pd, Cr¥!, VY and Ta. 
Chromium and vanadium do not interfere if reduced to the tri- and quadriva- 
lent states, respectively. A solution containing 5% of sulfuric acid by volume 
is preferable. The molybdenum precipitate is carefully charred while moist 
in a platinum crucible, and the oxide, MoOs, is brought to constant weight 
after heating at 500—-525° C. in a muffle. (See Molybdenum Chapter for 
Procedure.) 24 

Copper is precipitated from hot ammoniacal solution. A maximum of 
about 0.05 g. of copper should be present and 10 ml. of reagent (0.2 g.) should 
be required. The voluminous green precipitate is collected on a weighed 
filtering crucible, washed thoroughly with hot 1% ammonia and finally with 
2 or 3 small portions of hot alcohol to remove any excess of reagent. The 
precipitate is dried to constant weight at 110° C. 

Cupferron—Ammonium {-nitrosophenylhydroxylamine. CsH;N(NO)- 
ONHsg, Mol. Wt. 155.15. The aqueous solution of the reagent is not very stable; 
it is best to use a fresh cold 5 or 6% solution. (The solution rapidly darkens, 
but may be used for precipitations for a few days after its preparation.) The 
reagent is not a specific one, for it gives quantitative or substantial precipita- 
tions of the following in acid solutions: Cu, Ag, Pb, Hg, Sn, Fe'!!, Ti, Zr, 


VY, Cb, Ta, U%!, Th, Ce, W. Arsenic and antimony are partially precipitated 


if trivalent, but not if quinquivalent. In general the reagent is useful for 
certain separations, or for determinations after preliminary separations. The 
precipitates can not be weighed directly, but must be transferred to the corre- 
sponding oxides by cautious ignition at the proper temperature. 

The chief uses of cupferron are: The separation of iron and other pre- 
cipitable ions from Al, Cr, Mn, Ni, Zn and phosphoric acid; separation of VY 
from U‘!; separation of Cb and Ta from other substances; the determination 
of any precipitable element after the preliminary separations have been made. 


tionen,” 2nd ed., J. Springer, 1935, Also Ind. Eng. Chem., Anal. Ed., 8, 401 (1936). 
For systematic reviews of the properties of organic reagents see: “Organic Reagents for 
Metals,” by the staff of Hopkin and Williams, Ltd., London, 1938; and for summaries 
with literature references: W. E. White, et al., Lange’ s Handbook of Chemistry; also 
John H. Yoe, Chemical Rubber Co. Handbook. 

23 Hammett and Sottery, J. Am. Chem. Soc., 47, 142 (1925); Yoe, ibid., 54, 1022 
ae cae Schwartz, Hann and Unangst, Ind. Eng. ’Chem., Anal. Ed., 24, 403 (1982). 

B. Knowles, J. Research Natl. Bur. Standards, 9, 1 (1982). 
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Dimercaptothiodiazol.—The reagent is prepared by the interaction of car- 
bon disulfide and hydrazine hydrate: 
N N 
|| 


HS—C C—SH. It is non-specific, but very sensitive for bismuth, copper 


Ss 
and lead. Dissolve 0.7 g. in 35 ml. of 0.1 N KOH for use as a reagent.?° 
p- Dimethylaminobenzylidenerhodanine.—The best solvent for the reagent 
is acetone. Silver, cuprous, mercury, gold, platinum and palladium solutions 
give precipitates with the reagent.® 


H—N— C=0 
| | 
Formula: S=C C=C—C.Hs—N(CHs)2; Mol. wt. 264.35.76 
bees | 


A 0.03 g. per 100 ml. solution is used. The reagent is useful for the colori- 
metric determination of traces of silver. Soft glass should not be used for 
extremely dilute silver solutions (about 1 p.p.m.) because of adsorption of 
Ag* by the vessel. 

Dimethylglyoxime.—CH;—C—C—CHs, Mol. wt. 116.12. 

spat 

N N 

bal 

OIG: 

tee 

Jehan lel 
Nickel is the only element that gives a definite weighable compound with the 
reagent, Ni(C4H;N2O2)2; palladium may be precipitated quantitatively by the 
reagent, but the precipitate must be ignited to give the metal. Bismuth, 
cobalt and certain other ions give delicate color reactions with the reagent. 
A 1 or 2% solution of the compound in hot alcohol is used as reagent. For 
details see chapter on Nickel. - 

Diphenylaminesulfonic Acid.—Mix 0.512 g. of the barium salt in 125 ml. 
water with 0.117 g. of anhydrous Na»SO,4in a little water. Filter off the barium 
sulfate and dilute the filtrate to 250 ml. The solution is 0.006 M. Unknown 
and standard nitrate solutions should contain from 0.1—5 mg. nitrate and 10 g. 
KCl per liter. To 10 ml. of nitrate-KCl solution is added 10 ml. concentrated 
H.SO,4 and after cooling, 0.1 ml. of 0.006 M sodium diphenylamine sulfonate. 
The colors are compared. The procedure is empirical and is a test for oxidizing 
power. A pretreatment of the solution to be tested with ammonium chloride 
is necessary if nitrite is present. A 100 ml. sample of solution plus 0.5 g. NH,Cl 


is boiled down to 25 ml. and made up to the original volume after adding 0.5 g. 
KOL2: 


25 Dubsky and Ok&é, Z. anal. Chem., 96, 267 (1934). 

26 Weigl, Krumholz and Rajmann, Mikrochem., 9, 165 (1931); Kolthoff, J. Am. 
Chem. Soc., 52, 2222 (1930); Schoonover, J. Research Natl. Bur. Standards, 15,377 (1935). 

27 Kolthoff and Noponen, J. Am. Chem. Soc., 55, 1448 (1988). 
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Diphenylcarbazide.— Dissolve 0.2 g. of the compound in 10 ml. of glacial 
acetic acid and dilute to 100 ml. with 95% alcohol. The reagent is unstable 
and should be prepared daily or every few days (latter for Cr test). For 
chromate, 25 ml. of the solution to be tested is treated with 2 ml. of the reagent. 
If the chromate solution contains a slight amount of acetic acid, as little as 1 
part of chromate in 71X10° parts of solution can be detected. The color is 
violet for small amounts and reddish for large. Cadmium, copper and mercury 
give similar colors in neutral solution.”® 


vo = N aT (G, eH 
Dithizone.—Diphenylthiocarbazone. C=§S : Mol. wt. 


NH—NH-—C,H; 
256.32. Stock solution: 0.1 g. dithizone in 100 ml. of chloroform. The 
reagent may be used for the sensitive detection of Pb, Zn, Hg, Ag, Sn, Cd, Cu, 
Co, Ni, Mn, Tl, Bi. Only Pb, Tl and Bi are extracted from an ammoniacal 
cyanide solution by the reagent. (See Chapter on Lead.) In the absence of 
interfering ions the reagent is very sensitive for zinc.?9 

Dipicrylamine.—Hexanitrodiphenylamine. Mol. wt. 489.22. The rea- 
gent forms slightly soluble salts with K, Rb and Cs, but not with Li, Na, Mg 
and Ca. The ammonium salt is more soluble than the potassium salt. The 
magnesium or the sodium salt of dipicrylamine is used as reagent. In the 
presence of very large quantities of sodium the potassium salt must be dissolved 
and reprecipitated.*° 

Preparation of the Reagent.—The commercial ammonium salt is dissolved 
in hot water, filtered, and the free acid is precipitated with sulfuric acid filtered 
and washed. The yellow free acid is heated with an aqueous suspension of 
magnesium carbonate, and the dark red solution is filtered and converted into 
the sodium salt with concentrated salt solution. Fifty grams of the sodium 
salt are dissolved in 10 liters of water, impurities allowed to settle, and the free 
acid is again precipitated by dil. sulfuric acid. The acid is converted into the 
sodium or magnesium salt of 0.2 to 0.5 N concentration. (Mol. wts. 
NaC 12H10;2.N7=462.2; Mg(Ci2H1012N7)2=900.73). Determination: The po- 
tassium solution should be neutral; a 25% excess of reagent should be added. 
The precipitate is collected on a Jena G4 filtering crucible, transferring the 
last traces of precipitate to the crucible with ice-cold distilled water, and the 
precipitate is washed once with the latter, then with a solution of the potassium 
salt (0.5 g. of KCy2H,0,2N; per liter). Finally it is washed once more with 
a little ice water, then dried at 100° C.for 1 hour. The weight of ppt. 0.08191 
gives weight of potassium found. 

Norrs.—If the potassium solution contains phosphate the sodium reagent rather 
than the magnesium one must be used. 

Sulfates do not interfere. 

The reagent is recovered as follows: The potassium salt is dissolved in acetone, and 
the free acid is precipitated by adding sulfuric acid (dilute). The precipitate is washed, 
ie aa into the sodium or the magnesium reagent of proper concentration 

A OU, . 


28 Stover, J. Am. Chem. Soc., 50, 2363 (1928); Scott, ibid., 51, 3351 (1929); Kolthoff, 
Chem. Weekblad., 21, 20 (1924); Tougarinoff, Ann. Soc. Sci. Bruxelles, 50, B, 164 
(1930) through C. A., 25, 1456 (1931). 

29 Hibbard, Ind. Eng.'Chem., Anal. Ed. 9, 127 (1937). 

30 Winkel and Maas, Angew. Chem., 49, 827 (1936). 
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8-Hydroxyquinoline.—See Oxine. 

Nitron.—Diphenylendoanilohydrotriazole, CxHigN.. Forms nitron ni- 
trate, CooHisNi: HNOs, containing 16.52% NO;. <A 10% solution of nitron 
in 0.1 N acetic acid is used. 10-12 ml. of the reagent will precipitate 0.1 g. of 
nitrate. The reagent also precipitates perrhenate and may be used for the 
quantitative estimation of rhenium. 

a- Nitroso B-Naphthol.—A saturated solution of the reagent in 50% acetic 
acid is used. For 100 ml. of solution 2 g. of reagent are added to 100 ml. of 
hot 50% acid, and the undissolved excess is filtered off after cooling the solution. 
This quantity of reagent is required per 0.1 g. of cobalt. Palladium, iron and 
copper also react with the reagent. 

Oxine. 8-Hydroxyquinoline. Orthohydroxyquinoline.—Triturate 2.5 g. 
of the reagent with 5 ml. of glacial acetic acid and made up to 100 ml. with hot 
water. After cooling and filtering the reagent is 0.15-0.2 M; 1 ml. of it should 
precipitate about 1.5 mg. of Al; 2.25 mg. of Mg, ete. 

The reagent is used at present primarily for separation and determination 
of Al, Be, Mg, Zn, Cd and Bi, but it is non-specific and precipitates many other 
ions under various conditions. In mineral acid solutions no ions are precipi- 
tated by the reagent. In acetic acid-acetate buffer the reagent precipitates: 

, Cd, Cu, Al and Zn. (Also precipitated in acetic acid solution: Ag, Pb, 
Hg(ic), Sb742 o VY, Fe(ous or -ic), Ti, Zr, Mn, Co, Ni, U, V, Ta,eCb))) In 
ammoniacal and in sodium hydroxide solution nearly all of the elements that 
are precipitated in acid solution are also insoluble, and in addition Mg, Be, Ca, 
Sr, Ba etc. are precipitated. The reagent is very useful in the separation of 
Alfrom Be or Mg. In ammoniacal solution or in ammoniacal peroxide solution 
Al may be separated from phosphate, pervanadate, permolybdate, pertitanate, 
pertantalate, percolumbate, arsenate, fluoride and borate.)* 

Phenylarsonic Acid, Propylarsonic Acid.—These substances are almost 
specific reagents for zirconium under certain conditions.*? Propyl arsonic acid 
is suitable for the determination of zirconium in the presence of tin, thorium 
and titanium. The solution should contain 10% of concentrated HCl by 
volume or 4.5% of concentrated H.SO,. Antimony and bismuth interfere. 
The zirconium is weighed as ZrO». A 5% aqueous solution of the reagent is 
used. 

Phenylthiohydantoic Acid.—The reagent is soluble to the extent of about 1% 
in water or alcohol at 20° C. About 10 g. dissolve in 100 ml. of water at 100° C. 
The reagent is much more soluble in acetone than in alcohol or water. From a 
hot sightly ammoniacal solution the reagent separates cobalt quantitatively in 
one operation from As, U, V, Ti, W, Mo, Zn, Mn, Cr, Al, Mg and Ca. Citrate 
may be present to hold iron, ete. in solution. From 1—5 mg. of iron and part 
of any nickel present will be found with the cobalt precipitate. In solutions 
slightly acidified with acetic acid the reagent precipitates Cu, Pb, Hg, Cd, 
Bi, Sb quantitatively while Sn, As, and metals not in the H.S group are not 
precipitated. The compositions of the precipitates are variable so that each 


3. Wor details see Lundell and Knowles, J. Research Natl. Bur. Standards, 3, 91 (1929). 

® Rice, Fogg and James, J. Am. Chem. Soc., 48, 895 (1926); Klinger, Tech. Mitt. 
Krupp, 3, 1 (1935) through C. A. n-propyl arsonic acid—Arnold and Chandlee, J. Am. 
Chem. Soc. ., 57, 8 (1985). 
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metal must be determined by some standard volumetric or gravimetric process 
after destroying the organic matter.** 

Phenyltrimethylammonium lIodide.—Cadmium, in neutral or slightly 
acid solution gives a white crystalline with potassium iodide and the reagent 
of composition [Ce6H;(CH)3N ]2Cdl,. A 2.5% aqueous reagent is used.*4 
Other hydrogen sulfide group metals should be removed by reduction with 
metallic iron. Before precipitation the solution is treated with a few drops of 
sulfurous acid and an excess (5 g.) of Rochelle salt, and potassium iodide 
(2-3 g.). After standing at least 6 hrs. the precipitate is collected on a filtering 
crucible, washed with small portions of a solution containing both KI (0.5%) 
and phenyltrimethylammonium iodide (0.5%). The precipitate is dissolved 
in 2 N ammonia, neutralized and made 1 N in HCl and titrated with potassium 
iodate after adding 5 ml. of 10% KCN solution and starch indicator. When 
the iodide of the precipitate has been converted into iodine cyanide the starch 
end-point (blue to colorless) appears. One ml. of M/40 KIO;=0.001405 g. Cd. 
since 2KITO;=4I- =Cd. 

Picrolonic Acid (1-pNitrophenyl-3-Methyl-4-Nitro Pyrazolone). The re- 
agent is soluble in water or alcohol. A 2.5-2.64 g./l. aqueous solution is used 
as reagent. The elements determinable are Cu, Pb, Ca, Mg and Th. Pre- 
cipitates of the composition M11(CyH;O;N.4)2°nH,O, are formed.*® Gravi- 
metric, colorimetric and titration methods are used in the final measurement. 

TTS 
Quinaldinic Acid—C,H;NO, or| | | c—oH, Chief use: Separa- 
Ne dias ase 


Nad 

O 
tion of zine from Fe, Al, Ti, Cr, Be, UO» in alkaline tartrate solution; separa- 
tion of copper from Cd, Mn, Ni, Co ete. The zinc is weighed in the form of 


- Zn(CwH.O2N)2- H20 after drying at 105° C.%° 


Quinalizarin.—(1,2,5,8 Tetrahydroxyanthraquinone.) For color tests or 
colorimetric determination of Be, Al, etc. a 0.05% solution of the dye in 0.25 N 
NaOH or an alcoholic solution is used. For details see Chapters on Aluminum 
and Beryllium. Beryllium may be detected in the presence of magnesium since 


the complex of the latter with the reagent is readily oxidized by bromine. 


_ Zr, Ce, Th, La, etc. (rare earths) give a reaction analogous to that of beryllium 


—hblue in alkaline solution. 
Rubeanic Acid, NH.-CS-CS-NH2, which appears to react in the imid form, 


NH 
FA 
SH 


Wass 
\NH % c 


%3 Willard and Hall, J. Am. Chem. Soc., 44, 2219, 2226, 2237, 2253 (1922). 

34 Pass and Ward, Analyst, 58, 667 (1983). 

35 For Pb: See Hecht, et al., Z. anal. Chem., 95, 152 (1933); Ca, See Alten, et al., 
Biochem. Z., 265, 85 (1923); Bottiger, C. A., 29, 7857 (1935); Mg, See Bottiger, ibid., 
29, 7859 (1935); Th, See Hecht and Ehrmann, Z. anal. Chem., 100, 87 (1935). 

Be (gees et al., Mikrochemie, 17, 11, 14 (1985); 18, 89 (1985); Z. anal. Chem., 100, 


A saturated solution of the compound in alcohol is used as the 
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reagent. The compounds of the substance and the ions of copper, lead, cobalt, 
nickel and the platinum metals (Ru, Pd, Pt) may be detected and estimated 
colorimetrically under proper conditions. Silver and mercurous ions also give 
reactions (black precipitates; sulfides?) .*7 

Salicylaldoxime,*® C,H, (OH)CHNOH.—A 1% solution in 5% alcohol is 
used, the substance first being dissolved in the alcohol and diluted. Copper 
is precipitated by the reagent in a solution containing 10% of glacial acetic 
acid; Ni and Co are precipitated from neutral solution and lead from neutral 
or alkaline solution. The compounds Cu(C;H,O2N).2, Ni(C;H.sO2.N).2 and 
PbC;H,O.N may be dried at 100° and weighed. Alternatively the precipitates 
may be dissolved in sulfuric acid, decomposed by heating in the presence of 
excess ferric sulfate and the ferrous sulfate that is formed may be titrated. 

Thionalide.—8-Aminonaphthalide, CiH;NHCOCH.SH. The compound 
is only slightly soluble in water (0.08 g. per 100 ml. at 95° and 0.01 at 20° C.). 
It is readily soluble in C.H;OH, glacial acetic acid or concentrated H2SO.; 
on warming the last solution decomposes. In 0.2 N nitric or sulfurie acid 
Cu, Ag, Au, Hg, Sn, As, Sb, Bi, Pt and Pd give precipitates. The following 
precipitate in alkaline tartrate solution: Cu, Ag, Au, Hg, Cd, Tl, Mn, Fe (ous) ; 
in tartrate-cyanide solution: Au, Tl, Sn, Pb, Sb, Bi; and in NaOH-KCN 
solution: Tl, Hg, Pb, Bi. The precipitates may be weighed after drying at 
105° C. The reagent may be titrated: 


2C H;NHCOCH.SH-+ I2= (CioH,NHCOCH.S)2+2H1. 
Triphenyltinchloride.—Reagent for fluorine; see chapter on Fluorine. 


37 Ray, Z. anal. Chem., 79, 94 (1929); Feigl, Mikrochemie, 8, 239 (19380); also 
“Qualitative Analyse mit Hilfe von Tiipfelreaktionen.’’ W6lbing and Steiger, Mikro- 
chemie, 15, 295 (1934). 

38 Copper: Ephraim, Ber., 63, 1928 (1930); 64, B, 1210, 2819 (1931); Reif, Z. anal. 
Chem., 88, 38 (1932). Cu and Ni: Astin and Riley, J. Chem. Soc. (Lond.), 314 (1938). 
Cu: Hecht and Reissner, Mikrochemie, 17, 127 (1935); Ishibashi and Kishi, J. Chem. 
Soc. Japan, 55, 1060, 1065, 1067 (1934). Pb: Ishibashi and Kishi, Bull. Chem. Soe. 
(Japan), 10, 362 (1935). Tougarinoff, Ann. Soc. Sci. Bruxelles, 54B, 314 (19384). 
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STANDARD LABORATORY APPARATUS! 


VOLUMETRIC APPARATUS 


Very great advances have been made in the United States toward the 
standardization of volumetric apparatus, first by the U. S. Bureau of Standards 
and more recently by a committee representing manufacturing chemists. The 
latter, in cooperation with the manufacturers and dealers of chemical apparatus, 
has completed its recommendations for the standardization of several types of 
volumetric glassware, in regard to types, quality, design, workmanship and units 
of capacity. This is a commendable advance but while it will insure a supply 
of standard volumetric glassware, if the movement is generally supported by 
both makers and users, it does not preclude the necessity of recalibration or 
verification by the chemist himself. This is especially evident when we recall 
the fact that volumetric chemical analyses are often reliably calculated to 
0.01%, whereas the volumetric glassware may be in error to such an extent as 
to make the 0.10% figure unreliable. 

The following principles, procedures and tables for testing and calibrating 
volumetric apparatus, except for a few additions, were obtained from publi- 
cations of the U. 8. Bureau of Standards. 

Preparation of Apparatus.—Having selected standard apparatus, it should 
be thoroughly prepared for calibration by removing all foreign material, dirt, 
grease, etc., from the surface by one of the following methods: 

1. By immersion for several hours in a concentrated solution of caustic soda 
in 95% alcohol, after which it should be washed with sulfuric acid and water 
and allowed to drain until dry. 

2. By immersion in fuming sulfuric acid for a few minutes, washing with 
water, then with caustic soda solution and finally with water and allowing to 
drain until dry. 

3. Concentrated sulfuric acid saturated with chromic acid is a very efficient 
cleaning solution. This may be substituted for the fuming sulfuric acid in the 


‘above procedure. 


4. Another method by which small apparatus, such as flasks, burettes, 
pipettes, etc., may be quickly and thoroughly cleaned but with which great 
precaution should be exercised is as follows: To two volumes (10-20 ml.) of 
95% alcohol in the apparatus add one volume (5-10 ml.) of concentrated nitric 
acid. This mixture develops a rather violent action in from one to five minutes, 
generates much heat and thoroughly cleans the surface with which it comes in 
contact. This mixture should be used very cautiously and sparingly and should 
not be confined. The action is accelerated by warming and is almost explosive 
at times. The change in volume of the apparatus and thermal hysteresis due 
to the heating by this method of cleaning can usually be neglected if a sufficient 
drainage and cooling period is employed. 

Stopcock Grease.—Soft grease. Thoroughly mix, by melting and stirring, 
three parts of vaseline and one part of beeswax. 


1 Contributed by R. M. Meiklejohn and J. 8. Coye. 
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Hard grease. Add one part (i.e., 1 : 4) of soft black rubber in small bits to 
the above mixture, heat to 140-150° C., and stir constantly until thoroughly 
incorporated. 

Measurement of Capacity.—There are two general methods in use by which 
the capacity of an apparatus is determined, the choice being determined by the 
character of the apparatus; namely, direct measurement and calculation of 
capacity from the weight of water which it contains or delivers. 

Direct Measurement.—This method is especially applicable to the testing 
or calibration of flasks and consists in allowing water at a constant temperature 


Fig. 129. Volumetric Measuring Aj paratus. 


to flow from a standard pipette, which is graduated at the lower end, into the | 
flask at a rate of flow standard for the pipette until the flask is filled to its 
graduation mark. The volume (capacity) of the flask is then read off on the 
graduation of the standard pipette, making any instrumental correction apply- 
ing to the standard pipette as determined by the procedure of calculation of © 
capacity at 20° C. from the weight of water delivered under the standard | 
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conditions of outflow. It is evident that this method gives a direct measure- 
ment of capacity at the standard temperature of 20° C. regardless of the 
temperature of water except that the water should be maintained at a constant 
temperature throughout the entire operation. This change of temperature is 
the only inherent error in the procedure, except the error of unequal expansion 
of the two glasses, which is assumed to be negligible. The chief disadvantage 
in the procedure is that a separate standard pipette is necessary for each size of 
flask, and consequently is only applicable when a large number of flasks are to 
be calibrated. 

Calculation from Weight of Water.—The quantity sought in this case is the 
actual volume of water contained or delivered by the apparatus at the standard 
temperature of 20° C. and is calculated from quantities observed, obtained 
from tables, and calculated. 


Quantities observed. 


V =nominal capacity of apparatus (milliliters). 
t=temperature of water weighed. 
a=apparent weight in air of water. 
b=buoyancy constant (Table 1). 


Quantities obtained from Tables. 


d,=density of water at ¢° C. (Table 2). 
M =mass of water having a volume JV at ¢° C. (Table 2 d;XV). 
A=apparent weight in air of water having volume V at ¢° C. (Table 3). 


Quantities calculated. 


v=volume of water at ¢° C. (milliliters). 
C=capacity of instrument at standard temperature 20° C. 


; 

The capacity v at the observed temperature ¢° C. is first calculated. This 
' may be accomplished by one of three formulae according to the precision 
. desired. 

p In all cases where the greatest precision is desired the following formula is 
used. 

f a 

iB = . 

: dro 

- d; is obtained from a table of water densities. 

= b may be obtained from tables or may be observed directly as follows: 


_ Place a hollow sealed glass bulb of known volume (about 1000 ml.) and mass on 
one pan of a balance and an equal mass of brass weights on the other pan of the 
balance. The additional weight w required on the bulb pan for a balance is 
then the buoyancy of the volume »v of the bulb for the atmospheric conditions 
prevailing, or b="=grams per-tmilliliter. The mass of the bulb is its true 
weight in vacuum and may be calculated from its apparent weight by adding, 
to its apparent weight in air, the weight of an equivalent volume of air at the 
_ temperature anc atmospheric conditions prevailing at the time the apparent 
weight was obtained minus the weight of a volume of air equal to the volume 
_ of brass weights used in obtaining the weight in air. 
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Hxample: 

Volume displaced by the bulb =950 ml. =.950 liter = V5. 

Apparent weight of bulb at 22° C. and 740 mm. mercury (corrected to 0° C. 
and standard gravity) with brass weights = 218.124 gms. 


218.124 
Then 34 


= 25.95 ml. =.02595 liter= V, or volume of brass weights. 


(Ve—Vw) X1.2930._, P 

1+ .00367 Xt 760 
(.950 — .02595) * 1.2930 __ 740 

; = 219.2005. 

OR ERIS LE TT ONSET O20, 760 

This true weight or mass of the bulb is then the value to be used in de- 
termining the buoyancy constant for the particular atmospheric conditions 
prevailing or ; 


Then 218.124-++ =true weight of bulb. 


219.2005 — 218.124 
buoyancy constant = 950 = .001133 gm. 


or 1.133 mgs. per milliliter. 

This figure is obtained by assuming the air to be dry and free from carbon 
dioxide. The value of 1.2930 gms. as the weight of one liter of air at 0° C. 
and 760 mm. pressure at sea level is obtained only under these conditions and 
consequently requires corrections for the carbon dioxide and moisture content 
of the air at the time the weight is taken. For ordinary work Table 1, as 
prepared by the U. 8. Bureau of Standards, gives the buoyancy constant of 
sufficient accuracy. 

When JV is a round number, the following approximate formula simplifies 
the calculation. 


2. v=V+a+(V Xb) —M. 
M =the mass of water having a volume V at ¢° C. and may be calculated 
from water density tables. (Table 2d; x V.) 


b is obtained as above. 
If v—V is less than 1/10002, the error will not be greater than 1/200,000v. 


When V is a round number and the buoyancy constant is not observed, the 
following formula may be applied. 


3. v=V+a—A. 

A may be obtained from tables. (Table 3.) The values obtained by this 
formula are equal in accuracy to those obtained by formula 2. 

After calculating v by one of the above formulae, the capacity C of the 
apparatus at 20° C. is calculated by the formula 


C=v+.000025 v (20—2). 


The value .000025 is taken as the average cubical expansion of glass. 
Values for .000025 v (20—t) have been calculated and tabulated by the 
U.S. Bureau of Standards. 


+ 
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Flasks.—Flasks are most readily tested or 
calibrated by direct measurement from a stand- 
ard pipette as previously described. When the 
weighing method is employed, the procedure is 
as follows: The flask is suspended from the left 
arm of the balance, thus leaving space for 
weights on the balance pan. A weight some- 
what greater than the total weight of the flask 
when filled to the mark with water is placed on 
the right balance pan. The clean, dry, empty 
flask with stopper is then balanced by placing 
the necessary weights on the pan carrying the 
flask. The flask is next filled to the mark with 
water at a definite constant temperature ¢° C. 
and again balanced by removing weights. The 
weights removed give the apparent weight (a) in 
air of the water at temperature ¢° C. and p bar- 
ometric pressure (uncorrected). The capacity 
C at 20° C. of the flask of nominal volume V is 


Fria. 130. Morse-Blalock 
Apparatus in Position for Cal. 


then calculated as previously described. ibrating Flasks. 
Example (500 ml. flask) : 
519.710 
20.950 : 
a=498.760 apparent weight in air of water at 17° C. and 735 mm. 
d;= .9988 density of water at 17° C. (gms. per milliliter). 
b= 001037 buoyancy constant. (See Table 1.) 
Then 
a 498.760 
= ae 9 . . i Je 
v 7,—b 9088 —.0010 499.88 ml. at 17° C 
and 
C=v+ .000025 v (20 —t) = 499.88-++ (.000025 «499.88 X 3) = 499.02 


mi. at 20° C. 


Another procedure of calculating the capacity of a flask from the weight in 
air of the water contained or delivered which eliminates any error in weighing 
due to condensation of moisture on the flask is as follows: 

A flask of similar type and equal volume is used as the counterpoise on the 
opposite balance arm when obtaining the weight “‘ a” of water at the tempera- 
ture of the air. 

Then 


= 7pm capacity in ml, at (°C. 
and 


.C=0-+.000025 V (20—t) =ml. at 20° C. 
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The water used for this work should be pure and freed from dissolved air by 
previous boiling and should not be allowed to wet the flask above the graduation 
mark. When filling the flask it should be shaken occasionally to insure com- 
plete wetting and removal of any dust, etc., from the glass surface, which 
might cause the occlusion of minute air bubbles. When possible, these dust 
particles should be floated off from the top of the water before making up to 
the graduation mark. If the graduation mark is found to be in error, it may 
be corrected by making a preliminary mark and subsequently verifying by the 
above procedure. 

Pipette.—Pipettes are most conveniently tested and calibrated by filling 
once with water at constant temperature ¢° C. and emptying, then filling again 
to the mark and emptying into a tared flask. By weighing the flask the ap- 
parent weight of water at ¢t° C. delivered is obtained. The capacity of the 
pipette at 20° C. is then calculated as previously described. 


Example: 
Standardization of Pipette B—902. 
a=49.8283 =wt. of water delivered at 24.1° C. and 740 mm. pressure. 
From Tables 1 and 2: 
=.00101 gm. 
d= .99732. 


Then 


a 49.8283 
thay OOS 


Wee =50.0128 ml. at 24.1° C. 


and 


C=v+.000025 x V X (20 —t) = 50.0128 — .005 = 50.008 mi. at 20° C. 


The method of draining the pipette should be the same when calibrating as 
when being used. The most generally accepted method of draining a pipette 
is to allow it to run out freely until emptied, then the tip is touched against the 
wetted wall of the vessel into which delivery is being made. The shape and 
character of the tip and size of the meniscus stem should be as specified by the 
U.S. Bureau of Standards * and the committee representing the Manufacturing 
Chemists. 

A pipette may also be calibrated by connecting up with a standard pipette 
as shown in Fig. 130. The water from the standard is allowed to flow by 
gravity into the pipette being tested, the standardization being conducted at 
2O2G: i 

Burettes.—Type, design, size, etc., of burettes have been standardized by 
the U. S. Bureau of Standards and the committee representing the chemical 
manufacturers to such an extent as to make the calibration of them simple and 
reliable. These specifications are such as to give the proper rate of out-flow to 
make the residue and after-flow negligible when calibrated under conditions of 
out-flow indicated for each particular type of burette. 

*Committee on Apparatus Standardization of the Manufacturing Chemists’ Asso- 


ciation of the U. 8. 
+ Scientific Papers No. 92 and Circular No. 19. 


ut 


STANDARD LABORATORY APPARATUS 1225 


In calibrating a burette, the weight of water at constant temperature and 
pressure which is delivered under standard conditions of out-flow is determined 
for each graduation of the burette as desired, always beginning at the zero 
graduation each time. The volume of water for each increment is then cal- 


Fire. 1381. Volumetric Calibrating Apparatus. 


culated as previously described. It is very important that the burette types 
which have been specified by the standardization committee be selected for 
calibration. 


Example: 
Standardization of Burette 1394. 
Each increment is weighed and the weight, temperature and pressure re- 


corded, d; and 6 obtained from Tables 1 and 2 and the formula v= and 


a 
d,—b 
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C=vt .000025 x V X(20—1t) applied to each increment. 


tabulated as follows: 


Point 
5 ml. 
10 ml. 
15 ml. 
20 ml. 
25 ml. 
30 ml. 
35 mi. 
40 ml. 
45 ml. 
50 ml. 


a 
4.9562 
9.9463 

14.9220 
19.9158 
24.9019 
29.8572 
34.8254 
39.8001 
44.8419 
49.7809 


C 
4.98 
9.99 

14,98 

20.00 

25.00 

29.98 

34.96 

39.96 

45.02 

49.99 


The results may be 


A burette may be standardized against a second standard burette or pipette 
by filling the one to be tested with water (20° C.) and after connecting to the 
standard allowing the water to flow into the standard. The connections should 
be filled with water (free from air bubbles) and the water should stand at the 0 


point in the measuring apparatus. 


See Fig. 131. 


The upper mark of the 


measuring standard should be below the level of the lowest mark of the vessel 
being tested. A two-way stopcock makes it possible to empty the measuring 
standard, the total capacity of which may be only a fraction of that of the 


burette to be tested. 
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TABLE 1 


Buoyancy Consrants (MG./ML.) 


Difference in milligrams between the mass and the apparent weight of one milliliter 
of water weighed with brass weights (d=8.4) in air at various temperatures and barom- 
eter readings (unreduced).. A humidity of 50% saturation is assumed. ‘To find the 
weight of one milliliter of air under the conditions assumed in this table, multiply the 
buoyancy constant by 1.135 (42/37). 


Temperature in Degrees Centigrade 
Pressure ; 
15 20 25 30 
GAO re ies od ss 0.904 0.886 0.869 0.852 
GO iy enpeees ei sreiekes 0.918 0.900 0.883 0.866 
OO MRMre ns cdl der «2. 0.932 0.914 0.897 0.879 
Gibran is vocyen 2 3s 0.946 0.928 0.911 0.893 
SON cerrcys sis. cous ai 0.960 0.942 0.924 0.906 
ORO eo ates OER ee 0.975 0.956 0.938 0.920 
FAO ve fe) ate, 0 dar 0.989 0.970 0.952 0.933 
UBT RS Sees 0.996 0.977 0.958 0.940 
LO etter yah eis... 'e.-3,.555 1.003 0.984 0.965 0.947 
(LOS ASe ee ea 1.010 0.991 0.972 0.953 
OA ae Pale fae sss tt: 1.017 0.998 0.979 0.960 
GEC SPMD Mee see. wie 1.024 1.004 0.985 0.967 
| FGM. A Sie eee 1.031 1.011 0.992 0.973 
‘UPSES No cor cee eee 1.038 1.018 0.999 0.980 
AO mtipnicws ie eis ak + 1.045 1.025 1.006 0.987 
EG ot Ue Gee 1.052 1.032 1.013 0.994 
OO ramvamt Gs. stare 6% 1.059 1.039 1.020 1.000 
UES SOO eee 1.067 1.046 1.027 1.007 
OUR dts ye Spare e's 1.074 1.053 1.034 1.014 
OD Miter ltrs ich orice is « 1.081 1.060 1.040 1.020 
LOS ea etree tes, aye es 1.088 1.067 1.047 1.027 
LOREM eee ich Sen 8 1.095 1.074 1.054 1.084 
Use ieee Gene 1.102 1.081 1.061 1.041 


Se er 
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TABLE 2 


DENSITY (IN GMS. PER MILLILITER) OF WATER AT TEMPERATURES FROM ()° TO 102° C. 


Temp. ° C. Density Temp. °C. Density Temp. °C. Density 
0 0.99987 35 0.99406 70 0.97781 
1 0.99993 36 0.99371 71 0.97723 
2 0.99997 37 0.99336 72 0.97666 
3 0.99999 38 0.99299 183 0.97607 
4 1.00000 39 0.99262 74 0.97548 
5 0.99999 40 0.99224 75 0.97489 
6 0.99997 41 0.99186 76 0.97428 
is 0.99993 42 0.99147 77 0.97368 
8 0.99988 43 0.99107 78 0.97307 
9 0.99981 44 0.99066 79 0.97245 
10 0.99973 45 0.99024 80 0.97183 
11 0.99963 46 0.98982 81 0.97120 
12 0.99952 47 0.98940 82 0.97057 
13 0.99940 48 0.98896 83 0.96994 
14 0.99927 49 0.98852 84 0.96930 
1M) 0.99913 50 0.98807 85 0.96865 
16 0.99897 ‘iyi 0.98762 86 0.96800 
V7 0.99880 52 0.98715 87 0.96734 
18 0.99862 53 0.98669 88 0.96668 
19 0.99843 54 0.98621 89 0.96601 
20 0.99823 55 0.98573 90 0.96534 
21 0.99802 56 0.98524 91 0.96467 
22 0.99780 57 0.98478 92 0.96399 
23 0.99756 58 0.98425 93 0.96330 
24 0.99732 59 0.98375 94 0.96261 
25 0.99707 60 0.98324 95 0.96192 
26 0.99681 61 0.98272 96 0.96122 
27 0.99654 62 0.98220 97 0.96051 
28 0.99626 63 0.98167 98 0.95981 
29 0.99597 64 0.98113 99 0.95909 
30 0.99567 65 0.98059 100 0.95838 
31 0.99537 66 0.98005 101 0.95765 
32 0.99505 67 0.97950 102 0.95693 
33 0.99473 68 0.97894 
34 0.99440 69 0.97838 
35 0.99406 70 0.97781 
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TABLE 3 


APPARENT WEIGHT (IN GMS.) OF WATER IN AIR 


(This table gives the apparent weight, for temperatures between 15° and 30° C., 
humidity 50%, unreduced barometer reading 76 cm., of certain volumes of water 
weighed with brass weights. This table is based on the data given in Tables 1 and 2, and 
may be conveniently employed to determine definite volumes of water for calibrating 
instruments. The table assumes the air to be at the same temperature as the water.) 


Temp. °C. 2000 ml. 1000 ml. 500 ml. 400 ml. 300 ml. 250 ml. 150 ml. 
Ara Nereait cr cs when le 1996.11 | 998.05 | 499.03 | 399.22 | 299.42 | 249.51 149.71 
16...........| 1995.80 | 997.90 | 498.95 | 399.16 | 299.37 | 249.48 149.68 
Lng A te ae 1995.48 | 997.74 | 498.87 | 399.10 | 299.32 | 249.43 149.66 
Re lee ot Se ce a 1995.13 | 997.56 | 498.78 | 399.03 | 299.27 | 249.39 149.63 
19...........| 1994.76 | 997.88 | 498.69 | 398.95 | 299.21 | 249.34 149.61 
OIE oT at iae 1994.36 | 997.18 | 498.59 | 398.87 | 299.15 | 249.30 149.58 
EER Nat sot oy se 1993.95 | 996.97 | 498.49 | 398.79 | 299.09 | 249.24 149.55 
DO RHS shy a ahaa 1993.51 | 996.76 | 498.38 | 398.70 | 299.03 | 249.19 149.51 
ON NSBR s ekis 1993.06 | 996.53 | 498.26 |} 398.61 | 298.96 | 249.13 149.48 
AST wah tthe af eatede: & 1992.58 | 996.29 | 498.15 | 398.52 | 298.89 | 249.07 149.44 
eS ae rl 1992.09 | 996.04 | 498.02 | 398.42 | 298.81 | 249.01 149.41 
PAGAN Ji gene 1991.57 | 995.79 | 497.89 | 398.31 | 298.74 | 248.95 149,37 
PAT eg rc Ora Nee oe 1991.04 | 995.52 | 497.76 | 398.21 | 298.66 | 248.88 149.33 
28...........| 1990.49 | 995.24 | 497.62 | 398.10 | 298.57 | 248.81 149,29 
29........-..| 1989.92 | 994.96 | 497.48 | 397.98 | 298.49 | 248.74 149.24 
Unis ae 1989.33 | 994.66 | 497.33 | 397.87 | 298.40 | 248.67 | 149.20 


Norr.—tThe term milliliter, ml., 1/1000 liter, based on the volume occupied by a 
kilogram of water at its greatest density, has been adopted by the Bureau of Standards 
and is frequently found on calibrated apparatus. This form has been used in the 
section on volumetric apparatus in place of the term cc., generally used throughout 
this book. Owing to the expansion of water, 1000 grams would occupy a greater 
volume at room temperature than at 4° C. so that 1 cc. woula be less than 1/1000 of 
this expanded volume. ‘The difference of 1 ml. and 1 cc., under convenient workable 
temperatures, could not be measured by the ordinary burette, so that for practical 
purposes the volumes represented by ml. and cc. may be considered the same. ‘This 
expansion has been taken into consideration in calibration of apparatus, the cc. and 
the liter being volumes in ratio of 1 : 1000, a relativity demanded in volumetric analysis, 
eee ee terminology is of little importance, provided the apparatus used is thus 
calibrated. 
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STANDARDIZATION OF WEIGHTS 


Precision measurement of mass is the first requisite in accurate analysis. 
The chemist has at his command instruments for the measurement of mass 
which by far surpass in accuracy the major operations of his work. This is 
probably largely responsible for the negligence in the care of the balance and 
weights too frequently observed in the technical laboratory. It is often the 
case that the average technical laboratory uses analyses calculated to one 
decimal place more than warranted by the accuracy of the weights used. As- 
suming all other operations without error, an analysis made on a 1-gram 
sample and reported as 98.53% requires a weight accuracy of .0001 gram if the 
last figure is intended to have any significance. 

Laboratories doing accurate analytical or research work should always be in 
possession of a set of standard weights and these weights should be used only in 
standardizing those in constant use. Where a large number of balances are 
used, it is advisable to have two sets of standard weights, a Primary and a 
Secondary set, each ranging from 100 grams to 1 milligram. The Primary set 
is used exclusively for checking the Secondary set and is checked annually by 
the Bureau of Standards at Washington, D. C. The Secondary set is used for 
standardizing the weights assigned to the various balances. Where balances 
are used constantly, it is advisable to have the weights checked at least monthly 
against the Secondary set, and the Secondary likewise checked monthly against 
the Primary set. While this frequent checking may appear excessive, it is 
quite inexpensive insurance against errors which cannot easily be detected in 
any other way. 

It is advisable to use one-piece gold-plated weights for the Primary Standard. 
The type designated Class M by the Bureau of Standards is very satisfactory. 
Lacquered brass weights are very satisfactory for general use. 

The practice frequently observed in chemical laboratories of setting out the 
weights on the balance plate is very bad. While it expedites weighing, the 
chance of contaminating and changing the accuracy of the weights more than. 
counterbalances the advantage of speed. 

Students are frequently taught that it is not necessary for weights to bear 
true values so long as they are comparable to one another; that is, to bear true 
relation to each other. This contention holds good so long as all work done by 
the chemist is related to his balance. This condition does not exist in the 
majority of technical laboratories. The chemist frequently uses standard 
solutions made by use of other balances and for this reason his weighings must 
be comparable to others in.the laboratory. This condition necessitates the 
standardization of all weights to true values. 

Although there are several methods for weighing in use in the various 
technical laboratories, that of the double swing or vibration is probably the best 
for standardization of weights. 
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STANDARDIZATION 


There are three methods for standardizing weights: 

1. Standardizing the weights to true or absolute values. 

2. Standardizing the weights to weigh true or absolute weights. 

3. Standardizing the weights to bear true relation to each other. 

The procedure followed in the first method is dependent upon the com- 
parative arm lengths of the balance. If the arm lengths are equal, the weights 
are standardized by direct weighing or balancing on the opposite pans. If 
unequal, by substitution weighing or having both weights, when placed alter- 
nately on the left pan, balance a given mass on the right pan. 

The standardization of the weights by the second method is independent of 
arm length. The weights are standardized by adjusting them so that when 
they are placed on the right pan they balance the standard weights of a similar 
denomination placed on the left pan. 

In small laboratories where there is but one balance used for fine work, or 
for students’ use, the third method is very satisfactory. 

In the first two methods of standardization, each weight is standardized 
independently. 

Tn all cases of two or more weights of one denomination, the second and 
third should be marked with one and two dots respectively. 

It is, of course, assumed that high-grade balances are used and are thor- 
oughly understood by the chemist, and that in weighing, objects to be weighed 
are placed on the left pan. 

First Method. (Assuming the arm lengths unequal).—It is both convenient 
and time saving in this work to have an extra set of weights to use as coun- 
terpoises. . 

Place a standard 5 or 10 mgm. weight on the left pan and the 5 or 10 mgm. 
rider on the right beam. Adjust the weight of the rider until it balances the 
weight on the left pan when it is located at a point indicating that denomination. 
Remove both weights. Place the standard 100-gram weight on the left pan and 
balance it with the counterpoise set. Replace the standard with the 100-gram 
weight to be standardized and adjust the weight until it balances the counter- 
poise. Continue in this manner throughout the entire set. 

In case the balance arms are equal, the counterpoise set may be dispensed 
with and the set being standardized placed on the right pan. Of course when 
weights of absolute value are used on a balance having unequal arm lengths, 
corrections must be made on all weighings. 

Second Method.—This method is the more practical since it is independent 
of arm length. However weights standardized in this way can only be used on 
the balance on which they have been standardized. 

Place the standard 5 or 10 mgm. weight on the left pan and the 5 or 10 mgm. 
rider on the right beam, adjust the rider until it balances the weight on the left 
pan when it is on the point indicating the denomination of that weight. Re- 
move both weights. Place the standard 100 gram weight on the left pan 
and the 100 gram weight to be standardized on the right pan. Adjust the 
weight until it balances the standard. Continue with all other weights in the 
same manner one at a time. 
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Adjustment of Weights.—Since it is not practical in commercial work to use 
corrections on weights, they should be adjusted when standardized. In the 
case of brass weights, by removing the top and either adding or removing 
granulated aluminum or lead (20—40-mesh) as required, and in the case of 
platinum fractional weights, fusing on gold shavings cut from foil or wire, if 
light, or removing platinum with a small file if heavy. When aluminum is used 
for fractional weights and one is found light, it is advisable to destroy it and 
replace with another. 

When making the adjustment of the brass weight, the weight should be 
gripped with pieces of heavy linen cloth or chamois skin, never with the fingers. 
The metal should be added or removed with a pair of tweezers and the weight 
allowed to stand 15 minutes before final checking. While it is standing other 
weights may be adjusted. In this way little time is lost. 

Third Method.—lIf the arms of the balance are equal, the weights may be 
compared with each other. If, however, they are unequal, the method of 
substitution must be used and another set of weights will be required. In the 
latter case the counterbalance weights are placed in the left pan and the set 
being standardized on the right. 

The following method assumes the arm lengths equal or practically so: 

Place the 5 or 10 mgm. weight on the left pan and the 5 or 10 mgm. rider on 
the right beam. Adjust the rider with fine emery cloth until it balances the 
weight when on the point indicating its denomination. Take a 10 mgm. weight 
from another box for use as a tare and call it 7. Place 7 on the left pan 
and one of the 10 mgm. weights on the right and balance with the rider if 
necessary. Record the weight, e.g., 


> 0.01 = 7+0.0001. 


Replace the weight on the right with the other 10 mgm. weight and again 
balance. 
Record the weight, e.g., 


0.01.= 7-+0.0001. 


Replace the tare with the 20 mgm. weight and put both 10 mgm. weights on 
the right pan and balance. Record weights as follows: 
0.02 =0.01+-0.01.+0.0001 


or 
0.02 =27'+0.0003. 


Replace the 20 mgm. weight with the 50 mgm. weight and place the 20 
mgm. weight and tare on the right pan with the two ten mgm. weights. Bal- 
ance and record the weights, e.g., 


0.05 =0.02+-0.01-+-0.01.+ T+0.0000 
or 
0.05 = 5 7-+0.0005. 
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Place the 50 mgm. weight on the right pan and the 100 mgm. weight on the 
left pan. Balance and record the weight, e.g., 


0.10 =0.05+0.02+0.01+0.01.+ T —0.0003 
or 


0.10 =107-+0.0007. 


The remaining decigram and gram weights are tested in this manner and the 
results compiled as follows: 


Nominal Value Found Values Using Corrected Using Carhections 
Value on Test T =0.01 1.0005 as Std. i S 
0.01 T +0.0001 0.0101 0.0100 +0.0001 
0.01, T +0.0001 0.0101 0.0100 +0.0001 
0.02 2T +0.0003 0.0203 0.0200 +0.0003 
0.05 5T +0.0005 0.0505 0.0500 +0.0005 
0.10 107 +0.0007 0.1007 0.1001 +0.0006 
0.10. 107 +0.0006 0.1006 0.1001 +0.0005 
0.20 20T +0.0007 0.2007 0.2001 +0.0006 
0.50 507 +0.0004 0.5004 0.5003 +0.0001 
1.00 1007 +-0.0005 1.0005 1.0005 +0.0000 
2.00 2007 +-0.0006 2.0006 2.0010 — 0.0004 
2.00, 2007 +-0.0009 2.0009 2.0010 —0.0001 
ete. 


Effect of Buoyancy.—In making accurate weighings the buoyant effect of 
air on the weight and mass being weighed must be considered. When the mass 
being weighed has a specific gravity differing with that of the weights, the 
buoyancy of the air on the two masses will affect the accuracy of the weighing. 
Thus the weighing of a 1 gram sample of potassium chloride with brass weights 
without correction for buoyancy results in an error of .00046 gram or approxi- 
mately .05%. 

The following formula may be used in making this correction for general 
work carried on under normal conditions: 


é 
Correct weight = W+ 012 _ us 
AY 


where W =the apparent weight of the object, S and S, the specific gravities of 
the object and weights respectively. 

.0012 is the weight of 1 ml. of air at normal laboratory conditions. 

The specific gravities of metal generally used in weights are Platinum 21.5, 
Brass 8.4 and Aluminum 2.7. | 

Precision and Tolerances of Weights.—The following is a table of the 
Precision of Corrections and Tolerances of Class § analytical weights issued by 
the U. 8. Bureau of Standards, Washington, D. C. While it is quite evident 
that the Precision of Correction is beyond the accuracy of a 1/10 mgm. or 


1224 STANDARDIZATION OF WEIGHTS 


even a 1/20 mgm. balance, it is however advisable to standardize the weights 
to the limit of sensitiveness of the balance. 


Denomination Tolerance Precision of Correction 
100 grams 0.5 mgm. 0.1 mgm. 
50 0.3 ; 0.1 
20 0.2 0.1 
10 0.15 0.05 
5 0.15 0.05 
2 0.1 0.05 
1 0.1 0.05 
500 mgms. 0.05 0.01 
200 0.05 0.01 
100 0.05 0.01 
50 0.03 0.01 
20 0.03 0.01 
10 0.02 0.01 
5 0.02 0.01 
2 0.01 0.01 
1 0.01 0.01 


Fie. 132, Ainsworth’s Analytical Balance, with Improved Multiple Rider Carrier, 
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Abbé refractometer, 1765 
Absorption bulbs: 
carbon dioxide, Fleming, Geissler, 
Gerhardt, Liebig, Vanier, 221 
gas analysis, Friedrich, Hankus, No- 
wicki-Heinz, Varrentrapp, Winkler, 
Wolff, 2344, 2345 
Absorption 
spectra, 2614 ff. 
of the rare earths, Table, 257 
spectrum, 
earbon monoxide in air, 219 
Accelerators, in rubber, 1981, 2016 
Acetates, analysis, 2251 
Acetic acid, 
analysis for acetone, formic acid, 
furfurol, hydrochloric acid, met- 
als, sulfuric acid, sulfurous acid, 
2248-2251 
est. in white lead, 1860 
method for nitrite, 631 
method for separation U from V, 
1021 
specific gravity table, 1156, 2252 
Acetic anhydride, 
analysis of, 
acidity method, 2247 
aniline method, 2248 
method for silica, 816 
Acetin method, for determining glycerol, 
2150 
Acetone, 
aldehydes in, 2136 
analysis of, 2134 
Messinger’s method, 2136 
extraction of rubber, 1969, 2002 
in acetic acid, 2250 
Potassium permanganate test, 2136 
residue, 2135 
specific gravity, 2135 
water in, 2135 
Acetyl, 
determination, micro, 2523 
value for oils, 1777 
Acetylene, 
properties of, 2348, 2376 
test for Pd, 722 
Acid, free 
in ether, 2270 
in pressure of iron salts, 2245 
in soap, 2032 


INDEX * 

Acidimetric and alkalimetrie methods 
for metabisulfites, sulfites, sulfurous 
acid, 925 


phosphorus, 69 
Acidimetry and alkalimetry, 2191 ff. 
see also conductometric methods; Po- 
tentiometric methods. 
Acidity in explosives, 1182 
in paper, total, 1910 
in rubber, 
acetone, 2135 
acetone extract, 1971 
aleohol, 2139 
in starch, 2157 
in sulfur, 934 
crude, 941 
in water, 2072 
pH scale of, 2274 
Acid number, 
Chinese wood oil (Tung oil), 1847 
linseed oil, 1844 
varnish, 1852 
Acid value, of soap, 2044 
Acids, 
analysis of, 
acetic, 2248 
boric in borates, 2245 
carbolie, 2253 
carbonic, 2252 
chlorosulfonie, 2244 
citric, 2253 
formic, 2246 
hydrochloric, 
determination of total acidity, ar- 
senic, barium, chloride, chlorine, 
nitric acid, sulfurie acid silica, 
total solids, 2203 
hydrofluoric, 
determinations of acidity, hydro- 
fluosilicie acid, sulfurie acid, sul- 
furous acid, 2209 


nitric, 
determination of acidity, free chlor- 
ine, hydrochlorie acid, iodine, 


nitric and nitrous acids, non-vola- 
tile solids, sulfuric acid, 2211 
in arsenic acid, 
ferrous sulfate method, 2218 
| in oleum and mixed acids, 2217 
in phosphoric acid, 2218 
in sulfuric acid, 2216 
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Acids, nitrous, 
permanganate 
2219 
oleum and mixed acids, 
complete analysis, determination of 
total acidity, lower oxides, nitric 
acid, sulfuric acid and free SO, 
calculations, table, 2233-2243 
organic, 2246 ff. 
oxalic, 2253 
phosphoric acid, 
analysis of, 2224 
specific gravity, see tables 
sulfuri¢ acid, 
analysis of, 2228 
determination of antimony in, 83 
determination of lead, iron, arsenic, 
zinc, selenium, hydrochloric and 
nitric acids, 2229-2233 
tartaric acid, 2254 
Acids, 
fatty, from oils, 1794 
formulae for diluting or strengthening 
of, 2236 
indicators for determination of, 2192 
number in oil analysis. See oils. 
reactions—tables of, 1128-1135 
tests for, 1112 
reagent solutions, 1193 
standards, preparation of benzoic, hy- 
drochloric, sulfuric, 2194-2197 
titration of, 2191 ff. 
See also under individual acids as 
acetic, boric, ete. 
weighing, 
concentrated acids, 2200 
Blay-Burkhard Burette, 2202 
(Fig. 304) 
Dely Tube, 2201 (Fig. 302) 
glass bulb, 2203 
Lunge-Ray pipette, 
301) 
snake tube, 2202 (Fig. 303) 
dilute acids, 2200 
Adsorption Indicators, 
brom phenol blue, 582 
dichlorfluorescein, 273 
eosin, 192, 457 
fluorescein, 273 
for halide titration, 
bromide, 192, 2499 
chloride, 173, 2499 
iodide, 457, 2499 
for silver, 830 
rhodamine, 6 G. 830 
tetrahydroxyquinone, 919 
Agar, 
eosine-methylene blue, 2121 
Hesse, 2123 
nutrient, 2121 
stock, 2121 


titration of, 653, 


2201 (Fig. 


Air, 
composition of, 629 
examination of. See Gas Analysis. 
oxygen in, hydrogen combustion 
method, 687 
phosphorus method, 685 
pyrogallate method, 686 
pound per cubic foot coal burned, 
calculation of, 2384 
Albuminoid ammonia, determination of, 
in water, 2050 
Aleohol, 
ethyl, 
acidity, 2139 
aldehydes in, 2139 
detection of, 2137 
Berthelot’s test, 2137 
ethyl acetate test, 2137 
iodoform test, 2137 
methanol in, 2148 
determination of, distillation and 
evaporation methods, 2137, 2138 
purification of, 1771 
specific gravity tables, 2142-2146 
test for Pd, 722 
methyl, determination of, 2147 
in ethyl alcohol, 2148 
Alcohol—ether method, 
from K, Na, 890 
Aleoholic-potash, extraction of rubber, 
1982, 2003 
Alcohol-insoluble matter in soap, 2037 
Aldehyde, determination of, 2139 
in alcohol, 2139 
Alizarin red 407 
Alizarine §, 
test for aluminum, 2 
Alkali arsenates, arsenic determination 
in, 96 
Alkali, combined, in soap, 2029 
free, in soap, 2032 
in water, 2097 
standard for acidimetry and alkalim- 
etry, 2197 
Alkali, fluorides, determination of flu- 
orine, 417 
Alkali, xanthate, separation cobalt from 
nickel, 310 
Alkalies, analysis of, see soda, sodium 
hydroxide, ete. 
Alkalies, chapter on, 861 
detection of caesium, lithium, potas- 
sium, 861-862 
rubidium, sodium, 875, 876 
estimation in, 
alundum, 36 
clay, 2163 
au 2166 
Portland cement, 1612 
preparation of the sample, 
brines, 864 


separation Li 
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Alkalies, fertilizers, 863 
organic compounds, 864 
plants, ashes of, 864 
potash salts, 863 
rocks and insoluble mineral prod- 
ucts, 863 
saline residues, soluble salts, 864 
soils, 863 
water, 864 
separation from, 
barium, calcium, strontium, sulfuric 
acid, 121, 865 
each other, 884 
heavy metals, 864 
magnesium, 866 
test for, 
irridium, 730 
palladium, 721 
Alkalimeter, 
Mohr’s, 238 
Schroetter’s, 238 
Alkalimetrie method for determining, 
persulfates, 922 
phosphorus, 697 
strontium, 902 
Alkaline earths. See Barium. 
separation from one another, 119 
silicates in soap analysis, 2034 
in water, 2096 
Alkalinity determination, 
in sodium sulfide, 2183 
in starch, 2157 
in water, 2066 
total, trisodium phosphate, 705 
Alkaloids, 
detection, 1951 ff. 
Allotropy, 2556 
Alloy steel. See Iron and Steel. 
Alloys, see also Metallography. 
decomposition of, 1348 
determination of aluminum in, 1359, 
1389, 1394 
antimony in, 83, 1369, 1382, 1385, 
1390, 1401 
arsenic in, 1371, 1384, 1385, 1402 
beryllium in, 146, 148 
bismuth in, 160, 1376, 1387, 1399 
cadmium in, 1371, 1396, 1400, 1403 
carbon in, 1380, 1468 
chromium in, 301, 1406, 1411 
cobalt in, 1409 
copper in, 1352, 1362, 1376, 1378, 
1382, 1384, 1393, 1394, 1400, 1402 
insoluble residue in, 1408 
iron in, 1357, 1365, 1373, 1377, 1379, 
1387, 1396, 1401, 1404, 1407, 1411 
lead in, 505, 1352, 1364, 1375, 1381, 
1384, 1387, 1396, 1399, 1404 
magnesium in, 1395 
manganese in, 1358, 1374, 1380, 1398, 
1407, 1412 


Alloys, molybdenum in, 1411 
nickel in, 1365, 1374, 1377, 1378, 
1390, 1404, 1405 
phosphorus in, 698, 1366, 1368 
silicon in, 802, 1379, 1408, 1412 
silver in, 1402 
sulfur in, 1370, 1379, 1409 
tin in, 1356, 1362, 1363, 1375, 1383, 
1385, 1393, 1396, 1399, 1404 
titanium in, 42 
zine in, 1366, 1375, 1377, 1392, 1401, 
1403 
non-ferrous (See also Pt, Au, Ag) 
accuracy of analysis, 1350 
analysis of, 
alloys of antimony, copper, lead, 
and tin, 1381 
impurities in, 1387 
aluminum alloys, 37—52 
determination Si, Cu, Fe, Ti, Ni, 
Pb, Zu, Mg, Mn, Cr, Sn 
babbitt metal, 
Cu in, 398 
Sn in, 968 
battery plate, 1393 
beryllium-copper alloys 
determination of Al, Be, Au, 
Fe, Ni, Si, 146-148 
brass and sand castings, 
Cu and Pb, 392 
Zn in, 1084 
bronze and bearing metal, A. S. 
T. M., 1362-1372 
copper, nickel, zine alloys, 1373 ff. 
fusible metals, 1399 
German silver, 1373 
gold, dental, 754-757 
magnesium alloys, 539-553 
determination of Al, Mn, Zn, 
Si, Cu, Cd, Fe, Ni, Sn, Ca, 
Pb, Mg, pp. 539-553 
manganese bronze, 1352-1362 
monel metal, 1378 
nichrome, 1405 
silver alloys, 1402 
solder, 1390 
silver, 1402 
stellite, 325 
white metals, 
antimony in, 84, 85, 114 
arsenic in, 112, 114 
tin in, 973 
Woods metal, 1399 
Zine base alloys, 1394 
classification of, 1348 
examination of, 1348 
general procedure, 1349 
chart of, 1349 
sampling, 1350 
pyrophoric, 246 


SUBJECT INDEX 25 


A ipha benzyldioxime method, 
for determining nickel, 617 
separation of nickel from cobalt, 
310 
test for nickel, 615 
Alpha cellulose. See Cellulose. 
Alpha ray, method for radium, 759 
instrument (Fig. 88), 759 
Altitude, effect on solubility of oxygen, 
677 
Alumina, calcined, analysis of, 26 
Alumina, 
in bauxite, 25 
in cement, 1602, 1614 
in chrome green, 1876 
in glass, 2166 
in nitrate of soda, 644 
in its ores, 19, 20 
in Prussian plue, 1873 
in ultramarine blue, 1872 
in sand, 806 
in silicate of soda, 805 
in silicon carbide, 815 
in slag, 2022 
in titaniferous ores, 986 
in water, 2059 
combined in aluminum sulfate and 
aluminum salts, 14 
Alumina and iron oxide. 
oxide and Alumina 
in blane fixe, 136 
in composite white paint, 1868 
in glass, 2166 
in ores, 20 
in Portland cement, 1614 
Alumina ores, 
arsenic determination in, 106 
commercial valuation, 17, 19 
determination of 
alumina, 20 
calcium oxide, 21 
iron, ferrous, 20 
total, 20 
loss in ignition, 19, 23, 26, 28 
magnesium oxide, 2 
manganous oxide, 22 
moisture, 19 
phosphorus pentoxide, 22 
silica, 19 
sodium oxide, 21 
titanium oxide, 21 
vanadium, 23 __ 
zirconium oxide, 23 
Aluminon, 
colorimetric method for Al, 55 — 
reagent, 1213 
test for Al, 2 
Aluminum 
detection of, 1 
alizarin § test, 2 | 
,aluminon test, 2 


See also Iron 


Aluminum 
cobalt nitrate test, 2 
1-, 2-, 5-, 8-, hydroxyanthraquinone 
test, 2 
estimation, 3 
general procedures, 
colorimetric, 
aluminon method, 55 
in animal tissues and foods, 56 
lake development, 58 
reagents, 56 
separation from other consti- 
tuents, 57 
gravimetric, 
by hydrolysis, 
with ammonium hydroxide, 
8 
with sodium thiosulfate, 10 
with urea, 11 
by precipitation, 
as aluminum chloride, 12 
as oxinate, 12 
as phosphate, 13 
volumetric, 
determination of 
alumina, 14 
free alumina or free acid, 16 
of aluminum, oxine method, 12 
estimation, special procedures of alumi- 
num metallic, 50 
hydrogen evolution method, 51 
in alloys, 1359, 1389, 1394 
in bauxite, calcined ‘alumina, alumi- 
num hydrate, 19-29 
reagents and standard solution, 
29-32 
in bismuth bronze, 1378 
in bronze, 55, 59, 1359 
in ferrovanadium, 1498 
in iron and steel, 52, 53, 1482 
in magnesium alloys, 539 
gravimetric, 540 
potentiometric, 540 
in manganese bronze, A. S. T. M., 
1359, 1360 
in metallic aluminum dust, 50, 51 
in nickel, 627 
in presence of iron, phenylhydrazine 
method, 60 
in tin-base metal, 1389 
in zine-base alloy, 1394 
impurities in metallic aluminum, 38 
industrial application, 1 
occurrence, mineral and ores, 1 
preparation and solution of the sample, 
4 


combined 


general procedure for ores, 4 
fusion method (sodium carbonate), 
4 
metallic aluminum and its alloys, 5 
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Aluminum 
properties, 5 
aluminum phosphate, 14 
sampling aluminum and its alloys, 37, 
38 
separation 
from beryllium, 7 
hydrochloric acid method, 139 
oxine method, 139, 141 
from chromium, 7 
from iron, 6 
from iron, manganese, nickel, phos- 
phoric acid, silica, titanium, ura- 
nium, zine, copper, mercury, bis- 
muth, rare earths, beryllium, 6 
from manganese, basic acetate, 558 
from manganese, cobalt, nickel, zine, 
alkaline earths and alkalies, 7 
from nickel, 8 
from phosphates, arsenates, fluorides, 
borates, Mo, Cb, Ta, Ti, V, Be, 
U, oxine method, 8, 12 
from phosphoric acid, 7 
from silica, 6 
from titanium, 7 
from uranium, 7 
from zine, 7 
from zirconium, rare earths, man- 
ganese iron, titanium, 8 
solubilities, metal and its alloys, 5 


oxide, 4 

special procedures: for small quanti- 
ties, 59 

traces, detection and estimation of, 


with alizarine, 2 
Aluminum Company of America 
methods for alloys, 37-52 
methods for aluminum, 37-52 
methods for bauxite, calcined 
alumina, aluminum hydrate, 19- 
29 
methods for beryllium, 141 
Aluminum hydrate, analysis of, 28-29 
Aluminum precipitation, of Cu, 355, 358 
Aluminum reduction method for nitrates, 
640, 641 
Aluminum sulfate, analysis of, 14-16 
Alundum, analysis of, 32-37 
separations in, 33 
Amalgamated zine, 
mercury in, 582 
Amalgams, 575 
American Brass Oo. 
analysis of beryllium-copper al- 
loys, 146-148 
American Cyanamid Co. methods 
for converter efficiency, 659 
for simple and complex cyanides, 
663-668 
for trisodium phosphate, 703- 
705 


determination of 


American Society for Testing Materials 
(ALTS? EM) 
methods for testing of 
alloys (non-ferrous), 1348 ff. 
cement, 1597 ff. 
coal and coke, 1620 ff. 
*ferro-alloys, 1011, 1485 ff. 
oils, 1705, 1713, 1719, 1727, 2732, 
1737, 1748, 1744, 1750, 1752, 
1758, 1761 
petroleum, 1807, 1814, 1818, 1823, 
1830, 1839 
steel, 1421 ff. 
turpentine, 1850 
zine, 1071 
Amino-nitrosophenyl-hydroxylamine 
method for iron, 468 
Ammonia 
albuminoid, 
in water, estimation of, 2050 
aqua, volumetric method for, 2270 
conversion to HNO,, 
apparatus (Fig. 75), 659 
efficiency of, 659 
fixed, in ammoniacal liquor, 638 
free in water, estimation of, 2049, 2077 
gascous, 
absorption of, 2346 
determination of, 2360 
in illuminating gas, 2396 
properties of, 2360 
gravimetric method for, 
determining as platino-chloride, 
638 
in fused zine chloride, det’n. of, 1083 
in latex, 1968 
Nessler’s test for, 630 
specific gravity table, 1157, 2269 
test for palladium, 721 
total, in ammoniacal liquor, 637 
traces, determination of, in gas, 2396 
volatile, in ammoniacal liquor, 637 
volumetric method, 636, 637 
Ammonia-dynamite, analysis of, 1667 ff. 
Ammonia method for copper, 378 
Ammonia precipitate, total, in silicon 
carbide, 814 
Ammonium chloride, 
standard solution, 1199 
test for iridium, 730 
test for palladium, 722 
test for platinum, 712 
hydroxide method, 
for determining traces of copper, 378 
test for iron, 463 
test for osmium, 748 
test for palladium, 721 
test for rhodium, 742 
iodide method for tin oxide, 960 
iridium chloride, determination of 
iridium as, 732 
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Ammonium, 
magnesium phosphate, 
acid titration of, 534 
direct precipitation of, 696 
properties of, 534 
manganese phosphate, 566 
molybdate, standard solution for lead, 
1201 
nitrate washing solution, for aluminum 
hydroxide, 32 
nitrate, pyridine in, 655 
apparatus for (Fig. 74), 655 
persulfate method for manganese, 572 
phosphate method, 
for separating magnesium from 
alRalies, 531, 867 
for manganese, 566 
for zine, 1058 
for zirconium, 1102 
phosphomolybdate 
method for phosphorus, 694 
precipitation of, 694 
weighing of, 695 
pierate, analysis of, 1683 
platinochloride method for determining 
ammonia, 636 
platinum, 719 
salts, 
effect on magnesium precipitation, 
533 
effect on sulfur determination, 908 
detection of ammonia in, 630 
determination of ammonia in, 637 
mixtures, ammonia in, 634 
salicylate, test for silver, 819 
sulfide group, separation of, see Separa- 
tions under Element in question 
sulfide method for mercury, 577 
test for ruthenium, 737 
test for vanadium, 1031 
table, sp. gr., 1157, 2269 
thiocyanate test for cobalt, 306 
test for iron, 462 
Ammonium zine phosphate, 1058 
Amorphous sulfur, determination of, 934 
Ampere, definition of, 1174 
Amyl alcohol. See Fusel Oil. 
Anemometer, 2342 
Aniline method, for determining acetic 
anhydride, 2248 
Animal and vegetable oils, 1764. See 
OULS) ieee - 
analysis of, 1701 ff. 
test for, 1775 ¥ 
Animal tissues, aluminum in, 56 
Anthraquinone, 
1, 2, dihydroxy—see alizarin 
1, 2, 4 trihydroxy—see purpurin 
test of bituminous substances, 1562 
Antifluorescents, tests for, 1776 
Antilogarithms, 1181-1182 


Antimonous and antimonie salts, distine- 


tion between, 64 


Antimony 


detection of, 
by hydrogen sulfide test, 63 
by hydrolysis, 64 
in minerals, 64 
traces, 64 
estimation, general procedure, 64 
gravimetric, 
as metallic antimony, electrolytic, 
73 
as oxide, 72 
as trisulfide, 72 
volumetric, 
bromate method, 74 
ceric sulfate, 78 
indirect evolution method, 77 
oxidation with iodine, 76 
permanganate method, 76 
potassium iodate, 78 
potassium iodide method, 75 
estimation, special procedures: 
determination, 
in alloys with Sn and Pb, 83 
in ash of rubber, 2006 
in battery plate, 1393 
in brass and bronze, 76 
in bronze, A. S. T. M., 1369 
in commercial ‘‘arsenic,’?. 111 
in copper, 387 
in ferrotungsten and tungsten 
metal, 1015, 1500 
in metallic lead (pig lead), 1416 
in rubber goods, 2006 
in soft solder, 83, 1390 
in stibnite, 77 
in sulfurie acid, 83, 2231 
in tartar emetic, 82 
in tin and lead alloys, 83, 1382, 
1385 
in white metal, 84 
rapid method, 85 
in Wood’s metal, 1401 
occurrence, minerals, ores and alloys, 
63 
preparation and solution of the sam- 
ple: 64 
alloys 
of antimony, tin and lead, 66 
of hard lead, 67 
of low-grade oxides, 65 
of mattes, slags and speisses, 66 
of ores, fusion, 66 
of sulfides, 65 
of organic compounds, 67 
properties, antimony trisulfide, 72 
reduction to trivalent state, 74, 78 
separation 
from arsenic and tin, 68 
distillation procedure, 69, 1385 
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Antimony 
from bismuth, cadmium, copper, lead 
and mereury 67 
from members of the subsequent 
groups, aluminum, chromium, co- 
balt, iron, manganese, nickel, zine, 
alkaline earths and alkalies, 67 
from molybdenum, 71 
from silicon, 71 
from tin in alloys, 68, 71 
solubility of the element and its ox- 
ides, 63, 64 
solution, for standard strains, 80, 1199 
traces of, in refined copper, 387 
traces, determination of, 78 
distillation, 81 
generator, 79 
method, 80 
reagents, 79 
test paper, 79 
Antimony chloride-ferric chloride, method 
for Cs, 897 
Antimony electrode, 2302 
Antioxidants, for rubber, 2016 
Apothecaries’ weight table, 1170 
Apparatus. See method or process in 
question, e.g. distillation, reductors, 
ete. 
volumetric, calibration of, 1219-1227 
Aqua ammonia, 2269 
Are, spectra, 2598 
Tables of lines, 2602-2603; 2604-2607 
Areas, 
analysis, by measuring, 2452 
formulae for determining, 1170 
triangle, rectangle, parallelogram, tra- 
pezoid, circle, 1170 
Argon in the atmosphere, 2348 
properties of, 2380 
‘«Armeo’? iron, 808 
Arsenates, alkali, 91 
Arsenates, distinction from arsenites, 87 
Arsenic, 
detection of, 
by Gutzeit test, 87 
by hydrogen sulfide, 87 
volatility test, 87 
estimation, general prbced nosy 
gr avimetric, 
determination as arsenic trisul- 
fide, 96 
determination as magnesium pyro- 
arsenate, 96 
volumetric, 
bromate method, 100 
ceric sulfate method, 100 
iodate method, 99 
iodine method, 99 
in presence of mercuric salts, 
99 
Mohr’s method, 99 


Arsenic, 
permanganate method, 1210 
silver method, 100 
estimation, special procedures: 
determination 
in alloys, brass and bronze, 1371, 
~ 1384, 13885, 1402 
in brimstone, 933 
in bronze, A. S. T. M., 1371 
in commercial ‘‘arsenic,’’? 109 
in copper, 112, 387 
in gases, 2417 
in hydrochlorie acid, 89, 2204 
in iron, 112 
in lead-base alloys, 1384, 1385 
in metallic lead, 1414 
in molybdenite and wulfenite, 599 
in nickel, 625 
in organic substances, 115 
in pig lead, 1414 
in presence of vanadium, 1034 
in steel, 112 
in sulfur, 933 
in sulfuric acid, 89, 2230 
in tin-base alloys, 1384, 1385 
in tungsten ores, 1003 
in white metal, 112 
in Wood’s metal, 1402 
impurities in ‘‘arsenic’’ (arsenous ox- 
ide), det’n of moisture, antimony, 
arsenic, calcium, cobalt, copper, iron, 
lead, nickel and zine oxides, silica, 
sulfuric acid, 109-111 
industrial application of methods, 88 
occurence, minerals, ores, 87 
preparation and solution of the sample, 


alkali arsenates, 91 
arsenic acid, 91 
arsenious oxide, 89 
copper, 91 
hydrochloric and sulfuric acids, 
89 
iron, 91 
lead arsenate, 90 
organic matter, 89, 91 
pyrites ore, 88 
zine arsenite insecticides, 90 
properties, 87 
separation, 
from antimony and tin, 68, 95 
from other elements, 91 ff. 
by distillation, 69, 91 
apparatus for, 92, 93 
hydrazine method, 94 
solubility of oxides, sulfides, salts, 88 
solution, standard, 1199 
Arsenic traces, 
colorimetric determination 
molybdate) 116, 2503 


(arseno- 
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Arsenic traces, 
determination of, by modified Gutzeit 
methed, 101-108 
apparatus, 105 
micro method, 2504 
procedure, 107 
reagents, 103-104 
stains, 103 
in acids, hydrochloric, nitric, sulfuric, 
105, 106 
in baking powders, canned goods, meat, 
organic matter, etc., 107 
in ores, alumina-bearing, bauxite, cin- 
ders, pyrites, 106 
in organic matter, 107 
in paper, 1919 
in refined copper, 387 
in salts, sodium chloride, magnesium 
sulfate, etc., 106 
in tartaric acid, 2255 
Marsh test for, 87, 109 
Arsenic acid, nitric acid in, 2218 
Arsenious, 
acid, determination of, with iodine, 99 
chloride, volatility, 88 
oxide, commercial, determination of 
moisture, SO,, As,O,, non-volatile, 
SiO, Pb, Cu, Fe, Ni, Co, Zn, Sh, 
CaO, 109-111 
for determining bromates, 193 
primary standard, 1203 
Arsenious method for determining per- 
oxides, 2180 
Arsenite reagent 0.1 N, 453, 1203 
Arsine, 2347 
properties of, 2367 
Asbestine, paint pigment, 1866 
Asbestos, composition of, 2417 
Assay, fire. See Fire Assay. 
Ash, 
in black paint pigments, 1877 
in coal and coke, determination of, 
, 1637 
fusibility of, 1645 ff. 
in explosives, 1661, 1667, 1678 
in grease, 1824 
in linseed oil, 1845 
in paper, 1905 
in paper pulp, 1896 
in starch, 2157 
in sulfur, 941 
in varnish, 1852 ; 
of rubber, 1971, 2014 ay 
sulfur in, 2006 
analysis of, 2015 
phosphorus in, 1644 
solution of, 864 
Asphalt, 1853. See ) Bituminous 
stances 


sub- 


Assaying of gold and silver. See Fire 
Assay of Gold and Silver, 835 ff. 
wet assay for gold, 435 
Astringency, of tannic acid, 2159 
A. S. T. M. See American Society for 
Testing Materials 
Atmosphere, composition of, 629 
Atomic weights, international table of. 
See front cover 
of rare earths, average, 259 
Atropine, 1958 
Aurin tricarboxylic acid. See Aluminon. 
Available chlorine, in bleaching powder, 
278 
Available lime, 212 
Available oxygen, 675 
apparatus (Fig. 77), 675 
Available sulfur, in brimstone, 934 
Avoirdupois weight, table of, 1169 


B 


Babbitt metal, 
analysis of, 968 
copper in, 398 
Bacteria, 
coli, 2125 
subclassification of, 2125 
confirmed test, 2127 
presumptive test, 2126 
reaction classification, 
group, 2126 
total in water, 2123 
typhi, 2131 
subclasses, 2132 
Widal test, 2132 
test 2132 
Bacteriological exam. of water, 2166 
Baking powder, 
arsenic determination in, 107 
carbon dioxide in, available, 237 
residue, 237 
Balances, 
Ainsworth (Fig. 132), 1227 
for fire assay, 841, 844 
micro, 2461 
Westphal (Fig. 239), 1704 
Balata, 1966, 1992 
Ball mill, 1630 
Barite, 
analysis of, 129 
determination of, 
barium sulfate, barite, free from 
strontium, 130 
strontium present, 131 
carbon dioxide, 135 
fluorine, 135 
iron, 134 
iron and alumina, 134 
lime, 134 
loss on ignition, 136 


aerogenes 
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Barite, 
magnesia, 134 
strontium sulfate, 131 
sulfur, as SO,, 133 
solutions for, 130 
Barium, 
detection of, 
by flame test, 117 
spectrum, 117, 120 (see plate fac- 
ing p. 119) 
with saturated solution of calcium 
or strontium sulfates, 117 
with soluble chromate or fluosilicate, 
TAY. 
estimation, general procedures, 124 
gravimetric, determination as car- 
bonate, 126 
as chromate, 125 
as sulfate, 127 
volumetric, acid titration 
bonate, 129 
dichromate method, 128 
permanganate method, 128 
potassium iodide method, 128 
potassium sulfate method, 129 
indicators for, 129 
estimation, special procedures: 
determination in insoluble residue, 
125 
in glass, 2168 
in ores, 125 
in silicates, 125 
ore, valuation of. 
rubber, 1989 
industrial application, 118 
occurrence, ores, commercial products, 
117, 118 
preliminary tests, 120 
preparation and _ solution of the 


of car- 


See Barite. 


sample, 

carbonates, insoluble residue, 
sulfates, 118 

sulfides, soluble salts, organic 


matter, 118-119 
properties, barium sulfate, 127 
barium chromate, 126 
separations, general 
119 
from alkalies and magnesium by the 
oxalate and sulfate methods, 121 
from calcium, 2168 
from calcium and strontium, 122, 
123, 2172 
from lead, 124 
from molybdenum and from P,O,, 
124 
from strontium, 124, 126 
of the alkaline earths, 119 
solubilities, barium compounds, 117, 
118, 121 
traces, detection of, 


considerations, 


Barium, 
by flame and spectrum, 117 
by microscope, 118 
Barium acetate, 2335 
carbonate, 
analysis of, 2172 
in rubber, 2010 
method, removal of Fe, Al, ete., 174 
precipitation of uranium, 1018 
chloride in hydrochlori¢ acid, 2264 
method for sulfate (volumetric), 
919 
-potassium chromate method for sul- 
fur determination, 918 
test for chromate, 282 
for Se and Te, 776 
chromate, determination of chromium 
as, 125, 287 
properties of, 126, 287 
solubility of, 126 
-thiosulfate method for sulfur, 919 
hydroxide method for separating mag- 
nesium from alkalies, 867 
ores, analysis of, 129 
sulfate, apparatus for filtering of, 
(Fig. 110), 911 
decomposition for sulfur det’n., 907 
in barite, 130, 131 
in blanc fixe, 136, 1867 
in lithopone, 1863 
precipitation of (Fig. 109a), 910 
properties and solubility of, 127 
in rubber, 2006 
in titanium pigments, 1863. 
Biker? s hydrometer, for CO, determina- 
tion in carbonates, 242 
B. coli, examination of, 2125 
B. typhi, examination of, 2131 


Barometric pressure and _ distillation 
tests, 1711 
Barytes. See Barite. 


Bases, in bleaching powder, 2160 

Basie acetate method, for precipitating 
aluminum and iron (separation from 
manganese ete.), 558 

Basie alumina in aluminum salts, deter- 
mination of, 16 

Basic carbonate of bismuth, determina- 
tion, 154 

Basie carbonate of lead, determination, 
524 

Basic nitrate, precipitation, of bismuth 
as, 154 

Basicity, of aluminum sulfate, 16 

Battery plate, 1393 

Baumé, conversion degrees to specific 
gravity, 1168 

Bauxite, 
analysis of, 


= 
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Bauxite, 
moisture, loss on ignition, silica, 
iron oxides, alumina, titanic 
oxide, calclum and magnesium 


oxides, MnO, P,O;, V.O;, 23-26 
arsenic determination in, 106 
Bead test, borax, 

for cobalt, 306 

for manganese, 555 

for titanium, 976 

table, 1109 
Bead test, microcosmic salt, 

for silica, 795 

table of, 1109 
Beam test, for matter suspended in gas, 

2414 
Bearing metal, 

Bronze, A. 8. T. M., 1362 
Bechi’s test for cottonseed oil, 1777 
Bell-Jar filter (Fig. 60), 563 
Benzene, 

micro determination, 2547 
Benzidine acetate, test for gold, 432 
hydrochloride method, for deter- 
mining sulfates, 920 
reagent, 1213 
a-Benzil dioxime, 
method for nickel, 617 
test for nickel, 615 
Benzoic acid standard for acidimetry, 
2197 
a-Benzoin oxime, 
determination of 
591 
separations with, 587 
reagent, 1213 
Beryl, 137 
Beryllium, 
detection of, 137 
determination, general, 138 
colorimetric, 
curcumin, 144 
1,2,5,8,-oxyanthraquinone method, 
143 
gravimetric, 
hydroxide method, 139 
oxine method, 141 
phosphate method, 141 
tannie acid method, 142 
volumetric, 
quinalizarin, 145 
determination, special methods, 
beryllium-copper alloys, 146-148 
determination of ; 
aluminum, 147 
beryllium, 146, 147 
copper, 146 — 
iron, 146 
nickel, 147 
silicon, 147 


molybdenum, 


Beryllium, 
separations from, 
aluminum, 139, 140, 141 
HCl method, 139 
oxine method, 139 
chromium, 143 
hydrogen sulfide group, 139 
iron, 139, 140, 141, 142 
rare earths and chromium, 139, 
143 
silica, 139 
thorium, 143 
titanium, 139, 143 
tungsten, 143 
zirconium, 139, 143 
Bicarbonate, determination of, 2252 
in water, 2095 
Bichloride of tin, hot water precipitation 
of tin in, 962 
Bichromate method for determining gly- 
cerol, 2153 
Bimetallic electrode pairs, 2320 
Bismuth, 
detection of, general procedure, 149 
blowpipe test, 150 
reducing agents, 149 
estimation, general procedures: 
colorimetric, 
bismuth iodide method, 159 
cinchonine-potassium iodide 
method, 158 ; 
gravimetric, 
determination 
153 
as chromic thiocyanate, 156 
as complex salts, 157 
as metal, by cyanide reduction, 
156 
as metal, by electrolysis, 156 
micro, 2547 
as oxide, Bi,O,, 154 
as sulfide, Bi,S,, 155 
volumetric, 
permanganate titration of oxalate. 
157 
estimation, special procedures: 
in alloys and metals, 160 
in bismuth bronze, 1375 
in lead bullion, 159 
in metallic copper, 382, 384 
in metallie lead, 159 
in ores, mattes, 161 
in pig lead, 1413 ‘ 
in tin-base metal, 1388 
in Wood’s metal, 1399 
industrial application of methods, 150 
occurrence, 149 
organic precipitants for, 157 
preparation and solution of the sample, 
alloys, lead bullion, refined lead, ores, 
150-151 


as basic chloride, 
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Bismuth, 
properties, 153 ff. 
basic carbonate, 155 
basic nitrate, 154 
hydroxide, 155 
oxide, 154 
oxy-chloride, 153 
sulfide, 156 
separations, aluminum, chromium, iron, 
cobalt, manganese, magnesium, 
nickel, zine, alkaline earths, alka- 
lies, 152 
from arsenic, antimony, tin, molyb- 
denum, selenium, tellurium, 152 
from cadmium and copper, 152 
from lead, copper and cadmium, 154 
from lead and mereury, 152 
oxybromide method, 152 
solubility, metal and salts, 150 
traces, determination of, 158, 159 
standard solution for, 158, 1199 
Bismuth bronze, 1375 
Bismuthate method, 
for determining cerium, 254 
for determining manganese, 562 
application to large amounts 
of manganese, 563 
reagents for, 567 
in bronze, 1358 
in ferromanganese and man- 
ganese metal, 565 
in manganese ores, 563 
electrometric, 577 
in nickel, 627 
in silico manganese, 568 
in steel, 491 
in water, 2063 
Bismuthyl perchlorate, precipitant, 2335 
Bisulfate fusion. See chapter ‘‘Decom- 
position of Sample,’’ Vol. 2 
See under individual substances, e.g. 
columbium and tantalum, ete. 
Bisulfite. See Metabisulfite. 
Bisulfite liquor, paper industry, 1929 
Bituminous substances, asphalts, tars, 
pitches, 1510 ff. 
bituminous solvents, 
examination of, 
physical tests, 1586 
separation into component 
parts, 1586 
base, 1589 
chart for analysis of, 1590 
pigment and filler, 1589 
steam distillation, 1586 
app. for, 1587 (Fig. 221) 
earbenes, 1546 
carbon bisulfide extract, 1542 
evaporation of, 1543 
apparatus (Fig. 204), 1544 


Bituminous substances, evaporation in 


CO, atmosphere (Fig. 205) 
1545 
characteristics of table, 1510, 1511, 
1512 
chemical tests, 
- anthraquinone reaction, 1562 
diazo reaction, 1560 
oxygen in non-mineral matter, 
1554 
saponifiable and unsaponifiable 
matter, 1559 
solid paraffins, 1555 
sulfonation residue, 1557 
water, high and low distillation, 
1551 
apparatus (Figs. 208, 209), 
1551, (Fig. 210), 1553 
distillation test, flask and retort 
method, 1533 
apparatus (Fig. 200), 1534, 
(Figs. 201.202), 1535, (Fig. 
203), 1537 
ductility test of, 1521 
apparatus (Fig. 192), 1522 
evaporation test, 1530 
air bath for (Fig. 198), 1531 
apparatus for (Fig. 199), 1532 
fabrics, examination of, 
physical tests of, 1574 
resistance to heat, 1577 
sampling, 1575 (Fig. 219) 
thickness, 1577 
weight, 1574 
fabrics, separation, 1578 
flash-point, 1533 
filler and pigment in, 1589 
finished product, tests of, 1591 
settlement test, 1591 
demulsibility test, 1591 
freezing, effects of, 1592 
separation into component parts, 
1592 
distillation residue, 1593 
apparatus for (Figs. 222, 
223), 1593 
water and volatile oils, 1594 
fixed carbon, 1533 
fracture of, 1513 
‘“free carbon,’’ 1548 
extraction apparatus (Figs. 206, 
207), 1549 
hardness or consistency test, 1520 
by needle penetrometer (Fig. 
195), 1520 
heat tests, softening or fusion, 
cube method, 
in air (Fig. 195), 1527 
in water, 1525 
apparatus for (Fig. 194), 
1524 


i, 
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Bituminous substances, 


ball and ring 
method, 1523 

apparatus (Fig. 
1524 


insolubie residue, examination, 1541 
physical characteristics, 1513 
physical tests 
compression — 
1565 
apparatus (Fig. 213), 
1566 


193), 


strength, 


displacement 
apparatus (Fig. 211), 
1563 


tensile strength, 1564 
apparatus (Fig. 212), 
1565 


separation bituminous from discrete 
aggregate, 
centrifugal method, 1570 
apparatus (Figs. 217, 218), 
1571 
cold extraction, 1569 
apparatus (Figs. 215, 216), 
1570 


hot extraction method, 1567 
extraction apparatus 
(Fig. 214), 1568 
separation, bituminous mineral and 
fibrous matter, 1578 
analysis of saturated fabrics, 1578 
ash, 1579 
moisture, 1578 
analysis of saturated and coated 
fabries, 1580 
ash, 1582 
bituminous saturation, 1582 
felt, 1581 
mineral matter, 1581, 1584 
results, 1585 
top and bottom 
1583 
solubility tests 
by carbon bisulfide, 1539 
examination of residue, 1541 
by carbon tetrachloride, 1546 
by petroleum naphtha, 1547 
solvent. See bituminous solvents. 
specific gravity by hydrometer, 1513 
by pycnometer, 1515 
by Westphal balance, 1517 
streak on porcelain, 1513 
table of, 1510-1512 
thermal tests, 1523. 
viscosity, 
Engler, 1518 
float tests, 1518 (Fig. 190) 
volatile matter, 1527 
oven for (Fig. 196), 1528 
shelf for (Fig. 197), 1529 
Black filter paper test, for fluorine, 401 


coatings, 


See heat tests. 


Black pigments. See Pigments. 
Black powder, analysis of, 1660 
Blane fixe, analysis of, 136 
Blank determinations, 
alundum analysis, 36 
boron determination, 182 
Blast-furnace gas, analysis of, 2388 
slag analysis of, 2021 
Blasting caps, analysis of, 1686 
Bleach liquid, 
determination of available chlorine, 
Na,O, NaOH, Na,CO,, 279, 280 
Bleaching powder, evaluation of, 278 
sampling, available chlorine, chlo- 
rates, bases and silica, free lime, 
coarse impurities, 2159-2161 
Blister copper, see Copper. 
Blood, carbon monoxide determination, 
by means of 219, 1964 
‘Bloom’? in oils, 1776 
Blowpipe test for bismuth, 150 
test for cadmium, 197 
test for zine, 1055 
Blowpipe and flame tests, table of, 1107- 
1108 
Blue lead, sublimed, analysis of, 1874 
Blue pigments, analysis of, 1872 
Boat and holder, carbon determination, 
232 
Boiler-room control, 2088 
Bomb calorimeter 
sulfur in washings, 1642 
Borates, borie acid in, 2245 
Borax, 
bead, boron test, 162. 
test. 
estimation in soap, 2035 
Borie acid, titration of, 170, 173, 178 
Boron, 
Chapin’s method, 176 
distillation apparatus for, 167 
detection of, 
borax bead test, flame test, tumeric 
test, 162-163 
estimation, general procedures: 
colorimetric (turmeric), 185 
reagents for, 185 
gravimetric, lime fixation method, 
of Gooch and Jones, 166 
volumetric determination, 168 
estimation, special procedure: 
determination in boron carbide, 181 
in butter, 165 
in canned goods, 166 
in crude borates, 
water insoluble, 170 
water soluble, 169 
Pacific Coast Borax Co. 
method, 174-175 
in glass, 2167 
in milk, 165 


See also Bead 
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Boron, 
in mineral water, 164 
irrigation water, 186 
natural water, 187 
in ores, 171-173 ‘ 
acid extraction method, 171 
in plants, 180 
in silicates, enamels, ete., 164 
industrial application of methods, 163 
oceurrence, ores, alloys, sundry prod- 
ucts, 162 
preparation and solution of the sample, 
boric acid, boric oxide, boracite, boro- 
calcite, boronatrocalcite, calcium bo- 
rate, enamels, silicates, ete., 163-165 
separations, distillation method, 165 
solubility of boron, boric acid, borax, 
163, 164 
traces, determination of, 185, 186, 187 
detection of, 162, 163 
Boron carbide, 
analysis of, 
methods of the Norton company, 
181 
boron, 181 
other constituents, 184 
silicon, 183 
Brass and bronze, analysis of, A. S. T. 
M., 1351-1372 
determination of antimony in, 1369 
determination of cadmium in, 1371 
determination of copper in, 392 
determination of lead in, 392 
determination of vanadium in, 1051 
determination of zine in, 1084 
Brimstone, analysis of, determining mois- 
ture, ash, arsenic, chlorine and avail- 
able sulfur in, 933 
Brines, determination of bromine in, 195 
determination of iodine in, 459 
British thermal unit (B.t.u.), calculation 
of, 1657, 1658 
determination of heat value of coal, 
1654 
Brom-thymol blue, titrations with, 2191 
Bromate method, 
for determining antimony, 74 
for oxidizing manganese to the di- 
oxide, 554 
Bromates, 
detection of, 188 
determination of, by arsenious acid re- 
duction, 193 
Bromide paper for arsenic determination, 
1197 
Bromine, detection of, tests with carbon 
disulfide, carbon tetrachloride, barium 
chloride, macenta test, silver nitrate, 
188 
estimation, general procedures: 


Bromine, gravimetric, determination as 
silver bromide, 191 , 
volumetric, free bromine by potas- 
sium iodide method, 191 
chlorine method for soluble bro- 
mides, 192 
Silver nitrate method, 192 
Eosin indicator 
silver thiocyanate method of Vol- 
hard, 192 
micro, 2498 
estimation, special procedures: 
crude potassium bromide, analysis of, 
194 
mixtures of halogens, 276 
impurities in commercial bromine, 
chlorine in, 194 
in brines, 195 
apparatus for, 196 
in mineral waters, 195 
occurrence, 188 
preparation and solution of the sample, 
organic matter, salts, ete., 189, 190 
properties, 189 
separations from chlorine and iodine, 
190 
from heavy metals, cyanides, and 
silver, 190 
from iodine, 195 
traces, determination of, 
magenta method, 192 
phenol red method, 193 
Bromine-ammonia method for separating 
manganese from zinc, 558 
Bromine method for HCN, 662 
Bromine number in oil analysis, 1770 
Bromphenol blue, absorption indicator, 
582 
Bronze, analysis of, 1351, 1362. 
Alloys; Brass. 
bismuth, 1375 
manganese, 1352 
Brown pigments. See pigments. 
Broths for bacteriological examination, 
nutrient, 2120 
sugar, 2120 
Brucine, 1957 
Buffer action, 2278 
materials, pH of, 2284 
mixtures, 2281 
Bulb, weighing acids, 2203 
Bullion, assay of. See Fire Assay. 
Buoyancy constants, of water, 1226 
correction, in weighing, 1233 
Burettes, ’ 
ealibration of, 1224 
apparatus for (Fig. 131), 1225. 
chamber, iron determination, 472 
micro, 2472 
standard for acidimetry and alkalim: 
etry (Fig. 300), 2199 


See also 
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Burettes, 
weighing type (Fig. 304), 2202 

Burning oils. See Oils. 

B. typhi, examination of, 2131 

Butter, boric acid determination in, 165 
method of analysis. See Oils, Fats, 

Waxes 

n-Butyl alcohol method, for separation 

and determination of alkalies, 884 


Cc 
Cadmium, 
detection of, 
blowpipe test, 197 
general procedure, 197 
spectrum, 198 
tube test, apparatus, 198 
estimation, general procedure: 
gravimetric, determination as cad- 
mium sulfate, 201 
as cadmium sulfide, 200 
as metallic cadmium, by electrolysis, 
202 
micro, 2516 
volumetric, iodine titration of ecad- 
mium sulfide, 203 
other methods, 203 
estimation, special procedures: 
determination in alloys and metals: 
in brass, A. 8S. T. M., 1371 
in magnesium alloys, 546, 547 
in metallic cadmium, 203” 
in metallic lead, pig, 1417 
in ores, 200 
in silver solder, 1403 
in slab-zine, 1074 
in Wood’s metal, 1400 
in zine (spectrochemical), 1089 
in zine-base alloy, 1396 
" industrial application, 197, 199 
occurrence, 197 
preparation and solution of the sample, 
alloys, carbonates, in presence of 
lead, metal, ores, sulfides, 199 
separation, 
from arsenic, antimony, and tin in 
presence and in absence of copper, 
200 
from bismuth and lead, 199, 200 
from copper in alloys, 200 
from members of the ammonium 
sulfide group, alkaline earth and 
the alkalies, 199 
from mercury, 200 
from silica, 199 
from zinc, 200 
Cadmium metal, zine in, 1078 
pyridine thiocyanate, 203 
sulfate, determination of, 201 
sulfide, gravimetric determination of 
cadmium as, 200 


Cadmium sulfide, volumetric determina- 
tion of cadmium as, 203 
Caesium, detection of, 893 
estimation of, 898 
separation, 
from lithium and sodium, 894 
from potassium, 894, 896 
from rubidium, 897 
Caesium bismuth nitrate, 
method for sodium, 882 
test for sodium, 876 
Caesium perchlorate, test for 
769 
Caffeine, 1959 
Calcined alumina, analysis of, 26 
Calcium, 
detection of, 
flame test, 205 
general procedure, 205 
spectrum, 205 
estimation, general procedures: 
gravimetric, 
other methods, 216 
oxalate method, 
ignition to the carbonate, 211 
ignition to the oxide, 210 
volumetric, 
iodine method for, 213 
permanganate titration of the oxa- 
late, 211 
estimation special procedures .(see also 
Lime) 
in barium earbonate, 2172 
in glass, 2166 
in green paint pigments, 1876 
in gypsum, 214 
in magnesite, 536, 538 
in magnesium alloys, 549 
potentiometric method, 549 
volumetric, 550, 551 
in orange and yellow paint pigments, 
1875 
in Portland cements as CaO (lime), 
1603 
in sand, 806 
in sea- -water, micro, 2547 
in water, 217, 2061, 2097 
in water as calcium sulfate, 2084 
in white paints, 1868 
in whiting, etc., 1866 
industrial application of methods, 206 
ocurrence, ores, minerals, ete., 205 
preparation and solution of the sample, 
cements, dolomites, limestone, 
magnesite, gypsum, plaster of 
Paris, silicates, sulfate, sul- 
fides, pyrites, salts, decompo- 
sition of refractory ores, 206, 
207 
rapid iodide method, 213 


rheniun, 
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Caiciam, 
separation, 
from alkalies, barium, strontium, 
magnesium, 121, 122, 123, 209 
from aluminum, iron, copper, cobalt, 
nickel, manganese, zinc and mem- 
bers of the hydrogen sulfide group, 
208 
from fluoride, 208 
from iron and aluminum, 209 
from magnesium and the alkalies, 
209 
from phosphate, 208 
from silica, 208 
solubilities, 206 
traces, detection of, 205 
small amounts in magnesium alloys, 
551 
Calcium acetate method for fluorine, 413 
calcium and equivalent fluorine, 
415 
fluorine, 416 
Calcium carbide, determination in cya- 
namid, 663 
Calcium carbonate, in fluorspar, 419 
fluoride decomposition of, 402 
in fluorspar, 420 
method for fluorine, 404 


Calcium hypochlorite, see Bleaching 
Powder; see Chloride of Lime; see 
eit e t 


Calcium oxalate, 
determination of calcium as, 219 
precipitation in presence of iron, 
aluminum, ete., 209 
Calcium oxide, 
determination in, 
aluminum ores, 21 
bauxite, 25 
cement, 1604, 1614 
commercial ‘‘arseniec,’’? 111 
presence of CaCO,, 213 
titanox pigment, 1000 
Calcium sulfate, 
determination in, 
titanic pigment, 1863 
water, 2084 
precipitation from methanol solu- 
tion, 538 
solubility, 121 
Calculations, 
gas analysis, 2357, 2358 
from combustion data, 2411 
moist to dry basis, 1345 
coal, 1634 
rubber analysis, 2011, 2015 
Calibration of volumetric 
1219-1227 
flasks, 1223 
Calomel electrode, 2299 
Calorie, definition of, 1174 


apparatus, 


Calorific power of illuminating gas, 2391 
of fuel, 1764 
value of industrial gases, 2426 
of coal and coke, 1654 ff. 
Calorimeter, 
Junkers’ for gas, Sargent (Fig. 371), 
2390; (Fig. 372), 2391; (Fig. 
373), 2392 
for liquid fuels, 1802 
Calorimetry, micro, 2546 
semi micro, 2547 
C. and A. Copper Co. methods, 372 
Candle-power, definition and method of 
determination, 1174 
of illuminating gas, 2391 
Canned goods, arsenic determination in, 
107 
tin determination in, 971 
Caoutchouc, 1966 
in lubricating oil, 1736 
Capacity, unit table of, 1169 


Capsule, moisture determination (Fig. 
231), 1636 

Carbenes, 1546 

Carbohydrates, micro determination, 
2547 


Carbolie acid (phenol), 
detection of, 1949 
determination of, 2253 
Carbon, 
activated, 2154 
detection of, 218 
carbon dioxide in gas, 218 
carbonates, 218 
carbonic acid in water, 218 
carbon monoxide in blood, 219 
estimation, general procedures: 
gravimetric, dry combustion secehe; 
weighing CO,, 
macro method, 220 
micro method, 2475 
semimicro, 225 
wet oxidation process, 
CO., 226 
volumetric, 
barium hydroxide method, 243 
measurement of volume of CO., 
formed, 244 
titration of carbonate formed, 243 
estimation, special procedures: 
in bitumens ‘“free,’? 1548 
in coal, 1649 ff. 
in coal as ‘fixed carbon,’’ 1640 
in ferrochromium, 1493 
in ferromanganese, 1488 
in ferromolybdenum, 1506 
in ferrotungsten, 1500 
in ferrovanadium, 1050, 1495 
in graphitic carbon, 232 
boat for, 232 495 


weighing 
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Carbon, 
in iron and steel, 229, 488, 495, 
1426, 1428 
colorimetric method, 232 
combined, 231 
in minerals, 224 
in monel metal, 1380 
in nichrome, 1408 
in organic substances, 222 
nitrogenous, 224 
tube for, 223 
in pigments, 1874, 1877 
in rubber goods, 2007 
in silicon carbide, 815 
free and total, 815 
in soils, 224 
in stellite, 329 
occurrence, 218 
preparation of the sample, alloys, iron 
and steel, 219 
general, 219 
organic matter, carbonates, etc., 
219 
residue test of lubricating oils, Con- 
radson method, 1737 
separation from iron and steel, cupric 
potassium chloride method, 220 
Carbonate method, 
for barium, 126 
~ for calcium, 216 
for strontium, 902 
Carbonate, removal from alkali, 2197, 
2198 
Carbonate, 
titration of, 2253 
in mixture with hydroxides, 2266 
Carbonates, 
determination of, 
in cement materials, 1616 
in presence of other combined acids, 
929 
in soap, 2033 
in sodium sulfate, 645 
in ores. See Prep. of Samples under 
various elements. 
precipitation of palladium by, 722 
Carbon black, in rubber, 2018 
Carbon dioxide combined as carbonate: 
estimation, general procedure for 
determination, 235 
apparatus for, 236 
micro, 2482 : 
gravimetric determination in car- 
bonates, 
hydrometrie method, 242 
loss of weight method, 237, 239 
apparatus for, 238, 239 
volumetric, measuring gas evolved, 
240 
apparatus for, 240 
estimation, special procedures: 


Carbon dioxide combined as carbonate: 
in alloys. See Iron and Steel; see 
ferroalloys. 
in ammoniacal gas liquors, 638 
in baking powder, 
available CO,, 237 
residual CO,, 237 
in barium ores, 135 
in blane fixe, 136, 1867 
in composite white paint, 1867 
in gypsum, 214, 1866 
in pigments, 1866 
in soap, 2034 
in water, 2070 
in white lead, 1860 
free in gaseous mixtures, 
absorption of, 2347 
determination of, 2350, 2352, 
in air, 2403 
in illuminating gas, 2355, 2397 
indicators for, 2381 
properties of, 2365 
generator for (microanalysis) (Fig. 
424), 2489 
Carbon disulfide, 
detection of bromine with, 188 
determination of iodine with, 448 
extract of bituminous substances, 
1539 
purification of (Fig. 16), 155 
monoxide, ; 
absorption of, 2348 
and heat loss, 2387 
in air, 1963, 2405 
in blood, detection of, 1964 
in gaseous mixtures, determination 
of, 2350, 2352 
in illuminating gas, determination 
of, 2356 
in mine gases, 2402 
properties of, 2348 
oxysulfide, 2348, 2379 
tetrachloride, bromine test with, 188 
extract of carbenes, 1547 
tubes, for colorimetric determination 
of carbon in steel, 232 
Carbonie acid, 
in water, 2075 
free, 2252 
as bicarbonate, 2252 
Carbon steel, metallography of, 2558 ff. 
Carbonyl, 
group, micro determination, 2546 


method, separation of cobalt and 
nickel, 311 
Carborundum. See Silicon Carbide. 


Carboxyl group, micro determination of, 
2547 

Carius method for halogens in organic 
matter, 265 
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Varnotite, 
uranium in, 1024, 1026 
vanadium in, 1042 
Case hardening, 2567 
Casein, analysis of, 1931 
Caustic, 
liquors, hydrometer tests, 2257 
standard solution, 2197 
Caustic soda, 
impurities in, 2259 
-sodium tartrate method for dis- 
tinguishing copper compounds, 395 
Causticized ash, analysis of, 2263 
Cellulose, 
alpha, 
in paper, 1911 
in pulp, 1881 
isolation, chlorination method, 1878 
in rubber, 1987, 2009 
Cement, specifications and chemical an- 
alysis, A. 8. T. M., 1597 
composition of, table, 1619 
lime, free in, 1618 
Portland cement, 
analysis, A. S. T. M., 1599 
calcium oxide, 1603 
ferric oxide, 1602 
and alumina, 1602 
insoluble residue, 1601 
loss on ignition, 1600 
magnesia, 1604 
silica, 1601 
sulfurie anhydride, 1601 
rapid methods, 
ealcium oxide, 1614 
ferric oxide and 
1614 
magnesia, 1615 
silica, 1614 
Portland cement 
tentative methods 
alkalies, 1612 
magnesia 
acid-alkali method, 1605 
oxyquinolate method, 1607 
manganese, 1611 
phosphorus, 1609 
raw materials 
carbonates in, 1616 
composition of, table, 1619 
limestone, lime rock, raw 
1617 
sampling, standard methods, 1599 
silica in, 816 
specifications, 1597 
Centipoises (viscosity), 1725 
Centrifuge, for extractions (Figs. 217, 
218), 1571 
Ceric sulfate, 246 
applications in volumetric analysis, 
1205 


alumina, 


mix, 


Ceric sulfate, method for determining: 
antimony, in presence of As, 78 
arsenic, 100 
iodide, 454 
iron, 474 
mercurous ion, 582 
molybdenum, 596 
nitrite, 655 
uranium, 1027 
preparation of standard solution of, 
1204 
standardization, 1204 
Cerium 
detection, spectroscopic, 252 
estimation, general methods 
gravimetric methods, 252 
volumetric methods 
persulfate method, 253 
sodium bismuthate method, 254 
estimation, special cases 
in presence of rare earths, 253 
industrial application of methods, 246 
preparation of the sample, 247 
fusion method, 247 
separations 
from rare earth metals, 252 
from scandium, 249 
from thorium, 249 
rare earths from 
247-250 
Cerium group, approximate estimation, 
250 
Chancel degree, for specific volume of 
sulfur, 934 
sulfurimeter for (Fig. 116), 935 
Chapin’s bori¢ acid method, 176 
Characteristics of oils, fats, waxes. Sce 
Oils, Fats and Waxes, 1701 ff. 
Charcoal, in explosives, 1661 
Chemical laws, 1191-1193 
Chemical microscopy. See Microscopy 
Chimney flue gases, see Gases 
China clay 
as glass raw material, 2170 
as paint pigment, 1866 
Chinese blue. See Pigments 
Chinese wood oil. See Tung oil under 
Paint Vehicles, 1847 
Chloral hydrate, detection of, 1951 
Chlorate 
determination of, 274 4 
in bleaching powder, 2160 
in explosives, 1677 
in presence of perchlorates, 275 
and HCl, 276 
reduction to chloride ion, 274 
removal of, in sulfur estimations, 907 
test for, 262 
Chloric acid, 274 


other elements, 


SUBJECT INDEX 39 


Chloride 
and cyanide, determination of, 277 
chlorate, perchlorate, examination of, 
276 
cyanide and _ thiocyanide, 
tion of, 277 
detection of, 261 
in bleaching powder, determination of, 
2160 
in gases, 2417 
in potash, 2169 
in soap, 2030 
in water, 2075 
method, for silver, 821 
test for silver, 818 
Chloride of lime, 278 (see also bleaching 
powder; bleach liquor) 
Chlorine 
detection 
combined 
as chlorate, chlorite, hypochlorite, 
perchlorate 262 
as chloride, 261 
as hydrochloric acid, 261 
free, 261 5 
in presence of bromide and iodide, 
262 
eyanate, cyanide, thiocyanate, 
261 
estimation 
chlorine, combined as chloride 
gravimetric, as silver chloride, 269 


determina- 


volumetrie 
adsorption indicator method, 
273 
silver chromate method (Mohr), 
272 


silver thiocyanate method (Vol- 
hard), 271 
micro technique, 2498 
estimation special cases 
in bleaching powder, 278, 
2160 
in bromine, 194 
in chlorine water, 273 
in cement-copper and cop- 
per ores, 391 
in chlorosulfonic 
2244 
in gases, 268 
in liquid bleach, 279 
in organic compounds 
Carius method, 265 
lime method, 266 
sodium-aleohol method, 
266 
sodium-liquid ammonia 
method, 266 
sodium peroxide 
method, 267 


acid, 


Chlorine, estimation 


in presence of free bro- 
mine and iodine, 276 
in presence of other acids, 
276 
in rubber, 1986 
in soap, 2030 
in sulfur, 933 
in water, 280, 2054 
in zine chloride, 1080 
chlorine, free, 264 (see also hypo- 
chlorites, chlorates, etc.) 
in gases, 268, 2347 
electrolytic, 2402 
in hydrochloric acid, 2204 
in nitric acid, 2214 
properties of, 2362 
industrial application of methods, 263 
occurrence, 261 
preparation and solution of the sample 
ores, cinders, rocks, water solu- 
ble and insoluble chlorides, 
silver chloride, 263, 264 
organic substances, 265, 266 


separation 
from bromine, 268 
cyanides, thiocyanates, bromides 


and iodides, 268 
iodine, 268 
of halides from 
heavy metals, 268 
one another, 268 
silver and silver cyanide, 268 
Chlorine consumption, by pulp, 1880 
Chloroform, determination of, 1948 
extraction of rubber, 1982, 2002 
Chloronitrotoluene sulfonate, test for pc- 
tassium, 862 
Chloroplatinate method, 
for ammonium, 636 
for potassium, detection, 862 
determination, 869 
Chlorosulfonie acid, analysis of, 2244 
Cholesterol, 1775 
Chromate 
method for barium, 125 
volumetric, 128 
for chlorine, 272 
for lead, 507 
reduction of, 286 
test for barium, 117 
Chromate-ferrous sulfate 
lead, 513 
iodide method, for lead, 512 
Chrome alum, light filter, 862 
Chrome green, see Pigments 
Chrome-iron ores, fusion, 284 
Chrome ores, analysis of, 296 
Chromie acid 
determination in presence of vanadie, 
293 


method, for 
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Chromic acid 
removal of, from nitric acid, 635 
Chromic hydroxide, precipitation of, 286 
oxide, properties, 286 
Chromite, chromium in, 295 
Chromium 
detection 
tests with barium acetate, ether, lead 
acetate, mercurous nitrate, hydro- 
gen peroxide, reducing agents, 
diphenyl carbazide, 282, 283 
distinction, chromic and chromous salts, 
283 
chromium and vanadium salts, 1031 
estimation, general procedures, 
colorimetric 
as the chromate, 289 
with diphenyl carbazide, 290 
gravimetric 
as barium chromate, 287 
as mercurous chromate, 287 
as oxide, Cr,O,, 286 
volumetric 
ferrous sulfate method, di- 
phenylamine indicator, 291 
ferrous sulfate—permangan- 
ate method, 288 
potentiometric, 2315 
iodide method, 288 
persulfate method, 301 
estimation, special procedures 
in aluminum alloys, 48 
in alundum, 35 
in chrome-iron alloys, 301 
in chrome-nickel alloys, 301 
in chromite, 295 
in ferrochromium, 1490 
in iron ores and alloys, 291 
in nichrome, 1406 
in ores, 296, 329 
in presence of vanadium, 293 
in steel and iron, 293, 495, 1454, 
1473, 1477, 1479 
in stellite, 328, 1411 
traces, 290 
industrial application of methods, 283 
metal, 302 
occurrence, 282 
oxidation of, 296 
preparation and solution of the sample, 
283 
refractory materials, materials 
high in silica, ores, 283, 284 
separations, 285 
solubility of the metal, 283 
traces, detection, 282, 283. 
metric estimation. 
Chromium plating baths, sulfate in, 917 
Cinchonine method, for tungsten, 1011 
Sinchonine—potassium iodide method, for 
bismuth, 158 


See colori- 


Cinchonine reagent, for tungsten, 1011, 
1095 
Cinders 
arsenic in, 106 
chlorine in, 264 
Citrates, test for palladium, 722 
Citric acid, analysis of, 2253 
reagent for calcium, 1195 
Clay, alkalies in, 2163 
analysis of, 6, 2162 ff. 
silica, state of, 2164 
titanium, 2163 
Cleveland open cup (Fig. 247), 1733 
(Fig. 248), 1734 
Clinker, silica in, 816 
Cloud and pour points, of oils, 1727 
Coal and coke, A. S. T. M. methods, 
1620 ff. 
ash, determination of, 1637 
fusibility of, 1645 
apparatus (Fig. 
(Fig. 234), 1646 
fused cones (Fig. 236), 1649 
mold (Fig. 235), 1647 
phosphorus in, 1644 
calculation, air dried to 
ceived,’’? 1634 
calorific value, determination, 1654 
results, 1657 
fixed carbon, 1640 
fusibility, 1637 
hydrogen in, 1649 
moisture 
in coal, 1636 (Figs. 230, 231) 
in coke, 1628, 1635, 1636 
nitrogen in, 1652 
oxygen in, 1653 
preparation of the laboratory sample, 
1629 
ball-mill method, 1633 
drier for, 1629 (Fig. 227) 
riffle sampler, 1631 (Figs. 228, 
229) 
sampling 
coal, standard methods, 1620, 1622 
(Fig. 225) 
coke, 1624 
sampling points, 1626 (Fig. 
226 


233) 1645 


‘fas re- 


sulfur, bomb washing method, 1643 
Eschka’s method, 906, 1640 
sodium peroxide method, 1643 

volatile combustible matter, 1638 

apparatus, 1639 (Fig. 232) 
Cobalt 
detection, bead test, 306 
general procedure, 305, 306 
thiocyanate test, 306 
estimation, general procedures 
gravimetric 
as metal, by electrolysis, 315 
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Cobalt 
nitroso-betanaphthol method, 314 
potassium nitrite method, 312 
pyrophosphate method, 330 
other methods, 320 
volumetric methods 
perborate method, 318 
potassium cyanide method, 319 
potassium ferricyanide method, 
628 
estimation, special procedures 
in ‘‘arsenic,’’ 110 
in cobalt oxide, 320, 330 
in copper, 385 
in ferro-cobalt, 322 
in lead (pig), 1419 
in metallic cobalt, 321 
nickel, 322, 628 
in ores, 315 
separation from iron, 317 
in steel, 323, 325, 1466 
in stellite, 325, 327, 1409 
industrial importance of methods, 307 
minerals of, 305 
occurrence, 305 
preparation and solution of the sample 
general procedure, 307 
metallic cobalt, nickel, cobalt 
alloys, cobalt oxides, ores, 308 
separations 
ammonium sulfide group from alka- 
line earths, 309 
hydrogen sulfide group, 309 
cobalt and nickel from chromium, 
311 
iron, 312 
manganese, 309, 310 
zinc, 311 
cobalt from nickel 
alkali xanthate method, 310 
alpha benzildioxime method, 311 
carbonyl method, 311 
dimethyl glyoxime method, 310 


nitroso betanaphthol method, 
310 

phenylthiohydantoic acid method, 
310 


potassium nitrite method, 310 
Cobalt nitrate, test for aluminum, 2 
for zine, 1055 
Cobalti nitrite test, for potassium, 862 
Cobalt uranyl acetate test, for sodium, 
875 
Cocaine, 1958 
Codeine, 1958 
Coin ingots, 829 
Coke. See Coal. 
Cold test. See Oils. 
Colemanite, 164 
Colophony, in rubber, 1981 
Color comparator, 234 (Fig. 33) 


Color standards, for copper, 380 
Color test, in turpentine, 1850 
of water, 2048 
Colorimeter, 292 (Fig. 38), 989 (Fig. 
124). See also Colorimetry, Hydro- 
gen-ion Concentration, pH. 
Campbell-Hurley, 519 (Fig. 59) 
Duboseq, 988 (Fig. 123) 
photoelectric, 2472 
Colorimeter block, 992 (Fig. 992). See 
also pH Measurement. 
Colorimetric Determinations. 
Microanalysis. 
aluminum, 55 
in animal tissues and foods, 5, 56— 
58 
ammonia, 630 
in water, 2077 
bismuth, 158, 159 
carbon, in steel, 232, 234 
comparator for, 233 
racks, 233 
tubes, 234 
chlorine, 280 
chromium, as chromate, 289 
diphenylearbazide method, 
292 
copper, 376, 381, 2519, 2520 
fluorine, Steiger-Merwin method, 410 
gold, 438, 439 
hydrogen-ion concentration, 2281 
iron, 486, 487 
lead, as sulfide, 517 
dithizone method, 521 
magnesium, 529 
manganese, 572, 573 
molybdenum, 606, 609, 610 
nitrate, 640 
pH, 2281 
rhenium, 772 
silicon, 803 
sulfur, 936 
titanium, 987 
thymol method, 994 
Columbates, 246 
Columbite, 331 
Columbium and Tantalum 
analytical technique 
destruction of organic matter, 
335 
filtering and washing, 335 
fusion, 334 
ignition, 336 
leaching, 335 
‘quarter gram?’ analysis, 336 
detection, 332, 333 
Giles’ test, 333 
in mixed oxides, 334 
Marignae’s test, 332 
Powell and Schoeller’s test, 333 


See also 


290, 
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Columbium and Tantalum 
Schoeller’s test, 332 
small amounts, 333 
estimation, 347 
isolation of earth acids 
alkali fusion method, 345 
hydrofluoric acid method, 344 
tartaric acid method, 344 
occurrence, 331 
preparation of the solution, 337 
minerals, 338 
separations 
columbium and tantalum, 346 
columbium, tantalum, titanium and 
zirconium from tungsten, 339 
earth acids from iron, 340 
silica, 338 
thoria and rare earths, 343 
tin, 338 
titanium, 340 
tungsten, 338 
small amounts, 339 
zirconium and hafnium, 342 
solubilities, 337 
tannin, as reagent, 336 
volumetric methods, 347 
Combinations, hypothetical in 
analysis, 2087 
Combined carbon, in steel, 231 
colorimetric determination, 232 
Combined sulfuric acid, in aluminum 


water 


salts, 15 
Combustion, 
air requirement, 2384, 2386 
furnaces. See Carbon; Fire Assay; 
Steel, ete. 


heat of, Table, 1185, 1186 
method, for carbon, 221 
train, 222, 229, 489, 1428 
Comparators, for pH measurement, 2290, 
2291, 2292, 2293, 2294, 2295 
Compressive strength, of bitumens, 1565 
Conductance, 
equivalent, 2323 
specific, 2323 
Conductivity method, 
silicon in steel, 811 
apparatus for, 811, 812 (Figs. 
97, 98) 
chart, resist. vs. % Si, 812 
(Fig. 99 
Conductometric methods, 2323 
apparatus, 2326 (Fig. 339); 2327 
(Figs. 340, 341) 
mobilities of ions, table, 2324 
principles of, 2323 
titrations, 2328 
neutralizations, 
intermediate acids and _ bases, 
2329 
mixtures of acids or bases, 2332 


Conductometric methods, strong acids and 
bases, 2328 
replacement methods, 2332 
weak acids and bases, 2330, 2331 
precipitations and complex-forma- 
tions, 2333 
summary of practical cases, 
2335 
Constant-boiling acids. 
ric acid, ete. 
Constant temperature bath, 365 
Constants. See Tables; see Gases; Oils; 
Acids, ete., ete. 
Conversion factors, 
Baumé to specific gravity, 1168 
temperatures, Centigrade to Wahen- 


See Hydrochlo- 


heit, 1165 
volume, weight and energy, 1176- 
1178 


weights and measures, metric and 
other systems, 1169-1170 
Converter efficiency, ammonia to oxides 
of nitrogen, 659 
apparatus, 659 (Fig. 75) 
Copper, 
detection, 
general procedure, hydrogen sulfide 
test, flame test, reduction test, 
ferocyanide test, rhodanine test, 
dimethyl glyoxime test, 349, 350 
estimation, general procedures, 
colorimetric, 
ammonia method, 378 
color standards, 380 
Biazzo method, 2519 
diethyldithiocarbamate 
376, 2520 
ferrocyanide method, 377 
hydrogen sulfide method, 380 
potassium ethyl xanthate method, 
376 
standard solution for, 1199 
gravimetric, 
alphabenzoinoxime method, 2521 
cuprous thiocyanate method, 357 
electrolytic methods, 359 ff. 
electrolysis, 
apparatus, 
366 
effect of impurities, 367 
precautions, 366 
removal of deposit, 368 
introduction, 359-361 
rapid methods, 362, 363 
slow methods, 364 
large portion method, 365. 
small portion method, 364 
hydrogen reduction method, 390 
furnace for, 391 (Fig. 46) 
volumetric, 
Demorest’s method, 375 


method, 


359, 361, 362, 


SUBJECT INDEX 43 


Copper, 
Garrigue’s method, 376 
permanganate method, 375 
potassium cyanide method, 373 
potassium iodate method, 372, 374 
potassium iodide method, 368 
short modification, 371 
Park’s procedure, 372 
Volhard’s method, 376 
estimation, special procedures, 
in aluminum and its alloys, 
electrolytic method, 41 
iodide method, 40 
in ‘‘arsenic,’’ 110 
in Babbitt metal, 398, 1382 
in beryllium-copper alloys, 146 
in bismuth bronze, 1376 
in blister copper, 364, 390 
in blue vitriol, 392 
in brass, 392, 398 
in bronze beating metals, A. S. T. M., 


1362 

in ferromolybdenum, A. S. T. M., 
1509 

in ferrotungsten, A. S. T. J 1015, 
1504 


in lead (pig), 1417 
in lead-base alloys, 1382, 1384, 1385 
in magnesium alloys, 544, 545 
in manganese bronze, A. Selah, 
1352 
in mill tailings, 379 
in molybdenite, 601 
in monel metal, 1378 
in ores, 369 
in refined. copper, 390 
in reverberatory slag, 379 
in rubber, 1971 
in selenium, commercial, 788 
in silver solder, 1402 
in slag, 2024, blast furnace, 379 
in slime tailings, 379 
in solder, 1393 
in steel, 1446, 1448 
in sulfurie acid, 2231 
in tin-base alloys, 1382, 1384, 1385 
in tungsten, metallic, 1015 
in water, 2080 
in Wood’s metal, 1400 
in zinc (slab), 1077 
in zine-base alloy, 1394 
in zine chloride, 1082 
impurities in blister and refined copper, 
determination of: 
antimony, 387 
arsenic, 91, 112, 387 
bismuth, 382, 384 
cobalt, 385 
iron, 383 
lead, 386) 
nickel, 385 


Copper, impurities in blister and refined 
copper, 
oxygen, 389 
phosphorus, 390 
selenium, 388, 789, 791 
sulfur, 389 
tellurium, 388, 789, 791 
zine, 385 
separations, 
copper, 382, 384, 386 
hydrogen sulfide group, 385 
iron, 385 
iron and bismuth, 382 
lead, 385 
zine, nickel and cobalt, 384 
industrial application of methods, 351 
occurrence, 349 
preparation and solution of the sample, 


353 
alloys, cast iron, steel, matte 
slag, iron ores, briquettes, etc., 
352-354 
separations, 


as metal, 355, 358 
as thiocyanate, 355, 357 
from bismuth, 358 
from cadmium, 356 
from hydrogen sulfide group metals, 
356 
from members of subsequent groups, 
355 
from selenium and tellurium, 356 
state of combination in ores, 393, 395, 
396 
solubility, 352 
Copper bullion, assay of, 853 
Copper-copper "oxide mixtures, 394, 395 
Copper method, oxygen in gas, 670° 
Copper number, of paper, 1913 
Copper slimes, platinum and palladium 
in, 726 
selenium and tellurium in, 789 
Copper sulfate, method for cyanide, 660 
treatment of water with, 2111, 2112 
Copper-zine alloys, metallography of, 
2556, 2557 
Corn oil constants. See Oils. 
Corning glass works, method for Sele: 
nium, 791 
Corrosion, by acid waters, calculation of, 
2087 
by gasoline, 1742 
Cottonseed oil, 1777, 1778 
Coulomb, definition of, 1174 
Counting methods, microscopical, 2449 
Crank case dilution, 1820 
Crushers and grinders, 1309, 1313 
Cystalline state, 2435 
optical properties of, 2436 
refractive index, 2436 
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Culture media, See Water, Bacteriologi- 
cal examination. 
Cupel, in fire assay, 837 
Cupferron (betanitrosophenylhydroxyla- 
mine) 
elements precipitated by, 468 
method for iron, 6 
for tin, 961 
reagent, 469 
and its applications, 1223 
separation of Fe, Ti, V, Zr from Al, 
Cd, Co, Cr, Mn, Ni, Zn, 466 
of U and V, 1021 
of U in ecarnotite, 1026 
of vanadium from other elements, 
1035 
of zirconium, 1099 
Cuprammonium reagent, for paper pulp, 
1886 
Cupric-potassium chloride reagent, 220 
Cuprie oxide. See Copper-copper oxide 
mixtures. 
Cuprous chloride, ammoniacal and acid 
for gas analysis, 1195 
for reduction of arsenic, 94 
Cuprous thiocyanate-method, for copper, 
357 
test for paladium, 722 
Cupro-vanadium, 1051 
Curcumin, method, for Be, 144 
Cyanamide, analysis for N, CaC, and oil, 
663 
Cyanide and chloride, 277 
Cyanide and thiocyanate, 661 
Cyanide, analysis of commercial, 665, 666 
Cyanide, copper method, 660 
Liebig’s method, 661 
method for copper, 373 
for nickel, 622 
for silver, 831 
precipitates, mercury in, 584 
process, for tin ores, 955 
silver determination, 823 
solution, 
mercury in, 583 
oxygen in, 676 
-thiocyanate separation, 277 
Cyanogen, absorption of, 2347 
detection, 2363 
Cylinder oil, constants. 


D 
Decomposition of the sample, chapter on, 
1334 
reagents for, 1335, 1337 
Demulsibility test, bituminous substs., 
1591 
oils, 1740 
Density. See also Specific Gravity. 
of glass, 2165 
of micro samples, 2546 


See Oils; Tables. 


Dental gold alloys, 754 
Detonators, electric, analysis of, 1686 
Deuterium, 444 
Devarda’s nitrate apparatus, 643, Fig. 68 
nitrate method, 640 
reagents, 641 
weighing bottle, 643 
Developer, photographic, 1091 
Diazzo reaction, bituminous substances, 
1560 
Dichlorfluorescein indicator, 273 
Dichromate method for iron, 471 
titration of, chromium determination, 
288, 291 
Dicyandiamidine test, for cobalt, 306 
Die-casting alloy, zinc, 1394 
Diethyldithiocarbamate, test for copper, 
376 
Differential method, potentiometric titra- 
tion, 2318 
Dilution, crankease oils, 1820 
Dilution of mixtures, formulae for, 2236 
Dimercaptothiodiazol, 1214 
p-Dimethylaminobenzylidene-rhodanin 
reagent, 1214 
test for copper, 350 
test for silver, 819 
Dimethylglyoxime 
method for Ni, 619 
method for Pd, 724 
reagent, 1214’ 
separation, Ni and Co, 310 
test for Cu, 350, 351 
test for Ni, 614 
Diphenylamine 
indicator, in chromium determination, 
291 
in iron determinations, 473 
with permanganate, 478 
in zine determinations, 1065 
solution of, 1205 
in explosives, 1696 
test for nitrates, 631 
Diphenylamine sulfonate, indicator, 397, 
1206 
preparation, 1214 
Diphenylbenzidine, indicator, Zn titra- 
tration, 543, 1206 
Diphenylearbazide, determination of Or, 
290 
preparation of, 293 
test for Cr, 290 
Diphenylendoanilohydrotriazole (nitron) 
method for nitrates, 635 
Diphenylthiocarbazone. See Dithizone 
Dipierylamine, 1215 
Displacement test, bitum. substs., 1563 
Distillation 
method, arsenic, 69, 91, 92, 93 
boron, 167, 176 
ethyl alcohol, 2137 
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Distillation 
gemnanium, 430 
mereury, 578 
osmium, 750 
rhenium, 770 
selenium, 779 
tellurium, 779 
water, 1340. See Water 
micro, 2546_ 
residue, bitumin. substs., 1593 
silicon tetrafluoride and hydrofluo- 
silicic acid, 408, 423 
steam, bitumin. substs., 1586 | 
test, bitumin. substs., 1533 
oils, A. S. T. M., 1705-1713 
turpentine, 1851 
Distribution coefficients, 2586 
Dithizone, method for lead, 521 
reagents, 522 
test for silver, 820 
Dividing pipette, 365 (Fig. 43) 
Doctor test, 1742 
Dolomites, calcium in, 210 
solution of, 207 
Dow Chemical Co. standard methods of, 
539-553, 2181-2187 
Drier, paint oils, 1845 
see Ovens. 
Drying oils, list of, 1849 
test, of oils, 1784, 1846 
Duboseq colorimeter, 292 
Duetility, bituminous substances, 1521 
mold for, 1522 (Fig. 192) 
See Metallography 
Du Pont de Nemours, HE. I. and Co. 
Methods of, 649, 653 
nitrometer, 651 (Fig. 73) 
Dust, in gases, 2389 
Dynamite, analysis of, 1662 
ammonia, 1667 
qualitative tests, 1662 
Dyne, definition, 1175 
Dysprosium, 245 


E 


*¢Harth Acids’? (oxides of Cb and Ta) 
332 
detection in mixed oxides, 334 
Ebonite in rubber, 1991 
Ebullioscopy, 2532 
Edible fats, see Oils 
Ekasilicon. See Germanium 
Eliadin test, for oils, 1701, 1765, 
Electrical conductivity, see Conductivity ; 
Conductometrie Methods 
Electricity, units, 1174 
Electroanalysis 
apparatus, 359 
beaker, 390 (Fig. |45) 
' Braun cabinet, 390 


Electroanalysis 
hydrometer jar, 366 (Fig. 44) 
solenoid, 362 
methods, rapid and slow, 360 
micro, 2510 
Electrode, 
air, 2310 
antimony, 2302, 2310 
bimetallic, 2320 
calomel, 2299, 2303 
E. M. F. values, 2308 
glass, 2303 
graphite, spectrographic, 1089, 1091 
hydrogen, 2300 (Fig. 324); 2311 
limitations, 2300 
titrations, 2309 
metal-metal oxide, 2311 
oxidation-reduction, 2306 
apparatus, 2314 (Fig. 331) 
oxygen, 2310 
polarized, 2320 
potentials, 2305 
quinhydrone, 2301, 2310 
limitations, 2302 
reference, 2307 (Fig. 325) 
silver-silver chloride, 2300 
systems, for pH measurement, 2298 
working formulae, 2303 
‘¢lectrolyte,’’ copper in, after electrol- 
ysis, 366 ‘ 
Electrolytic conductivity method, solu- 
bility, 2586 
Electrolytic determination (electrodepo- 
sition) 
antimony, 73 
bismuth, 156 
cadmium, 202, micro method, 2516 
cobalt, 315 
separation from manganese, 310 
copper, 359 ff. micro method, 2517 
gold, 435, micro method, 2518 
lead, 507, micro method, 2515 
mercury, 579, micro method, 2516, 
2518 
nickel, 620 
micro method, 2513 
separation from manganese, 310 
platinum, 719 
silver, 824, micro method, 2518 
tin, micro method, 2513 
zine, 1059, micro method, 2513, 2515 
Electrolytic separations 
applied to aluminum alloys, 47 
Melaven cell, 47 
applied to alloys, aluminum in, 1389 
applied in steel analysis, 1482 
Electrometallurgical Company, standard 
methods 
for chromium, 293, 296, 301, 
302 
for ferrosilicon, 808-810 
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Electrometallurgical Company, for man- 
ganese, 567, 568 
for molybdenum, ores and con- 
eentrates, 597-606 
steel, 610 
for phosphorus, presence of 
vanadium, 706-707 
Electrometrie determinations (see also 
Potentiometric determinations ; 
Potentiometric titrations.) 
of pH or Hydrogen-ion concentra- 
tion 
cell for, 2311 
electrode systems, 2298 
antimony, 2302 
glass, 2303 
hydrogen, 2300 
quinhydrone, 2301 
of paper, 1916 
apparatus, 1916 (Fig. 2 
potentiometrie principle, 2 
(Fig. 321) 
reference electrodes, 2299, 
2300 (Figs. 322, 323) 
Electromotive force, definition, 1174 
series, table, 1141 
liadin test, for oils, 1765 
Emulsions, bituminous, 1591 
Enlargement methods, 2546 
Eosin, adsorption indicator, 192, 457 
solution, 1201 
Erg, definition, 1175 
Erbium, 245 
Erioglaucine, indicator, 474, 1206 
Hriogreen, indicator, 1206 
Errors, see under individual determina- 
tions, for sources. 
Esters, in alcohol, 2139 
Etching test, for fluorine, 399 (Fig. 47), 
400 
quantitative, 421, 422 
apparatus, 422 (Fig. 53) 
Ether, acid in, 2270 
chromium test, 282 
method, extraction of iron, etc., 312, 
465 
isopropyl ether in, 465 
Ethine, see Acetylene; Gases 
Ethoxy, micro determination of, 2527 
Ethyl acetate, test for alcohol, 1948, 2137 
alcohol, analysis, 2137 ff. 
detection, 1948, 1949, 2137 
purification, 1771 
specific gravity tables, 2142-2146 
Ethylene, properties of, 2348, 2375 
Europium, 245 
iodometrie method for, 255 
Eutectic mixture, 2554, 2555 
Euxenite, 246 


Evaporation 
apparatus for, 910 (Fig. 109) 
rapid, 2233 (Fig. 309) 
test, bituminous substances, 1530 
Evolution method, sulfur, 1442 
apparatus, 1443 (Fig. 185) 

Explosion method, gas analysis, 
(Fig. 85) 

Explosives, analysis of, 1660 ff. 
ammonia dynamite, 1667 
ammonium picrate, 1683 
black powder, 1660 

ash, charcoal, moisture, nitrates, 
sulfur, 1661 
sampling, 1660 
blasting caps, 1686 
detonators, 1686 
dynamite, 1662 
gelatin dynamite, 1668 
lead azide, 1685 
low-freezing, 1669 
mercury fulminate, 1685, 1687 
nitrocellulose, 1678, 1690 
guneotton, 1690 
nitrogen in, 1690 
preparation of sample, 1690 
pyrocellulose in, 1691 
stability test, 1692 
test paper for, 1694 
nitrocellulose-smokeless powders, 1695 
nitrochlorhydrin, 1672 
nitroglycerin dynamite, 1662 
nitroglycerin smokeless powders, 1698 
nitroglycol, 1673 
nitropolyglycerin, 1672 
nitrostarch, 1678, 1679 
nitrosugars, 1672 
**permissible’’ explosives, 1673 
list of ingredients, 1674 
qualitative examination, 1674 
picrie acid, 1682 
soluble lead in, 1683 
primers, 1688 
composition, 1688, 1689 
qualitative analysis of, 1689 
sampling, 1689 
smokeless powder, 1695 
nitrocellulose, 1696 
nitroglycerin, 1698 
‘“straight’’ dynamite, 1662 
tetryl, 1684 
trinitrotoluene, 1681 

Explosives, ingredients in 
acidity, test, 1182 
ash, 1661, 1667, 1678, 1681, 1682, 1697 
centralite, 1699 
cereal products, 1680 
charcoal, 1661, 1680 
chlorates, 1675, 1677 
chlorides, 1675 
gum arabic, 1675, 1677 


687 


SUBJECT INDEX 47 


Explosives, gums, 1680 
insoluble matter, 1667, 
1682 
nitrates, 1661, 1666, 1677, 1680 
nitrocellulose, 1669 
nitrocompounds, 1687 
separation from nitroglycerin, 1671 
nitrogen, 1671, 1682, 1697 
nitroglycerin, 1665 
oils, 1665 
perchlorates, 1675, 1677 
resins, 1665 
solids, 1675 
specific gravities of, 1676 
starch, 1667 
sugar, 1674, 1678 
sulfur, 1661, 1665 
sulfuric acid, 1682 
Explosives, tests and sundries 
extraction with acetone, 1678, 1692, 
1697 
with acid, 1666, 1678 
with ether, 1663, 1664, 1676, 1690, 
1697 
evaporation of extract, 1664 
with petroleum ether, 1677 
with water, 1666, 1677, 1680 
moisture in, 1661, 1663, 1670, 1676, 
1679, 1681, 1682, 1687, 1696 
apparatus, 1670 (Fig. 237) 
potassium iodide-starch test, 1692 
sampling of, 1660, 1662, 1668, 1686 
solidification point, 1681, 1682 
stability tests, 1692 
at 134.5° C., 1693 
surveillance test, 1697 
typical compositions, 1700 
viscosity, 1694 
Extraction, see Ferric Chloride; Rubber; 
Bituminous Substances; Explosives. 
micro, 2546 


F 


Fabrics, see Bituminized fabrics 
Factors, see Tables; conversion factors, 
ete. 
Fats, 1785 
in grease, 1828 
Fatty acids, table of, 1794 
in soap, 2029 
Fatty oils, in lubricants, 1736 
Feedstuffs, iodine in, 460 
Fehling’s solution, 1206 
Feldspar, 2170 
Fergusonite, 246 
Ferric alum, indicator, 1201 
Ferric chloride, 
extraction with ether, 465 
reagent for tin, 967 
test for phenol, 1950 
Ferric iron, see Iron 


1678, 1680, 


Ferric oxide, determination of iron as, 
467 
in cement, 1602, 1614 
in sand, 805 
in silicon carbide, 815 
see also Iron, estimation, 
eases; Iron and Alumina. 
salts, distinction from ferrous, 463 
oxidation of iodides by, 454 
titanium by, 985 
Ferricyanic acid, 663 
Ferricyanide, test for iron, 463 
Ferro-alloys, analysis of 1485 ff, A. S. 
T. M. methods 
Ferrocarbon-titanium, 
Ti in, 983, 987 
Ferrochromium, chromium in, 302, 1490 
Ferrocyanic acid, 663 
Ferrocyanide 
method for copper, 377 
for lead, 508 
for zinc, 1060 
standard solution, 1060, 1065, 1202 
test for copper, 350 
for iron, 463 
Ferromanganese, 
1486 
Ferromolybdenum, 1506 
Ferron, reagent for iron, 487 
Ferrosilicon, analysis, 808; A. 8. T. M., 
1485 
Ferrotungsten, Analysis, A. S. T. M., 
1011 ff; 1503 ff. 
Ferrovanadium, 1494 
Ferro-uranium, 1028 
Ferrous ammonium sulfate, reagent, 571 
Ferrous iron (see also Iron) 
reduction of chlorates, 274 
of chromates, 286 
test for palladium, 722 
for platinum, 712 
Ferrous salts, as reducing agents, 288 
distinction from ferric, 463 
Ferrous sulfate 
method for nitrates, 644, 2214 
reagents, 1206, 2215 
standardization, 2215 
method for peroxides, 675 
for persulfates, 922 
reagent solution, 2206 
test for cyanide, 660 
for nitrates, 630 
for nitrites, 631 
Ferrous sulfide, in sodium sulfide, 2182 
separation method, 469 
Fertilizers, solution of, 863 (see Nitro- 
gen; Potash; Phosphate). 
Fiber, see Bituminous Substances. 
Field assay, of water, 2087 


special 


determination of 


manganese in, 565, 
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Fillers, in grease, 1825 
in paper, 1909 
in rubber, 1982, 1988, 2018 
Filtration apparatus, 
bell-jar, 563 (Fig. 60 
microanalysis, 2470 (Fig. 409), 2471 
(Figs. 410, 411) 
immersion technique, 2470 
sulfur determination, 911 (Fig. 110) 
Fineness, of silver, 828 
of sulfur, 934 
Fire assay, of gold and silver 835 ff. 
apparatus, special for, 841 (Fig. 
105); 842 (Fig. 106) 
assay slags, 845 
assay ton, 840 
balances, 841; 844 (Fig. 107) 
borax, amount of, 845 
bullion, 854 
copper bullion, 853 
crucible assay, 841 
crucible charges, 847 
cupellation, 849, 850 
cupels, 837 
cyanide solutions, 856 
definitions, 835 
Doré bullion, assay, 855 
furnaces and equipment, 837 
muffle furnace, 839 (Fig. 103) 
oil-fired furnace, 838 (Fig. 
102) 
two-unit furnace, 
840 (Fig. 104) 
fusing the charge, 846 
general outline, 835 
gold and silver bullion, 852 
sampling, 852 
gold bullion assay, 855 
U. S. mint method, 856 
lead bullion, 853 
lead reduction, oxidized ores, 842 
sulfide ores, 842 
litharge, amount, 843 
parting, 851, 852 
platinum, palladium, gold and silver, 
857 
reagents, 836, 837 
sampling, 840 
scorification assay, 847, 848 
silver, or Doré bullion, assay, 855 
silver in ores and concentrates, 860 
sodium carbonate, amount, 844 
special methods of assay, 857 
weighing and mixing, 846 
weights, 841 
Fire test, of lubricating oils, 1732 
of oils, 1703 
Fixed carbon, see Coal; Bituminous Sub- 
stances. 
Fixed oils, ete. see Oils, Fats, Waxes. 
in varnish, 1852 


section, 


Flame, coloration by. 
tra.) 
barium, 117 
boron, 162 
caesium, 893 
-ealeium, 205 
copper, 349 
lithium, 887 
potassium, 862 
rubidium, 893 
sodium, 876 
strontium, 899 
thallium, 943 
tests, table of, 1108 
Flash test or point, 
of bitumin. substs., 1533 
burning oils, 1702, A. S. T. M. 
fuel oils, 


(See alsa Snec- 


Pensky-Martens test, 
1744, A. S. T. M. 
Tag. Test, 1702 ASS: 
TD. Me 
lubricating oils, 1732, A. S. 
Eee 


solvents or diluents, 1756 
varnish, 1851 
Flasks, volumetric, 
calibration, 1223 (Fig. 130) 
Fleming absorption bulb, 222 
Float test, viscosity, 1518 
Flow meter, 2342 
Flowers of sulfur, 935 
appearance, 935 (Fig. 117) 
Flue dust, selenium and tellurium in, 7 90 
Flue gases. See gases. 
Fluorescein, 
indicator, 273 
dichlor derivative as, 1201 
solution, 1201 
Fluorescence, analysis by, 2546 
Fluoride, method for calcium, 216 
test for silica, 794 
Fluorides, det’n. of silica in presence of, 
799 
Fluorine, 
detection, 
etching, black filter and hanging- 
drop tests, 399-401 
estimation, 
colorimetric, 
Steiger-Merwin method, 423 
effect of H,SO,, 411 (Fig. 51) 
fluoride-titration, 412 (Fig. 52) 
stand. solutions, 411 
Zirconium-purpurin method, 423 
fluoride equivalent to Zr, Ta- 
ble, 424 
interferences, 425 
microapplication, 424 
gravimetric, 
calcium fluoride method, 404 
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Fluorine, 
lead chlorofluoride method, 405 
triphenyltinfluoride method, 406 
volumetric, 
calcium acetate method, 413 
lead chlorofluoride method, 418 
silicon tetrafluoride method (Of- 
ferman), 409 
Adolph’s apparatus, 409 
(Fig. 50) 
zirconium-alizarin-thorium method 
(Willard and Winter), 407 
occurrence, 399, 401 
preparation of the sample 
calcium fluoride, hydrofluoric acid, 
organic substances, siliceous 
ores, slags, soluble fluorides, 
fluorspar, 402, 403 
removal, before determining calcium, 
208 
separation by distillation, 408, 423 
from boric acid, 404 
hydrochloric acid, 404 
phosphorie acid, 403 
silica, 403 
solubility of salts, 402 
traces, determination of, 410, 421, 423 
estimation, special procedures 
in alkali fluorides, 417 
in barium ores, 135 


in minerals, calcium and equiv. 
fluorine, 415 

in organic compounds, 407 

in rocks, 407 

in sulfuric acid, 2233 

in water, 407 

Fluorspar, analysis for calcium car- 

bonate, 


calcium fluoride and silica, 419, 420 
‘perchloric acid method, 403 
silica in presence of, 802 
Foaming, of water, 2086 
Foods, aluminum in, 56-58 
arsenic in, 107 
boron in, 165, 166 
tin in, 971 
Foot-candle, definition, 1174 
Foot-pound, definition, 1175 
Foots, in linseed oil, 1843 
Ford-Williams method, for manganese, 571 
Foreign matter, in sodium ferrocyanide, 
668 ap ; 
Formaldehyde, detect. and estimation of, 
2149 4 
peroxide method, 2149 
test for silver, 819 
Formic acid, analysis of, 2246 
in acetic acid, 2249 » 
test for iridium, ,730 
osmium, 748 | 
palladium, 722 
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Formic acid, platinum, 713 
rhodium, 742 
Formulae for: 
areas, 1170 
diluting mixtures, 2236 
gas velocities, 1173 
heat value, of coal, 1657, 2384, 2386 
pH, electrodes, 2303, 2304 
volumes, reduction to N. T. P., 1173 
Free acid. See Acidity. 
Freeport Sulfur Company, methods for 
sulfur, 937-941 
Freezing-point curves for sulfuric acid, 
2228 
method, solubility, 2584 
Fuel gases. See Gases. 
Fuel oils. See Oils. 
Fuels. See Coal and Coke. 
mixed, heat of combustion, 1187 
Fuming sulfuric acid, analysis of, 2233 
equivalent, table, 2243 
Furfural, in acetic acid, 2249 
in alcohol, 2140 
Furnace, Denver Fire Clay, 1645 (Fig. 
233), 1646 (Fig. 234) 
electric. See Iron and Steel; Carbon; 
Coal and Coke, ete. 
for microanalysis, 2472 
See also muffle furnaces; ovens; driers. 
Fusel oil, in ethanol, 2140 
Fusibility, of ash, 1645 
Fusible metals, analysis, 1399 
Fusion, heat of, table, 1188 
methods, general, 1336 
for chrome ores, 284 
for iron ores 
bisulfate, 464, 477 
carbonate, 465, 477 
for nickel ores, 616 
for silica, 797, 799 
for tin ores, 956 ff. 
for titanium ores, 978 
for tungsten minerals, 
for vanadium ores, 1033, 1047 
See also Prepartion of Sample under 
elment or substance in question. 
tests, bitumin, substances, 1523 


G 


Gadolinite, 246 
Gadolinium, 245 
Gallium 
behavior in solution, 426 
detection 
spectroscopic, 426 
estimation, 
gravimetric, as the oxide, 428 
in ores, 428 
occurrence, 426 
preparation and solution of the sample, 
426 
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Gallium 
separations, 
from aluminum, chromium, indium, 
uranium, cerium, 427 
aluminum, indium and iron, 427 
from bivalent metals, 427 
iron, 427 
uses, 426 
Galvanized sheets, zine determination, 
1087 
wire, zine determination, 1088 
Gas, analysis, 2336, 2549 
accuracy, 2351, 2352, 2359 
apparatus, absorption bulbs, pipettes, 
tubes, 2344 
measurement of large quantities of 
gas, 2339 
anemometer, flow meter, ori- 
fice meter, Pitot tube, ro- 
tameter, Thomas electric 
meter, wet meter, 
measurement of small quantities of 
gas, 2343 
Hempel’s gas burette (Fig. 
366), 2353, separatory 
funnel and _ graduate, 


2400 
apparatus, analytical, Elliot’s appa- 
ratus, 2351 


Hempel’s (Fig. 84), 686 (Fig. 366), 
2353 (Fig. 367), 2354 
Orsat’s, 2349 
pipette, explosion (Fig. 85), 687 
sampling tubes, pumps, containers, 
2336 
special, 
for traces of oxygen (Fig. 86), 
688 
application and interpretation of re- 
sults, 2380 ff. 
combustion data and _ calculations, 
2411-2413 
compressed, and handling, 2420 
cylinders, 2360, 2420 
examination of gases, 2345, 2346 
absorbed by group reagents: 
cuprous chloride, 2348 
ferrous sulfate, 2348 
potassium hydroxide, 2347 
pyrogallol, 2348 
silver nitrate, 2347 
sulfuric acid, 2346 
unabsorbed, 2348 
acetylene, det’n oxygen, hydrogen, 
methane, nitrogen, sulfur-contain- 
ing gases, phosphine, 2402 
air, moisture, carbon, monoxide, 
ozone, sulfur dioxide in, 2403 
chimney and flue gases, carbon di- 


oxide, indicators, temperature, © 


heat loss, smoke, det’n of, 2403 


ct 


Gas, coke-oven, 2154 


electrolytic gas, chlorine and other 
gases, 2402 
helium, group, 2348 
illuminating gas, 
ammonia in, 2396 
calorific value of, 2391 
apparatus (Fig. 371), 2390; 
(Fig. 372), 2391; (Hig. 
373), 2392 
ealeulations, 2393, 2394 
record, 2433 
candle-power of, 2391 
carbon dioxide in, 2355, 2397 
carbon monoxide in, 2356 
hydrogen sulfide in, 2396 
illuminants, oxygen in, 2356 
methane and hydrogen in, 
Hempel’s method, 2357 
Hinman’s method, 2356 
naphthalene in, 2396 
nitrogen in, 2358 
specific gravity of, 2397 
sulfur in, 2395 
gasoline, in natural gas, 2408 
industrial gases, analysis of, 2380 
liquids, 2414 
micro methods. See Microanalysis, 
2537 ff. 
mine gases, 2400 
carbon monoxide in, 2401 
methane in, 2401 
moisture in gases, 1347, 2408 
apparatus (Figs. 380, 381), 2408 
natural gases, 2407 
sampling, 2409 (Fig. 382), 2409 
nitrogen in gases, nitrometer method, 
2418 
noble (helium etce.), 2348 
oxygen, in gases 
by ge 687, apparatus (Fig. 
85), 
by phosphorus, 685, apparatus (Fig. 
84), 686 
by pyrogallate, 686 
traces of, 687 
Dely apparatus (Fig. 86), 688 
producer, fuel and blast furnace gases, 
2388 
properties of gases and their estima- 
tion, 2360-2380 
reagents, 2421-2424 
sampling of (see also Sampling), 2336 
solubility, det’n of, 2587, 2589 (Figs. 
489, 500) 
specific gravity of, 2344 
standard conditions, 2340 
sulfuric acid gases 
burner gases, 2399 
nitrogen oxides in, 2400 
oxygen, 2400 
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sulfuric acid gases, solids (sus- 
pended), 2414 
sulfuric acid mist, 2416, appa- 
ratus (Figs. 385, 386) 
sulfur dioxide, 2399 
time required for, 2351, 2352, 2359 
Tyndall test of, 2414, apparatus (Figs. 
383, 384) 
procedures with special apparatus: 
Elliott apparatus for CO, CO, 
and O,, 2351 
Hempel apparatus, determina- 
tion of oxygen, 
by combustion with hy- 
drogen, 2353 
by phosphorus, 2355 
by pyrogallolate, 2355 
Junker’s calorimeter, 2392 
Orsatt apparatus, determination 
of CO, CO,, hydrocarbons, O,, 
2349 (Fig. 364) 


Gas, 


tables 
absorption, 2346-2348 
aqueous vapor pressure, 2425 
calorific power, 2426 
constants, 1166-1167, 
2424 
correction factors, 2429-2430 
cylinder dimensions, 2428 
dangerous concentrations, 2427 
emergent stem corrections, 2431 
humidity corrections, 2432 
specific gravities, 2411 
specific heats, 2425 
volumetric factors, 2428 
water, determination in, 1347 
Gas, velocity of flow (Pitot), 1173 
Gas volumes, conversion formulae, 1173 
Gasoline, see Oils 
in natural gas, 2408 
specifications, table, 1791 
test of, 1742 
Gay-Lussae Method, for silver, 826 (Fig. 
100) 
pipette, 829 (Fig. 101) 
Geissler absorption bulb, for CO,, 221 
Gelatin dynamite, analysis of, 1668 
Gelatin, effect on pH measurement, 2288 
nutrient, 2120 
Gelation, of tung oil, 1847 
Generator, traces of ‘antimony, 79 
Gerhardt absorption ‘bulb, for CO,, 22 Ih: 
Germanium, , 
detection, 429 
estimation. 
gravimetric 
as magnesium orthogermanate, 430 
as oxide, 430 
ocurrence, 429 
preparation and solnion of the sample, 
429 


1171-1172, 


Germanium, 
separations 
by volatilization, 430 
from the copper group, 429 
volatility (chloride), 429 
Glass, analysis of 
alkalies, 2166 
alumina, ferric oxide, 
nesia, lead oxide 
and silica, 2165, 2166 
borie oxide, 2167 
calcium and barium separations, 2168 
factors, 2169 
Glass electrode, 2303 
Glass-making materials, analysis 
barium carbonate, 2172 
feldspar, kaolin, clay, 2170 
lime, 2173 
potash, 2169 
sand, iron in, 482, 483 
Glucose, in boric acid titration, 180 
Glucosides, detection of, 1951 ff. 
Glue, det’n in rubber, 1986, 1987, 2007 
Glycerine (or glycerol) 
detection, in grease, 1827 
estimation, 2150, 2153 
in soap, 2038, 2039 
in boric acid titrations, 170, 171 
Gold 
detection 
benzidine acetate test, 432 
in alloys, 431 
minerals, 432 
phenylhydrazine acetate test, 433 
estimation 
colorimetric 
Cassell, Moir and Priester meth- 
ods, 438, 439 
gravimetric 
electrolytic, 435, 
2518 
fire assay, 835 ff. 
wet assay, 435, 436 
Volumetric 
iodide method, 437 
Lenher’s method, 438 
permanganate method, 437 
occurrence, 431 
precipitation as metal, 434 
preparation and solution of the sam- 
ple, 433, 436 
proof gold, preparation, 440 
separations 
by displacement, 433 
from platinum metals, 434 
from tellurium, 434 
solubility, 433 
Gold bar, platinum and palladium in, 
725, 727 
Gold bullion, fire assay, 855, 856 
Grain, water in, 1340 


lime, mag- 


micro method, 
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Grain-growth in steel, see Metallography 


Graphite, carbon in, 235 


in iron and steel, 232, 1430 (see also 


Metallography ) 


Gravimetric methods, see individual ele- 


ments. 
Gravity, see Specific gravity 
Grease analysis of, 1823 
Greases, 1791 
Green pigments, see Pigments 
Grinders, 1310, 1311 
Guanidines, in rubber, 2017 
Gum arabic, in explosives, 1677 
test for, 1675 
Gum content, of gasoline, 1814 
Gumming test, of oils, 1737 
Guttapercha, 1966, 1992 
Gutzeit apparatus, 107 (Fig. 14) 
Gutzeit method, for arsenic, 101-108 
micro, 2504 
applied to antimony, 78-82 
purification of acid for, 104 
Gypsum, analysis, A. S. T. M. 
calculations, 215, 216 
carbon dioxide, 214 
iron and alumina, 214 
lime, 214 
magnesia, 215 
sulfur trioxide, 215 
water, combined, 214 
free, 214 
in grease, 1825 
im paints, 1866 


H 
Hafnium, see Zirconium, 1093 ff. 


Halogens, determination in organie com- 


pounds, 265 ff. 
micromethods, 2494 


separation and determination in their 


mixtures, 276 


test for, para-aminodimethylaniline, 


Halphen test, cottonseed oil, 1778 


Hanging-drop test, for fluorine, 400, ap- 


paratus (Fig. 48) 
Hard lead, see Lead 
rubber, see Rubber 


Hardness, determination, of water, 2082 


of bitumens, 1520 
Heat, definitions, 1174 
of combustion, table 1185, 1186 
mixed fuels, 1187 


of fusion, elements and compounds, 


tables, 1188, 1189, 1190 


passing up chimney, calculation, 2382, 
2383 


loss due to CO, 2387 
test, for oils, 1847 


treatment, alloys, see Metallography 


Helium, 2348, 2379 


Hexabromide test, for linseed oil, 1779 
yield, from various oils, 1780 
Holmium, 245 
Horse-power, definition, 1175 
H.T.H. = High-Test Hypochlorite 
Hydrazine sulfate, test for Se and Te, 
776 
Hydrazine-sulfur dioxide method, for 
tellurium, 785 3 
Hydriodie acid, reagent for ‘‘insol- 
ubles,’? 1335 
removal from nitric acid, 635 
solubility of mercuric sulfide in, 577 
Hydrobromic acid, removal from nitric 
acid, 635 
Hydrocarbons 
in gas analysis, 2350 
in illuminating gas, 2356, 2357, 2396 
in natural gas, 2407 
in rubber, 1966, 2008, 2009 
in soap, 2040 
Hydrochlorie acid (see also Acids) 
analysis of, 2203 
detection, 261 
estimation, gravimetric, 269 
free, determination of, 277 
volumetric, 2209 
in acetic acid, 2251 
in formic acid, 2247 
in liquors, ammoniacal, 638 
in nitric acid, 2212 
in presence of chlorie and per- 
chlorie acids, 276 
in sulfurie acid, 2232 
impurities in 
arsenic, 89, 106, 2204 
barium chloride, 2204 
chlorine, free, 2204 
silica and solids, 2205 
sulfuric acid and sulfates, 2204 
method for separating potassium and 
sodium, 868 
preparation, arsenic-free, 104, sa 
specific gravity, 2205 
tables, 2206-2208 
constant-boiling acid, 2196 
standard solution, 2195 
gravimetric standardization, 2196 
test for iron, 462 
lead, 500 
mereury, 562 
silver, 818 
Hydrocyanie acid, commerc:at, analysis 
of, 665 
detection, 660, 1946 
gaseous, 2347, 2363 
volumetric estimation 
bromine method (Schulek), 662 
copper method, 660 
silver method (Liebig), 661 
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Hydroferricyanic acid, 663 
Hydroferrocyanic acid, 663 
Hydrofluorie acid, 
analysis of, 2209 
hydrofluosiliciec acid in, 2209 
method for alkalies, 883 
sulfuric acid in, 2210 
sulfurous acid in, 2210 
Hydrofluosilic acid, in hydrofluoric, 2210 
Hydrogen 
active, micro method, 2547 
detection, 442 
estimation 
in coal, 1649, ff. 
in gases, 2356, 2357, 2374 
in organic compounds, 223, 224 
micromethods, 2475 ff. 
semimicro, 225 
in steel, 443 (Fig. 54) 
isotopes, 444 
occurrence, 442 
properties, 442, 2348, 2373 
reduction method for 
copper, 389 
osmium, 748 
rhodium, 742 
tin ores, 957 
Hydrogen autimonide, 2347 
arsenide, 2347 
Hydrogen chloride, gaseous 
absorption, 2347 
determination, 2363 
generation of, 13 
properties, 2362 
Hydrogen electrode, 2300 (Fig. 324); 
2309 
platinizing, 2301 
Hydrogen-ion concentration; see also pH 
and the pH scale, 2277 
determination of 
colorimetric, 2274 ff. 
electrometric, 2297 ff. 
of paper extracts, 1916 
of water, 2073 
buffer solutions, 2074 
indicators, 2073 
Hydrogen peroxide, detection, 904 
determination 
arsenious acid method, 2180 
ceric sulfate method, 1205 
iodide method, 2180 
permanganate method, 2181 
method for chromium, detect., 282 
formaldehyde, 2149 
iodide, 456 
titanium, 987 
vanadium, detect., 1031 
-phosphorie acid method for iodides, 
_ 456 
test for titanium, 976 
Hydregen phosphide, 2347 


Hydrogen sulfide 
detection, 904 
estimation, 924 
evolution method, 911, 914 
(see also iron and steel) 
generator for, 
Scott’s, 97 
Urbasch’s 98 


group, see Qualitative analysis, 
SUL Ee. 
see Separations under various ele- 
ments, 


in ammoniacal liquors, 638 
in gases, 2347, 2364 
illuminating, 2396 
in water, 2078 
method for iron, 469 
precipitation of molybdenum, 592 
platinum metals, 710 
reduction of chromates, 286 
test for copper, 350 
colorimetric determination, 380 
for iridium, 730 
for lead, 500 
for mereury, 574 
for nickel, 614 
for osmium, 748 
for palladium, 722 
for platinum, 712 
for rhenium, 768 
for rhodium, 742 
for ruthenium, 737 
for selenium, 776 
for tellurium, 776 
for tin, 954, 960 
for vanadium, 1031 
for zine, 1054 
Hydrometer, 242, 1513, 1514 (Fig. 187). 
See also Specific gravity. 
jar, 366 (Fig. 44) 
Hydrosulfite, sodium, 930 
Hydroxide see under the element in ques- 
tion 
ion, in water, 2066, 2095 
see Alkalies; Sodium hydroxide; Po- 
tassium hydroxide, ete. 
1,2,5,8-Hydroxyanthraquinone, test for 
Al, 2 


2 
for Be, 138 
colorimetric method, 143 
volumetric method, 145 
Hydroxylamine, determination, 647 
8-Hydroxyquinoline, see Oxine. 
Hypochlorite; see also Bleaching powder 
reagent for phenol, 1950 
test for, 262 
in presence of chloride, 274 
Hypochlorous acid, detection, 262 
Hypophosphorus acid, 
reagent for Se and Te, 776 
test for, 689 
Hypotheses, 1191-1193 


I 


Identification, by the microscope, 2434 
Ignition loss, see Loss on Ignition 
linium, 245 
Illmenite, analysis, 495-499 
Illuminants, in gases, 2356 
Illuminating gas, analysis of, 2355 
Impurities, see under individual 
stances. 
Indicators (see also under Reagents) 
acid-alkali, 2191 
stock solutions, 2192 
adsorption, for precipitation titrations 
for halides, 192, 273, 457, 2499 
for mercury, 582 
for silver, 830 
for sulfates, 919 
oxidation-reduction, 1205, 1206, 1207 
pH measurement, 2281 
Indigo carmin, 2158 
Indigo solution, standard, 930 
Indigotin disulfonate, indicator, 679 
Indium 
behavior in solution, 445 
detection, 445 
estimation, as oxide, 446 
as sulfide, 447 
in zine blende, 447 
preparation of the solution, 446 
separation 
from aluminum, 446 
gallium, 446 
iron, 446 
manganese, 446 
zinc, 446 
Industrial gases, see Gases 
Inks, printing, analysis, 2174 
determination of oil, 2174 
separation from pigment, 2174 
pigment analysis 
black, 2175 
blue, 2177 
green, 2178 
red, 2177 
Insecticides, water soluble arsenie in, 90 
Insoluble matter 
in asbestine, china clay, silica, silex, 
1866 
in cement, 1601 
in composite paint, white, 1867 
in explosives, 1667, 1678 
in green pigments, 1875 
in gypsum, 214 
in nichrome, 1408 
in pigments, 1875 
in potash, 2169 
in red lead or orange mineral, 1869 
in rubber, 1973 
in soap, 2037, 2038 
in soda ash, 2262 


sub- 
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Insoluble matter 
in sodium fluoride, 420 
in sodium hydroxide, 2256 
in sodium nitrate, 645 
in sodium sulfide, 2182 
in trisodium phosphate, 705 
International Nickel Company, standard 
methods, 619, 624-628 
Interpretation of results of analysis, see 
Gases; Oil; Water. 
Todate, determination, 458 
and periodate in mixtures, 458 
method for arsenic, 100 
potassium, 454 
methods, 99, 372, 455, 582, 1209 
Iodide method 
for antimony, 75 
chromium, 288 
copper, 368 
gold, 437 
manganese, 570 
oxidation by chlorine, 456 
to iodate, 456 
to iodine monochloride, 455 
Iodine 
detection, 448 
estimation, general procedures 
gravimetric 
as palladous iodide, 452 
as silver iodide, 451 
volumetric 
hydriodie acid, soluble iodides, 452 
liberation of iodine 
by chlorine 
456 
ferric salts, 454 
hydrogen peroxide, 456 
nitrous acia (Fresenius), 
454, 455 (Fig. 55) 
potassium iodate, 454 
oxidation to iodate, 456 
iodine monochloride, 455 
Volhard’s method, 457 
with silver nitrate, 457 
adsorption indicator, 457 
special procedures 
in brines, 459 
in feedstuffs, ete., 460 
in halogen mixtures, 276 
in nitric acid, 2213 - 
in organic substances, 450 
in water, 459 
occurrence, 448 
preparation of the sample 
iodides, iodine (commercial), io- 


(Mohr-Dupre), 


dates, minerals, organic sub- 
stances, phosphates, water, 449, 
450 


reagent, 0.1 N, preparation, 965, 1207 
separation, from heavy metals, other 
halogens, 449 


SUBJECT 


Jodine 
solubility, element and its salts, 449 
traces, estimation of, 460, 461 
Iodine method 
for antimony, 76 
for arsenic, 99 
for hydrogen sulfide, 924 
for metabisulfites, sulfites, sulfurous 
acid, thiosulfate, 926 
for molybdenum, 594 
for tin, 964 
Jodine monochloride, 455 
reagent, 1209 
Iodine number, see also Oils; Paints; 
Soap 
determination 
Hanus, 1767 
Hiibl, 1768 
of linseed oil, 1845 
value, of soap, 2043 
Iodine pentoxide, method for CO, 2406 
Iodine test, for Pd, 722 
Todoform test, for alcohol, 2137 
7-lodo-8-hydroxyquinoline (ferron), iron 
reagent, 487 
Iodometric methods. See also Iodine and 
Potassium Iodide methods. 
for available oxygen, 675 
for manganese, 570 
for molybdenum, 593 
for nitrates (Gooch and Gruener), 
647 
for selenium, 793 
for tellurium, 793 
Ionic mobilities, table, 2324 
Fridium 
detection, 730 
estimation 
gravimetric 
ammonium chloride method, 732 
Deville-Stas-Gilchrist method, 733 
micromethod, 2547 
precipitation as dioxide, 735 
residue method, 732 
zine reduction method, 732 
occurrence, 730 
preparation and solution of the sample, 
731 
separations, from osmium, 732 
from platinum, 731 
solubilities, 730 
test for nitrite, 655 
Iron, ‘‘Armeo,’’ 808 
detection 
hydrochloric acid, ferrocyanide, sali- 
eylie acid, sodium peroxide and 
thiocyanate tests, 462, 463 
estimation, general procedures 
colorimetric 
ferron method, 487 
salicylic acid method, 487 
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Iron, standard solutions, 1199 
thiocyanate method, 486 
thioglycollic acid method, 487 

gravimetric 
as the oxide, Fe,O,, 467 
cupferron method, 468 
separation as FeS, 467 
volumetric 
oxidation methods, 469 
ceric sulfate, 474 
potassium dichromate, 471 
diphenylamine indicator, 
473 
microapplication, 2522 
potassium permanganate, 474 
reduction, prior to titration 
by hydrogen sulfide, 469 
by metals, 470 
test lead, 470 
by potassium iodide, 470 
by stannous chloride, 470 
by sulfurous acid, 470 
by zine, 470 
reduction methods, 
with potassium iodide, 482 
with stannous chloride, 484 
with titanous salt, 479 
estimation, special procedures (see also 
Tron oxide and Alumina) 
in alumina, 27 
in aluminum, and its alloys, 42 
in aluminum ores, 20 
salts, 15 
in alundum, 34 
in ‘‘arsenic,’’ 110 
in barium ores, 134 
in bauxite, 24, 997 
in bismuth bronze, A. S. T. M., 1377 
in bronze, A. S. T. M., 1365 
in copper, 382, 383 
in German silver, A. S. T. M., 1373 
in glass, 2166 
in glass sands, 482 
in illmenite, 497 
in lead (pig), 1418 
in magnesium alloys, 548 
in manganese bronze, A. S. T. M., 
1357 
in monel metal, 1379 
in nichrome, 1407 
in nickel, 627 
in ores, 469, ff. 
optional method, 477 
in paper, 1915 
in pigments 
1876 
in sand, 482 
in silver solder, 
in slag, 2022 
in stellite, 327, 1411 
in sulfurie acid, 2230 


(paint), 1872, 1873, 


1404 
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Iron, in tin-base metal, 1389 
in titaniferous ores, 995 
in water, 2059 
in zine, spectrochemical method, 1089 
in zine-base alloy, 1396 
in zine chloride, 1080 
occurrence, 462 
preparation and solution of the sample, 
463 
iron and steel, 1422 ff. 
ores, salts, silicates, 464 
fusion methods, 464, 465 
separations 
ether method, 465 
from aluminum, sulfide method, 467 
beryllium, 141, 142 
manganese, basic acetate, 558 
general method, 465 
iron group from Al (U, V, Cb, Ta, 
P, Zr), 466 
with cupferron, 466 
solubilities, 464 
traces, 486, 487 
Iron and Steel. See also Metallography. 
analysis, A. S. T. M. methods, 
1421 ff, 
micromethods, 2545 
determination of: 
aluminum, 52, 53, 1482 
arsenic, 91, 112 
carbon, combined, 232 
graphitic, 232, 495, 1430 
total, 229, 488, 1426 
apparatus, 1428 (Fig. 184) 
details, 489 
chromium, 291, 
1473, 1477 
potentiometric, 2315 
copper, 350, 1446, 1448 
cobalt, 323, 1466 
graphite, 232, 490, 1430 
hydrogen, 443 
manganese 
bismuthate method, 491, 494, 
1431 
lead oxide method, 491 
periodate method, 1470 
persulfate method, 490, 
1471 
molybdenum, colorimetric, 
609, 610, 1464, 1481 
gravimetric, 608, 1461, 1462 
nickel, 495 
eyanide method, 624, 1452 
electrolytie, 1451 
glyoxime method, 1450 
nitrogen, 656 
oxygen, 684 (Fig. 83) 
phosphorus, 492, 494, 699, 700, 
1435, 1438 


293, 495, 1454, 


1434, 


606, 


Iron and steel, in alloy steels, 701, 703, 
1437 
in cast iron, 702 
selenium, 1480 
silicon, 493, 494, 806, 1444 
conductivity method, 811 
perchloric acid method, 1446 
rapid foundry method, 493 
sulfur, gravimetric, 492, 911, 1440 
volumetric, 492, 494, 913, 1442 
apparatus, 1443 (Fig. 185) 
titanium in, 1468, 1482 
tungsten in, 1465 
uranium, 1028 
vanadium, 293, 1458, 1459, 1473, 
1477 
detection, 1031 
potentiometric method, 2315 
zirconium, 1470, 1482 
preparation of sample, 488 
precautions, 1423 
reagents, 697, 699 
sampling, 1422, 1423 (Fig. 183) 
Tron ore, chromium in, 291 
Tron ore briquettes, copper in, 354 
reduction for sulfur determination, 
913 
Tron oxide and alumina 
in barium carbonate, 2172 
in barium ores, 134 
in blane fixe, 136 
in caustic soda, 2259 
in chrome ores, 297 
in gypsum, 214 
in magnesia, 538 
in magnesite, 536, 538 
in sand, 806 
in soda ash, 2262 
in sodium nitrate, 645 
in sodium silicate, 805 
in tartarie acid, 2255 
in zine chloride, 1080 
Tron oxides, as pigments, 1872 
Tron salts, free acid in, 2245 
Iron sulfide, available H,S, 914 
Trrigating waters, examination, 2098 
Isopropyl ether, extraction of ferric chlo- 
ride, 465 


J 


Jones reductor, 476 (Fig. 56) 
apparatus, preparation and blank, 
476 


method for iron, 469, 475 
molybdenum, 594 
apparatus, 595 (Figs. 64, 65) 
phosphorus, 699 
titanium, 495, 984 
vanadium, 1039 
Joule, definition, 1175 


SUBJECT INDEX 57 


K 
Kaolin, 2170 
Kilowatt, 1175 
Kjehldahl digestion 
apparatus, 6383 (Fig. 633) 
selenium catalyst, 633 
Koettstorfer number, 1771 
Krypton, 2348 
properties, 2380 


L 
Laboratory, for micronalysis, 2461 


Lamp method, for sulfur, A. S. T. M., 


1713 
Lanthanum, 245 
Lard, see Oils, fats, ete. 
Latent heat, definition, 1174 
Latex, 1968 
Laws, chemical, 1191-1192 
Lead acetate, precipitant, 2335 
Lead, 
detection, general procedure, 501 
tests with HCl, H,S, chromate, 500 
estimation, general pr ocedures 
colorimetric 
dithizone method, 521 
reagents, 522 
standard lead solution, 1200 
sulfide method, 517, apparatus, 518 
reagents, 519 
gravimetric 
as chromate, 507 
as molybdate, 506 
as peroxide, PbO,, by electrolysis, 
507 
micromethod, 2515 
as sulfate, 504 
volumetric 
chromate-iodide method, 512 
ferrocyanide method, 508 
molybdate method, 511 
permanganate method (A. H. 
Low), 509 
estimation, special procedures 
in alloys and metals, 505 
in aluminum and its alloys, 43 
in ‘‘arsenic,’’ 110 
in basic lead carbonate, 524, 1859 
in basic lead sulfate, 1856 
in bearing; metals, A. 8. T. M., 1364 
in bismuth bronze, 1375 
in blane fixe, 136- 
in brass, 392 
in bronze, A. S. T. M., 
in copper, 386 
in corroded white lead, 524 
in glass, 2165 
in lead-base alloys, A. S. T. M., 1381, 
1384 
in lead ore, 523 | 
‘in magnesium alloys, 552 


1354, 1355 


Lead, 
in orange mineral, 524, 1869 
in pigments 
chrome green and yellow, 1856, 
1875, 1876 
composite white paint, 1868 
see also basie carbonate, sulfate, 
red lead, ete. 
in picric acid, soluble, 1683 
in red lead, 524, 525, 1869 
in selenium, commercial, 788 
in silver solder, 1404 
in sublimed blue lead, 1858, 1874 
in sulfurie acid, 2230 
in tartaric acid, 2255 
in tin-base alloys, A. 8S. T. M., 1381 
1384, 1387 
in water, 2080 
in Wood’s metal, 1399 
in zine (slab), 1071 
spectrochem. method, 1089 
in zine-base alloy, 1396 
in zine lead and leaded zine, 1861 
in zine ores, 527 
impurities in metallic lead, 
bismuth in lead bullion, 159 
complete analysis of pig lead, 
A. S. T. M., 1413-1420 (de- 
termining Bi, Ag, As, Sup Sn, 
Fe, Co, Ni, Mn) 
zine, 1083 
industrial ‘application of method, 501 
ocurrence, 500 
pig lead, 1413 
preparation and solution of the sample 
minerals, ores, alloys, 501, 502 
reducing agent, 470 
separations 
as lead sulfate, 502 
extraction with ammonium ace- 
tate, 503 
from barium, 124 
barium, columbium, tantalum, am- 
monium sulfide and ammonium 
carbonate groups, 503 
calcium, 503 
solubilities, the metal 
501, 502 
traces, See also, estimation, colorimet- 
rie, 517-522 
gravimetric, 514 
acetate extraction, 515 
dithizone extraction, 521 
occlusion by hydroxide of another 
metal, 516 
Seeker-Clayton method, modified, 
517 
Lead acetate method 
for molybdenum, 589 
for vanadium, 1036 
test, for iridium, 730 


and its salts, 
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Lead arsenate, arsenic in, 90 
Lead azide, 1685 
Lead-base alloys, analysis, 1381 
Lead basie carbonate, analysis, 1859 
lead in, 1860 
Lead basic sulfate, 1856 
Lead bullion, assay, 853 
Lead carbonate, in blue lead, 1874 
Lead chloro-fluoride method, for fluorine, 
405 
Lead chromate, test for Cr, 282 
Lead nitrate, as precipitant, 2335 
Lead oxide, fusion method for silicates, 
799 
in blue lead, 1874 
in glass, 2165 
Lead peroxide, electrodeposition, 507 
in red lead, 524, 525, 1870 
method for Mn, 491 
Lead slimes, Se and Te in, 789 
Lead sulfate, decomposition, 907 
in basic lead sulfate, 1857 
in blue lead, sublimed, 1874 
Lead sulfite, in sublimed blue lead, 1874 
Lead titanate, in pigments, 1864 
Liebig bulb, 221 
cyanide method, 661 
Light absorption, by glass, 1648 
Light filter, chrome alum, 862 
Lime, see also Calcium Oxide 
analysis, for glass, 2173 
and magnesia 
in barium ores, 134 
available, 212 
chloride of, 278 
free 
in bleaching powder, 2161 
in caleium carbonate, 2270 
in cement, 1618 
from silicon carbide, 813 
in cement, 1617 
in chrome ores, 299 
in gypsum, 214 
in magnesia, 538 
in magnesite, crude or burned, 536, 538 
in sand, 806 
in slag, 2021 
in soda ash, 2262 
in sodium nitrate, 645 
in sodium silicate, 805 
in zine chloride, 1081 
method for 
fixation of methyl borate, 166 
halogens in organic matter, 266 
value, in water analysis, 2084 
Limestone 
analysis of, 1617 
in cement, 1617 
silica in, 802 
Linde Air Products Co. Standard method 
for oxygen, 670-674 


Lindo-Gladding method, for potassium, 
871 
Linseed oil, analysis, 1843 ff. 
hexabromide test for, 1779 
Liquid bleach, 279 
Liquid fuels, analysis of, 1742 ff. 
Liquids, evaporation of, 2233, Fig. 309 
in gases, 2414 
sampling, see Sampling 
Litharge, see Fire Assay 
Lithium, 
detection, 887 
estimation, general 
as lithium chloride, 888 
alcohol-ether procedure, 890 
as lithium sulfate, 888 
Gooch’s method, 888 
other methods, 892 
Rammelsberg’s method, 887 
spectroscopic method, 891 
estimation, special case 
in water, 2065 
occurrence, 887 
separations 
from sodium and potassium, 890, 891 
from sodium, potassium, rubidium 
and caesium, 884-886 
Lithium oxalate, as reagent, 2335 
Lithium sulfate, as reagent, 2335 
Lithopone, analysis of, 1862 
Logarithms, tables, 1779-1780 
Loss 
on heating, linseed oil, 1843 
on ignition 
aluminum hydrate, 28 
ores, 19 
barium ores, 136 
bauxite, 23 
blane fixe, 136 
calcined alumina, 26 
cement, 1600 
magnesia, 538 
magnesite, 536 
soda ash, 2262 
Low-freezing dynamite, analysis, 1669 
Lower oxides 
in nitric acid, 2212 
in oleum and mixed acids, 2234 
Lutecium, 245 
Lux, definition, 1174 


M 


Magenta test, for bromine, 188 
quantitative application, 193 
Magnesia, see also Magnesium, estima- 
tion; Lime and Magnesia: 
analysis of, 538 
in glass, 2166 
in slags, 2023 
mixture, preparation, 695, 696 
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Magnesium 
detection, 528 
p-nitrobenzeneazoresorcinol test, 52 
titan yellow test, 529 
estimation, general 


gravimetric 
as magnesium pyrophosphate, 
532 
as the oxinate, 535 
volumetric 


ammonium magnesium phosphate 
method, 534 
oxinate method, 47, 535 
estimation, special procedures 
in alloys, 552 
in aluminum alloys, 
oxine method, 47 
pyrophosphate method, 45 
in aluminum ores, 22 
in alundum, 35 
in barium carbonate, 2172 
in barium ores, 134 
in bauxite, 25 
in cement, 1604, 1615 
acid alkali method, 1605 
oxine method, 1607 
in gypsum, 215 
in magnesia, 538 
in magnesite, 537 
in paint and pigments 
composite white paint, 1868 
green pigments, 1876 
orange and yellow pigments, 
1875 
in sand, 806 
in soda ash, 2262 
in sodium nitrate, 645 
in sodium silicate, 805 
in water, 2062, 2096 
in whiting, 1866 
in zinc-base alloy, A. S. T. M., 
1395 
in zine chloride, 1081 
occurrence, 528 
preparation and solution of the sample, 
530 
separation 
as magnesium oxinate, 531 
from the alkalies, 531 
from the alkaline earths, 121, 531 
from hydrogen sulfide group metals, 
531 
from iron, aluminum, mani getace and 
zine, 581 
solubility, 530 
Magnesium alloys, 539-552 
Magnesium ammonium phosphate 
method for magnesium, 532 
method for phosphorus, 695, 696 
properties, 534 
Magnesium chloride, in water, 2083 


Magnesium pyroarsenate, determination 
of As, 96 
Magnesium pyrophosphate, method for 
phosphorus, 695 
Magnesium uranyl] acetate, 
method for sodium, 879 
test for sodium, 875 
Manganese, 
detection, bead test, 555 
general procedure, 554 
in soils, minerals, plants, 
estimation, general methods 
colorimetric 
periodate method, 573 
persulfate method, 572 
red lead method, 573 
gravimetric 
as the dioxide, 559 
bromate oxidation, 559 
as the pyrophosphate, 560 
volumetric 
bismuthate method, 562 
conditions for, 566 
iodometric method, 570 
persulfate, 572 
arsenite, 572 
ferrous sulfate, 571 
Volhard’s permanganate 
method, 561 
estimation, special procedures - 
in aluminum alloys, 48 
in alundum, 35 
in bismuth Coe 1378 
in bronze, A. §. T. M., 1358 
in cast iron, 1433 
in cement, 1611 
in ferromanganese, 565, A. S. 
T. M., 1486 
typical data, 566 
in German silver, 1374 
in glass, 2166 
in magnesium alloys, 542 
in manganese bronze, A. S. 
T. M., 1358 
in metallic manganese, 565 
in monel metal, 1380 
in nichrome, 1407 
in nickel, 627 
in ores, 563 
final estimation, 565 
reagents, 563 
solution of ore, 564 
trial determination, 564 
typical analysis, 565 
in rubber, 1972 
in slag, 2023 
in steel, 490-492 
bismuthate method, 1431 
periodate method, 573, 1470 
persulfate method, 1434, 1471 
in stellite, 327, 1412 


ete., 554 
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Manganese, estimation, 
in water, 2063 
in zine-base alloy, 1398 
in zine chloride, 1081 
industrial importance of methods, 555 
occurrence, 554 
preparation and solution of the sam- 
ple, 555-557 


alloys, ferroaluminum, metallic 
chromium, ferrotitanium, 
manganese bronze, molyb- 


denum and tungsten alloys, 
silicon alloys, iron and steel, 


ores, sulfides, slags;  silico- 
manganese; ferrochrome, fer- 
rotungsten. 
separations 
as manganese dioxide, 558 
from hydrogen sulfide group, alka- 


line 
earths and alkalies, 557 
from iron and aluminum, basic ace- 
tate method, 558 
from nickel and cobalt, 558 
solubility, metal and oxides, 555 
traces, 572, 573 
Manganese dioxide, precipitation, 559 
Manganous oxide, in aluminum ores, 22 
bauxite, 25 
Mannitol, in borie acid titration, 170 
Marsh gas, see Gases; see Methane 
Marsh test, for arsenic, 87, 109 
Masses, table, 1176 
Matte, copper, 352 
slag, 353 
Maumené test, oils, 1701, 1766 
Measuring apparatus, volumetric, 
1227 
pipette, automatic, 563 (Fig. 61) 
Meat, arsenic in, 107 
boron in, 166 
Melaven cell, electrolysis, 47 
Melting points, under the 
2453 
temperatures, elements, table, 1140 
Mereaptobenzothiazole, in rubber, 2017 
Mercurie bromide and chloride paper, 79, 
103, 1197 
Mercurie chloride, test for tin, 954 
Mereuri¢ cyanide, detection, 1947 
test for Pd, 710, 721 
Mercurie oxide method, 
magnesia, 867 
test for HCN, 660 
Mercurie perchlorate, reagent, 2335 
Mercurie pyridine bichromate, 582 
Mercurie sulfide, extraction of S from, 
577 (Fig. 62) 
precipitation, 577 
solubility in hydriodice acid, 577 
Mereuri¢ thiocyanate test, for zinc, 1055 


1219- 


microscope, 


separation of 


Mercurous ion, titration with halide, 582 
Mercurous nitrate 
method for chromium, 287 
molybdenum, 590 
vanadium, 1036 
test for chromate, 282, 287 
~ ruthenium, 737 
Mercury, cleaning, 2422 
detection, 574 
estimation 
gravimetric, electrolytic method, 579 
micro, 2516, 2518 
Halloway-Eschka 
(Fig. 63) 
sulfide method, 577 
volumetric, Seamon’s process, 580 
thiocyanate method, 580 
other methods, 582 
estimation, special cases 
in cyanide precipitates, 584 
in cyanide solutions, 583 
in organic matter, 581 
in rubber, 1989 
in zine amalgam, 582 
occurrence, 574 
poisonous properties, 2423 
preparation and solution of the sam- 
ple, 575 
reductions by: 
antimonic acid, 78 
molybdenum, 596 
separation 
by distillation, 576 
from As, Sb, Sn, Pb, Bi, Cu, Cd, Se, 
Te, 576 
from metals of subsequent groups, 
576 
from organic substances, 576 
solubility, 575 
uses, 574 
volatility, 575 
Mereury fulminate, analysis, 1685 
Mercury test, for osmium, 749 
Metallic ions, qualitative analysis, 1111 
tables of reactions, 1114-1127 
Metal, see individual subjects, Alumi- 
num, Barium, ete.; see Alloys, Iron 
and Steel, Ferroalloys. 
Metallography, 2548 
brass, cold rolled, 2557 (Fig. 461) 
ease hardening, 2567 
copper-zine alloys, metallography of, 
2556 (Fig. 459), 2557 
equilibrium diagrams, 2553 (Fig. 
455), 2554 (Fig. 459), 2555 
equipment, 2551 (Fig. 452) 
etching, for micro examination, 2552 
reagents, for, 2552 
eutectic, 2555 (Figs. 458, 459) 
heat treatment, of steel, 2566 


method, 578 
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Metallography, influence of various ele- 
ments in iron and steel, 2568 
iron-carbon alloys, 2558 (Figs. 462, 
463) 
photomicrographs 
471), 2560-2563 
iron, pure, photomicrograph, ‘2554 
microscope, directions, 2548 
Neumann lines, 2565 
photographie materials, 2550 
slip bands, 2564 
specimens, preparation, 2550 
Metaphosphoric acid, test for, 690 
Meters, see Gases. 
Methane, determination, 2356, 2357 
properties, 2348, 2375 
Methoxy groups in pulp, 1891 
microdetermination, 2527 
Methyl acetate, mixtures with methanol, 
2147 
Methyl alcohol (Methanol), detection and 
det’n, 2147 ff. 
Methyl borate, distillation, 166 
apparatus, 167 
Methylene blue, method for phosphorus, 
707, 708 (Fig. 87) 
Methyl orange indicator, 2192 
red indicator, 2192 
Methyl violet, test paper, 1694 
Metric and other units, tables, 
1170 
Microanalysis, quantitative, or 
Microchemical analysis, 2460 ff. 
acetyl determination, 2523, 2526 
app., 2524 (Fig. 436) 


(Figs. 464- 


1169, 


applications, references, 2545, 2546 ° 


arsenic determination, 2503 
micro Gutzeit, 2504 
apparatus, 2505 
426), 2506 
. reagents, 2505 
burettes, 2472 — 
carbonate, 2482, 2483 (Fig. 422) 
carbon-hydrogen determination, 2475 
absorption tubes, 2476, 2477 
(Wigs. 415, 416) 
apparatus, 2475 (Fig. 414) 
notes, 2479 
procedure, 2478 
colorimetry, 2472 
copper, gravimetric, 2520 
in organic material 
Biazzo method, 2519 
carbamate method, 2520 : 
drying, 2464, 2465 (Fig. 402), 2466 
(Fig. 404) 
furnaces and heaters, 2472 
automatic, 2474 (Fig. 413) 
gas analysis, 2537 l 
acetylene, 2543 
ammonia, 2544 


(Fig. 


Microgas analysis, apparatus, 2537 (Fig. 
445), 2538, (Figs. 446, 447), 
2538 (Fig. 448), 2539 (Fig. 
449), 2540 
beads, 2541 
carbon monoxide, 2543 
ethylene, 2543 
hydrocarbons, 2544 
hydrogen chloride, 2543 
nitrous oxide, 2545 
oxygen, 2541 
samples, 2541 
water vapor, 2543 
halogens 
Pregl’s method, 2494 
volumetric method, Cl and Br, 2498 
I, 2497 
use of adsorption 
2499 
Tron, volumetric, 2522 
manipulations, 2469 
filtering, 2469, 2470 
immersion method, 2470 
Neubauer crucible, 2469 
methoxy-ethoxy groups, 2527 (Fig. 
437) 
microbalance, 2461 (Fig. 400) 
microelectroanalysis, 2510 
Clark and Hermance apparatus, 2511 
(Fig. 431), 2512 (Fig. 432) 
estimation of nickel, zine, tin, 
2513 
traces of metals, 2514 
zinc, lead, copper, cad- 
mium, mercury, 2514— 
2516 
Pregl cell, 2516 (Fig. 434), 2517 
(Fig. 435) 
procedure, 2517 
estimation of 
mereury, 2518 
gold, 2518 
silver, 2518 
microlaboratory, 2461 
mineral analysis, 2545 
molecular weight, 2530 
rise of boiling-point, 2530 
Rast method, 2533 
Victor Meyer method, 2534 
apparatus, 2535 (Fig. 443) 
calculations, 2536 
notes, 2536 
nickel, gravimetric, 2521 
nitrogen 
micro-Dumas method, 2485 
calculations, Niederl and Trautz, 
2488 
Pregl, 2487 
carbon dioxide generator, 2489 
liquids low in N, 2491 


indicators, 
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Micro-Dumas method, notes, 2488 
vapor pr. of KOH sol’ns, 2491 
micro-Kjehldahl method, 2492 (Fig. 
425) 
organic radicles, 2546 
phosphorus, 2499 
colorimetric method, 2501 
physical methods, 2546 
polarographic method, 2546 
potentiometric methods, 2322 
sampling, 2464 
specific applications, 
compounds, 2547 
standard solutions, 2472 
steel, 2545 
sulfur 
combustion method, 2507 
fusion method, 2507 
Meulen method, 2509 
Parr bomb method, 2508 
water, 2545 
weighing, example, 2464 
balance, 2461 
bottles, 2465 (Fig. 403), 2467 (Fig. 
405) 
counterpoise, 2462 (Fig. 401) 
liquids, 2467 (Fig. 406) 
filling capillaries, 2468 (Fig. 407) 
notes, 2463 
Microscope, 2105 (Fig. 292), 2548 (Fig. 
451) 
lenses, choice of, 2549 
ocular micrometer, 2105 (Fig. 293) 
Microscopical examination, of water, 2099 
organisms, control of, 2111 
identification of, 2109 
illustrations of, 2107, 2108 
odors of, 2101, 2102 
sampling for, 2102 
Sedgwick-Rafter method, 2102 
Microscopy, chemical, 2434 ff. 
alloys, non-ferrous, analysis, 2445 
identity tests 
anions, 2445, 2446 
cations, 2443 
mixtures of substances, 2438 
physical properties, determination, 
2453 
melting points, 2453 
particle size, 2454 
qualitative analysis, 2440 
reagents, 2442 
methods of applying, 2441 
substances of unknown composi- 
tion, 2446 
quantitative analysis 
area, measure of, 2452 
counting methods, 2449, 2450 
criteria, 2447 
estimation, 2449 
single substances, identification, 2434 


elements and 


ct 


Microscopy, crystalline substances, 2435 
optical properties, 2435 
refractive index, 2436 
techniques, 2439 
decantation, 2440 
distillation, 2440 
filtration, 2439 
Microcosmie salt, table of reactions, 1109 
test for silica, 795 
test for titanium, 876 
Milk, boron in, 165 
Milliequivalents, of inorganic compounds, 
1161-1164 
Mine gases, see gases 
Mineral acids, see Acids 
Mineral filler, in paper, 1909 
Mineral matter, in sulfur, 933 
Mineral residue, in water, 2077 
Minerals, list of common, 1183-1184 
microanalysis, 2545 
test for gold, 432 
water in, 1340 
see under Occurrence under the domi- 
nating element, Vol. I 
Mint, method for silver, 827 
Mischmetall, 246 
Miscellaneous analyses, of various inor- 
ganic and organic substances, 2134— 
2187 
Mixed acid, analysis, 2233 
Mixed fuels, heat of combustion, 1187 
Modified soda, see Soda ash 
Mohr’s alkalimeter, 238 
method for chloride, 272 
Moisture, see also Water. 
calculation, moist to dry basis, 1345 
determimnation, 1338 ff. 
in air, 2403 
in aluminum ores, 19 
in ‘‘arsenic,’’ commercial, 109 
in barytes, 1867 
in bauxite, 23 
in blane fixe, 136, 1837 
in brimstone, 933 
in coal, 1636 
in coke, 1636 
in explosives, see Explosives 
in gases, 2408 
in oils, see Oils, water and sediment 
in paints and pigments, 1869, 1872, 
1873, 1875, 1876, 1877 
in paper, 1889 
in paper pulp, 1889 
in potash, 2169 
in rubber, 1969 
in soap, 2028 
in sodium ferrocyanide, 666 
fluoride, 421 , 
nitrate, 644 
silicate, 805 
in starch, 2157 
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Moisture, in sulfur, 933, 940 
in trisodium phosphate, 704 
in zine pulp, 1056 
see also under special headings, as 
impurities in various substances, 
ete. 
Mold, for cones, 1647 
Molecular weights, determination, micro, 
2538, 2534 
of inorganic compounds, tables, 1161, 
1164 
Molybdate method, for lead 
gravimetric, 506 
volumetric, 511 
Molybdenite, 597 
Molybdenum, detection 
general procedure, 585 
tests with thiosulfate, sulfur dioxide, 
disodium phosphate, sulfuric acid, 
585, 586 
estimation, general procedures 
colorimetric, see estimation in steel 
gravimetric 
alphabenzoinoxime method, 591 
lead molybdate method, 589 
mercurous nitrate precipitation, 
590 
molybdenum oxide method, 590 
molybdenum sulfide method, 592 
silver nitrate method, 590 
volumetric 
ceric sulfate method, 596 
mereury reduction, 596 
iodometric method, 593 
permanganate method, 594 
zine reduction, 594 
estimation, special procedures 
in ferromolybdenum, 1507 
in molybdenite, 597 
in molybdic-vanadie acid mixtures, 
596 
in ores wulfenite, molybdenite, 597 
in steel 
colorimetric, 608, 609; 1464 
Electrometallurgical Co. method, 
610-613 
gravimetric, 608 
alphabenzoinoxime 
1461 
sulfide separation, 1462 
rapid methods, 1481 
in stellite, 328, 1411 
in tungsten ores, 1007 
industrial importance of methods, 586 
oceurrence, 585 
ores, copper in, 601, 603 
phosphorus in, 604 
preparation and solution of the sample, 
587 
ores, 587 | 
iron and steel, 587 


separation, 


Molybdenum, separation 
ether extraction method, 589 
from alkalies, alkaline earths (124), 
iron and zine groups, bismuth, 
copper, cadmium, lead, arsenic, 
titanium, vanadium, tungsten, 
phosphorie acid, 588 
from iron, alphabenzoinoxime 
method, 587 
from tungsten; phosphoric acid, 588 
from tungsten, 593 
volatilization method, 1004 
solubilities, 586 
Monazite, decomposition, 247 
microanalysis, 2545 
occurrence, 246 
Monel metal, analysis, A. S. T. M., 1378 
Morphine, detection, 1960 
test for titanium, 976 
Muriatie acid, analysis of, 2203 


N 


Narcotine, 1960 
Naphthalene, in gas, 2396 
Naphthol yellow, test for potassium, 862 
8-Naphthylamine test, for osmium, 749 
Narcotine, 1960 
National Lead Co. Methods 
for antimony, in white metals, 83 
arsenic in white metals, 112 
tin in white metals, 973 
illmenite, analysis, 495-499 
lead ores, 523 
see also non-ferrous alloys. 
Natural gas, see Gases 
Neodymium, 245 
Neon, 2348, properties, 2380 
Nephelometric method, for silver, 831 
832 
Nessler method, ammonia, 639 
nitrogen in steel, 656 
water, 2077 
reagent, 1197 
test for ammonia, 630 
tubes, 292 (Fig. 38) 
Neumann lines, metallography, 2565 
Neutralization, see Acidimetry and alkali- 
metry; Conductometric methods; 
Potentiometric methods; Soda ash; 
Acids, Alkalies; Oils; Soap, ete. 
number, petroleum products, 1818 
New Jersey Zine Co. (of Pa.) Standard 
methods for 
barium ores, 129 
barite, 129 
witherite, 129 
zine, chapter, 1054 ff. 
Nichrome, analysis, A. 8. T. M., 1405 
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Nickel, detection 
alphabenzildioxime, 615 
dimethylglyoxime, 614 
general procedure, 614 
hydrogen sulfide test, 614 
estimation, general procedures 
gravimetric 
alphabenzildioxime, method, 
617 
dimethylglyoxime method, 619 
micro, 2521 
electrolysis, 620 
micro, 2521 


volumetric 
method of Parr and Lindgren, 
622 
potassium cyanide method, 
622 


estimation, special procedures 
in aluminum and its alloys, 43 
in ‘‘arsenic,’’ 110 
in bismuth bronze, 1377 
in bronze, A. 8. T. M., 1365 
in cobalt and cobalt oxide, 621 
in copper, 385 
in German silver, 1374 
in iron and steel, 495, 1450 
eyanide method, 624, 1452 
in magnesium alloys, 548, 549 
in metallic lead (pig), 1419 
in metallic nickel, 621, 627 
in monel metal, 1378 
in nichrome, 1405 
in plating solutions, 621 
in silver solder, 1405 
in tin-base metal, 1390 
impurities, metallic nickel, Interna- 
tional Nickel Co. methods, C, Si, S, 
Cu, Mn, Fe, Al, Co, 624-628 
industrial application of methods, 615 
occurrence, 614 
preparation and solution of the sample, 
general procedure, 615 
metal and alloys, 616 
separation 
from alkalies, alkaline earths, hy- 
drogen sulfide group, 616 
from aluminum, 617 
aluminum, chromium, cobalt, iron, 
manganese, zine, 616 
chromium, iron, 617 
in the analysis of nickel, 626, 627 
solubilities, 615, 625 
Nickel plating solution, nickel, in, 621 
Nickel uranyl acetate test, for sodium, 
875 
Nicotine, 1955 
Niobium, see Columbium 
Niter slag, selenium and tellurium in, 790 
Niton, 2379. See Radon 


Nitrate, of soda, analysis of (moisture, 
insolubility, sodium sulfate, iron and 
aluminum oxides, lime magnesia, so 
dium chloride, carbon dioxide), 644, 
645 

standard solution of, 641 
Nitrates, ferrous sulfate method for, 644 
2216 
lodide method, 647 
apparatus, Gooch 
648 (Fig. 71) 
Nitrates in 
aleohol, 2141 
black powder, 1661 
explosives, 1666, 1677 
hydrochloric acid, 2204 
nitrites, 655 : 
water, 2076 
Nitrato pentammine cobaltic reagent, for 
phosphate, 696 

Nitrie acid, 
arsenic in, 106 
complete analysis, 2211 
conversion efficiency, ammonia to, 

659 
determination 
by the Devarda method, 640-644 
ferrous sulfate method, 644, 2214, 
2216 
free, 653 
nitron method, 635 
in arsenic acid, FeSO,, method, 2218 
in hydrochlorie acid, 2204 
in mixed acid, 2217 
in oleum 
ferrous sulfate method, 2235 
nitrometer method, 652 
in phosphoric acid, 2218 
in sulfurie acid, 2216, 2232 
specific gravity, tables, 1145, 1146, 
1147, 1148, 2220-24 
standard solution, ferrous sulfate 
method, 1207 
see also Acids; Reagents 

Nitric oxide, 2348 
determination, 2400 
properties, 2373 

Nitrite (see also Nitrous acid) 

detection, 631 ; 
estimation, general 
gravimetric, Busvold’s method, 653 
volumetric 
ceric suifate method, 655 
permanganate method, 653, 2219 
nitrate in, 655 ' 
test for phenol, 1950 
see Water 
Nitrobenzene, in oils, 1805 
p-Nitrobenzeneazoresorcinol, reagent for 
Mg, 529 
Nitrocellulose, in explosives, 1669, 1678 


and Gruener, 
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Nitrochlorhydrin, 1672 
Nitrogen, 
detection 
combined as ammonia, Nessler’s test, 
630 
ammonium salts, 630 
nitric acid, copper test, 631 
diphenylamine test, 631 
ferrous sulfate test, 630 
phenolsulfonic acid test, 631 
nitrous acid, acetic acid test, 631 
permanganate test, 631 
organic nitrogen, 630 
free, in gases, 630 
estimation, all forms, 629 
vombined, and free, volumetric esti- 
mation, 636, 637 
combined, as ammonia, gravimetric 
method, 636 
as nitrate 
colorimetric estimation, 640 
Devarda method, 634 
app. 642 (Fig. 67) 
reagents, 641 
iodometric method, 647 
Gooch-Gruener apparatus, 
648 (Fig. 73) 
water, nitrate in, 2052 
as nitric acid, gravimetric method, 
635 
volumetric 
Devarda method, 640-644 
Ferrous sulfate method, 644 
See Acidimetry-alkalimetry 
as nitrite or nitrate, 
nitrometer method, 649 
DuPont nitrometer, 650, 
651 (Figs. 72, 73) 
in oleum, 652 
as organic nitrogen, 
Dumas method, 634 
micro, 2485 
semimicro, 635 
Kjeldahl method, 632 
micro, 2492 
Meulen, method, 635 
estimation, special procedures 
in ammonium salts, 634 
in coal, 1652 
in cyanamide, 663 
in mixed acid, 634 
in nitrates, 634 
in nitrites, 634 
in nitrocellulose, 1690 
in organic matter, 
nitrates absent, 632 
apparatus, 633 (Fig. 
66) 
catalysts, 633 
nitrates present, 633 
in paint pigments, 1873, 1876 


Nitrogen, estimation, 
in paper, 1905 
in potassium nitrate, 2419 
in rubber, 1982 
in soil extracts, 646, apparatus 
(Fig. 69) 
available nitrates, 634 
in steel, 656 
free, See also Gas analysis 
in air, 629 
in illuminating’ gas, 2358 
properties, 2348 
importance of methods, 631 
occurrence, 629 
preparation of the sample, 
acid, and mixed acids, 634 
ammonium salts and mixtures, 634. 
organic substances, 632 
soils, 634 
separations, 
ammonia, 635 
nitric acid, isolation of, 635 
removal of impurities, 635 
solubilities, 632 
Nitrogen dioxide, 2361, 2400 
Nitrogen tetroxide, 2346 
Nitroglycerin, determination, 1665 
dynamite, analysis of, 1662 
Nitroglyeol, 1673 
Nitrometer, 651 (Fig. 72) 
DuPont, 651 
gas analysis, 2418 (Fig. 388) 
micro, 2485 (Fig. 423); 2486 
Standardizing, 650 
Nitron acetate, method for rhenium, 771 
Nitron method, for nitric acid, 635, 639 
reagent, 1216 
Nitropolyglycerin, in explosives, 1672 
Nitrosite method, for rubber, 1975 
Nitroso-betanaphthol, detection of cobalt, 
306 
precipitation of cobalt, 314 
reagent, 1216 
separation, cobalt from nickel, 311 
Nitrostarch, in explosives, 1678 
test for, 1675 
Nitrosugars in explosives, 1678 
Nitrotoluenes, in dynamite, 1670 
Nitrous acid, and lower oxides, in nitric 
acid, 2212 
in oleum and mixed acids, 2234 
decomposition of iodides with, 454 
permanganate method for, 653, 2219 
removal from nitric acid, 635 
Nitrous anhydride, 2346 
Nitrous oxide, in gas, 2348, 2400 
properties, 2378 
Normal solutions. See Reagents 
Northwest Magnesite Co., Methods, 535 
Norton Company, standard methods for 
alundum, 32-37 
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Norton Company, boron carbide, 181-184 
magnesia, 538 
silicon carbide, 813-816 


A) 


Occurrences, see Element in question 
Odor, organisms in water, 2100 
test of water, 2048 
Ohm, definition, 1175 
Oil, in coke-oven gas, 2154 
in cyanamid, 663 
in explosives, 1665 
in grease, 1828 
in inks, 2174 
in pigments, 1877 
in sulfur, crude, 939 
in water, 207& 
Oils, Fats, Waxes, 1701 ff. 
examination of 
animal and vegetable oils, 1764 
general test, 1764 
special tests 
acetyl value, 1775 
antifluorescents, 1776 
bromine number, 1770 
eliadin test, 1701, 1765 
iodine number, 1767 
Hanus’ method, 1767 
Hiibl’s method, 1768 
Maumené test, 1701, 1766 
refractive index, 1764 
refractometer, 1765 
(Fig. 256) 
saponification value, 1771 
table, 1773 
specific gravity, 1764 
unsaponifiable oils, detec- 
tion, 1773 
identification, 1774 
Valenta test, 1765 
drying, semi-drying, non-drying oils 
special tests for certain oils 
cottonseed oil, Bechi test, 1777 
Halphen test, 1778 
drying on glass, 1784 
free acid in, 1782 
linseed oil, analysis, 1843 
hexabromide test, 1779 
peanut oil, Bellier’s test, 1780 
Renard’s test, 1780 
rapeseed oil, Bach’s test, 1781 
rosin oil, Lieberman-Storch test, 
1781 
sesame oil, Baudoin, or Camoin 
test, 1781 
spontaneous combustion test, 1782 
Mackey’s apparatus, 1782 
(Fig. 257) 
titer test, 1783 
Villavecchia test, 1782 


jon] 


=] 


Oils, fats edible 


butter, 1785 
fat, 1786 
preservatives, 1786 
lard, 1787 
fatty acids, from oils, 1787 
floor oils, nitrobenzene in, 1805 
hardened oils, 1787 
miscellaneous oils and lubricants, 1788 
paint oils, see under Paints 
Chinese wood oil, tung oil, see 
Paints 
petroleum products (principally A. S. 
T. M. methods) 
burning oils, 1702, 1816 
acidity, detection, 1716 
color, 1717 
distillation, A. S. TT. M., 
1705-17138 
app., 1706 (Big. 240); 
1707 (Fig. 241) 
fire test, 1703 
flash test, 1702 
apparatus, 1703 (Tig. 
238) 
mineral salts in, 1717 
specific gravity, 1704 (Tig. 
239); 1816 
sulfurie acid test, 1717 
sulfur, 1712 
lamp method, A. 8. T. M., 
1713, 1714 (Fig. 242) 
water in, 1717 
Dean and Stark method, 


1340 
crank case oil, dilution test, A. 8. 
T. M., 1820 


apparatus, 1821 (Fig. 263) 
erude petroleum 
distillation test, A. S. T. M., 
- 1807 
physical tests, 1807 
app., 1808 (Fig. 259); 
1809 (Fig. 260); 1810 
(Fig. 261) 
fuel oils 
calorific power, 1764; A. S. 
T. M., 1834 
flash point, A. S. T. M., 1744 
Pensky Martens _ tester, 
1745, 1746 (Figs. 250, 
251) 
Tag tester, ALS. 1. M., 
1752, 1753 (Fig. 252) 
sediment, 1761 (Fig. 254) 
sulfur, A. 8. T. M., 1750 
water and sediment, centri- 
fuge method, A. 8. 


T. M., 1761 
tubes for, i763 (Fig. 
255) 
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Oils, grease, analysis, A. S. T. M. meth- 
ods, 1823 
alkali, acid, 1828 
ash, 1824 
chart of analysis, 1826 (Fig. 
264) 
fat, 1828 
fillers, ete., 1825 
glycerin, 1827 
gypsum, 1825 
insoluble carbonates, 1829 
petroleum oil, 1828 
soap, 1825 
water, 1829 
waxes, 1830 
heavy oils, 1833 
liquid fuels 
calorimeter for, 1802 
gasoline, 1742 
Bur. Mines test, 1813 
corrosion test, 1742 
doctor test, 1742 
gum content, 1814, 
(Fig. 262) 
specific gravity, 1812 
sulfur, A. S.:T. M., 1743 
tetraethyl lead in, 1804 
lubricating oils, 1717, 1817 
carbon residue, A. S. T. M. 
test, 1737, 1738 (Fig. 249) 
caoutchoue, test for, 1736 
cloud and pour points, A. S. 
IM. 1727 
app., 1729 (Fig. 246) 
demulsibility, 1740 
evaporation, 1726 
fatty oils, 1736 
fire test, A. S. T. M., 1732 
flash test, A. S: T. M., 1732, 
17388 (Fig. 247); 1734 
(Fig. 248) 
friction test, 1741 
gasoline test, 1739 
gumming test, 1737 
heat test, 1740 
microscopical test, 1740 
neutralization number, A. 8S. 
T. M., 1818 
soap, detection, 1736 
specific gravity, 1726 
viscosity 
conversion chart, 1798 
table, 1799 


1815 


Engler viscosimeter, 1718 
(Fig. 243) 
Saybolt viscosimeter, A. S. 
T. M., 1719 


oil tubes, 1720 
MacMichael’s viscosimeter, 
1724 
table, constants, 1725 


Oils, reagents, 1799 
road oils, 1837 
shale oils, 1838 
tables 
fatty acids, characteristics and 
constants, 1794 
mineral oils, properties, 1788 
vegetable and animal oils, 1795- 
1796 
viscosity conversion tables, 1799 
waxes, 1797 
turpentine, see also Paints, 1850 
U. 8S. Gov’t Specifications 
fuel oils, greases, 1791 
gasoline, burning oils, 1790 
lubricating oils, 1792, 1793 
waxes, 1788 
paraffin, melt. point, A. S. 
T. M., 1830, 1831 (Fig. 264) 
table of, 1797 
Oleum, acidity, lower oxides, ete. in, 2234 
analysis of, 2233 
nitrie acid in, ferrous sulfate method, 
2217 
nitrometer method, 652 
table of equivalents, 2243 
Opium, 1961 
Optical properties, microscopy, 2435 
Orange pigments, see pigments 
Ores. See under Preparation and solu- 
tion of the sample under individual 
elements. 
Organic acids, see individual acids, 
Acetic acid, Formie acid, ete. 
Organic matter 
decomposition 
by persulfate, 576 
for determination of 
alkalies, 864 
‘antimony, 67 
arsenic, 89, 91 
barium, 119 
boron, 165, 166 
bromide, 189 
mereury, 576 
nitrogen, 630 
phosphorus, 693 
determination, arsenic in, 107, 115 
carbon and hydrogen in, 222, 224 
chlorine and halogens in 
Carius method, 265 
lime method, 266 
sodium-alcohol method, 266 
sodium-liquid ammonia meth- 
od, 266 
sodium peroxide method, 267 
fluorine, 402 
mercury, 581 
nitrogen, 632, 634, 684 
oxygen, 682 
see also Microanalysis 
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Organie matter 
in sulfur, 933 
in water, see Water, oxygen consumed 
Organic reagents, for inorganic ions, 
1212 
Organisms, in water 
classification, 2100 
control of, 2111 
chemicals required, 2113, 2114 
identification of, 2106, 2109 
Orifice meter, 2342 
Orsat apparatus, 2349 
Gas analysis 
Ortho: nitro see nitro 
-compounds, see under name of com- 
pound. 
Osmium, 
detection, 748, 749 
estimation, 749, 750 
occurrence, 748 
preparation and solution of sample, 
749 
properties, 748 
separation, by distillation, 750 
tetroxide, solution, 1204 
Osmiridium, solution of, 731 
Ovens, for drying, 1316, 1317 (Figs. 163, 
164, 165, 166), coal. and coke, 1629 
(Fig. 227); 1636 (Fig. 230) 
vacuum, 1317 (Fig. 167) 
volatile matter, 1528 (Fig. 196) 
Oxalic acid, determination, 2253 
method for persulfates, 922 
Oxidation methods, See under Estima- 
tion, volumetric under the element or 
compound in question; see also indi 
vidual oxidizing agents, as Iodine, 
Permanganate, Ceric sulfate, ete. 
Oxidation test, for methyl alcohol, 2148 
Oxide method for: 
aluminum, 8, 10 
antimony, 72 
beryllium, 139 
bismuth, 154 
chromium, 286 
columbium, 347 
iron, 467 
lead, 507 
manganese, 559 
molybdenum, 590 
strontium, 902 
tantalum, 347 
thorium, 953 
tin, 959 
titanium, 981 
tungsten, 1002 
uranium, 1022 
vanadium, 1035 
zine, 1058 
zirconium, 1099 
Oxidized oils, see Oils 


(Fig. 364), See 


Oxine (8-Hydroxyquinoline) method for: 
aluminum, 12 
in alloys, 47 
acid titration, 48 
beryllium, 141 
-separation from Al, 139 
magnesium, 535 
separation of Mg, 531 
separation, alkalies from Mg, 866 
separation, Mo from Re, 771 
Oxyanthraquinone, see Hydroxyanthra- 
quinone 
Oxygen, See also Gases. 
detection, 669 
estimation 
combined 
available in higher oxides, 675 
apparatus, 675 (Fig. 77) 
in bitumin. substs., 1554 
in copper, 389 
in organic compounds, 682 
in steel, 684 (Fig. 82) 
free, in gases, 685, 2350, 2352, 2400 
copper method, 670-674, 2369 
rocking pipette, 671 (Fig. 76) ; 
672 (Fig. 76a) 
explosion with hydrogen, 
(Fig. 85); 688 
phosphorus method, 685, 2355 
pyrogallate method, 686 (Fig. 84) 
free, in solution 
eyanide solution, 676; 678 (Fig. 
79); 680 (Figs. 80, 81) 
saturation curve, 677 (Fig. 78) 
water, 2079, 2369 ~ 
occurrence, 669 
properties, 669, 2348, 2367 
traces of, in gases 
apparatus, 688 (Fig. 86) 
colorimetric estimation, 687 
Oxygen consumed, organic matter in 
water, 2053 
Oxygen cylinders, 2368 
Ozone, properties, 2348, 2369 
in air, 2405 


687, 


P 


Paints and Paint vehicles, analysis of, 
1839 ff. 
pigments, classification, 1854 
black pigments, analysis of, 1876 
blue pigments, analysis of, 1872 
Prussian blue, Chinese blue, 
Antwerp blue, 1873 
sublimed blue lead, 1858, 1874 
ultramarine blue, 1872 
green pigments, 1875 
red and brown pigments, 1869 
iron oxides, 1872 
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Paints and Paint vehicles, red lead and 


orange mineral, 1869 
vermillion, 1871 
yellow and orange pigments, 
chrome yellow, American ver- 
million, 1874 
basic lead chromate, 1874 
white pigments, 1856 
antimony oxide, 1864 
basic carbonate of lead, 1859 
basic lead sulfate, 1856 
cale. of comp., 1857 
barytes and blanc fixe, 1867 
composite white paint, 1868 
gypsum, 1866 
lithopone, 1862 
Silica, silex, China clay, asbes- 
tine, 1866 
titanium pigments, 1863 
titanox, 986 
whiting, Paris white, 1866 
white lead, 1859 
zine lead and leaded zinc, 1861 
zine oxide, 1862 
zirconium pigments, 1862 
results of analysis, 1839 
vehicles, 
composition of, 1840 
oils, detection of, 1842 
determination and analysis, 1842 
linseed oil 
acid number, 1844 
ash, 1845 
driers, 1845 
drying time, 1846 
foots, gen. test, 1843 
iodine number, 1845 
loss on heating, 1843 
reagents, 1846 
saponification number, 1844 
specific gravity, 1844 
unsaponifiable matter, 1844 
tung oil, (Chinese wood oil) 
gelatin test, 1847 
heat test 
Browne, 1847, 1848 (Fig. 
265) 
Worstall, 1849 
resinates, 1842 
separation of components, 1840 
thinners, detect. of, 1842 
turpentine, examination of, 1850 
volatiles, 1841 
water, 1841 


Palladium, 


detection, 721, 722 
estimation, general 
gravimetric, as metal, 723 
dimethylglyoxime method, 724 
; micro, 2547 
mercuric cyanide method, 724 


Paper 


Palladium, 


estimation, special methods 
in gold bar, 725 
in refined gold, 727 
in silver, 726 
in slimes (copper), 726 
oceurrence, 721 
preparation and solution of the sam- 
ple, 722 
properties, 721 
separation from Pt, Ir, Ag, Au, etc., 
723, 857 
solubilities, 721 


Palladous chloride, reagent, 1197 


iodide, method for iodine, 452 
sep. from Br and Cl, 451 
and Paper-making Materials. 
Methods of the Technical Associa- 
tion of the Pulp and Paper Indus- 
tries (TAPPI), 1878-1942 
bisulfite liquor, analysis of, 1929 
gravimetric methods, 1930 
casein, moisture, fat, ash, 1931 
cellulose 
chlorination method, 1878; 1879 
(Fig. 266) 
paper, acidity, total, 1910 
alpha cellulose, 1911 
arsenic, 1919, 1920 (Fig. 273) 
ash, 1905 : 
coating, 1902 
conditioning, 1900 
copper number, 1913 
iron, acid-soluble, 1915 
mineral fillers, 1909 
moisture, 1904 
nitrogen (proteinaceous), 1905 
paraffin, 1901 
resin, 1903 
sampling, 1899 
starch, 1906, 1907 
sulfur, active, 1901 
titanium pigments, 1925 (Fig. 274) 
zine pigments, 1922 
paper extracts, pH of, 1916 (Fig. 272) 


pulp 
alpha cellulose, 1881 
ash, 1896 
chlorine consumption of, 1880 
cuprammonum disperse viscosity, 


1884 
apparatus, 1885 (Fig. 267, 
268); 1886 (Fig. 269) 
methoxy groups, 1891 
apparatus, 1892 (Fig. 271) 
moisture, 1889 
apparatus (Fig. 270) 
test for, 1893 
pitch, 1883 
sampling, 1893 
solubility in 1% NaOH, 1897 
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Paper and Paper-making Materials. 
weighing, 1893 
rosin, 1940 
acid number, 1941 
ash, 1942 
color grade, 1940 
ester number, 1941 
insol., in toluene, 1942 
sampling, 1940 
saponification, number, 1941 
unsaponifiable, matter, 1941 
salt cake, complete analysis, 1935 
(moisture, insol., acidity, chloride, 
ferrous iron, ferric iron, alumi- 
num, lime, magnesia, chromium 
trioxide, total soda, sulfur tri- 
oxide) 
starch and starch products, 2156-2158 
Paraffin, in paper, 1901 
solid, in bituminous substances, 1555 
refractive index, 1556 
solution, 1197 
wax, melting-point determination, 1830 
Para-aminodimethyl aniline, test for 
halogens, 281 
Paris white, analysis, 1866 
Particle. size, microscopic determination, 
2454 
Parting, see Fire assay 
Peanut oil, tests for, 1780 
Perborate, in soap, 2036 
method for cobalt, 318 
Percarbonate, determination, 243 
Percentage, cale. moist and dry basis, 
1345 
Perchlorate, 
detection, 262 
determination, 275 
in explosives, 1677 
in presence of chlorate and chloride, 
276 
method for potassium, 871 
detection, 862 
separation of K, Rb, Cs from Na and 
Li, 885 
Perchloric acid method 
fluorine determination 
tion), 407 
fluorspar, 403 
silica, 802 
Periodate, determination, 458 
in presence of iodate, 458 
method for manganese, 573 
in steel, 1470 
Permanent standards, see Colorimetric 
methods; pH Determination; Water, 
analysis. 
Permanganate, see also Potassium per- 
' Ianganate 
method for: 
antimony, 76 


(distilla- 


Permanganate, arsenic, 1210 
barium, 128 
bismuth, 157 
calcium, 211 
chromium, 288 
copper, 375 
ferricyanide, 663 
ferrocyanide, 663 
fluorine, 413 
formic, 2246 
gold, 437 
hydroxylamine, 647 
iodide (oxidized to ICl), 455 
iron, 474 
lead, 509 
lead peroxide, 525 
mercurous salts, 582 
molybdenum, 594 
nitrite, 653 
nitrogen dioxide, 2361 
nitrous oxides, 653 
oxalie acid, 2253 
oxygen (available), 675 
percarbonate, 243 
peroxide, 2181 
phosphorus, 699 
standard solution, 475 
standardization, 1209 
tannic acid, 2158 
uranium, 1027 
vanadium, 1037 
water, oxygen consumption, 2053 
test of acetone, 2136 
Permissible explosives, analysis of, 1673 
qualitative tests, 1674 
Peroxide, available oxygen in, 675 
determination, 2180 
method for chromium, 2180 
formaldehyde, 2149 
lead, 507 
titanium, 987 
Persulfate, determination 
alkali method, 922 
ferrous sulfate method, 922 
oxalic acid method, 922 
method for cerium, 253 
manganese, 572 
see Iron and steel, 490 
vanadium, 1048 
Petroleum products, see under Oils, Fats, 
Waxes 
pH. See also Hydrogen-ion concentra- 
tion. 
buffering, 2278 
colorimetric method 
comparators for 
block, 2283 
Hellige, 2295 
La Motte, roulette form, 2294 
Taylor, slide comparators, 2291, 
2292, 2293 
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pH, colorimetric method 
determination 
effect of proteins on, 2287 
salts on, 2285 
temperature on, 2288 
in solutions for bacterial ex- 
amination, 2119 
electrometric method, 2297 
electrodes for 
antimony, 2302 
glass, 2303 
hydrogen, 2300 
quinhydrone, 2301 
of paper extracts, 1916 
working formulae, 2303, 2304 
hydrogen-ion concentration, relation to 
pH, 2277 
indicators for, 2281 
meaning of, 2274 
o-Phenanthroline-Ferrous sulfate indica- 
tor, 474, 1207 
p-Phenetidine indicator, 474 
Phenol, detection, 1949 
determination, 2253 
Phenol phthalein indicator, preparation, 
32, 176 
Phenol red, method for bromine, 193 
Phenolsulfonie acid, method for nitrates 
(in water), 631 
Phenyl arsonic acid, method for thorium, 
952 
zirconium, 1102 
reagent, 1216 
Phenyl hydrazine, test for gold, 433 
Phenylthiohydantoie acid, method for ¢o- 
balt, 311 
reagent, 1216 
test for cobalt, 306 
Phenyltrimethylammonium iodide, Cd re- 
agent, 1217 
Phoroglucid method, for furfural, 2249 
Phosphate 
arsenic in, 106 
determination, in blane fixe, 126 
in mixtures, 2225 
in soap, 2036 
in water, 2061, 2090 
effect on alkaline earth determinations, 
119 
methods, see ammonium magnesium 
phosphate, ete. 
see Pyrophosphate 
trisodium, analysis of, 703-705 
typical analyses, phosphate ores, table, 
691 


Phosphine, 2347, 2366 
test for Pd, 722 
Phosphomolybdate 
phorus, 694 
separation, Rb and Cs from K, 894 

test for molybdate, 586 


method, for phos- 


Phosphorie acid, and its salts, analysis, 
2224, See Phosphorus, estimation. 
comparison, ortho, meta and pyro 
acids, 690 
detection, 690 
effect on aluminum determination, 7 
separations, alkaline earths, 124 
impurities in, arsenic, 106 
nitric acid, 2218 
specific gravity, Tables, 1149, 2227 
Phosphoric acid-ammonium chloride 
method, copper compounds, 395 
Phosphorous acid, detection, 689 
precipitation of Se and Te, 776 
Phosphorus 
comparison of acids, 690 
detection, 689, 690 (in various states 
of oxidation and combination) 
estimation, general (see also phos- 
phate; phosphorus pentoxide) 
gravimetric, 
ammonium magnesium  phos- 
phate method, 696 
phosphomolybdate method, 694 
micro, 2499 
pyrophosphate method, 695 
other methods, 696 
volumetric : 
alkali titration (phosphomolyb- 
date), 697 
micro, 2501 
methylene blue method, 707, 708 
(Fig. 87) 
permanganate method, 699 
estimation, special procedures 
in alloy steel, 701 
am) DRONZE, Aarts, ) Lea Me toOS, 
1366, 1368 
in cast iron, 702 
in cement, 1609 
in coal ash, 1644 
in copper alloys, 698 
in ferromanganese, 1488 
in ferromolybdenum, 1509 
in ferrotitanium, 702 
in ferrotungsten, 1012, 1500 
in ferrovanadium, 1495 
in iron, 492, 494 
in molybdenite, 604 
in steel, 697, 699, 700, 1435, 
1438 
in tungsten metal, 1012 
in vanadium steels, 703 
in wulfenite, 604 
with vanadium present, zircon- 
ium method, 706 
importance of methods, 690, 691 
occurrence, 689 
preliminary remarks, 691 
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Phosphorus 
preparation and solution of sample, 
692-694 (ores, alloys, minerals, iron 
and steel soluble phosphates, baking 
powder ) 
separation, as ammonium phosphomlyb- 
date, 694 
traces, see Volumetric estimation 
see Microanalysis, 2499 ff. 
in poisoning cases, 1945 
Phosphorus method, oxygen in gases, 685 
reduction of osmium, 749 
Phosphorus pentoxide (see also Moisture, 
determination; Water, determina- 
tion) 
in aluminum ores, 22 
in alundum, 35 
in bauxite, 95 
Phosphotungstate test, for 
862 
Phosphuretted hydrogen, see Phosphine 
Photographic developer, spectrochemical 
analysis, 1091 
materials, for metallography, 2550 
Photometry, definitions, 1174 
Physiological effects, of gases, see Gases 
Phytosterol, in oils, 1775, 1776 
Picnometer, see Pycnometer 
Picri¢ acid, examination of, 1682 
test for potassium, 862 
Picrolonic acid, reagent, 1217 
Pig iron, sampling, 1424 
see Iron 
Pig lead, analysis, 1413 ff. 
Pigments, in inks, 2175 
in rubber, 2019 
of paint, see Paint 
with tatanic oxide, 998 
Pipettes. See also Gases 
automatic, for liquids, 563 (Fig. 60) 
dividing, for liquids, 365 (Fig. 43) 
for oxygen, special rocking type, 671, 
672 (Figs. 76, 76a) 
standard, calibration, 1224 
Pitch. See Bituminous Substances 
in pulp, 1883 
Pitot tube, 2340 (Fig. 356) 
Plants, iodine in, 460 
Plaster of Paris, 1866 
Platinum, attack by fluxes, 284 
detection, 712, 713 
estimation, gr avimetric 
as metal, 717-719 
as ammonium salt, 719 
electrolytic method, 719 
micro, 2547 
preparation and solution of the sample, 
714 
serap, 714 


potassium, 


small amounts, in presence of 


Fe, MgO, etc., 715 


Platinum, properties, 712 
separation, from 
gold, 715, 728 
iridium, 716 
osmium, 716 
palladium, 716 
rhodium, 716 
ruthenium, 716, 728 
solubility, 712, 714 
Platinum group, 710 
estimation in gold alloys, 754 
rarer members (Ir, Ru, Rh, Os) 
730 ff. 
separation, 710 
solution, ores, ete., 710 
Table, of reactions, 753 
Tabular outline, quantitative separa- 
tions, 729 
Platinum, Palladium 
fire assay, 857 
in copper anode slimes, 726 
in gold, refined, 727 
in silver, refined, 726 
Poisons, classification, 1944 
detection, 1943 
estimation, 1943 
general procedure, 1944 
individual poisons, detection, ete. 
acetanilide, 1953 
atropine, 1958 
brucine, 1957 
caffeine, 1959 
carbolie acid, 1949, 1950. 
carbon monoxide, in air, 
in blood, 1964 
chloral hydrate, 1951 
chloroform, 1948 
cocaine, 1958 
codeine, 1958, 1959 
ethyl alcohol, 1948, 1949 
hydrocyanic acid, 1945 
estimation, 1947 
in presence of Prussian blue, 
1947 
metallic poisons, 1962 
arsenic, 1963 
mereury, 2423 
methyl alcohol (methanol; 
alcohol), 1949 
morphine, 1960 
narcotine, 1960 
nicotine, 1955 
opium, 1961 
phosphorus (yellow), 1945 
ptomaines, 1962 
quinine, 1956 
strychnine, 1956 
thallium, in rat poison, 945 
veronal, 1953 
reagents, 1964 
Plumbago, see Graphite 


1963 


wood 
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Polarized electrodes, 2320 
Polarograph, ref., 2546 
Polymerization, turpentine analysis, 1851 
Polysulfide, in sodium sulfide, 2183 
Portland cement, see Cement 
Potash, analysis of, 2169 
Potassium (See also Alkalies, estimation) 
detection, spectrum, etc., 861, 862 
estimation, general methods 
gravimetric, chloroplatinate 
method, 869 
modified, 870 
Lindo-Gladding method, 871 
other metheds, 874 
perchlorate method, 871 
weighing as the chloride or 
sulfate, 869 
estimation, special procedures 
in alundum, 36 
short method for silicates, 872 
occurrence, 861 
preparation of the sample, 863, 864 
separations, from 
from aluminum, chromium, iron, 
alkaline earths, phosphoric and 
sulfuric acids, 866 
ammonium salts, 868 
barium, calcium, strontium, 865 
borie acid, 867 
heavy metals, 864 
magnesium 
ammonium phosphate method, 
867 
barium hydroxide method, 867 
8-hydroxyquinoline method, 866 
mercuric oxide method, 867 
rubidium and caesium, 868 
sodium, large amount, 868 
sodium and lithium, 868 
sulfates, 865 
uranium, phosphoric acid, 866 
Potassium acid phthalate, 2197 
Potassium acid sulfate (bisulfate), see 
Fusion. Action on Pd, 722 
Potassium bromate, 0.1 N, 1207 
method for antimony, 74 


Potassium carbonate and hydroxide, 2253, — 


2266 
Potassium earbonate, analysis of, 2169 
fusion with, see Fusion; Decomposi- 
tion of Sample. é 
Potassium chloride, primary standard, 
1202 
test for iridium, 730 
platinum, 712 
Potassium chromate, test for lead, 500 
Potassium cyanide, method for 
eobalt, 319 
copper, 373 ( 
nickel, 622 | 
test for Se and Te, 777 


Potassium dichromate, method for ba- 
rium, 128 
iron, 471 
solution, 0.1 N, 471 
standardization, 1208 
Potassium ethyl xanthate, method for 
copper, 376 
Potassium ferricyanide, test for ferrous 
iron, 463, 1197 
ferrocyanide, reagent, 1202 
test for ferric iron, 463 
uranium, 1017 
zine determination, 1054 
fluoride, alumina in aluminum salts, 16 
reagent for, 16, 1197 
Potassium hydroxide, analysis of, 2257 
test for iron, 463 
osmium, 748 
rhodium, 742 
ruthenium, 737 
Potassium iodate 
method for arsenic, 99 
copper,. 372, 374, 375 
iodide, 455 
mereury, 582 
standard solution, 1209 
Potassium iodide 
method for antimony, 75 
barium, 128 
bismuth, 159 
chromium, 288 
copper, 368 
gold, 437 
iron, 482 
lead, 512 
mercury, 580 
selenium, 784 
reduction of ferric salts, 474 
Potassium iodide-starch test 
for iodine, 448 
for nitrocellulose, 1692, 1694 
test for palladium, 721 
platinum, 712 
ruthenium, 737 
selenium and tellurium, 776 
Potassium nitrate, standard solution, 
1200 
nitrogen in, 2419 
Potassium nitrite method, for cobalt, 312 
separation from Ni, 311 
test for cobalt, 306 
osmium, 748 
palladium, 721 
rhodium, 742 
Potassium periodate, method for Mn, 573 
Potassium permanganate. See perman- 
ganate methods. 
solution, 0.1 N, 475 
standardization, 478 
Bureau of Standards procedure, 
1209 
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Potassium permanganate, 
calculations, 478 
other procedures, 1210 
test for nitrite, 631 
Potassium pyrogallate, see Oxygen 
reagent, 1197 
Potassium thiocyanate, test for cobalt, 
306 
iron, 737 
ruthenium, 737 
standard solution, 1203 
Potentiometric determinations 
aluminum in magnesium alloys, 540 
calcium in magnesium alloys, 550 
see Potentiometric titrations 
see pH, Electrometric method 
methods, 2305 
principle, 2297 (Fig. 321) 
titrations, 2308 ff. 
apparatus, 2309 (Fig. 326) 
electrodes for, 2309-2311 
micromethods, 2322 
neutralizations, 2309 
graphs, 2312 (Fig. 329) 
in non-aqueous solutions, 2312 
oxidation-reduction reactions 
chromium in alloys, 2315 
vanadium in alloys, 2315 
precipitations, complex reactions, 
2312 
simplified methods, 2318 
bimetallic electrodes, 2320 
differential method, 2318 
polarized systems, 2320 
reference method, 2318 
vacuum-tube voltmeters, 2321 
Pour point, oils, 1727 
Powder, see Explosives 
Praeseodymium, 245 
Precipitation and complex-formation ti- 
trations, 2312 
see Conductometrie titrations; Poten- 
tiometric titrations; Chloride, Bro- 
mide, Iodide, Silver, Mercury, etc. 
Preparation and solution of the sample, 
see the Substance in question 
Preservatives, in butter, 1786 
Pressure-solubility curves, 
water, 677 (Fig. 78) 
Primary standard substances, 1200, 1201, 
see Standard Substances, also ultimate 
standards 
Primers, table of, 1688, 1689 
Priming, of water, 2086 
Printing ink, 2174 
Producer and fuel gases, see Gases 
Proof gold, preparation of, 440 
Properties of compounds, Vol. I, Part TT, 
tables, pp. 1161-1164; of elements, see 
Chapter on element in question 
Propylarsonic acid, 1216 


Oxygen in 


Protein, effect on pH determinations, 
2287 
in rubber, 1973 
Prussian blue test, for HCN, 1946 
Psychrometer, sling type, 2403 
Ptomaines, 1962 
Pulp, see Paper; see Zine. 
Purpurin test, for fluoride, 423 
Pycnometer, see also Specific gravity. 
for bitumin. substances, 1515 (Fig. 
188) 
for specific gravity, 2137 (Fig. 297) ; 
2148 (Fig. 298) 
Pyridine, in ammonium nitrate, 655 
apparatus, 655 (Fig. 74) 
Pyrite ores, arsenic in, 88, 106 
Pyroantimonate, test for sodium, 876 
Pyrogallate method, for oxygen, 686 
Pyrophorie alloys, 246 
Pyrophosphate method 
for cobalt, 330 
magnesium, 532 
manganese, 560 
thorium, 949 
zinc, 1058 
Pyrophosphorie acid, 
Phosphoric acid. 


Q 


Qualitative analysis, tables, 1107 ff. See 
also Microscopy; Spectrochemical 
analysis. 

acids, 1112 
tables of reactions, 1128-1135 
bases, reactions of, 1114-1127 
bead tests, 1109 
blow-pipe tests, 1107-1108 
flame tests, 1108 
groups of metals, 1111 
microscopical (chemical microscopy), 
2440 ff. 
alloys, 2445 
manipulations, 2439, 2441 
reagents, 2442 
tests, 2443, 2445 
Quinaldinie acid, reagent, 1217 
Quinalizarine, reagent, 1217 
test for Be, 138 
Quinhydrone electrode, 2301 
limitations, 2302 
Quinine, detection, 1956 
Quinoline, 8-Hydroxy, see Oxine 
7-iodo-8-hydroxy, or ferron, 487 


R 


see Phosphorus; 


Radium, 
detection, 758 
estimation 
alpha ray method, 759 
instrument, 759 (Fig. 88) 
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Radium, 
emanation (radon) method, 761 
apparatus, 760 (Fig. 89) 
bisulfate fusion, 761 
carbonate fusion, 763 
boat for, 764 (Fig. 91) 
gamma ray method, 766 
apparatus, 766 (Fig. 93) 
Radon, 761 
Raies ultimes, 2601, 2609 
Table of, 2602, 2603 
Rapeseed oil, 1781 
Rapid methods, see Cement; Copper, ete. 
Rare earths 
atomic weight, average, 259 
colors, of solutions, 260 
detection, 258 
are and spark spectra, 257, 258 
estimation, gravimetric, 247 
cerium group, 250 
composition of groups, 256 
yttrium group, 250 
occurrence, 246 
preparation of the sample, 247 
properties, 245 
separation 
from other elements, 247-250 
phosphoric acid, 248 
scandium and thorium, 249 
spectra, absorption, table, 257 
Rarer elements, allied to platinum, 730 ff. 
Rasorite, 164 
Rat poison, thallium in, 945 
Reaction coefficient, water analysis, 2086 
Reactions, qualitative, 1114-1135 
Reagents. See also Chapter on, Vol. I, 
pp. 1193-1218 
acetaldehyde, 2139 
acetic acid, 1193 
acetic anhydride, 2150 
acid mixture, for iron titration, Knop’s, 
473 ean 


Reinhardt-Zimmermann, i 


for silica determination, 29 
alcohol, 1193 
for oil analysis, 1771 
free of aldehyde, 2139 
-methyl chloride, 29 
alizarine 8, aluminum reagent, 2 
aluminon, 1213 
aluminous materials, analysis, 29-32 
amino-nitrosophenylhydroxylamine, for 
iron, 469 
ammonium acetate, 
512, 1194 
ammonium chloride, standard, water 
analysis, 1199 
wash solution, 32 
molybdate, for lead, 511, 1201 
for phosphorus, 32, 494, 1194 
in water, 2090 © 


lead extraction, 


Reagents, 
nitrate, wash solution, 32 
persulfate, for Mn, 563 
phosphate, 1194 
sulfide, 1194 
thiocyanate, 271 
antimony! chloride, 1199 
antimony, traces, Gutzeit, 79-80 
arsenic, Gutzeit, 102-104 
standard solution, 1199 
arsenite, 0.1 N, 453 
arsenous acid, for manganese, 31 
iodometry, 1203 
various oxidants, 1204 
barium chloride, 1194 
hydroxide, 1194 
benzidine hydrochloride, for sulfates, 
1213 
benzoic acid, standard, 2197 
a-benzoinoxime, for molybdenum, 591 
reagent, 1213 
a-benzyldioxime, for Ni, 618 
bismuth, standard solution, 158, 1199 
borate, standard solution of, 185 
brilliant-green lactose peptone bile, 
2122 
Brom cresol purple, 2192 
bromine-potassium bromide, 
oxidation, 1194 
bromine, 1194, 2253 
for gas analysis, 2422 
saturated-HCl, 74 
buffer reagents, 2074 
cadmium, standard solution, spectro- 
graphic, 1092 
cadmium chloride, sulfur reagent, 912 
calcium acetate, for fluorine, 413 
calcium chloride, hardness of water, 
2082 
calcium hydroxide (lime water), 1195 
carbon dioxide, microgenerator, 2489 
eeric. sulfate, standard solution, 1204 
chlorine water, for bromine determina- 
tion, 192 
citrie acid, for calcium determination, 
209 
cinchonine, for tungsten, 1011, 1195 
-potassium iodide, for Bi, 158, 1195 
eolor standards, permanent 
nitrite in water, 2052 
copper, standard solution, 1199 
copper sulfate, for HON determina- 


sulfide 


tion, 660 
cuprammonium solution, for paper 
pulp, 1886 
cupric potassium chloride, C in steel, 
> 220 
cuprous chloride, acid for CO in gas, 
1195, 2421 
ammoniacal for CO in gas, 1195, 
2421 
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Reagents, Reagents, 


sulfate, 2422 
curcumin for Be, 144 
Devarda alloy, nitrate reduction, 641, 
1196 
dichlorfluorescein, adsorption indica- 
tor, 273 
dichromate, potassium, N/5 and N/10 
for iron, 471 
diethyldithiocarbamate, for copper, 376 
dimereaptothiodiazol, 1214 
p-dimethylaminoazobenzylidenerhoda- 
nine, for Ag, 1214 
dimethylglyoxime, for nickel, 619 
diphenylamine indicator solution, 32, 
291 
for lead, 514, 1205 
zinc, 1065 
diphenylamine sulfonic acid, 1206; 
for nitrate, 1214 
diphenylbenzidine, indicator, 543, 1206 
diphenylearbazide, for chromium, 283, 
290, 1215 
dipicrylamine, for potassium, 1215 
dithizone, for lead, etc., 522, 1215 
Endo’s medium, 2121 
eosin, indicator, 192, 1201 
-methylene blue agar, 2121 
erioglaucine, indicator, 1206 
eriogreen, indicator, 1206 
etching reagents, for steel, 2552 
Fehling’s solution, 1206 
Ferric alum, Volhard titration, 271, 
1201 
ferric chloride, for tin titration, 967 
nitrate, 
for Volhard titration, 825 
zine analysis, 1196 
ferricyanide, potassium, 472 
ferrocyanide, potassium, 1060 
ferron, 487 
ferrous ammonium sulfate, for gly- 
cerol, 2153 
for steel analysis, 295, 304, 1207 
ferrous. sulfate, for chromium, 291 
for nitric acid, 1206, 1225 
for persulfate, 922 
fire assay, 836-837 
fluorescein, adsorption indicator, 273, 
1201 
fluoride, standard for fluorine deter- 
mination, 411 
Froehde’s reagent, 1965 
fuchsin-sulfite, 2139 
fusion mixture, aluminous materials, 
29 
gas analysis, list of reagents, 2421- 
2424 
glucose, for boric acid titration, 180 
glycerol, for boric acid determination, 
GL 


Hesse’s agar, 2123 
hydrochloric acid, free of arsenic, 104, 
1196 
0.1 N, standard, 176, 2195 
1-2-5-8-hydroxyanthraquinone, for Be, 
143 
8-hydroxyquinoline, see oxine 
hydrogen peroxide, 1196 
indicators, acid-alkali, 2192 
mixed, 2192 
for pH, 2073 
oxidation-reduction, see Reagents, 
1203 ff. 
precipitation, see Adsorption indi- 
cators 
indigo carmin, 2158 
indigotindisulfonate, indicator, 679 
iodate see potassium iodate 
iodide solution, oxygen in water, 2079 
iodine, 0.1 N reagent, 1207 
reagent for lime, 213 
for sulfur, 912 
for tin, 965 
iodine monochloride, 0.005 M solution, 
1209 
iodo-potassium iodide, 1965 
iron, standard solution, spectrographic 
work, 1092 
spelter, 1199 
stannous chloride titration, 485 
traces, 486 
lead, standard solution, 518, 1200 
for spectrographic work, 1092 
lead acetate, cotton, Gutzeit method, 
104, 1196 
lead acid, lead analysis, 504 
lead subacetate, 2153 
magenta, 188 
magnesia mixture, for phosphorus, 695, 
1196 
magnesium uranyl acetate, for sodium, 
880 
manganous sulfate, oxygen in water, 
2079 
mannitol, boric acid, determination, 
176 
Marmé’s reagent, 1965 
Mayer’s reagent, 1965 
mercuric ammonium thiocyanate, for 
zine, 45 
mercuric chloride paper, for antimony, 
79 
for arsenic, 103, 1197 
see also microanalysis 
mereury, 2422 
methyl orange, 2192 
red, 32, 2192 
yellow, 32, 2192 
violet, paper, 1694 
microscopy, list of reagents, 2442 
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Reagents, 


Millon’s reagent, 1964 
molybdenum solution, colorimetric de- 
termination, 609, 612, 1009 
naphthylamine reagent, nitrites in 
water, 2052 
Nessler’s solution, ammonia \determi- 
nation, 630, 657, 1197, 2049 
nitrate, standard solution, 641 
for ferrous sulfate method, 
1207 
nitric acid, 0.1 N solution, 698 
p-nitrobenzeneazoresorcinol, for Mg, 
529 
nitron, 639, 1216 
a-nitroso-G-naphthol, 1216 
nutrient agar, 2121 
broth, 2120 
gelatin, 2120 
oils, fats waxes, reagents for, 1799—- 
1801 
for paint vehicle, 1846 
osmium tetroxide, 1204 
oxahe acid, 212, 922 
oxine (8-hydroxyquinoline), 1216 
palladous chloride, 1197, 2423 
paraffin, 1197 
paranitrophenol indicator, 181 
permanganate, see Potassium perman- 
ganate : 
peroxide solution, for Ti det’n., 1197 
o-phenanthroline-ferrous sulfate, oxid.- 
red. indicator, 1207 
phenolphthalein, indicator, 32, 176, 
2192 
phenolsulfonie acid, nitrates in water, 
2076 
phenylarsonie acid, 1216 
phenylthiohydantoic acid, 1216 
phenyltrimethylammonium iodide, for 
Cd, 1217 
phosphate, standard solution, water 
analysis, 2090 
9-phosphomolybdic acid, for Rb and 
Cs, 894 
picrolonic acid, 1217 
potassium antimonyl tartrate, 80 
bromate, 0.1 N, 74, 1207 
chromate, indicator, 272, 2094 
cyanide solution, for copper, 374 
for nickel, 623 


dichromate, 0.05 N, 29; 0.2 and 0.1 


N, 471, 1208 
ethyl xanthate, for copper, 377 
ferricyanide, indicator, 472, 1197 
ferrocyanide, for copper, 378 

for zine, 1060, 1065, 1202 
fluoride, for aluminum salts, 16, 

1197 
hydroxide, for carbon det’n., 1197 
iodate, general purposes, 1209 


Reagents, 


for copper, 373 
iodide, for bismuth, 1197 
mercury, 580 
nitrate, standard, 1200 
periodate, 573 
permanganate, 0.018 N, 31; 0.1 N, 
31, 85, 295, 304 
for lead det’n., 526 
standardization, U. 8. Bur. Stds. 
meth., 1209 
water, oxygen consumed, 2050 
thiocyanate, 0.1 N, 271, 1203 
for iodate method, 373 
proof gold, preparation, 440 
propylarsonie acid, 1216 
pyrogallate, for oxygen, 1197, 2423 
quinaldinie acid, 1217 
quinalizarine, 1217 
reducing agents, for sulfates, 912 
rubber analysis, reagents, 2001 
rubeanic acid, 1217 
Russell’s media, 2123 
salicylaldoxime, 1218 
salicylic acid, for iron, 487 
Schiff’s fuchsin-bisulfite, 1198, 2139, 
2148 
selenious-sulfurie acid, 1965 
silver carbonate, 2153 
silver nitrate, 0.1 N, 271, 1202) - 
for nickel, 622; silver, 825; water, 
2094 
soap, standard solution, water analy- 
sis, 2082 
sodium arsenite, see arsenious acid 
bismuthate, 1198 
bismuth nitrite, Rb and Cs, 896 
carbonate, pure, 2193 
chloride, primary standard, 1203 
hydrosulfite, for dissolved oxygen, 
679 
hydroxide, 0.1 N, 176, 181; 0.2 N, 
181; 0.5 N, 176 
plumbite, 1742 
sulfide, 936, 1198 
thiosulfate, 213, see Thiosulfate 
sofnol red indicator, 176 
stains, standard, plate facing p. 107 
(arsenic) 
for antimony, 80, 81 
for arsenic, 102, 103 
for sulfur, 936 
stannous chloride, 471, 485, 1212 
starch solution, 453, 1198, 2079 
for sulfur determination, 912 
steel analysis, reagents, see Chapter 
on; also individual 
elements, C, Mn, P, S, Si, ete. 
sugar broths, 2120 
sulfanilic acid, for nitrites in water, 
2052 
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Reagents, 
sulfurie acid, standard solution, 2194 
free ammonia determination, 641 
tartrate solution, lead determination, 
1198 
tetrahydroxyanthraquinone 
for sulfates, 919 
thiocyanate, ammonium or potassium, 
0.1 N, 825 
thioglycollie acid, for iron, 487 
thionalide, reagent, 1218 
thiosulfate, sodium, 0.1 N_ solution, 
452, 1211 
for copper, 308, 1211 
for water, 0.01 N, 2079 
thymol blue, 2192 
thymol, for titanium 
994, 1199 
thorium nitrate, for fluoride, 407 
tin, standard solution, 965 
titanium, standard solution, for fluor- 
ine, 411 
for titanium, 30, 989 
titan yellow G, for Mg, 529 
triphenyltin chloride, 1218 
turmeric indicator, 185 
uranyl zine acetate, 32 
vanadium sulfate, solution, 31 
Wagner’s sol’n, for Ca, 209 
Zimmermann-Reinhardt solution, 476 
zine uranyl acetate, for sodium, 879 
zirconium-alizarin indicator, for fluor- 
ine, 407 
zirconium-purpurin, reagent for fluor- 
ine, 423 
zine, amalgamated, 1199 
Red lead, 1869 
lead in, 1869 
lead peroxide in, 524, 525 
method for Mn, 573 
organic color in, 1869 
true red lead, 1870 
Red pigments, 1869 
Reducing agents, for chlorate, 274 
for chromate, 282, 286 
for vanadium, 1031 
Reduction of iron compounds, 469-471 
nitrates, 644 
Reductor, Jones’, 476 (Fig. 56); 595 
(Figs. 64, 65); 986 (Fig. 122) 
method for iron, 469, 475 
for molybdenum, 594 
for titanium, 984 
for uranium, 1027 
for vanadium, 1039 
Reference electrode, 2307 
References, selected, are given to litera- 
ture at the end of many special chap- 
ters, e.g. Chemical microscopy, Micro- 
analysis, ete. ete. 


indicator, 


determination, 


Refractive index, see also chapter 9n 
Chemical Microscopy 
animal and vegetable oils, 1764 
Chinese wood or tung oil, 1847 
turpentine, 1851 
Refractometer, Abbé, 1765 (Fig. 256) 
micro, 2546 
Refractory materials, 
1334 ff. 
for chromium determination, 284 
for iron determination, 477 
Residue, total, in sulfurie acid, 2229 
in water, 2077 
Resin, in explosives, 1665 
in paper, 1903 
in rubber, 1969, 1981 
in varnish, 1852 
separation from polymerized oils, 1852 
Resinates, in paint vehicles, 1842 
Reverberatory slag, analysis, 2021 
Rhenium, detection, 768, 769 
estimation, 769 
colorimetric, 772 
gravimetric, 771 
occurrence, 768 
preparation and solution of sample, 
769 
separation, by distillation, 769, 770 
from molybdenum, 770 
oxine method, 771 
Rodamine 6 G, adsorption indicator for 
Ag, 830 
Rhodium, detection, 742 
estimation, gravimetric, 746, 747 
occurrence, 742 
prep. and sol. of the sample, 743 
properties, 742 
separation, from iridium, 744 
from palladium, platinum, 743, 745 
from ruthenium, 745 
Rhombie sulfur, 935 (Fig. 118) 
Riffle sampler, for coal, 1630 
copper, 364 
see also Sampling 
Road oils, 1837 
Rocks, see Decomposition of Sample; see 
Silica; Silicates; Minerals. 
chloride in, 264 
Rosin, analysis, 1940. 
in oil, 1781 
in paper, 1903 
in soap, 2044 
Rotameter, 2341 (Fig. 357% 
R,0,, see Iron and alumina 
Rubber, analysis, 1966 ff. 
accelerators for, 1981, 2016 
acetone extraction of, raw 1969 
apparatus, 1970 (Fig. 285) 
value, acid of extract, 1971 
vuleanized, 1979 


decomposition, 


See also Resin 
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Rubber, detailed examination of ex- Rubber, hydrocarbons, 1974 


tract, 1980 
alcoholic potash extraction, 1982, 2000, 
2003 
ammonia, in latex, 1968 
analysis, methods of 
Findler’s, 1975 
nitrosite, 1975 
precipitation, 1974 
Spence’s method, 1974 
tetrabromide method, 1975 
Wesson and Knorr’s method, 1975 
antimony in, 2006 
ash, 1971 
analysis of, 2015 
antimony in, 2006 
sulfur in, 2006 
barium carbonate in, 2010 
barium compounds in, 1989 
barium sulfate in, 2006 
caleulations, 2011 
carbon in, 2007 
carbon black in, 2018 
cellulose in, 1987, 2009 
chloride in, 1986 
chloroform extract, 1982, 2002 
colophony, 1981 
color pigments, 2019 
copper, in crude rubber, 1971 
crude, analysis of, 1967, 1968 
ebonite, 1991 
fillers, inorganic, 1988, 2018 
total, 1982 
glue in, 1986, 1987, 2007 
guanidines, 2017 
gutta percha and balata, 1992 
separation from rubber, 1995 
hydrocarbons in, 1966, 1974, 1994, 
2008, 2009 
insoluble matter, organic, 1973 
latex, 1968 
manganese, in crude rubber, 1972 
mercaptobenbothiazole, 2017 
mercury, 1989 
mineral matter, 1989, 1990 
moisture, in raw rubber, 1967 
in vulcanized rubber, 1978 
nitrogen in, 1973 
in alcoholic potash extract, 1982 
outline of analysis, vulcanized rubber, 
1979 
physical tests, 1995-1997 
preparation of sample, 2000 
protein in, 1973 
raw, 1966, 1968, 2016 
analysis, 1969 
reclaimed, 1992, 2016 
resin (rosin) in, 1969, 1981 
rubber determination, 2000 
as compounded, 2011 
by volume, 2012 


saponifiable matter in, 1980 
selenium in, 1986 
softeners, 2017 
solutions, analysis, 1976 
solids, solvents, 1976 
solvents, examination, 2019 
specific gravity of, 1992, 2002, 2012 
sulfur, combined, 1985 
free, 2000, 2003 
in alcoholic potash extr., 1982 
of vulcanization, 1985 
total, 2000, 2003, 2005 
Kay and Sharpe method, 1984 
nitric acid method, 1984 
Rothe’s method, 1983 
Stevens’ method, 1983 
zine oxide-nitrie acid method, 
1984 
unsaponifiable matter in, 1980, 2008 
vermillion in, 1991 
vulcanization coefficient, 2014 
vulcanized, examination, 1977 
scheme of analysis, 1979 
water soluble components, 1978 
zine oxide, 2019 


Rubber goods, standard methods of an- 


alysis, 1999 ff. 
acetone extract, 2002 
alcoholic-alkali extract, 2003 
antimony, 2006 
ash, 2005, 2014, 2015 
antimony in, 2006 
sulfur in, 2006 
barium carbonate, 2010 
barium sulfate, 2006 
calculations, 2011 
composition of stock, 2015 
carbon, 2007 
cellulose, 2009 
chloroform extract, 2002 
extracts, 2012 
glue, 2007 
hydrocarbons, 2008, 2009 
preparation of sample, 2000 
reagents, 2001 
results, 2012 
rubber as compounded, 2011 
by volume, 2012 
specific gravity, 2002, 2012 
sulfur, free, 2003 
total, 2003, 2005 
unsaponifiable, 2008 
vulcanization coefficient, 2014 
zine, 1085 
oxide, 2019 


Rubeanic acid, reagent, 1217 
Rubidium, detection, 893 


estimation, 897 
separations, 894 
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Rubidium, from caesium 
antimony chloride-ferrie chloride 
method, 897 
silicotungstiec acid method, 897 
from potassium 
9-phosphomolybdie 
894 
sodium 
896 
Ruthenium, detection, 737, 738 
estimation, gravimetric, 740 
occurrence, 737 
preparation and solution of the sample, 
738 
separations, from iridium, 738 
osmium, 739 
platinum, 739 
rhodium, 739 
solubilities, 737, 738 


Ss 


Salicylaldoxime, reagent, 1218 
Salicylic acid method, for iron, 487 

test for iron, 463 

for silver, 819 

Saline residues, alkalies in, 864 
Salt cake, analysis, 1935 
Samarium, 245 
Sample, decomposition of, 1334 ff. 

See laso Fusion; Preparation and solu- 
tion of sample under each element, 
Vol. I. 

Sampling, general methods, 1301 ff. 
Introductory, 1301 
methods for 


acid method, 


bismuth nitrite method, 


gases, apparatus, 1325 (Fig. 
174); 1326 (Fig. 175); 
1327 (Fig. 177); 1328 


(Figs. 178, 179) 
general considerations, 1324 
grab sample, 1326, 1327 (Fig. 
176) 
liquids, apparatus, 1319 (Fig. 
168); 1320 (Fig. 169) 
general outline, 1318 
in motion, sampling, 1320 
apparatus, 1321 (Fig. 
170); 1322 (Figs. 171, 
172) 
special, 1323, 1324 (Fig. 173) 
mill solutions, 680 (Fig. 
81) 
solids, apparatus for reduction 
and preparation 
erusher, 1312 (Fig. 159) 
crusher and grinder, 1310 
(Fig. 154) 
erusher and sampler, 1313 
(Fig. 160) 
dise grinder, 
157, 158) 


1312 (Figs. 


Sampling, jaw and toggle crusher, 1309 
(Fig. 153) 
roll grinder, 
155, 156) 
apparatus for sampling, 1304 
(Fig. 151) 


1311 (Figs. 


riffle sampler, 364, 1314 
(Figs. 161, 162) 
collection of gross sample, 
1302-1307 
cone and quartering process, 
1309 


drying, for moisture determi- 
nation, 1316 
ovens, 1316 (Figs. 163, 164, 
165), 1317 (Fig. 166) 
long pile and shovel method, 
1307, 1308 (Fig. 152) 
mixing and dividing, 1314 
reduction and _ preparation, 
1307 
references on sampling, 1318 
sieves, standard, 1314 
dimensions, 1315 
specifications, A. S. T. M., 
1329-1333 
unit of, 1301 
vacuum ovens, 1301 
Sampling, special methods and materials 
for microanalysis, 2464 
cement, 1600 
coal, 1620 
paper pulp, 1896 
water, 2102, 2116 
see also individual materials, Alloys; 
Aluminum, ete. 
Sand, iron in, 482, 483 
silica in, 805 
Sanitary analysis of water, 2047 
Saponifiable matter, in bituminous, sub- 
stances, 1559 
in rubber, 1980 
number, in oil analysis, 1844 
value, in oils, 1771 
table of, 1773 
in soap, 2043 
Saturated solution, analysis, solubility 
determination, 2580 
Scale, in water, 2086 
Scandium, detection, 773 
estimation, 774 
occurrence, 773 
preparation and solution of the sample, 
774 
‘separations, 774 
Schroetter’s alkalimeter, 238 
Sediment, in oils, 1761 
Selenate, or selenic acid, 785 
Selenious acid, method for Zr, 110] 
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Selenium, 
catalyst, Kjahldahl method, 633, 634 
commercial, analysis of, 787 (estima- 
tion Se, Te, Pb, Cu, Fe) 
detection, 775, 776 
‘estimation, gravimetric 
by reduction with KI, 784 
with SO,, 781, 784 
volumetric, thiosulfate method, 785 
procedure, 793 
special methods 
in commercial selenium, 787 
in complex mixtures, 777 
in copper 
blister or pig, 789 
electrolytic slimes, 789 
refined, 388, 791 
in flue dust, 790 
in glass, 791 
in lead slimes, 789 
in rubber, 1986 
in sodium selenite, 791 
in steel, 1480 
in sulfuric acid, 2232 
in tellurium, 784 
occurrence, 775 
preparation and solution of sample, 778 
separation, selenium and_ tellurium 
from: 
iron group, zine group, 
alkaline earths and alkalies, 778, 
779 
selenium from tellurium 
by distillation, 779 
apparatus, 780, 782 (Figs. 94, 
95) 


recommended procedure, 782 
Keller ’s method, 779 
Selenium steel, see Iron and steel 
Semi-drying oils, see Oils 
Separation, see Element, or Substance in 
Question 

solid phase, solubility measure, 2579 
Sesame oil, 1781 
Setting time, of cement, 1597 
Settlement basis, borate concentrates, 174 
Settlement test, bituminous substances, 

1591 
Sewer gas, 2372 
Shale oil, 1838 
Short iodide method, for copper, 371 
Sieves, standard, 1314 — 

specifications, "A. 8. T. Mz, 1329- 1333 
Silica, determination 

in aluminum hydrate, 28 

ores, 19 

in alundum, 33 

in ‘‘arsenic’’ (arsenious oxide), 110 

in barium ores, 133 . 

in bauxite, 23 | 

in bleaching powder, 2160 


Silica, in boron carbide, 183 
in cement and clinker, 816, 1601, 1614 
table of results, 817 
in fluorspar, 419 
in glass, 2165 
in gypsum, 214 
in hydrochloric acid, 2205 
in illmenite, 498 
in pigments (paint), 1866 
in Portland cement, 1601, 1614 
in sand, 805 
in silicon carbide, total, 814 
in sodium fluoride, 421 
in sodium silicate, 805 
in titaniferous ores, 996 
in ultramarine blue, 1872 
in water, 803, 2059 
Silicates, alkalies in, 
method, 883 
J. Lawrence Smith’s method, 882 
barium in, 125 
boron in, 164 
decomposition, for fluorine determina- 
tion, 7 
list, acid-soluble and insoluble, 797 
microanalysis of, 2545 
potash in, short method, 872 
See also Fusion methods; Silicon, prep- 
aration and solution of sample 
Silicate of soda, analysis, 804, 805 
Silico-fluoride test, for potassium, 862 
Silicomanganese, manganese in, 568 
Silicomolybdie acid method, for silicon, 
803 
Silicon, detection, 794 
bead test, 795 
lead cup apparatus for, 794 (Fig. 
96) 


hydrofluoric acid 


estimation, general gravimetric method, 
800 
errors, 796; 806-807 
perchloric acid dehydration, 
802 
Special procedures 
in alloys, 802 
rapid method, 804 
in aluminum and its alloys, 39 
in ferrochromium, 1493, A. S. T. 


in ferromanganese, 1490, A. S. T. 
M. 

in ferrosilicon, 808, A. S. T. M., 
1485 

in ferrotungsten, 1497, A. S. T. M. 

in ferrovanadium, 1051, A. 8. T. 
M., 1497 

in iron and steel, 493, 494, 806, 
A.S. T. M. methods, 1444, 1446 
conductivity method, 811 

in fluorspar, 802 
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Silicon, in limestone and soluble silicates, 
802 
in magnesium alloys, 543 
in monel metal, 1379 
in nichrome, 1408 
in nickel, 627 
in refined silicon, 808 
in stellite, 326, 1412 
importance of methods, 795 
occurrence, 794 
preparation and solution of the sample, 
795 
decomposition by acids, 797 
fusion methods, 797 
Hawley’s procedure, 807 
methods for decomposition, al- 
loys, minerals, ores, steels, 
etc., 798, 799 
separations, general, 800 
lead and boron, 800 
traces, colorimetric estimation, 803 
Silicon alloys, analysis of, 568 
ferrosilicon and refined silicon, 808- 
810 
Silicon carbide (umpire analysis), total 
silica, R,O,, lime, magnesia, free car- 
bon, total carbon, calculations, 813— 
816 
Silicon tetrafluoride 
in detection of Si, 794 
method for flourine, 409 
properties of, 2347, 2365 
volatility of, 401 
Silicotungstic acid method, for caesium, 
897 
Silver, detection 
dry method, 818 
silver chloride, 818 
other tests, 819, 820 
estimation, general procedures 
gravimetric 
electrolytic method, 824; micro, 
2518 
fire assay, 835 ff.; 860 
silver chloride method, 821 
silver cyanide method, 823 
other methods, 823 
volumetric 
adsorption indicator method (Fa- 
jan’s), 830 
Deniges’ method, 831 
Gay-Lussac’s method, 826 
miscellaneous methods, 832 
nephelometric method, 831, 832 
U. S. Mint methods, 827 
tables, 829 
Volhard’s thiocyanate method, 824 
estimation, special methods 
in ores and concentrates, 860 
in pig lead, 1413 
in silver soldier, 1402 


Silver, industrial importance of methods, 
820 
occurrence, 818 
preparation of pure silver, 833 
separations, 821 
solubilities, 820, 821, 823 
traces, rhodanine method, 820 
Silver bullion, fire assay, 855 
coin ingots, 829 
fine silver (wet assay), 828 
Silver refined, Pt and Pd in, 726 
Silver residues, recovery of Ag from, 830 
Silver arsenate, method for As, 100 
bromate, method for nitrite, 653 
bromide, precipitation of, 191 
Silver carbonate, reagent, 2153 
Silver chloride, electrode, 2300 
method for chloride in, 264 
precipitation of, 269, 281 
Silver chromate, indicator, 272 
Silver cyanide, method for silver, 823 
test for HCN, 1947 
Silver iodide, method for iodine, 451 
Silver molybdate, method for molyb- 
denum, 590 
Silver nitrate, detection of bromine, 188 
of chromate, 282 
method for bromide, 192 
chioride, 271, 273 
cyanide, 661 
iodide, 457 
precipitant, 2335 
standard solution, 0.1 N, 272, 1202 
test for chloride, 261 
hydrogen cyanide, 1947 
ruthenium, 737 
Silver solder, 1402 
Silver sulfate-sulfuric acid method for Cu 
compounds, 394 
Silver thiocyanate, method for bromide, 
192 
chloride, 271 
Sizing strength, of starch, 2158 
Slag, analysis, 2020 
decomposition, 2021 
for Cu determination, 353 
for fluorine determination, 402 
for titanium determination, 978 
niter, for Se and Te, 790 | 
Slime, copper, Se and Te in, 789; Pt and 
Pd in, 726 
lead, Se and Te in, 789 
Sling pyschrometer, 2403 
Slip bands, metallography, 2564 
Slow method, for copper (electrolytic), 
364 
Smith alkali method, 6, 36, 882 
Smoke, in chimney gases, 2388 
Smokeless powder, analysis, 1695 
Snake weighing tube, 2202 (Fig. 303) 
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Soap, detection in lubricating oil, 1736 
determination, in grease, 1825 
standard methods for analysis of 

alkali (combined) fatty acid, fatty 
anhydride, anhydrous soap, 2029 
alkali (free); acid (free) 2032 
borax in, 2035 
chloride in, 2030 
glycerine in, 2038 
insoluble (in alcohol), analysis of, 
2037 
iodine value, 2043 
moisture and volatile matter, distil- 
lation method, 2028 
oven method, 2028 
perborates in, 2036 
phosphates in, 2036 
rosin, 2044 
sampling of, 2027 
saponification value, 2043 
silica in, 2034 
sodium carbonate, 2033 
sugar in, 2038 
sulfates in, 2037 
titer test, 2042 
unsaponified and unsaponifiable mat- 
ter, 2031, 2032 
volatile hydrocarbons in, 2040, appa- 
ratus (Fig. 287) 
water soluble and insoluble matter, 
2038 
Soda-asbestos (‘‘ascarite’’), 1429 
Soda ash, analysis of, 2261 
modified, 2263, 2264 
Sodium anthranilate, test for Cd, 203 
Sodium bicarbonate, analysis of, 2264 
in soda ash, 2261 
mixtures with 
2267 
Sodium, detection 
flame test; triple acetates; pyroanti- 
monate; caesium bismuth nitrate 
test, 875, 876 
estimation, general procedures 
gravimetric, difference method, 878 
indirect method, 883 
other methods, 882 
sodium chloride method, 877 
magnesium uranyl acetate 
method, 879 
sulfate method, 878 
zine uranyl acetate method, 878 
volumetric, 882 
estimation, special procedures, 
after removal of potassium, 881 
in alundum, 36 
in presence of K, Li, Rb and Cs, 884 
in. silicates, 
hydrofluorie acid method, 883 
J. Lawrence Smith method, 881, 
882 


sodium carbonate, 


Sodium, occurrence, 875 
preparation and solution of the sample, 
876 
separations 
from all constituents except alkalies, 
876 
from potassium, lithium, rubidium 
and caesium, 876, 884 
from potassium (large amounts), 
877 
Sodium-alcohol method, for halogen, 266 
Sodium-ammonia (liq.) method, for 
halogen, 266 
Sodium alizarin sulfonate, 407 
Sodium aluminate, in NaOH, 2256 
Sodium arsenite, 453 
Sodium bismuth nitrite, method for Rb 
and Cs, 896 
Sodium carbonate and hydroxide in mix- 
tures, 2265 
Sodium carbonate, analysis of, 2261 
fusion of silicates, 797 
fusion test, for manganese, 555 
fusion with, 4, 465, 477, 616, 797, 
956, 1344 ff. 
in mixtures, with bicarbonate and 
borate, 2271 
in presence of sulfur acids, 929 
in sodium fluoride, 421 
in sodium hydroxide, 2256 . 
in sodium sulfide, 2184 
preparation, pure, 2193 
Sodium chlorate, method for manganese 
dioxide, 310 
Sodium chloride, determination 
in gypsum, 215 
in soap, 2033 
in soda ash, 2261 
in sodium ferrocyanide, 667 
in sodium fluoride, 421 
in sodium hydroxide, 2256 
in sodium nitrate, 645 
in sodium silicate, 805 
in trisodium phosphate, 705 
standard, ultimate, 1203 
Sodium chromate, as precipitant, 2335 
Sodium ferrocyanide, sampling, moisture, 
total ferrocyanide, sodtum chlo- 
ride, sodium sulfate, foreign mat- 
ter, 665-668 
reagents for analysis, 666, 667 
Sodium fluoride, analysis, insoluble NaF, 
Na,SO,, sodium sulfate, carbonate and 
chloride, silica, in, 420, 421 
Sodium hydrosulfite, estimation of, 980 
(Fig. 114) 
method for oxygen, 681 
standard solution, 679 
Sodium hydroxide, alcoholic 
1198 
analysis of, 2255 


solution, 
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Sodium hydroxide, determination in 
liquid bleach, 280 
fusion method for ores, 957 
specific gravity, tables, 1158, 1159, 
2268 
standard solution, 2197 
removal of carbonate, 
2198 
test for Pt, 713 
Sodium metabisulfite, alkali titration of, 
927 
determination in presence of car- 
bonates, chlorides, sulfates, sul- 
fites, thiosulfates, 929 
reductant for ferric salts, 471 
Sodium nitrate, analysis of, 644, 645 
Sodium oxide, determination 
in aluminous materials, 21, 27, 28 
in liquid bleach, 279 
in sodium silicate, 804 
in ultramarine blue, 1873 
see also, Alkalies, determination of 
Sodium peroxide, fusion method, chro- 
mite, 284 
tin ores, 957 
method, halogens in organic matter, 
267 
test, for iron, 463 
see also peroxide 
Sodium phosphate, test for uranium, 1018 
Sodium plumbite, 1742 
Sodium pyroantimonate, test for Na, 875 
Sodium rhodizinate, indicator, 129 
Sodium selenite, analysis of, 790 
Sodium silicate, analysis of, 804, 805 
in soap, 2034 
in soda ash, 2262 
in sodium hydroxide, 2256 
Sodium sulfate (salt cake), analysis of, 
1935 
determination of sodium as, 878 
in soda ash, 2262 
in sodium ferrocyanide, 668 
hydroxide, 2256 
nitrate, 645 
sulfide, 2183 
in trisodium phosphate, 705 
with other sulfur salts present, 929 
Sodium sulfide, analysis of, 2181-2187 
(insoluble, FeS, sulfide, thiosul- 
fate, sulfite, alkalinity, polysulfide, 
sulfate, carbonate, calculations) 
in soda ash, 2262 
Sodium sulfite, acid titration of, 928 
determination, in presence of car- 
bonates, chlorides, metabisulfites, 
sulfates and thiosulfates, 929 
in soda ash, 2262 
reduction of ferric salts by, 471 
test for osmium, 748 


2197, 


Sodium thiosulfate, determination in 
presence of metabisulfites, sul- 
fates, thiosulfates, carbonates, 
chlorides, 929 

standard solution, 0.1 N, 452, 1211 
_ for copper, 1211 

test for molybdenum, 585 
ruthenium, 738 

Sofnol red, 176 

Softeners for Rubber, 2017 

Softening, of water, 2086 

range, bituminous substances, 1523 

Soils, iodine in, 460 

nitrogen in, 634, 646 
Solder, antimony in, 83, 1390 
copper in, 1393 
silver, 1402 
soft, and white metal, 84 
zine in, 1085, 1392 
Solenoid apparatus, electrolysis, 362 
Solidification points, of explosives, 1681, 
1682 
Solid phase, identification of, 2581 
Solids, in explosives, separation of, 1675 
in gas, suspended, 2414 
in hydrochloric acid, 2205 
in water, 2055 
sampling of, 1301-1318 
Solubilities, elements, oxides and salts, 
see under Estimation, Prep. and 
solution of sample, solubilities, un- 
der each element, Vol. I. 
Table, inorganic compounds, 
1164; also inside cover 
table, qualitative, 1136 
Solubility, determination of, 2570 ff. 
apparatus, 2571-2579 (Figs. 487- 
497) 
distribution coefficients, 2586 
electrolytic conductivity method, 
2586 
freezing point method, 2584 
of gases in liquids, 2587, 2589 
- (Figs. 499, 500) 
saturated solution, analysis of, 2580 
separation, saturated solution from 
solid, 2579 
solid phase, identification, 2581 
synthetic method, 2582 
titration method, 2585 
transition temperatures, 2582 
volume change method, 2584 
tests, bitumin. substs., 15389 
Solvay Process Co., methods, 240 
Solvents, for bituminous substs., 1586 
for inorganic substances, 1334-1338 
for rubber, 1976, 2019 
Soundness, of cement, 1597 
Spark spectra, 2599 (Fig. 508) 


1161- 
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‘Specific gravity, see also under tables 
bitumin. substs., determination 


analytical balance method, 
1517 (Fig. 189) 
hydrometer method, 1514 
(Fig. 187) 
pycenometer method, 1515 
(Fig. 188) 
comparison with degrees Baumé, 
1168 


definition and methods of determi- 
nation, 1175 
animal and vegetable 
1764 
burning oils, 1704 
linseed oil, 1844 
turpentine, 1851 
gases, 2344, 2397; table, 2411 
hydrometer method, 1704, 
(Fig. 305) 
of acids, see individual acids; see 
Tables 
of glass, 2165 
pyenometer method, 1764 
rubber, 2002, 2012 
Westphal balance 
(Fig. 239) 
Specific heat, definition, 1174 
of gases, 2425 
Specifications, for cement, 1597 
linseed oil, 1843 
Spectral lines, for Cd, Pb, Fe in zine, 
1092 
Spectrochemical analysis and Spectro- 
graphic analysis, 2592 ff. 
apparatus, 2594 ff. 
light sources, 2598 
are, 2598, 2599 
508) 
: flame, 2598 
other, 2600 
spark, 2599 (Fig. 508) 
spectrographs, 1091, 2594 ff. 
(Figs. 502-506) 
Hartmann diaphragm, 
(Fig. 507) 
electrodes, 1089, 1091, 2599 
introduction, 2592 
patent situation, 2617 
photographic materials 
developer, 1091, 2614 
plates, 1091, 2614 
quantitative methods, 2609 
comparison, 2609” 
control of conditions, 2613 
intensity measurements, 
2611 
internal standards, 2610 
working, curve, data, 2610, 
2611, 2613 
references, 2617 


oils, 


2205 


method, 1704 


(Fig. 


2598 


Spectrochemical analysis and Spectro- 
graphic analysis, spectra 
absorption, 2614 
emission, 2592 ff. 
standards, 2600 
tables, spectral 
2603, 2604-2607 
zinc, examination for Pb, Fe 
Cd, A. S. T. M., 1089 
standard solutions, 1092 
Spectroscopic method, for Li, 891 
Spectra, absorption, 2614 
of carbon monoxide in blood, 219 
are, tables of lines, 2602-2603; 2604- 
2607 
Spectrum, method for detection of: 
barium, 117, 119, 120 
cadmium, 198 
caesium, 893 
calcium, 205 
gallium, 426 
lithium, 887 
rhenium, 769 
rubidium, 893 
scandium, 773 
sodium, 875 
strontium, 899 
thallium, 943 
thorium, 947 
Plate, II, alkaline earths, facing, p- 
119 
Spelter, see zine, slab 
Spent oxide, evaluation of, 932 


lines, 2602— 


Spontaneous combustion test, of oils, 
1782 
Standard acids, 2194 ff., see hydro- 


chloric, sulfuric acid, ete. 
effect of temperature changes on 
normality, 2198 


standardization, see Acids, Bases, 
ete. 
approx. by sp. gr., 2198 
Standard substances (primary  stand- 


ards; ultimate standards) 
for volumetric analysis, 1200-1201 
acidimetry and alkalimetry 
benzoic acid, 2197 
hydrochloric acid, 2196, 2197 


potassium acid phthalate, 
2197 
sodium carbonate, 2193 (Fig. 
299) 


oxidation-reduction reactions, 
1203 ff. (See also individual 
substances as: Arsenious oxide, 
Sodium oxalate; Potassium 
iodate; Potassium dichromate; 
ete.) 

precipitations and complex reac- 
tions, 1200 ff. 
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Stannous chloride, analysis of, 962 
method for iron, 484 
apparatus, 485 (Fig. 58) 
reduction of ferric solutions, 470 
standard solution of, 1212 
test for mereury, 574 
osmium, 749 
palladium, 722 
platinum, 713 
selenium, 776 
tellurium, 776 
Starch, analysis, 2156 
converted starches, 2157 
in explosives, 1667 
in paper, 1906, 1907 
in soap, 2039 
solution, preparation, 453, 1198 
preservation of, 453, 1198 
Steam distillation, see Distillation 
Steel, see Iron and Steel, especially 1421 
ff 


Stellite, analysis of, 325, 1409 
Stibine, 2347 
properties, 2367 
Stibnite, antimony in, 77 
Stirrer, 680 (Fig. 80) 
Stopcock grease, 1219, 1220 
Streak test, of bitumens, 1513 
Strengthening, of solutions, 
2236 
Strontium, detection, gen. proc.; flame 
test; sulfate test; spectrum, 899 
estimation, gravimetric 
as carbonate, 902 
as oxide, 902 
as sulfate, 901 
volumetric, alkalimetrie method, 902 
silver nitrate method, 902 
occurrence, ores and minerals, 899 
preparation and solution of the sam- 
ple, 900 
separation, from alkalies and mag- 
nesium, 900 
from barium, 122, 123, 901 
from calcium, 123, 901 
solubilities, 900 
sulfate, determination in barite, 131 
solubility, 121 
Strychnine, test for, 1956, 1957 
Sugar, in explosives, 1674, 1678 
in soap, 2039 
Sulfate method, for barium, 127 
eadmium, 201 
calcium, 216 
lead, 504 
strontium, 901 
zine, 1058 
separation, alkaline earths from al- 
kalies, earths and magnesium, 121 


formulae, 


Sulfates, detection, 904 
estimation 
in barytes, 1867 
in chromium plating baths, 917 
in gypsum, 215 
in hydrochloric acid, 2204 
in leaded zine or zine lead, 1861 
in potash, 2169, 2170 
in rubber, 1985 
in soap, 2037 
in sublimed white lead, 1858 
in water, 2064 
volumetric method, 2091, 2096 
in whiting, 1866 
in zine oxide, 1862 
soluble, estimation of, 917 
in blane fixe, 136, 1867 
Sulfates and sulfides, estimation in mix- 
tures, 925 
Sulfhydrate in presence of sulfide, 924 
Sulfides, detection, 904 
estimation, in ores, by combustion, 916 
in paint (composite white), 1868 
in sodium sulfide, 2183 
in sulfates, 925 
stains, 936 
Sulfide and sulfhydrate, in mixtures, 924 
Sulfide ores, decomposition of, 906 
Sulfide sulfur 
in rubber, 1985 
traces, 936 
Sulfites, detection, 904 
estimation, iodine 
926 
in pres. of other acids of sulfur, 925 
in rubber, 1985 
in sodium sulfide, 2183 
Sulfocyanate, see thiocyanate 
Sulfonation test, bituminous substances, 
1557 
Sulfur, amorphous, 
934 
in crude sulfur, 938 
detection, element, 903 
compounds, 904 
estimation, general procedures 
gravimetric, as barium sulfate, 908 
from cold diluted solutions, 
909 
oxidation and precipitation, 
apparatus, 910 (Figs. 109, 
109a) 
combustion method, 916 
volumetric 
barium chloride method, tetrahy- 
_ droxyquinone indicator, 919 
barium chloride-potassium dichro- 
mate method (Wildenstein), 918 
barium chromate-iodometri¢ 
method (Hinman), 919 


titration method, 


determination of, 
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Sulfur, benzidine hydrochloride method, Sulfur, in steel, evolution method, A. S. 


920 T. M., 1442, 1433 (Fig. 
evolution as hydrogen sulfide, 911 185) 
in iron and steel, 911, A. S. T. gravimetric, 1440 


M., 1442 
apparatus, 912 (Fig. 111), 
915 (Fig. 113), 1443 
(Fig. 185) 
reagents, 911-912 
in iron ore briquettes, sodium 
sulfide, 913 
procedure, 914 
reduction of sulfates, 913, 
apparatus (Fig. 112) 


estimation, special procedures 


available, in brimstone, 934 

free, in mixtures, 931 (Fig. 
115) 

in alcohol, 2141 

in alloys, see Alloys; see 
Bronze; Steel; Ferroalloys, 
ete. 

in alundum, 36 

in ammoniacal liquor, 638 

in barium ores, 133 

in black powder, 1661 

in bronze, A. 8. T. M., 1370 

in cement, 1601 

in chromium plating baths, 917 

in coal, and coke, 906, 1640, 
1642, 1643 

in copper, 389 

in crude sulfur, 937 

in cyanide, 664 

in ferromanganese, 1490 

in ferromolybdenum, 1508 

in ferrotungsten, 1014, 1502 

in ferrovanadium, 1497 

in fuel oils, bomb method, 1756 

in gas, 2395 

in gasoline, A. S. T. M., 1743 

in glass, 2168 

in iron and steel, 492, 494, 911, 
1442 ff. 

in monel metal, 1379 

in nichrome, 1409 

in nickel, metallic, 626 

in oils, 1712; lamp method, 1713 
and liquid fuels, 1743, 1750 

in organic substances, 2507 
(micro) 

in paper, active, 1901 _ 

in pigments, 1514 

in refined sulfur, 934 

in rocks, silicates, insoluble sul- 
fates, 906 

in rubber, 1982, 2003; total, 
1983, 1984; 2003, 2005 

in spent oxide, 932 


in sulfide materials, available 
H,S, 923 
ores, 916 
in thiocyanic acid and its salts, 
925 
in ultramarine blue, 1873 
in zine oxide, 1862 
forms of, 903, 935 (Figs. 116, 117) 
importance of methods, 904 
occurrence, 903 
preparation and solution of the sample, 
905 
ores, coal, rocks, silicates, in- 
soluble sulfates, 906, 907 
sulfide, sulfate, thiosulfate, 905 
separation from 
ammonium and alkali salts, 908 
chlorates, 907 
iron-bearing materials, 907 
metals having insoluble sulfates, 907 
nitrates, 907 
silica, 907 
total, in crude brimstone, 937 
in refined sulfur, 933 
Sulfur dioxide, in bisulfite liquor, 1929 
in burner gas, 2399 é 
in zine oxide, 1862 
method for selenium, 784 
separation from Te, 779 
properties of, 2364, 2365 
gas analysis, 2347 
reduction method for iron, 976 
test for molybdenum, 585 
test for selenium and tellurium, 775 
Sulfur extraction apparatus, 577 (Fig. 
62) 
Sulfuric acid, analysis of, 2228; see also 
Oleum, 2233 
antimony in, 2231 
arseni¢e in, 2230 
arsenious acid in, 89 
Gutzeit method, 105 
boiling-point—composition chart, 
2228 
combined, in soluble sulfates, 917 
copper in, 2231 
fluoride in, 2233 
free, estimation, 921 
freezing-point-composition chart, 
2228 (Fig. 308) 
gases, 2399 
hydrochlorie acid in, 2232 
iron in, 2230 
lead in, 2230 
mist in gases, determination, 2416 
(Fig. 387) 
nitric acid in, 2216, 2232 


88 SUBJECT INDEX 


Sulfurie acid, normal solution of, 2194 
gravimetric standardization, 
2195 
volumetric standization, 2194 
residue, non-volatile, 2229 
selenium in, 2232 
specific gravity, 
2243 
zine in, 2231 
Sulfurie acid, determination in 
acetic acid, 2250 
aluminum salts, 15 
ammoniacal liquor, 638 
arsenious acid, 109 
formic acid, 2247 
hydrochloric acid, 2204 
hydrofluoric acid, 2210 
nitrie acid, 2212 
oleum and mixed acids, 2233 
paint pigments, 1873, 1875, 1876 
tartaric acid, 2255 
test for lead, 500 
molybdenum, 586 
selenium, 776 
tellurium, 776 
Sulfuric acid—mereury method, copper 
eompounds, 396 
Sulfurimeter, 935 (Fig. 116) 
Sulfurous acid (see also Sulfur dioxide) 
free or combined, in sulfites, bisul- 
fites, metabisulfites and 
thiosulfates 
acidimetric-alkalimetrie, 927 
gravimetric method, 925 
iodometric method, 926 
in acetic acid, 2251 
in hydrofluoric acid, 2210 
method for copper compounds, 393 
gold, 438 
reduction of chlorates, 274 
iron, 471 
test for iridium, 730 
Sulfur trioxide (see also Sulfur; Sul- 
furie acid) 
in gypsum, 215 
in sodium silicate, 805 
in zine chloride, 1080 
Surveillance test, explosives, 1697 
Synthetic method, solutary determina- 
tion, 2582 


1) 
3 

Go 
| 


1150-1154, 22: 


r 


Tables, 
absorption spectra, rare earths, 257 
acids, qualitative separations, 1112, 
1128-1135 
specific gravity 
acetic acid (Oudemans’) table, 
1156, 2252 


melting points (Rudorff), 
1156 


Tables, specific gravity 


hydrochloric acid, Ferguson’s 
table, 1142-1143: 2206- 
2207 
constant-boiling, 1144, 2196, 
2208 
nitric acid, Ferguson’s table, 
1145-1146; 2220-2221 
nitric acid, Lunge, Rey, 1147— 
1148; 2222-2223 
phosphoric acid, Hager table, 
1149, 1150, 2127 
sulfuric acid, Ferguson and Tal- 
bot’s tables, 1150-1151; 
1152-1154; 2238-2242 
Bishop table, 1154; 2242 
approximate boiling points, 
1151 
fuming, 1155, 2243 
specific gravity charts 
boiling points, 2228 


and 


alcohol, ethyl, specific gravity, 2142— 


2146 


alkalies 


aqua, 


sodium hydroxide, 


eh 


ammonia, 
1157, 2269 
coefficient of expansion, 1157 

Lunge’s table, 


Ferguson’s table, 


58-1159; 2268 


are spectra, 2602-2603; 2604-2607 


atomic 

bases, 

Baumé 
fic g 


weights, front cover. 

reactions of, 1114-1127 
degrees, comparison with speci- 
ravity, 1168 


bead tests, 1109 

bituminous substances, 1510-1512 

buoyancy constants, of water, 1226 

cement analysis, 817, 1619 

centigrade and Fahrenheit temperature 
seales, 1165 


compounds, 


inorganic, useful data 


(Meiklejohn), 1161-1164 
conversion tables, volume, weight, en- 
ergy, 1176-1178 
density, of water, 1228 
ebullioscopie constants, 2532 
electromotive series of elements, 1141 
energy, conversion tables, 1177 
fatty acids, characteristics, 1794 
flame tests, 1108 


gases 
aque 


ous vapor pressure vs. tempera- 


ture, 2425 
calorific power, 2426 


chimney or flue, calculations, 2383 
commercial, compositions (typical), 
2397 


constants of, 1166-1167; 1171-1172; 


24 


24 


correction factors, 2429-2430 
cylinders, data, 2428 
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Tables, gases 
dangerous concentrations (toxic), 
2427 
efficiency and heat loss, 2383 
emergent stem data, calorimetry, 
2431 
humidity corrections, 2432 
producer gas, composition, 2388 
specific gravity, 2411 
specific heat, 2425 
sulfur dioxide, iodine values, 2425 
volumetric factors, 2428 
hardness, in water, 2082 
heat of combustion, compounds, 1185- 


1186 
fusion, elements and compounds, 
1188-1190 


indicators, for pH measurement, 2281 
for titrations, 2191 

ionic mobilities, 2324 

logarithms and antilogarithms, 1179- 
1182 

melting-points, of elements, Table I, 
1140 


metric and other units, 1169-1170, 
2426 
microorganisms, in water, 2100; identi- 
fication, 2106; control, 2113, 2114 
milliequivalents, inorganic substances, 
1161-1164 
minerals, common, list of, 1183-1184 
oils, characteristics of, 1795, 1796 
drying oils, 1849 
phosphate, typical compositions, 691 
platinum metals reactions, 753 
qualitative tests, 1107-1135 
reaction coefficients, water analysis, 
. 2086 
salt effects, on pH, 2286 
saponification numbers, 1773 
separations, platinum metals, 729 
silver tables, U. S. Mint, 829 :; 
Simpson’s table, columbite-tantalite 
specific gravity, 331 
solubility, qualitative, 1136 
quantitative, back cover 
specifications 
fuel oils, greases, 1791 
gasoline, burning oils, 1790 
lubricating oils, 1792, 1793 
specific gravity, and degrees Baumé, 
1168 - ; 
(see Acids; Alkalies; Alcohol, etc.) 
spectra, absorption, rare earths, 257 
are, persistent lines, by elements, 
_ 2602-2603 
by wavelengths, 2604-2607 
temperature, conversion, centigrade to 
Fahrenheit, 1165 
from colors of heated metals, 1141 
of flames, 1140 


Sl 


Tables, temperature 
standards, 1141 
vapor pressure of water, Regnault, 
Broch and Weibe, 1160 
vapors, constants of, 1166-1167 
viscosity, 1725 
conversion data, 1799 
chart, 1798 
water, buoyancy constants, 1226 
density, 1228 
weights for various volumes, 1229 
waxes, characteristics of, 1797 
weights and measures, conversions, 
1176 
precision and tolerances, analy- 
tical, 1234 
zine, slab, tolerances, 1071 
Tallow, see oils, fats, waxes, tables. 
Tanni¢ acid, 2158 
Tannins, 2159 
in columbium-tantalum separation, 346 
Tantalite, 331 
Tantalum (see also Columbium and Tan- 
talum) 
detection, 332, 333 
traces, 333 
estimation, 347 
separations, 344-347 
specific gravities, minerals (Simpson), 
331 5 
uses, 331 
Tar, see Bituminous substances. 
Tartar emetic, antimony in, 82 
Tartariec acid, determination, Goldenberg 
Co. method, 2254 
Oulman method, 2254 
Tartrate test, for potassium, 862 
Tellurates, telluric acid, estimation of, 
786 
Techniques, special, Vol. II, part IT, 2189 
and ff. 
Tellurium, detection, general procedure, 
775, 776 
in complex mixtures, 777 
estimation, general procedures 
gravimetric, as dioxide, 786 
hydrazine-sulfur dioxide 
method, 785 
sulfur dioxide method, 781 
volumetric, 793 5 
special procedures 
analysis of metallic Te, 788 
and selenium, in complex mix- 
tures, 777 
in copper, 388, 789, 792 
in flue dust, 790 
in lead slimes, 789 
separation, 780 (Fig. 94) 
and determination, 782 
(Fig. 95) 
occurrence, 775 
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Tellurium, preparation and solution of 
sample, 778 
separations, see Selenium 
Tellurium and selenium, in selenium, 787 
in tellurium, 788 
refinery methods, 787 
Temperature, effect on normalities of 
solutions, 2198 
on pH measurements, 2288 
estimation, by optical method, 1141 
Fahrenheit-centigrade conversions, 1165 
of flames, 1140 
transition, and solubility, 2582 
Tensile strength, of bituminous 
stances, 1564 
of cement, 1597 
Terbium, 245 
Test lead, reduction of ferric salts by, 470 
Test papers, see Antimony; Arsenic; 
Lead; Sulfur 
Tetrabromide, in rubber analysis, 1975 
Tetraethyl lead, in gasoline, 1804 
1, 2, 5, 8-Tetrahydroxyanthraquinone, test 
for Be, 138 
Tetrahydroxyquinone, indicator, 129 
for sulfate, 919 
Tetryl, analysis of, 1684 
Thallium, detection, 942 
estimation, gravimetric, 944 
volumetric, 944 
preparation of solution, 943 
separations, 943 
Thallous oxide test, for platinum, 713 
Thermometer, for distillations, oils, 1707 
see A. S. T. M. methods, calorific 
value; flash points, ete. 
Thiocyanate, determination in presence 
of chloride and cyanide, 277 
cyanide, 661 
method for determination of 
copper, 357 
iron, 486 
mercury, 580 
rhenium, 772 
silver (Volhard), 824 
test for hydrocyanic acid, 1946 
silver, 819 
Thiocyanic acid, sulfur in, 925 
Thioglycollic acid, method for iron, 487 
Thionalide, reagent, 1218 
Thiosulfate, detection, 904 
determination in presence of sulfide 
and sulfhydrate, 925 
in sodium sulfide, 2183 
method for thorium separation, 950 
titrating iodine, 925 
standard solution, for copper, 
1211 
for water analysis, 2079 
general purposes, 452, 1211 


sub- 


308, 


t 


Thiosulfate-iodide method, lead peroxide 
estimation, 524 
Thiourea, test for osmium, 749 
Thorium, detection, 946, 947 
estimation, 953 
occurrence, 946 
preparation and solution of the sample, 
948 
separations, phenylarsonie acid method, 
952 
pyrophosphate method, 949 
thiosulfate method, 950 
Thulium, 245 
Time-viscosity data, conversion Saybolt 
to Engler, 1799 
Time required in, gas analysis, 2351, 
2352, 2359 
Tin, detection, 954, 955 
estimation, general procedures, 
gravimetric 
electrolytic, micro, 2513 
hydrolysis; ignition to oxide, 
959 
precipitation by 
961 
purification of the oxide, 960 
sulfide method, 960 
volumetric, ferric chloride 
method, 966 
iodine method (Lenssen), 964 
Baker’s modification, 964 
Sellars’ reduction appa- 
paratus, 966, 967 
(Figs. 119, 120) 
estimation, special procedures 
in alloys, brass and bronze, 969 
Fig. 121 
in aluminum alloys, 49 
in Babbitts, 968 
in bearing metals, 1362, 1363 
in bichloride of tin, 962, 963 
in bismuth bronze, 1375 
in bronze, A. §. T. M., 1356 
in canned food products, 971 
in ferrotungsten and tungsten 
powder, 1015, 1504 
in lead-base alloys, 1383, 1385 
in lead (metallic) pig, 1416 
in magnesium alloys, 549 
in silver solder, 1404 
in tin-base alloys, 1383, 1385 
in water 2080 
in white metal, 973 
in Wood’s metal, 1379 
in zine-base alloys, 1396 
importance of methods, 955 
occurrence, 954 
preparation and solution of the sample, 
955 


cupferron, 


cyanide process, 955 
hydrogen reduction, 957 
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Tin, sodium carbonate method, 956 
hydroxide method, 957 
peroxide method, 957, 972 
separation, from antimony, 69, 71 
in alloys, 957 
from arsenic and antimony, distilla- 
tion method, 69, 1385 
from copper; lead, 957 
from iron, etc., 958 
from phosphorus; tungstic acid, 958 
from silicon, 958 
_from silver, etc., 958 
general method, 957 
Tin-base alloys, 1381 
Tineal, 164 
Tissue, iodine’in, 460 
Titaniferous materials, analysis of, 995 
slags, decomposition of, 978 
Titanium Alloy Manufacturing Co., 
method for N in steel, 656-658 
Titanium, detection, 976 
estimation, general procedures 
colorimetric, hydrogen peroxide 
method, 987; app., 988, 989 
(Figs. 123, 124) 
thymol method, 994 
gravimetric, Gooch-Thornton 
method, 981 
volumetric, after reduction with 
ZinG 
apparatus, 986 (Fig. 122) 
ferric salt titration, 985 
permanganate titration, 984 
estimation, special procedures 
in aluminous materials, 21, 25, 
27 
in aluminum and its alloys, 42 
in alundum, 34 
in bauxite, 997 
in clay, 2163 
in ferro-carbon-titanium, 
987 
in illmenite, 496 
in paper, 1925 
in pigments, mixed, 998 
titanium oxide, 986 
titanox, 999 
in silicon carbide, 815 
in steel, 1468, 1482 
treated with Fe-C-Ti, 991-993 
importance of methods, 976 
oceurrence, 975 
preparation and solution of the sample, 
977-979 » ; 
separations, from alkaline earths, 980 
aluminum, cupferron method, 980 
bivalent metals (Mn, Ni, Co, Zn, 


983, 


ete.), 980 
copper, zine, aluminum, iron, etc., 
979 


hydrogen sulfide group, 979 


Titanium, iron, ether method, 980 
other elements, 980, 981 
standard solution of, 989 
Titanium oxide, in pigments, 1863 
Titanium pigments, analysis of, 986, 999, 
1863 
Titanous salt, estimation of iron, 479 
apparatus, 480 (Fig. 57) 
preparation of solution, 479 
standardization, 480, 481 
Titanox, analysis of, 999 ; 
Titan yellow G, test for Mg, 525 
Titer, see Milliequivalents, table of, 
1161-1164 
Titer test, for oils, 1784 
for soap, 2042 
Titration method, solubility determina- 
tion, 2585 
of acids and alkalies, 2200 
Titrations, see Acids; Alkalies; various 
oxidizing and reducing agents, etc. 
see also Conductometrie methods; Po- 
tentiometric methods; Microanalysis 
TNT, see Trinitrotoluene 
Tolerances, for weights, 1234 
Toluene, microdetermination of, 2547 
use in moisture distillation, 1342 
o-Toluidine, 280 
Traces of: (see also under element in 
question; see Poisons; see ‘“Micro- 
scopy) 
aluminum, detection with alizarine S, 2 
aluminon, 2 
determination, with aluminon, 55 
general method, 59 
rapid method, 61 
ammonia, 630 
antimony, detection, 64 
determination, 78-81 
arsenic, detection, 87 
determination, 105-107 
barium, detection, flame and spectrum, 
117, 120 
beryllium, 143, 145 
bismuth, colorimetric 
158, 159 
boron, tests, 162, 163 
quantitative, 185, 186 
bromine, detection, 188 
estimation, 192, 193 
cadmium, 202 
caesium, 893 
ealecium, flame and spectrum, 120, 205 
carbon, colorimetric est., 232, 234 
cerium and other rare earths, detection, 
257, 258 
chlorine, detection, 261, 281 
chromium, detection, 282, 283 
determination, 289, 290 
cobalt, detection, 305, 306 
estimation, 314 


determination, 
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Traces of, columbium, 332, 333 
copper, detection, 349, 350 
determination, 376-381 
fluorine, detection, 399-401 
estimation, etching method, 421, 422 
Steiger-Merwin method, 410 
zirconium-purpurin method, 423 
gallium, detection, 426 
gold, detection, 431-433 
determination, 438, 439; Fire assay, 
835 ff. 
halogens, detection, 281 
indium, 445 
iodine, detection, 448 
iron, detection, 462, 463 
determination, 482, 486, 487 
lead, detection, 500 
determination, colorimetric, 517, 521 
gravimetric, 514 
lithium, detection, 887 
estimation, spectroscopic, 891 
magnesium, detection, 529 
manganese, detection, 554, 555 
determination, 572, 573 
mercury, detection, 574 


metals, microelectrolytic estimation, 
2514 

molybdenum, detection, 585, 586 
estimation, colorimetric, 606, 608, 


609, 610, 612 
nickel, detection, 614, 615, 617 
nitrogen, as ammonia, Nessler’s test, 

630 

as nitric acid, detection, 630, 631 
determination, 640 
as nitrous acid, detection, 631 
oxygen, estimation, 687, 688 
phosphorus, detection, 689, 1945 
platinum, detection, 712, 713 
metals, iridium, 730 

osmium, 748, 749 

palladium, 721, 722 

rhodium, 742 

ruthenium, 737, 738 
potassium, detection, 862 
radium, detection, 758 
rhenium, detection, 768, 769 

estimation, 772 
rubidium, detection, 893 
scandium, detection, 773 
selenium, detection, 775, 776 
silicon, detection, 794, 795 
estimation, colorimetric, 803 
silver, detection, 818-820 
estimation, 820; fire assay, 835 ff. 
sodium, detection, 875, 876 
strontium, detection, 120, 899 
sulfur, combined and free, detection, 
903, 904 
estimation, 936 
tantalum, detection, 332, 333 
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Traces of, tellurium, detection, 775, 776 
thallium, detection, 942 
thorium, detection, 946, 947 
tin, detection, 954, 955 
titanium, detection, 976 
estimation, colorimetric, 987, 994 
tungsten, detection, 1001 
uranium, detection, 1017 
vanadium, detection, 1031 
estimation, 1051, 1052 
zine, detection, 1054 
estimation, 1068 
zirconium, detection, 1093 


Transition temperature, and solubility, 


2582 \ 
Trinitrotoluene, examination of, 1681 
Triphenyltin chloride, 1218 

method for fluoride, 406 


Trisodium phosphate, analysis of, 703- 


705 
Trisulfide, antimony, 72 
arsenic, 96 


Tropeolin OO, adsorption indicator, 281 
Tung oil (Chinese wood oil), examina- 


tion of, 1847 
specifications, A. S. T. M., 1847 
Tungstate method, for calcium, 216 


Tungsten, detection, in alloys and steel, 


1001 
in minerals, 1001, 1002 
estimation, general 
gravimetric, 1002, 1005 
special 
in ferrotungsten, 1011, 1499 
in stellite, 326 
in steel, A. S. T. M., 1465 


ores and concentrates, - analysis, 


1005 
acid attack, 1005 
fusion attack, 1010 
iron in, 1007 
molybdenum in, 1007 


tantalum and columbium in, 


1007 
occurrence, 1001 


preparation and solution of the sam- 


ple, 1002 
reagent, cinchonine, 1006 


separation from arsenic and phos- 


phorus, 1003 
iron, 1005 
lead, 1005 
molybdenum, 1004 
silica, 1003 
, tin, 1003 
titanium, 1004 
uranium, 1005 
vanadium, 1004 
solubilities of acids and oxides, 1002 


~ 
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Tungsten, tungsten metal and ferro- 
tungsten, A. 8S. T. M. methods, 
1011, 1499 ff. 
determination of 
antimony, 1015 
copper, 1015 
phosphorus, 1012 
silicon, 1014 
sulfur, 1014 
tin, 1015, 1016 (Fig. 126) 
tungsten, 1011, 1499 
Tungstic acid, method for tungsten, 1002 
Turbidity tests, of water, 2047 
Turmeric indicator, 185 
test for boron, 163 
colorimetric estimation, 185 
Turpentine, analysis of, 1850 (color; sp. 
gr.; ref. index; dist. test; polymeriza- 
tion; standards) 


U 


Ulexite, 164 
Ultimate standards, 1200, 1201 
Ultramarine blue, analysis of, 1872 
Unbuffered solutions, pH of, 2284 
United States Government, etc., see U. 8. 
Units, metric and other, tables, 1169, 
1170 
physical, 1174, 1175 
Unsaponifiable matter, 
1844 
detection of, 1773 
in oil, identification of, 1774 
in rubber, 1980, 2008 
in soap, 2031, 2032 
Uranium, detection, 1017 
uranous and uranyl salts, 1017 
estimation, general 
gravimetric, as oxide, 1022 
volumetric, 1027 
special 
in carnotite, 1024 
in ferrouranium, 1028 
in iron and steel, 1028 
in ores, 1022 
occurrence, 1017 
preparation and solution of the sam- 
ple, 1019 
separation, cupferron method, 1021 
from hydrogen sulfide group metals, 
1019 
from iron, and metals having in- 
soluble carbonates, 1020 
from molybdenum, tungsten, vana- 
dium, 1021 
from vanadium, 1020, 1021 
solubilities, 1019 
uranous salts, detection, 1017 
uranyl salts, detection, 1017 
uses, 1018 | 


in linseed oil, 


Uranyl acetates of sodium, with mag- 
nesium, zine, cobalt or nickel, 875 

Urea method (Willard and Tang) for 
aluminum, 11 

Useful data, inorganic compounds, table, 
1161-1164 

U. S. Government specifications, petro- 
leum products, 1790-1793 

U. S. Mint, tables, silver, 829 


Vv 


Vacuum correction, for weighings, 1223 
Vacuum oven, 1317 
Vacuum-tube voltmeter, 2321 
Valenta test, for oils, 1765 
Valuation, of aluminum ores, 17, 19 
of fluorspar, 419, 420 
Vanadium, detection, 1031 
contrast with Cr salts, 1031 
estimation, general procedures, 1035 


gravimetric, lead acetate 
method, 1036 
mercurous nitrate method, 
1036 
volumetric 
ether extraction, 1052 
phosphomolybdate method, 
1051 
reduction 


by HCl, 1046 
by HLS; SO,, 1037 
by zine, 1037 
titration by permanganate, 
1037, 1039 
potentiometric, 2315 
estimation, special procedures 
differential reduction and titra- 


tion: 
vanadium, arsenic, antimony, 
1039 
chromium, 1041 (Fig. 127) 
iron, 1040 


molybdenum, 1039 

in aluminous materials, 23, 26 

in alundum, 35 

in antimony, arsenic, vanadium 
mixtures, 1039 

in brasses, bronzes, cuprovana- 
dium, 1051 

in ferrovanadium, 1050; A. S. 
T. M., 1494 

in molybdie acid, 597 

in ores, 1042 
fusion method, 1047 
persulfate method, 1048 

in steel, electrolytic, 1458 


potentiometric method, 2315 
ff. 

with chromium absent, 1051, 
1459 


94. SUBJECT INDEX 


Vanadium, with chromium present, 1473, 
1477, 1479 
importance of methods, 1030 
occurrence, 1030 
phosphorus in presence of vanadium, 
zirconium method, 706 
preparation and solution of the sam- 
ple, 1032 
alloys, 1034 
ores, general procedure, 1033 
separation, cupferron method, 1035 
from arsenic, 1034; chromium, 1035; 
molybdenum, 1034; phosphoric 
acid, 1034 
solubilities, element, 1032 
oxides and salts, 1033 
Vanier absorption bulb, 221 
Vapor pressure of water, table, 1160 
Vapors, table of constants, 1166-1167 
Varnish, analysis (acid no.; ash; fixed 
oils; res.; flash-pt.; sep’n of poly- 
merized oils and resins) 1851 
Varrentrapp-Will absorption bulbs, 2344 
Vegetable oils, see Oils, fats, waxes 
Vehicles, paint 
analysis, 1839 
liquid, per cent of, 1840 
separation of components, 1841 
Velocity, gas flow, Pitot formulas, 1173 
Venturi meter, 2342 
Vermillion, analysis of, 1871 
determination, in red ink, 2177 
in rubber, 1991 
Veronal, determination, 1953 
Villavecchia test, oils, 1782 
Viscometer, conversion chart, 1798 (Fig. 
258) 
tables, 1799 
Viscosimeters, 1718, 1719, 1724; micro, 
2546 
Viscosity, in centipoises, sugar solution, 
1725 
of bituminous substances, 1518 (Fig. 
190 (float test apparatus) ) 
of nitrocellulose, 1694 
of oil, determination, 1718 
Engler apparatus, 1718 (Wig. 243) 
MacMichael, 1724 
Saybolt, 1721 (Pigs. 244, 245) 
of pulp (cuprammonium), 1884 ff, 
of starch, 2157 
Volatile combustible matter, in coal 
apparatus, 1639 
method of determination, 1638 
Volatile hydrocarbons, in soap, 2040 
matter, in bituminous substances, 1527, 
1528 (Fig. 196) 
in paint, distillation of, 1841 
in pigments, 1874 
in sodium fluoride, 421 


Volhard titration 
for bromide, 192 
chloride, 271 
copper, 376 
cyanide, 661 
_ iodide, 457 
manganese, 561 
_— silver, 824 
Volt, definition, 1175 
Voltmeter, vacuum-tube, 2321 
Volume-change, and solubility, 2584 
Volumes, formulae for, 1170 
unit, conversion table, 1176 
Volumetric apparatus, calibration, 1219 
ff 


by direct measurement, 1220 
from weight of water, 1221 
of burettes, 1224, 1225 (Wig. 131) 
of flasks, 1223 (Fig. 130) 
of pipettes, 1224 
cleaning of, 1219 
illustrations of, 1219 (Fig. 129) 
Volumetric methods, see Element or sub- 
stance in question. 
Vulcanization coefficient, of rubber, 2014 
Vulcanized rubber, see Rubber 
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Wagner’s solution, 209 
Washing soda, analysis of, 2263 
Waste and reclaim, see Rubber 
Water analysis, general considerations, 
2046 
micromethods, 2545 
mineral analysis 
abstract of general 
2057, 2058 
acidity, determination of, 2072 
alkalinity, determination of, 
2066 
alumina, determination of, 2059 
ammonia determination of, 
2077 
bicarbonate, 2095 
boiler-room control, 2088 
boron, 164, 186 
bromine, 195 
calcium, determination of, 216, 
2061, 2096 
calcium sulfate, 
of, 2084 
carbonate, 2095 
carbon dioxide, apparatus for 
determination, 2070 (Fig. 
289) 
fraction as pH, 2072 (Fig. 
290) 
total, 2070 
carbonic acid, determination of, 
2075 


scheme, 


determination 
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Water analysis, chlorine, determination 


of, 280, 2075, 2095 


combinations in, hypothetical, 
2087 
corrosion, acid waters, deter- 


mination of, 2087 
field assay, 2087 
foaming, 2086 
hardness in, 2081 
hydrogen-ion concentration, 2073 
hydrogen sulfide in, 2078 
hydroxide-ion concentration, 
2067, 2095 
standard method, 2068 
interpretation of analysis, 2085 
iodide or iodine in, 459 
iron, determination, 2059, 2060 
irrigating waters, 2098 
lead, zine, copper, tin, 2080 
lime value, 2084 
lithium determination, 2065 
magnesium in, 2062, 2096 
chloride, 2083 
manganese, determination, bis- 
muthate method, 2063 
persulfate method, 2063 
mineral residue, 2077 
nitrates, determination of, 2076 
oil, determination of, 2078 
oxygen, dissolved, est. of, 2079 
phosphates, determination, 2061, 
2090 
preparation of solutions 
2094 
priming, 2086 
rapid methods, 2093 
reaction coefficients, 2086 
residue, total mineral, 2077 
scale, determination of, 2087 
silica, determination of, 2059 
colorimetric, 803 
soda value, 2084 
sodium and potassium, deter- 
mination, 2065 
softening, 2086 
sulfates, determination, as ba- 
rium sulfate, 2064 
benzidine method, 2064 
volumetric method, 2091, 
2096 
traces, of heavy metals, 2080 


for, 


sanitary analysis, 2047, ff. 


ammonia, albuminoid in, 2050 
free, 2049; 2050 (Fig. 288) 
chlorine, as chloride, 2054 
color test, 2048 
interpretation of analysis, 2055 
nitrogen as nitrate, 2053 
as nitrite, 2052 
organic, 2051 
odor test, 2048 


Water 


Water, 
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analysis, oxygen consumed, 2053 
physical tests, 2047 
residue, total solids in, 2055 
taste, 2049 
turbidity, 2047 
bacteriological examination 
apparatus and materials, 
2118 (Fig. 296) 
bacteria, total in, 2124 
brilliant-green, lactose, 
bile, 2122 
b. coli, examination for, 2125 
reaction classification, coli aero- 
genes group, 2126 
selection of tests, 2129 
subclassification of, 2125 
tests, completed, 2128 
confirmed, 2127 
presumptive, 2126, 2127 
b. typhi, examination of, 2131 
subelassifications of, 2132 
test, Widal, 2132 
Endo’s medium, 2121 
eosin-methylene blue agar, 2121 
Hesse agar, 2123 
nutrient agar, 2120 
broth, 2120 
gelatin, 2120 
pH of media and solutions, 2119 
Russell’s media, 2123 
sampling, for examination, 2116 
(Fig. 295) 
sterilization procedure, 2120 
sugar broths, 2120 
Widal test, b. typhi, 2132 


2117, 


peptone 


examination by microscope, 2099 


Water, 


control of organisms, 2111 
chemicals needed, 2113, 2114 
importance of examination, 2099 

microscope, 2105 (Fig. 292) 
ocular micrometer (Fig. 293) 
microscopical apparatus, 2112 
(Fig. 294) 
organisms, identification, 2109 
odors, 2100 
plates, 2107, 2108 
tabular outline, 2106 
references, 2114-2115 
sampling, 2102 (Fig. 291) 
Sedgwick-Rafter method, 2102 
determination, 1338-1345. 
also Moisture. 


See 


by absorption and weighing, 1339 


(Fig. 180) 


by loss in weight (indirect), 1338 
centrifugal method, A. S. T. M., 


for oils, 1761 


distillation method, 1340 


Bidwell-Sterling, 1342 
Brown-Duvel, 1341 
Dean and Stark, 1340 
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Water, Kingman, 1343, apparatus (Fig. 
181), 1344 
Marecusson, 1343 
in acetone, 2135 
in bituminous substances, 1551 
(Figs. 208, 209); 1553 (Fig. 
210) 
finished product, 
224) 
in gases, 1347 
in grease, 1829 
in oils (fuel) A. Sg T. M., 1758 
in paint vehicles, 1841 
in soap, 2028 
in sodium silicate, 805 
solubility of oxygen in, 677 
tables, buoyancy constants, 1226 
density, 1228 
vapor pressure, 1160 
weight, apparent, in air, 1229 
Water gas, see under Gases 
composition, 2397 
Watt, definition, 1175 
Watt-hour, 1175 
Waxes, 1788 
in grease, 1830 
table of characteristics, 1797 
Weighing, in microanalysis, 2464 ff. 
Weighing bottle, for acids, 643 (Fig. 68) 
burette, 2202 (Fig. 304) 
tubes, for acids, 2201 (Figs. 301, 
302), 2202 (Figs. 303, 304) 
platinum, 2209 
Weights, correction for buoyant effects, 
1233 
for fire assay, 841 
precision and tolerances, 1233 
standardization of, 1230 
Westphal balance, 1517 
Wet assay, gold in minerals, 434 
combustion, carbon determination, 
226 
tests, for silver, 818 
White lead, corroded, analysis, 524 
sublimed, analysis, 1858 
White metals, analysis (see also Alloys; 
Tin-base alloys; lead-base alloys) 
determination of antimony, 84, 85, 
114 
determination of arsenic, 112, 114 
tin, 973 
Whiting, 1866 
Wire-bar copper, iron in, 383 
Witherite, analysis of, 129 
commercial valuation, 130 
Wolframite, see Tungsten, occurrence 
Wood alcohol, see Alcohol methyl; metha- 
nol 
Wood’s metal, analysis of, 1399 
Wulfenite, molybdenum in, 597 


1595 (Fig. 


x 


Xanthate separation, cobalt and nickel, 
310 

Xenon, 2348; properties, 2380 

Xenotime, 246 

Xylene, use in moisture determination, 
1343 


We 


Yellow pigments, analysis, 1874 
Ytterbium, 245 
Yttrium, 245 
group, 245 
approximate estimation, 250 


Z 


Zimmermann-Reinhardt solution, 476 
Zine, detection, 1054 
hydrogen sulfide; ferrocyanide tests, 
1054 
mercuric thiocyanate, blow-pipe and 
cobalt nitrate tests, 1055 
estimation, general procedures, 1055, 
1057 


gravimetric, electrolytic, 1059; 
micro, 2513, 2315 
oxide method, 1058 
phosphate, pyrophosphate, 
1058 


sulfate, 1058 
see also micromethod, 2547 
volumetric 
ferrocyanide titration 
diphenylamine indicator for, 
1065 
for small amounts, 1068 
in acid solution, 1060 
in alkaline solution, 1066 
potentiometric method, 2314 
rapid method, 1064 
estimation, special procedures 
in aluminum alloys 
mereury thiocyanate method, 
45 
oxide method, 44 
in ‘‘arsenic,’’ 110 
in bismuth bronze, 1377 
in brass and bronze, 1084; A. 
8. T. M., 1366 
in cadmium, 1078 
in copper, 385 
in galvanized sheets (coating), 
1087 
in German silver, 1375 
in lead, pig, 1083, 1418 
in lead sulfate, basic, 1856 
in magnesium alloys, 542 
in ores, 1067 - 
in paint, composite white, 1868 
in paper, 1922 
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Zine, in pigments, orange and yellow, 
1875 
in presence of 
cadmium, 1062, 1067 
earbon, 1067 
iron, 1062 
manganese, 1062 
in rubber goods, 1085 
in silver solder, 1403 
in slag, 2023 
in soft solder, 1085, 1392 
in sulfuric acid, 2231 
in water, 2050 
in white lead, 1859 
in Wood’s metal, 1401 
in zine dust, 1069, 1070 (Fig. 
128) 
in zine lead and leaded zine, 
1861 
moisture, in zine pulp, 1056 
occurrence, 1054 
preparation of sample, 1056 
separation, from antimony, etc. (cop- 
per group), 1056 
from cadmium, 1062, 1067 
from copper, 1067 
from iron, 1057 
iron, aluminum, manganese, cobalt 
and nickel, 1057 
from silica, 1056 
sulfide precipitation, 1057 
discussion of, 1062 
turbidity procedure, 
1068 
uses, 1054 
Zine amalgam, mercury in, 582 
preparation of, 1199 
Zine arsenite, arsenic in, 90 
Zine-base die-casting alloy, 1394 
Zine chloride, fused, 1082 
ammonia in, 1083 
Zine chloride method, lime in CaCO,, 2270 
Zine chloride solution, specific gravity; 
zinc; chloride; SO,; iron; alumina; 
manganese; lime; magnesia; alkalies; 
copper; barium, 1079 ff. 
Zine chloride test, for Ru, 737 
Zine lead, and leaded zinc, analysis, 1861 
Zine metal, test for iridium, 730; pal- 
ladium, 712; platinum, 713; rhodium, 
742; ruthenium, 737; selenium, 776; 
tellurium, 776; titanium, 976; vana- 
dium, 1031 
Zine ores, lead in, 527 
Zine oxide method, Fe, Al, Cr, separation 
from bivalent metals, 312 
Zine oxide, in commercial product, 1862 
in lithopone, 1863 
method for zine, 1058 
Zine reductor, see Jones jreductor 
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small amounts, 
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Zine reduction method, for chlorates, 274 
for iron, 470 
for titanium, 976 
for uranium, 1027 
for vanadium, 1039 
Zine slab, A. S. T. M. methods, 1071 
cadmium in, 1074 
copper in, 1077 
lead in, 1071, 1073 
rejection limits, table, 1071 
Zine, spectrochemical analysis, Pb, Fe, 
Cd, 1089 
Zine sulfate, method for zine, 1058 
see also Paint pigments 
Zine sulfide, in lithopone, 1863 
Zine uranyl acetate, method for Na, 878 
test for Na, 875 
Zirconium and Halfnium 
detection, 1093 
estimation, general procedures 
gravimetric, as oxide, 1099 
cupferron procedure, 1099 
hydroxide procedure, 1103 
phenylarsonic acid procedure, 
1102 
selenious acid procedure, 1101 
special procedures, 
in aluminous materials, 23, 26 
in alundum, 34 
in bauxite, 997 
in steels, reference 1104; 1470, 
1482 
* in zirconiu * 
occurrence, 1093 
preparation and solution of the sample, 
1095 
borax method, 1097 
potassium hydrogen 
method, 1096 
sodium peroxide-charcoal 
method, 1095 
sodium peroxide method, 1095 
separation, from aluminum, chromium 
and uranium, 1099 
copper-tin group metals, 1098 
halfnium, 1104 
iron, nickel, cobalt, manganese and 
zine, 1098 
molybdenum, 1099 
thorium and rare earths, 1099 
titanium, 1099 
tungsten, 1099 
vanadium, 1099 
Zirconium method, phosphorus in pres- 
ence of V, 706 
Zirconium nitrate, 407 
Zirconium pigments, 1864 
Zirconium-purpurin method, for fluoride, 
423 


ores, 1103 


fluoride 
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